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PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
( I ) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information, last published in January 1979. Microfiche of the 
docketed information listed in the Title List Is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTlS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKEl ED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A. Application/construciion stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I . Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences, LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U. Congressional/ executive correspondence 

V. Licensing operators and related correspondence 


v 



W. Decommissioning stage documents and correspondence 

X Onsite low-level wastes storage 

Appendix A sets forth those categories and describes the materials available in each Omission of a category in the 
listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the entries in ihe list are* 
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(T) P Operating license stage documents & correspondence 

§203090028 Responds to 820201 Itr requesting documents re environ qualification of 
electrical equipment All nonproprietary repts will be provided lo Franklin Research 
Ctr by 820408. Proprietary repis will be provided to NRC by 820510. 

( 7 ^ MILLS, L.M. Tennessee Valley Auihoriiy. 82/03/04 0 VASSALLO. D B 
Operating Reactors Branch 2. (T) Ip. 1216:254 . 24XFiche: 50-259,82/03/04, 

* \ \ \ 

® ® @ © 


8203090028. 


NRC/PDR Document category (see Appendix A) 

NRC Accession Number (year* month, day* and sequence number of item). 

Description of information contained in the document. 

Personal author(s). An asterisk in this position indicates that there is no personal author, 

Corporate, agency or nonindividual source. 

Date of document described. 

Recipient of document and NRC or corporate affiliation. 

Pages in this document. 

The NRC 48X microfiche designation for this document. This five-digit portion of this entry is the number of 
the microfiche copy of this document that is available to NRC staff who have access to 48X microfiche files 
This three-digit portion of this entry is the number of the frame on which this document starts. 

The 24X Fiche designation consists of the docket number followed by the dale of the document and the acces- 
sion number for the document. This designation provides the information needed by subscribers to the Na- 
tional Technical Information Service docket microfiche to locate the document fiche. 

If this space is blank, the document is available to the public only in the NRC Public Document Room, 1717 H 
St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for copies of ihe document. 
The entry may be “Available at NRC” for sale; ‘‘Available at NTIS”; or “Available at GPO,” 


The Docketed Items list is arranged sequeniially by Docket Number, category, and then by dale of principal items. 
Entries indented and preceded by a dash are items that were submitted as enclosures to principal iienis. In general, 
indented items are not in accession number sequence. If the docketed document has a contract (FIN) number or a 
formal report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

The nondockeled items are divided into the categories used for filing and searching in the NRC Public Document 
Room. These categories and their symbols are: 

lOCFR — Commission Meeting Records 

ACRS Advisory Committee on Reactor Safeguards 

COMMISSION — NRC Commissioners 

CONTRACT — NRC Contracts and Modifications 

DISCLOSURE — Financial Disclosure Information 

FOI A — Freedom of Information Act Requests and Releases 

GEN TECH IS — Generic Technical Issues 



I&E “ Inspection and Enforcemeni 

MISC — Public Document Room Miscellaneous 

NUREG — NUREG Reports and Related Correspondence 

ORG — Correspondence with Other Organizations 

PR — Proposed Rule 

PRM — Petition for Rulemaking 

PROJ — Projects— Predocket Licensing 

PT21 — Noncompliance Reports and Related Correspondence 

QA999 ~ Quality Assurance Inspections 

REGGD — Regulatory Guides 

RES — Research and Technical Assistance Reports 

REVIEW GRP — NRC Research Review Groups 

RM — Rulemakings 

SECY — Position Papers Before the Commission 
STATE PROG — State Programs 
TOPREP — Vendor Reports and Related Correspondence 
WASH ~ Regulatory Publications—Pre-NUREG Series 
WASTE MGT — Nuclear Waste Management 
XPORTLIC — Export and Import Licenses 


Appendix B sets forth these categories and describes the material available in each Omission of a category in the 
listing for a docket indicates that no documents in that category were filed in the lime period of the report. 
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principal elements of the nondocketed items are: 


NUREG— NUREG Reports and Related Correspondence 



8203090207 NUREG/CR-1672 V02 

' RISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 

© IN GEOLOGIC MEDIA. Technical Review of Documents 

' NUREG/CR-I262» NUREG/CR-1376» NUREG/CR-1377, NUREG/ CR-1397 & 
^NUREG/CR-1608. 

0- STEVENS, C.A., FULLWOOD. R.A.. BASIN, S.L. Science 



^^FIN B-6694. SA 1*262-8 1 -PA. 82/02/28. Division of Risk Analysis. 
U''l23p. Available at NRC, f $6,, 00. 1 21 76:217, 





Nondocketed category 

NRC Accession Number (year» month, day, and sequence number of item) 

NRC Report Number 

Title and description of information contained in the document 

Personal author(s). An asterisk in this position indicates that there is no personal author. 

Corporate, agency or other nonindjvidual source. 

Contract or financial (FIN) number (if any). If the document has a secondary report number, it will appear 
following this entry. 

Secondary report number assigned by originator. 

Dale of document described. 

NRC organizational recipient. 

Pages in document. 

All NUREG-series documents are available for purchase at NRC, Information on ordering documents is given 
below. All NUREG-senes documents are also available at NTIS, Information on ordering from NTIS is also 
given below. 

Price for which NRC sells the document. 
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14. The NRC 48X microfiche designation for this document. This five-digit portion of this entry is the number of 
the microfiche copy of this document that is available to NRC staff who have access to 48X microfiche files 
15 This three-digit portion of this entry is the number of the frame on which this document starts. 

The Nondocketed Items list is arranged sequentially by Accession Number within category, Indented items pre- 
ceded by a dash are enclosures to unmdented items. 


NOTES. 

1 The address for NRC is. 

Director 

Division of Technical Information and Document Control 
U.S, Nuclear Regulatory Commission 
Washington, D.C 20555 

To place orders, send check or money order, payable to the Superintendent of Documents GPO Deposit Ac- 
count holders may charge Lheir orders by calling (301 ) 492-9530. 

2 The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to NTIS or call 
the Sales Desk al (703) 557->4650. Specify the NRC report number and title when you place your order. Publica- 
tions can be charged to American Express credit cards; supply the chargecard number when placing your order 

3. The address for the PDR is: 

1717 H Street, N W. 

Washington, D.C. 20555 

To place orders, either write to the NRC PDR orcall (202)634-3274. When ordering documents listed in this 
publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction charges for 
duplication are as follows: (1) paper to paper is S0.05 per page except for oversized documents and engineering 
drawings, which vary from $0.50 to SI OOper square foot; (2) microform to paper is $0.05 a page for pages on 
microfiche and is $0.20 a square foot fora full-size print or S0.25 for a reduced-size print ( 18“ x 24") of a draw- 
ing on an aperture card; and (3) microform to microform is $0, 10 per microfiche and $0 20 per aperture card. 
Orders completed for mailing or for a special delivery service will have an additional fee for the actual mailing, 
shipping, or delivery service rate. Unless a user requests special packing materials, there is no additional charge 
by the contractor for handling and wrapping materials. 

Please acknowledge a willingness to assume charges for all orders bui do not send payments. Orders will be pro- 
cessed and mailed with a bill from Literature Research C ompany. An account may be established with the 
Literature Research Company by calling (703)-94 1 -801 8 
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ARRANGEMENT OF ITEMS BV DOCKET NUMBER 


Docket 

Name 

Page 

Docket 

Name 

Page 

Low Level Radwasle Disposal Sites — Docket 27 


40-8452 

Bear Creek Uranium Co,, Casper, W Y 

4 

27-010 

Beatty, NV, U.S. Ecology, Inc. 

1 

40-8502 

Wyoming Mineral Corp., Lakewood, CO 

5 

27-039 

Sheffield, IL, U.S. Ecology, Inc. 

1 

40-8577 

Air Force, Dept, of, Vandenberg AFB, CA 

5 

27-047 

Barnwell, SC, Chem-Nuclcar Systems, Inc. 

1 

40-8602 

Silver King Mines, Inc., Casper, WY 

5 

27-048 

Richland, WA, U.S. Ecology, Inc. 

1 

40-8610 

Stepan Chemical Co., Maywood, NJ 

5 

Domestic Licensing of Source Material — Docket 40 


40-8632 

Army, Dept, of, Chambersburg, PA 

5 

40-0017 

Dow Chemical Co,, Midland, MI 

1 

40-8681 

Energy Fuels Nuclear, Inc., Denver, CO 

5 

40-0299 

Union Carbide Corp., Grand Junction, CO 

1 

40-8697 

Rocky Mountain Energy Co., Denver, CO 

6 

40-1162 

Western Nuclear Corp., Jeffrey City, WY 

2 

40-8698 

Plateau Resources, Ltd., 






Grand Junction, CO 

6 

40-1202 

NL Industries, Inc., Niagara Falls, NY 

2 

40-8714 

Clevcland-Cliffs Iron Co., Cleveland, OH 

6 

40-1341 

Tennessee Valley Authority, 






Chattanooga, TN 

2 

40-8728 

Teton Exploration Drilling Co., Inc., 






Casper, WY 

6 

40-2061 

Kerr-McGee Chemical Corp., 






Oklahoma City, OK 

2 

40-8743 

Conoco, Inc., Denver, CO 

6 

40-2259 

Pathfinder Mines Corp,, Riverton, WY 

2 

40-8745 

Ogle Petroleum, Inc., Casper, WY 

6 

40-3392 

Allied Chemical Corp., Morristown, NJ 

2 

40-8768 

Kcrr-McGec Nuclear Corp., 






Oklahoma City, OK 

6 

40-3453 

Atlas Mineral, Inc., Denver, CO 

2 

40-8771 

Meiapai Resources Co., Phoenix, AZ 

6 

40-6622 

Pathfinder Mines Corp,, 






Shirley Basin, WY 

3 

40-8781 

Teton Exploration Drilling Co., Inc., 






Casper, WY 

6 

40-6659 

Getty Oil Co. — Pctrotomics Co., 






Shirley Basin, WY 

3 

40-8786 

Uranium Resources, Inc., Richardson, TX 

7 

40-7580 

Fanstccl, Inc., North Chicago, IL 

3 

40-8793 

Conoco, Inc., Denver, CO 

7 

40-8027 

Kerr-McOee Nuclear Corp., 


40-8820 

Amax Environmental Services, Inc. , 



Oklahoma City, OK 

3 


Golden, CO 

7 

40-8084 

Rio Algom Corp., Moab, UT 

4 

40-8824 

Target Research, Inc., Wharton, NJ 

7 

40-8102 

Exxon Co, USA, Houston, TX 

4 

Domestic Licensing of Production and UUlIxalion Facilities — 





Docket 50 



40-811] 

Kennecott Copper Corp,, Sait Lake City, UT 

4 

50-3 

Indian Point Station, Unit 1 

7 

40-8153 

Lebanon Steel Foundry, Lebanon, PA 

4 

50-10 

Dresden Nuclear Power Station, Unit 1 

8 

40-8355 

Amax Speciality Metals Corp., 






Parkersburg, WV 

4 

50-13 

Babcock A. Wilcox Co. Critical Facility 

9 

40-8380 

Rocky Mountain Energy Co., 


50-20 

Massachusetts Institute of Technology 



Broomfield, CO 

4 


Research Reacter 

9 



[)ocke( 

Name 

Page 

Docket 

Name 

Page 

30-22 

Westinghouse Test Reactor 

9 

50-247 

Indian Point Station, Unit 2 

36 

50-27 

Washington State Univ, Research Reactor 

9 

50-249 

Dresden Nuclear Power Station, Unit 3 

41 

50-29 

Yankee-Rowe Nuclear Power Station 

9 

50-250 

Turkey Point Plant, Unit 3 

43 

50-54 

Union Carbide Research Reactor 

12 

50-251 

Turkey Point Plant, Unit 4 

45 

50-57 

State Unlv, of New York Research Reactor 

12 

50-254 

Quad-Cities Station, Unit 1 

47 

50-62 

Unlv. of Virginia Research Reactor 

12 

50-255 

Palisades Nuclear Plant 

49 

50-70 

General Electric Test Reactor 

12 

50-259 

Browns Ferry Nuclear Power Station, Unit 1 

51 

50-72 

Univ. of Utah Research Reactor 

!3 

50-260 

Browns Ferry Nuclear Power Station, Unit 2 

54 

50-83 

Univ, of Florida Training Reactor 

13 

50-261 

H. B. Robinson Plant, Unit 2 

56 

50-133 

Humboldt Bay Power Plant, Unit 3 

13 

50-263 

Monticello Nuclear Generating Plant 

58 

50-142 

UCLA Training Rector 

13 

50-264 

Dow Chemical Co. 

60 

50-148 

Univ. of Kansas Research Reactor 

14 

50-265 

Quad-Cities Station, Unit 2 

60 

50-151 

Univ. of Illinois Research Reactor 

14 

30-266 

Point Beach Nuclear Plant, Unit 1 

62 

50-155 

Big Rock Point Nuclear Plant 

14 

50-267 

Fort St. Vrain Nuclear Generating Station 

66 

50-160 

Georgia Institute of Technology 

Research Reactor 

17 

50-269 

Oconee Nuclear Station, Unit 1 

67 

50-170 

National Naval Medical Center 

17 

50-270 

Oconee Nuclear Station, Unit 2 

69 

50-182 

Purdue Univ. Research Reactor 

18 

50-271 

Vermont Yankee Nuclear Power Station 

71 

50-184 

National Bureau of Standards Reactor 

18 

50-272 

Salem Nuclear Generating Station, Unit 1 

73 

5(V186 

Unlv. of Missouri Research Reactor 

18 

50-275 

Diablo Canyon Nuclear Power Plant, Unit 1 

76 

50-188 

Kansas State Unlv. Research Reactor 

18 

50-277 

Peach Bottom Atomic Power Station, Unit 2 

79 

50-192 

Univ. of Texas Research Reactor 

18 

50-278 

Peach Bottom Atomic Power Station, Unit 3 

81 

50-199 

Manhattan College Research Reactor 

18 

50-280 

Surry Power Station, Unit 1 

82 

50-201 

West Valley Reprocessing Plant 

18 

50-281 

Surry Power Station, Unit 2 

85 

50-206 

SanOnofre Nuclear Station, Unit 1 

19 

50-282 

Prairie Island Nuclear Station, Unit 1 

87 

50-208 

Columbia Univ. Research Reactor 

22 

50-285 

Fort Calhoun Station, Unit 1 

89 

50-213 

Haddam Neck Plant 

22 

50-286 

Indian Point Station, Unit 3 

90 

50-219 

Oyster Creek Nuclear Power Plant 

23 

50-287 

Oconee Nuclear Station, Unit 3 

93 

50-220 

Nine Mile Point Nuclear Station, Unit 1 

26 

50-289 

Three Mile Island Nuclear Station, Unit 1 

96 

50223 

Univ. of Lowell Research Reactor 

28 

50-293 

Pilgrim Nuclear Power Station, Unit 1 

101 

50228 

Aerotest Radiography & Research Reactor 

28 

50-295 

Zion Nuclear Power Station, Unit 1 

102 

50237 

Dresden Nuclear Power Station, Unit 2 

28 

50-296 

Browns Ferry Nuclear Power Station, Unit 3 

106 

50244 

Robert Emmet Ginn a Nuclear Plant, Unit 1 

30 

50-298 

Cooper Nuclear Station 

107 

50-245 

Millstone Nuclear Power Station, Unit 1 

34 

$0-301 

Point Beach Nuclear Plant, Unit 2 

108 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-302 

Crystal River Nuclear Plant, Unit 3 

111 

50-352 

Limerick Generating Station, Unit 1 

199 

50-304 

Zion Nuclear Power Station, Unit 2 

113 

50-353 

Limerick Generating Station, Unit 2 

201 

50-305 

Kewaunee Nuclear Power Plant 

116 

50-354 

Hope Creek Nuclear Station, Unit 1 

203 

50-306 

Prairie Island Nuclear Station, Unit 2 

118 

50-355 

Hope Creek Nuclear Station, Unit 2 

204 

50-309 

Maine Yankee Atomic Power Plant 

119 

50-358 

William H. Zimmer Nuclear Station, Unit 1 

204 

50-311 

Salem Nuclear Generating Station, Unit 2 

122 

50-361 

San Onofre Nuclear Station, Unit 2 

206 

50-312 

Rancho Seco Nuclear Generating Station 

126 

50-362 

San Onofre Nuclear Station, Unit 3 

209 

50-313 

Arkansas Nuclear One, Unit 1 

129 

50-363 

Forked River Nuctcar Station, Unit 1 

210 

50-315 

Donald C Cook Nuclear Power Plant, Unit I 

131 

50-364 

Joseph M, Farley Nuclear Plant, Unit 2 

210 

50-316 

Donald C. Cook Nuclear Power Plant, Unit 2 

134 

50-366 

Edwin L Hatch Nuclear Plant, Unit 2 

213 

50-317 

Calvert Cliffs Nuclear Power Plant, Unit 1 

137 

50-367 

Dailly Generating Station 

215 

50-318 

Calvert Cliffs Nuclear Power Plant, Unit 2 

141 

50-368 

Arkansas Nuclear One, Unit 2 

216 

50-320 

Three Mile Island Nuclear Station, Unit 2 

144 

50-369 

William B. McGuire Nuclear Station, Unit 1 

218 

50-321 

Edwin I. Hatch Nuclear Plant, Unit 1 

146 

50-370 

William B. McGuire Nuclear Station. Unit 2 

221 

50-322 

Shoreham Nuclear Power Station 

148 

50-373 

LaSalle County Station, Unit 1 

222 

50-323 

Diablo Canyon Nuclear Power Plant, Unit 2 

152 

50-374 

LaSalle County Station, Unit 2 

226 

50-324 

Brunswick Steam Electric Plant, Unit 2 

154 

50-382 

Waterford Generating Station, Unit 3 

228 

50-325 

Brunswick Steam Electric Plant, Unit 1 

159 

50-387 

Susquehanna Steam Electric Station, Unit 1 

230 

50-327 

Sequoyah Nuclear Plant, Unit 1 

164 

50-388 

Susquehanna Steam Electric Station, Unit 2 

234 

50-328 

Sequoyah Nuclear Plant, Unit 2 

166 

50-389 

St. Lucie Plant, Unit 2 

235 

50-329 

Midland Plant, Unit 1 

168 

50-390 

Watts Bar Nuclear Plant, Unit 1 

238 

50-330 

Midland Plant, Unit 2 

172 

50-391 

Watts Bar Nuclear Plant, Unit 2 

241 

50-331 

Duane Arnold Energy Center 

176 

50-395 

Virgil C. Summer Nuclear Station, Unit 1 

244 

50-333 

James A. Fitzpatrick Nuclear Power Plant 

178 

50-397 

WPPSS Nuclear Project, Unit 2 

246 

50-334 

Beaver Valley Power Station, Unit 1 

180 

50-400 

Shcaron Harris Nuclear Power Plant, Unit 1 

248 

50-335 

St. Lucie Plant, Unit 1 

182 

50-401 

Shearon Harris Nuclear Power Plant, Unit 2 

251 

50-336 

Millstone Nuclear Power Station, Unit 2 

184 

50-402 

Shcaron Harris Nuclear Power Plant, Unit 3 

254 

50-338 

North Anna Power Station, Unit 1 

186 

50-403 

Shcaron Harris Nuclear Power Plant, Unit 4 

254 

50-339 

North Anna Power Station, Unit 2 

189 

50-404 

North Anna Power Station, Unit 3 

254 

50-341 

Enrico Fermi Atomic Power Plant, Unit 2 

192 

50-405 

North Anna Power Station, Unit 4 

254 

50-344 

Trojan Nuclear Plant 

194 

50-409 

La Crosse Bolling Water Reactor 

255 

50-346 

Davis-Besse Nuclear Power Station, Unit 1 

195 

50-410 

Nine Mile Point Nuclear Station, Unit 2 

257 

50-348 

Joseph M. Farley Nuclear Plant, Unit J 

197 

50-412 

Beaver Valley Power Station, Unit 2 

258 


VI 



Dack«t 

Name 

Page 

Docket 

Name 

Page 

5^413 

Catawba Nuclear Statiorit Unit 2 

258 

STN-50-485 

Sterling Power Nuclear Project, Unit 1 

303 

50414 

Catawba Nuclear Station, Unit 2 

261 

STN-50-488 

Perkins Nuclear Station, Unit 1 

303 

50^416 

Grand Gulf Nuclear Station, Unit 1 

263 

STN-50-489 

Perkins Nuclear Sution, Unit 2 

303 

50417 

Grand Gulf Nuclear Station, Unit 2 

267 

STN-5O-490 

Perkins Nuclear Station, Unit 3 

304 

50423 

Millstone Nuclear Power Station, Unit 3 

269 

STN-50-491 

Cherokee Nuclear Station, Unit 1 

304 

50424 

Alvin W, Vo gtle Nuclear Plant, Unit 1 

269 

STN<50-492 

Cherokee Nuclear Station, Unit 2 

304 

50425 

Alvin W, Vogtle Nuclear Plant, Unit 2 

270 

STN-50-493 

Cherokee Nuclear Station, Unit 3 

304 

50434 

Surry Power Station, U nit 3 

271 

STN-50-498 

South Texas Project, Unit 1 

304 

50435 

Surry Power Station, Unit 4 

271 

STN‘50‘499 

South Texas Project, Unit 2 

305 

STN-50437 

Floating Nuclear Plant 

271 

STN4a*S08 

WPPSS Nuclear Project, Unit 3 

306 

50438 

Bellefonte Nuclear Plant, Unit 1 

271 

STN-5&-509 

WPPSS Nuclear Project, Unit 5 

307 

50439 

BcUefonte Nuclear Plant, Unit 2 

274 

50-513 

WPPSS Nuclear Project, Unit 4 

307 

50440 

Perry Nuclear Power Plant, U nit 1 

276 

50-514 

Pebble Springs Nuclear Plant, Unit 1 

307 

50441 

Perry Nuclear Power Plant, Unit 2 

280 

50-515 

Pebble Springs Nuclear Plant, Unit 2 

307 

50443 

Seabrook Nuclear Station, Unit 1 

284 

STN-50-518 

Hartsville Nuclear Plant, Unit 1 

307 

50444 

Seabrook Nuclear Station, Unit 2 

286 

STN-50-519 

Hartsville Nuclear Plant, Unit 2 

308 

50445 

Comanche Peak Steam Electric Station, 

287 

STN-50-520 

Hartsville Nuclear Plant, Unit 3 

308 


Unitl 


STN-50-521 

Hartsville Nuclear Plant, Unit 4 

309 

50446 

Comanche Peak Steam Electric Station, 

289 





Unit 2 


50-522 

Skagit Nuclear Power Project, Unit 1 

309 

STN-50447 

GBSSAR*238 

290 

50-523 

Skagit Nuclear Power Project, Unit 2 

310 

STN-50454 

Byron Station, Unit 1 

29i 

STN-50-528 

Palo Verde Nuclear Station, Unit 1 

311 

STN-50455 

Byron Station, Unit 2 

293 

STN-50-529 

Palo Verde Nuclear Station, Unit 2 

314 

STN-50456 

Braidwood Station, Unit 1 

295 

STN-50-530 

Palo Verde Nuclear Station, Unit 3 

316 

STN-50457 

Braidwood Station, Unit 2 

296 

50-537 

Clinch River Breeder Reactor 

318 

50458 

River Bend Station, Unit 1 

297 

STN-50-546 

Marble Hill Nuclear Station, Unit 1 

325 

50459 

River Bend Station, Unit 2 

298 

STN-50-547 

Marble Hill Nuclear Station, Unit 2 

326 

50460 

WPPSS Nuclear Project, Unit 1 

298 

STN-50.553 

Phipps Bend Nuclear Station, Unit 1 

326 

50461 

Clinton Power Station, Unit 1 

299 

STN-50-554 

Phipps Bend Nuclear Station, Unit 2 

326 

50462 

Clinton Power Station, Unit 2 

301 

STN-50-556 

Black Fox Station, Unit 1 

327 

50466 

Allens Creek Nuclear Station, Unit 1 

301 

STN-50-557 

Black Fox Station, Unit 2 

327 

STN-5O470 

CESSAR System 80 

301 

STN-50-566 

Yellow Creek Nuclear Plant, Unit 1 

327 



301 

STN-50-567 

Yellow Creek Nuclear Plant, Unit 2 

327 



302 

STN-50.584 

Gibbsar. Gibbs & Hill 

328 
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70-2748 

Scioto Memorial Hospital, Portsmouth, OH 

334 

7(>-0007 

ICN Pharmaceuticals, Inc., 


70-2789 

Missouri, Univ. of, Columbia, MO 

334 


Irvine, CA 

328 

70-2792 

Lower Bucks Hospital, Bristol, PA 

334 

70-0025 

Rockwell International Corp,, 






Canoga Park, CA 

328 

70-2873 

Puerto Rico, Univ. of, Mayaguez, PR 

334 

7(V0027 

Babcock & Wilcox Co., Lynchburg, VA 

328 

70-2942 

Harper-Grace Hospitals, Detroit, MI 

334 

7(^0033 

Texas Instruments, Inc,, Attleboro, MA 

328 

70-2944 

Duke Power Co., Charlotte. NC 

334 

7(^0036 

Combustion Engineering, Inc., Windsor, CT 

329 

70-2946 

Louisiana Power & Light Co., 





New Orleans, LA 

334 

70^0135 

Babcock & Wilcox Co., Apollo, PA 

329 

70-2949 

Arizona Public Service Co., Phoenix, AZ 

334 

70-0143 

Nuclear Fuel Services, Inc., Erwin, TN 

329 

70-2955 

Edlow International Co., Washington, DC 

334 

70-0223 

California, Univ, of, Los Angeles, CA 

330 

70-2957 

Florida Power & Light Co, , Miami, FL 

334 

70-0278 

Dow Chemical Co., Midland, MI 

330 

70-2968 

Cleveland Electric Illuminating Co., 


70-0364 

Babcock & Wilcox Co., Apollo, PA 

330 


Cleveland, OH 

335 

70-0371 

UNC Naval Products, Inc,, Uncasvilic, CT 

330 







Packaging of Radioactive Material for Transport and Transportation 

70-0398 

Commerce, Dept, of, Washington, DC 

331 

of Radioactive Material Under Certain Conditions — Docket 71 


70-0416 

Colorado Slate Univ,, Ft. Collins, CO 

331 

71-0030 

General Atomic Co. 

335 

70-0633 

Pan American World Airways, Inc., 


71-0481 

Monroe X-Ray Co., Inc. 

335 


Patrick AFB, FL 

331 

71-5908 

Model: DOT-6M Type B, Babcock & 


70-0687 

Union Carbide Corp., Tuxedo, NY 

331 


Wilcox Co. 

335 

70-0753 

Wheaton College, Wheaton, IL 

331 

71-5926 

Model: OE-100, General Electric Co. 

335 

70-0754 

General Electric Co., Pleasanton, CA 

331 

71-5939 

Model: GE-I500, General Electric Co. 

335 

70-0820 

United Nuclear Corp., 


71-6115 

Model; RlOlO-0032, Energy, Dept, of 

335 


Wood River Junction, RI 

331 

71-6346 

Model: FSV-l, General Atomic Co. 

335 

70-0824 

Babcock & Wilcox Co., Lynchburg, VA 

332 

71-6347 

Model: FSV-3, General Atomic Co. 

335 

70-1100 

Combustion Engineering, Inc,, Windsor, CT 

332 

71-6574 

Model: HN-200, Hittman Nuclear* 


70-1113 

General Electric Co., Wilmington, NC 

332 


Development Corp. 


70-1143 

Wcstinghousc Electric Corp., Pittsburgh, PA 

332 

71-6601 

Model: CNS 8-120, Chcm-Nuclcar Systems, 






Inc, 


70-1151 

Wcstlnghousc Electric Corp., Pittsburgh, PA 

333 

71-6639 

Model: MH-IA, Army, Dept, of 

335 

70-1201 

Babcock & Wilcox Co., Lynchburg, VA 

333 

71-6677 

Model: LP-12, Energy, Dept, of 

335 

70-1257 

Exxon Nuclear Co., Inc., Richland, WA 

333 

71-6678 

Model: LP-50, Energy, Dept, of 

336 

70-1510 

Nuclear Assurance Corp., Atlanta, GA 

333 

71-6698 

Model: NFS-4, Nuclear Fuel Services, Inc. 

336 

70-1621 

Duquesne Light Co. , Pittsburgh, PA 

333 

71-6703 

Model: RG-1, General Atomic Co. 

336 

70-1739 

Tri-Stale Motor Transit Co,, Joplin, MO 

334 

71-6745 

Model; FSV-2, General Atomic Co. 

336 

70-2116 

Lawrence General Hospital, Lawrence, MA 

334 

71-9001 

Model: IF-300, General Electric Co. 

336 

70-2650 

St. John's Mercy Medical Center, 






St. Louis, MO 

334 

71-9010 

Model; NLI-1/2, NL Industries, Inc. 

336 
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7r.9034 

Model. TRIGA-I , Genera! Atomic Co 

336 

71-9091 

Model: 30A & 30B, Gulf Nuclear Co. 

337 

71-9037 

Model* TRIGA-2. General Atomic Co. 

336 

71-9094 

Model; CNS 14-1 95-H, Chem-Nu clear 




Systems, Inc. 

7h9CM4 

Model. GE’I600» General Electric Co 

336 

71-9096 

Model: CNS 21-300, Chcm-Nuclcar 

337 

71*9057 

Model* FPD IOOi General Atomic Co 

336 


Systems, Inc. 

71-9079 

Model. HN’100, Senes 2d: 2A,Hittman 


71-9098 

Model; UCC-20WC-2& 2A, Union 

337 


Nuclear <6 Development Corp. 

336 


Carbide Corp. 

7I.90S0 

Model: 9080. Hittm an Nuclear & 


71-91 J1 

Model: CNS6-80-2. Chem-Nuclear 

117 


Development Corp. 

336 


Systems, Inc. 

71*9081 

Model. CNS'I600, Chcm-Nuclear Systems, 


71-9150 

Model: PAT-2, Energy, Depi, of 

%\7 


Inc. 

336 

71-9151 

Model: HN-100, Series 3, Hittman Nuclcnr 


71-9086 

Model* HN-IOO, Senes I, Hittman Nuclear 



& Development Corp. 

317 


& Development Corp, 

336 

71-9167 

UT 

Model: Type B, Amersham Corp, 

71-9089 

Model HN-IOOS.Hutinan Nuclear 





A Development Corp. 

337 

71-9964 

Model: LP-12-1, Energy, Dept, of 
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Barnwell, SC, Chcm-Nuclcar Systems, Inc, 

27-047 

1 

Beatty, NV, U.S. Ecology, Inc, 

27-010 

1 

Richland, WA, U,S. Ecology, Inc, 

27-048 

1 

Sheffield, IL, U,S, Ecology, Inc. 

27-039 

1 
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Air Force, Dept, of, Vandenberg AFB, CA 

40-8577 

5 

Allied Chemical Corp., Morristown, NJ 

40-3392 

2 

Amax Environmental Services, Inc,, Oolden, CO 

40-8820 

7 

Amax Speciality Metals Corp., 

Parkersburg, WV 

40-8355 

4 

Army, Dept, of, Chambersburg, PA 

40-8632 

5 

Atlas Mineral, Inc., Denver, CO 

40-3453 

2 

Bear Creek Uranium Co., Casper, WY 

40-8452 

4 

Cleveland-Cliffs Iron Co., Cleveland, OH 

40-8714 

6 

Conoco, Inc., Denver, CO 

40-8743 

6 

Conoco, Inc., Denver, CO 

40-8793 

7 

Dow Chemical Co., Midland, Ml 

40-0017 

I 

Energy Fuels Nuclear, Inc., Denver, CO 

40-8681 

5 

Exxon Co. USA, Houston, TX 

40-8102 

4 

Fansteel, Inc., North Chicago, IL 

40-7380 

3 

Getty Oil Co. — Petrotomics Co., 

Shirley Basin, WY 

40-6659 

3 

Kennecott Copper Corp., Salt Lake City, UT 

40-8111 

4 

Kerr-McOee Chemical Corp., 

Oklahoma City, OK 

40-2061 

2 

Kerr-McOec Nuclear Corp., Oklahoma City, OK 

40-8027 

3 

Kcnr-McOee Nuclear Corp., Oklahoma City, OK 

40-8768 

6 


Lebanon Steel FouDdry^ Lebanont PA 


40^8153 
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Arkansas Nuclear On€» Unit 2 

50-368 

216 

Comanche Peak Steam Electric Station, Unit 1 

50-445 

287 

Babcock & Wilcox Co. Cnlical Faclluy 

50-13 

9 

Comanche Peak Steam Electric Station, Unit 2 

50-446 

289 

BailEy Generating Station 

50-367 

215 

Cooper Nuclear Station 

50-298 

107 

Beaver Valley Power Station, Unit 1 

50-334 

180 

Crystal River Nuclear Plant, Unit 3 

50-302 

111 

Beaver Valley Power Station, Unit 2 

50-412 

258 

Davis-Besse Nuclear Power Station, Unit 1 

50-346 

195 

Bellefonte Nuclear Plant, Unit I 

50-438 

271 

Diablo Canyon Nuclear Power Plant, Unit 1 

50-275 

76 

Bellefonte Nuclear Plant, Unit 2 

50-439 

274 

Diablo Canyon Nuclear Power Plant, Unit 2 

50-323 

152 

Big Rock Point Nuclear Plant 

50-155 

14 

Donald C. Cook Nuclear Power Plant, Unit 1 

50-315 

131 

Black Fox Station, Unit 1 

STN.50-556 

327 

Donald C. Cook Nuclear Power Plant, Unit 2 

50-316 

134 

Black Fox Station, Unit 2 

STN-50-557 

327 

Dow Chemical Co. 

50-264 

60 

Braidwood Station. Unit 1 

STN-50-456 

295 

Dresden Nuclear Power Station, Unit 1 

50-10 

S 

Braid wood Station, U nit 2 

STN-50-457 

296 

Dresden Nuclear Power Station, Unit 2 

50-237 

28 

Browns Ferry Nuclear Power Station, Unit 1 

50-259 

51 

Dresden Nuclear Power Station, Unit 3 

50*249 

41 

Browns Ferry Nuclear Power Station, Unit 2 

50-260 

54 

Duane Arnold Energy Center 

50-331 

176 

Browns Ferry Nuclear Power Station, Unit 5 

50-296 

106 

Edwin I. Hatch Nuclear Plant, Unit 1 

50-321 

146 

Brunswick Steam Electric Plant, Unit 1 

50-325 

159 

Edwin 1. Hatch Nuclear Plant, Unit 2 

50-366 

213 

Brunswick Steam Electric Plant, Unit 2 

50-324 

154 

Enrico Fermi Atomic Power Plant, Unit 2 

50-341 

192 

Byron Station, Unit 1 

STN-50.454 

291 

Floating Nuclear Plant 

STN-50-437 

271 

Byron Station, Unit 2 

STN-50-455 

293 

Forked River Nuclear Station, Unit 1 

50-363 

210 

Callaway Plant, Unit I 

STN-50-483 

302 

Fort Calhoun Station, Unit 1 

50-285 

89 

Calvert Cliffs Nuclear Power Plant, Unit 1 

50-317 

137 

Fort St. Vrain Nuclear Generating Station 

50-267 

66 

Calvert Cliffs Nuclear Power Plant, Unit 2 

50-318 

141 

General Electric Test Reactor 

50-70 

12 

Catawba Nuclear Station, Unit 1 

50-413 

258 

Georgia Institute of Technology Research 






Reactor 

50-160 

17 

Catawba Nuclear Station, Unit 2 

50-414 

261 


fstem 80 

STN-5ft.47n 

ini 

GESSAR-238 

STN-50-447 

290 




Gibbsar, Gibbs & Hill 

STN-50-584 

328 




Grand Gulf Nuclear Station, U nit 1 

50-416 

263 




Grand Gulf Nuclear Station, Unit 2 

50-417 

267 




H. B. Robinson Plant. Unit 2 

50-261 

56 




Haddam Neck Plant 

50-213 

22 




Hartsvillc Nuclear Plant, Unit 1 

STN-50-518 

307 




HartsviUe Nuclear Plant, Unit 2 

STN-50-519 

308 
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Docket 

Page 
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Docket 

Page 

HamvUle Nuclear Plant, Unit 3 

STN^3(>-520 

308 

Nine Mile Point Nuclear Station, Unit 1 

50-220 

26 

Hartsvillc Nuclear Plant» Unit 4 

STN-50-52I 

309 

Nine Mile Point Nuclear Station, Unit 2 

50-410 

257 

Hope Creek Nuclear Station, Unit 1 

50*354 

203 

North Anna Power Station, Unit 1 

50>-338 

186 

Hope Creek Nuclear Station, Unit 2 

50-355 

204 

North Anna Power Station, Unit 2 

50-339 

189 

Humboldt Bay Power Plant, Unit 3 

50*133 

13 

North Anna Power Station, Unit 3 

50-404 

254 

Indian Point Station, Unit 1 

50*37 

7 

North Anna Power Station, Unit 4 

50-405 

254 

Indian Point Station, Unit 2 

50^247 

36 

Oconee Nuclear Station, Unit 1 

50-269 

67 

Indian Point Station, Unit 3 

50-286 

90 

Oconee Nuclear Station, Unit 2 

50-270 

69 

James A. Fitzpatrick Nuciear Power Plant 

50*333 

178 

Oconee Nuclear Station, Unit 3 

50-287 

93 

Joseph M. Farley Nuclear Plant, Unit 1 

50*348 

197 

Oyster Creek Nuclear Power Plant 

50-219 

23 

Joseph M. Farley Nuclear Plant, Unit 2 

50-364 

210 

Palisades Nuclear Plant 

50-255 

49 

Kansas State Univ, Research Reactor 

50-188 

18 

Palo Verde Nuclear Station, Unit 1 

SrN-50-528 

311 

Kewaunee Nuclear Power Plant 

50-305 

116 

Palo Verde Nuclear Station, Unit 2 

STN-50-529 

314 

La Crosse Bolling Water Reactor 

50*409 

255 

Palo Verde Nuclear Station, Unit 3 

STN-50-530 

316 

LaSalle County Station, Unit 1 

50-373 

222 

Peach Bottom Atomic Power Station, Unit 2 

50-277 

79 

LaSalle County Station, Unit 2 

50-374 

226 

Peach Bottom Atomic Power Station, Unit 3 

50-278 

81 

Limerick Generating Station, Unit 1 

50-352 

199 

Pebble Springs Nuclear Plant, Unit 1 

50-514 

307 

Limerick Generating Station, Unit 2 

50-353 

201 

Pebble Springs Nuclear Plant, Unit 2 

50-515 

307 

Maine Yankee Atomic Power Plant 

50*309 

119 

Perkins Nuclear Station, Unit 1 

STN-50-488 

303 

Manhattan College Research Reactor 

50-199 

16 

Perkins Nuclear Station, U nit 2 

STN-50-489 

303 

Marble Hill Nuclear Station, Unit 1 

STN-50-546 

325 

Perkins Nuclear Station, Unit 3 

STN-50'490 

304 

Marble Hill Nuclear Station, Unit 2 

STN-50-547 

326 

Perry Nuclear Power Plant, Unit 1 

50-440 

276 

Massachusetts Institute of Technology 



Perry Nuclear Power Plant, Unit 2 

50-441 

280 

Research Reactor 

50*20 

9 







Phipps Bend Nuclear Station, Unit 1 

STN-50-553 

326 

Midland Plant, Unit 1 

50-329 

168 







Phipps Bend Nuclear Station, Unit 2 

STN-50-554 

326 

Midland Plant, Unit 2 

50-330 

172 







Pilgrim Nuclear Power Station, U nit 1 

50-293 

101 

Millstone Nuclear Power Station, Unit 1 

50-245 

34 







Point Beach Nuclear Plant, Unit 1 

50-266 

62 

Millstone Nuclear Power Station, Unit 2 

50*336 

184 







Point Beach Nuclear Plant, Unit 2 

50-301 

108 

Millstone Nuclear Power Station, Unit 3 

50-423 

269 




Monticelio Nuclear Generating Plant 

50-263 

58 

Praiiie Island Nuclear Station, Unit 1 

50-282 

87 

National Bureau of Standards Reactor 

50-184 

18 

Prairie Island Nuclear Station, Unit 2 

50-306 

118 

National Naval Medical Center 

50-170 

17 

Purdue Univ. Research Reactor 

50-182 

18 





Name 

Docket 

Page 

Name 

Docket 

Page 

Quad-Cities Station, Unit 1 

50'254 

47 

Susquehanna Steam Electric Station, Unit I 

30-387 

230 

Quad-Cities Station, Unit 2 

50-265 

60 

Susquehanna Steam Electric Station, Unit 2 

30-388 

234 

Rancho Seco Nuclear Generating Station 

50-312 

126 

Three Mile Island Nuclear Station, Unit I 

30-289 

96 

River Bend Station, Unit 1 

50-458 

297 

Three Mile Island Nuclear Station, Unit 2 

30-320 

144 

River Bend Station, Unit 2 

50-459 

298 

Trojan Nuclear Plant 

50-344 

194 

Robert Emmet Ginna Nuclear Plant, Unit 1 

50-244 

30 

Turkey Point Plant, Unit 3 

50-230 

43 

Salem Nuclear Generating Station, Unit 1 

50-272 

73 

Turkey Point Plant, Unit 4 

50-251 

45 

Salem Nuclear Generating Station, Unit 2 

50-31! 

122 

UCLA Training Reactor 

50-142 

13 

San Onofre Nuclear Station, Unit 1 

50-206 

19 

Union Carbide Research Reactor 

50-54 

12 

San Onofre Nuclear Station, Unit 2 

50-361 

206 

Univ. of Florida Training Reactor 

50-83 

13 

San Onofre Nuclear Station, Unit 3 

50-362 

209 

Univ. of Illinois Research Reactor 

50-151 

14 

Scab rook Nuclear Station, Unit 1 

50-443 

284 

Univ. of Kansas Research Reactor 

50-148 

14 

Seabrook Nuclear Station, Unit 2 

50-444 

286 

Univ, of Lowell Research Reactor 

50-223 

28 

Sequoyah Nuclear Plant, Unit 1 

50-327 

164 

Univ, of Missouri Research Reactor 

50-186 

IS 

Sequoyah Nuclear Plant, Unit 2 

50-328 

166 

Umv, of Texas Research Reactor 

50-192 

18 

Shearon Harris Nuclear Power Plant, U nit 1 

50-400 

248 

Univ, of Utah Research Reactor 

30-72 

13 

Shearon Harris Nuclear Power Plant, U nit 2 

50-401 

251 

Univ, of Virginia Research Reactor 

50-62 

32 

Shearon Harris Nuclear Power Plant, Unit 3 

50-402 

254 

Vermont Yankee Nuclear Power Station 

50-271 

71 

Shearon Harris Nuclear Power Plant, Unit 4 

50-403 

254 

Virgil C, Summer Nuclear Station, Unit 1 

50-395 

244 

Shorcham Nuclear Power Station 

50-322 

148 

Washington State Univ. Research Reactor 

50-27 

9 

Skagit Nuclear Power Project, Unit 1 

50-522 

309 

Waterford Generating Station, Unit 3 

50-382 

228 

Skagit Nuclear Power Project, Unit 2 

50-523 

310 

Watts Bar Nuclear Plant, Unit 1 

50-390 

238 

South Texas Project, Unit 1 

STN-50-498 

304 

Watts Bar Nuclear Plant, Unit 2 

50-391 

241 

South Texas Project, Unit 2 

STN-50-499 

305 

West Valley Reprocessing Plant 

50-201 

18 

Unit 1 

50-335 

182 

Westinghouse Test Reactor 

50-22 

9 

Init2 

50^389 

235 

William B. McGuire Nuclear Station, Unit 1 

50-369 

218 


«/» tn 

12 

William B, McGuire Nuclear Station, Unit 2 

50-370 

221 



303 

William H- Zimmer Nuclear Station, Unit I 

50-358 

204 



82 

Wolf Creek Generating Station 

STN-50-482 

301 
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Docket 

Page 

Name Docket 

Page 

WPPSS Nuclear Project^ Unit 4 

50-513 

307 

Louisiana Power A Light Co., New Orleans, LA 

70-2946 

334 

WPPSS Nuclear Project, Unit 5 

STN-50-509 

307 

Lower Bucks Hospital, Bristol, PA 

70-2792 

334 

Yankee-Rowe Nuclear Power Station 

50-29 

9 

Missouri, Univ, of, Columbia, MO 

70-2789 

334 

Yellow Creek Nuclear Plant, Unit 1 

STN-50-566 

327 

Nuclear Assurance Corp., Atlanta, GA 

70-1510 

333 

Yellow Creek Nuclear Plant, Unit 2 

STN-50-567 

327 

Nuclear Fuel Services, Inc., Erwin, TN 

70-0143 

329 

Zion Nuclear Power Station, Unit 1 

50-295 

102 

Pan American World Airways, Inc., 

70-0633 

331 



Patrick AFB. FL 

Zion Nuclear Power Station, Unit 2 

50-304 

113 

Puerto Rico, Univ. of, Mayaguez, PR 

70-2873 

334 
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Rockwell International Corp., Canoga Park, CA 

70-0025 

328 

Arizona Public Service Co,, Phoenix, AZ 

70-2949 

334 

Scioto Memorial Hospital, Portsmouth, OH 

70-2748 

334 

Babcock & Wilcox Co., Apollo, PA 

70-0135 

329 

St. John’s Mercy Medical Center, St, Louis, MO 

70-2650 

334 

Babcock & Wilcox Co., Apollo, PA 

70-0364 

330 

Texas Instruments, Inc., Attleboro, MA 

70-0033 

328 

Babcock & Wilcox Co,, Lynchburg, VA 

70-0027 

328 

Tri-Slatc Motor Transit Co., Joplin, MO 

70-1739 

334 

Babcock & Wilcox Co,, Lynchburg, VA 

70-0824 

332 

UNC Naval Products, Inc., Uncasville, CT 

70-0371 

330 

Babcock & Wilcox Co., Lynchburg, VA 

70-1201 

333 

Union Carbide Corp,, Tuxedo, NY 

70-0687 

331 

California, Univ. of, Los Angeles, CA 

70-0223 

330 

United Nuclear Corp., Wood River Junction, RI 

70-0820 

331 

Cleveland Electric Illuminating Co,, 

Cleveland, OH 

70-2968 

335 

Wcstinghousc Electric Corp., Pittsburgh, PA 

70-1143 

332 

Colorado State Univ,, Ft, Collins, CO 

70-0416 

331 

Westinghouse Electric Corp., Pittsburgh, PA 

70-1151 

333 

Combustion Engineering, Inc., Windsor, CT 

70-0036 

329 

Wheaton College, Wheaton, IL 

70-0753 

331 

Combustion Engineering, Inc., Windsor, CT 

70-1100 

332 

Packaging of Radioactive Material for Transport and Transportation 
of Radioactive Material Under Certain Conditions-— Docket 71 

Commerce, Dept, of, Washington, DC 

70-0398 

331 

General Atomic Co. 

71-0030 

335 

Dow Chemical Co., Midland, MI 

70-0278 

330 

Model; 30A & 30B, Gulf Nuclear Co. 

71-9091 

337 

Duke Power Co,, Charlotte, NC 

70-2944 

334 

Model: 9080, Hitunan Nuclear A Development 



Duquesne Light Co., Pittsburgh, PA 

70-1621 

333 

Corp. 

71-9080 

336 

Edlow International Co., Washington, DC 

70-2955 

334 

Model: CNS 14-195-H, Chcm-Nuclcar Systems, 

Inc. 

71-9094 

337 

Exxon Nuclear Co., Inc., Richland, WA 

70-1257 

333 

Model: CNS 21-300, Chem-Nucicar Systems, 

71-9096 

337 

Florida Power & Light Co. , Miami, FL 

70-2957 

334 

Inc. 

General Electric Co., Pleasanton, CA 

70-0754 

331 

Model; CNS 8-120, Chem-Nuclear Systems, Inc. 

71-6601 

335 

General Electric Co., Wilmington, NC 

70-1113 

332 

Model; CNS- 1600, Chem-Nuclear Systems, Inc. 

71-9081 

336 

Harper-Grace Hospitals, Detroit, MI 

70-2942 

334 

Model; CNS6-80-2, Chem-Nuclear Systems, 

Inc. 

7l-9in 

337 

ICN Pharmaceuticals, Inc., Irvine, CA 

70-0007 

328 

Model; DOT-6M Type B, Babcock & Wilcox 



Lawrence General Hospital, Lawrence, MA 

70-2116 

334 

Co. 

71-5908 

335 
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Docket 

Page 

Model; FPD*IOO, General Atomic Co. 

71-9057 

336 

Model: FSV'l, General Atomic Co. 

71-6346 

335 

Model: FSV-2, General Atomic Co. 

71-6745 

336 

Model: FSV-3, General Atomic Co. 

71-6347 

335 

Model: GE- 1 00, General Electric Co. 

71-5926 

335 

Model; GE-1300, General Electric Co. 

71-5939 

335 

Model* GE'I6O0, General Electric Co, 

71-9044 

336 

Model: HN*IOO, Scries I. Hittman Nuclear & 
Development Corp, 

71-9086 

336 

Model: HN-1(X), Senes 2 , 2A, Hittman Nuclear 
& Development Corp. 

71-9079 

336 

Model. HN' 100, Scries 3, Hittman Nuclear & 
Development Corp. 

71-9151 

337 

Model: HN-IOOS, Hittman Nuclear & 
Development Corp. 

71-9089 

337 

Model: HN«200, Hillman Nuclear 

Development Corp. 

71-6574 

335 

Model: IFOOO, General Electric Co. 

71-9001 

336 


Name 

Docket 

PH* 

Model: LP-J 2, Energy, Dept, of 

71-6677 

ns 

Model: LP-12-I, Energy, Dept, of 

71-9964 

33? 

Model: LP-50, Energy, Dept, of 

71-6678 

336 

Model; MH-IA, Army, Dept, of 

71-6639 

335 

Model: NFS-4, Nuclear Fuel Services, Inc. 

71-6698 

336 

Model: NLM/2. NL Industries, Inc. 

71-9010 

336 

Model: PAT-2, Energy, Dept, of 

71-9150 

337 

Model: RlOlO-0032, Energy, Dept, of 

71-6115 

335 

Model: RG-1 , General Atomic Co. 

71-6703 

336 

Model: TRIGA-1, General Atomic Co. 

71-9034 

336 

Model: TRlGA-2, General Atomic Co. 

71-9037 

336 

Model: Type B, Amersham Corp. 

71-9167 

337 

Model: UCC-20WC-2 & 2A, Union Carbide 
Corp. 

71-9098 

337 

Monroe: X-Ray Co., Inc. 

71-0481 

335 



DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 

)aC»<^T ,>7-010 flEATTV, NV» U S ECGLOGV. INC 


2l026030fl PNO-U-BS 04^ on Q31012i sHtpmeni oF low level roduiaste 
received from GE Vailectta^ Nuclear Ctr coniaining box w/ 
hole in side Administrative penalty of $1500 levied Permit 
suspended indef i ni te 

THCttASi R I) Region 5. OtFice of Director Q2/10/J9 ip 
15931 361 


DOCKET 27-039 SHEprjELD, IL. V S CCOLOOV, INC 


15210120320 Summary of 030900 steering CDrimifctee meeting w/lDNS> State oT 
lU USG5 f< US Ecology to discuss results of Pbaao H portion 
or tritium migration study % to determine need for Phase 11 
investigations Exhibits cncl 

SIEFKEN.D L Loiii Level Waste Licensing Oranch 03/09/20 

HAWKrNS>E F Loui Level Waste Licensing Branch 6pp 156B9 336 


£210120411 Notification of contract executi on< Nod 5 to **Shefficld 
Trench Cap Study " ronfcractor Univ of IL 

FUEENOR.C M Technical Assistance Contracts Branch TIN 0-6965-2 
82/09/28 DAVIS. J . SlEFKFN. D Office of Nuclear Material Safety (* 
eguardsj Di rec tor Ip 15691 167 


- -8210(20419 Mod 5> revising task repts dolivcry schedu) c, increasing 
estimated c ost« revis mg voucher submittal it substituting 
updated Manual Chapter 3302. to ''Sheffield Trench Cap Study " 
PORTER* F W Illinois* Univ oF» Ur bana~(. hampai gp HAOAN* T P 

Division of Contracts FIN D-6968-2 Q2/O9/20 4pp 1569! 160 


G2(00S0095 Joint motion to continue proceedings until 830301 to 
provide add] time for settlement negotiati oris Certificate of 
S,c end 

LES8V,R P Nearing Branch 3 WETTER HAHN* M J US Ecology. 

Inc {Formerly Nuclear Engineering) 82/10/01 Atomic Safety and 
Licensing Board Panel 3pp 15604 336 


6210090075 Order granting NRC tt applicant joint motion to continue 
proceedings until 830201 

CGOI)HQPE,A C Atomic Safety and Licensing Board Panel 82/10/06 
Office of the Executive Legal Director Ip 15643 367 


DOCKET 27-047 BARNWELL* SC* CMEM-NUCLEAR SYSTEMS* INC 


P210120135 Consents to transfer of Licenses 46-13536-01 I 46-19524-01 
rrom Chem-Nuc lear Sys* Inc to WMl Holdings* Inc All existing 
obligations V responsibilities under current license lul 1 ] be 
applicable to 6 binding upon subsidiary 

DAVISd J 0 Office of Nuclear Material Safety & Safeguards* Di rcc tnr 

82/09/07 HUlZENOAcP Waste Management. Inc 3pp 15692 16/ 


8210120144 Confirms 820910 arrangements for J Davis 020921 site visit 
prior to attending 820923-24 meetings in Atlanta.OA 
PANODURN. 0 C LOW Level (faste Licensing Branch 82/09/13 
PURVIS* J Chem-Nuclear Systems* Itic Ip 15692 l70 


52S012046S Trip rept of 820901-02 visit to Columbia. GC to attend State 
of SC hearings ori qua 1 1 f i cat! ons of Waste Hgt* Inc to conduct 
radioactive metis operations under licenses currently held 
by Chem-Nucl ear* Inc 

PANOOURN* 0 C Low Level Waste Licensing Branch 82/07/17 
HANKINS* E F LoW Level Waste Licensing Branch 4pp 15671 306 


DOCKET 27-048 RICHLAND* WA, U B ECOLOGY, INC 


6210130130 PNO- V-fl2'-040 on 821004. notif i od that shipment op low IcvgI 
radwaste received on 820937 from Smith Kline Sc French Labs 
was in violation of DOT regulations 49CFR173 393<d) 6 
172 403(b) Vendor license suspended effective 030958 
THCMAS.R D Region 5. Office of Director B2/10/05 (p 
15673 039 


DOMESTIC LICEWSING OF SOURCE MATERIAL 

DOCKET 40-0017 DOW CHEMICAL CO , MIDLAND, Ml 


8210100026 Responds to FOIA request for seven categories of documents 
re Dow Chemical Co t* incineration of low level radwastn 
Request for fee waiver granted Forwards listed documents 
FELTON* J M Division of Rules and Records 02/00/30 WILSON. A K 
Affiliation Unknown 2pp 1574D 002 24X F(cho 50-264,82/00/20. 

6210100028 


--B21O10O239 Application for renewal of Matl/Oyproduc t Licenses 
91-00265-06, 21-00265-02* 21-00365-04. 21-00265-0?* BNM-I 233, 
3TD-527 >1 R-lOB author! iing any byproduct matl between 
Atomic Numbers 3 t Q3, ti i tium. Po-2tO & Am-24l 

HOVLE, H fl Dow Chemical Co 73/06/25 2pp 15740 !15 SAX 
Flche 50-264*02/00/20.8210100028 


DOCKET 40-0299 UNION CARBIDE CORP , GRAND JUNCTION. CO 


8210250019 Forwards ^'Investigation of Elevated Rad i oac ti vi ty 
Measurements Around Union Carbide Corp Inactive Tailings 
Area In Gas Hills. WY<" per License Amend 10 

WONG, T Union Carbide Corp 82/0//30 PETTENGILL.H Uranium 
Recovery Licensing Branch Ip 15000 360 


'8210250021 "Investigation of Elevated Rad loactivi ty Measurements Arciund 
Union Carbide Corp Inactive Tailings Area in Oa s Hills.WY " 
a Union Carbide Corp 0,1/07/30 lOpp 15808 261 


8310190246 Forwards "Semiannual ALARA Rep t. Jon-June 1902.'' per Li conso 
Condition 17 

WONG. T Union Carbide Corp 02/09/03 LVON'i. P U Uranium Re c over g 
Licensing Branch Ip 15759 001 


'8210190256 "Gemiannual ALARA Rep t. Jan— June 1902 " One oversiie map 
end Aperture card la available In PDR 
4 Union Carbide Corp 02/09/03 53Ipp 15759 003 


8910130607 Requests written declaration of intent or interest in two 
listed tailings situations resulting in pollution h 
contani nation of groundwaters of State of WY 

FRANCIS* E Wyoming* State of 02/07/07 LINEMAN. J Uranium 
Recovery Licensing Branch 3pp 15693 335 


0210220491 Forwards revised lower limits of detection for Ra-226 t* 
Tb-230 in water 

LYONS. P J Union Carbide Corp 82/09/22 PETTENGILL.H Divio Ion 
of Fuel Cycle (* Material Safety 2pp 15706 321 


8210210530 Requests detailed breakdown of revised reclamation cost 
estimate in order to complete evaluation of 820004 
submittal Info should be provided by 821030 

PETTENGILL.H J Uranium Recovery Licensing Branch 82/09/30 
LYONS, P Union Carbide Corp 2pp 15702 323 


1 
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DOCKETED ITEMS 


D0:KET 40-n42 western* ►nuclear CORP , JEFFREY CITV, UY 


0210520123 Forward* IE In»p Rept 40-1 142/B2-02 on 820901 No 
noncDinp i i 4 nct noted 

CRWliQ 0 OivKion of VaniJof 4 Technical Pfogramt 02/O9/28 
l<'ELL£R> F Rfttcrn Muclear, Inc (subi of Phelps Oddge Corp ) Spp 
15778 Ml 


— 0210220126 IE Imp Rept 40-1142/62-02 on B20901 No noncomp 1 lance Tinted 
l^ajor actfat tnspected 0 mill mgk acbivittes 

SHOPENN. N M . CAIN.C L . EOERETT, R J Divliidn of Vendor «■ 

Technical Programs 82/09/21 4pp 15778 143 


8210250434 Res^ponds to 920706 1 tr comflidnting on DE£t le d i; c omiO i % s i on l ng 
of Kepr-UcCee Rare Earths facility FiticiJ statemonl uJiH 
recogniie site as alternative storage/d isposal site for 
other residues in West Chicago. IL 

CUMM1NCHAK,R E Division of Fuel Cgc 1 e & Material Safiftg Il.i/I0/I5 

CAHiLLiF C Environmental Protection Agencij 2pp 045 


8210250315 Response to Kerr^JIcOee 820723 regueBl fOp conso J i dis t i of> of 
License Amend 6 u/License Amend 5 for hearing purposes 
Cltg does hot object 5vc list end 

SPELNAN/H J Uest Chicago. IL SPELMAN. H J MSiald j Sp 9 L man 4 
Associates 62/10/22 Commissioners 3pp 15790 221 


8210220475 Submits review of Split Roct Hill 020630 annual technical 
evaluation of performance of tailings embankment Embankment 
performed as eipected No further action necessarg 

GARCIA. P vf Uraniun Recoverg Licensing Branch 02/10/05 Uranium 
Recovery Licensing Branch 2pp 15786 323 


DOCKET 40-2259 PATHFINDER HINES CDRP . RIVERTON. WV 


8210270054 Trip rept of 820826 site visit to tomplei? annuo 1 111 S|’ 
FRANCIS.E » KEARNEY, 0 Pathfinder Hines Corp 02/08/26 
Pathfinder Mines Corp 2pp 15836 Hi 


DOCKET 40-1202 NU INDUSTRIES. INC . NIAGARA FALLS. NY 


6210010416 Forwards IE Insp Rept 40-1202/62-01 Inmuirg conducted to 
determine whether formerly licensed site meets current 
criteria for release for unrestricted use 

KINNEHAN.^; D Division of Engineering U Technical Progians 
82/09/23 JACOBS' J U NL Industries. Inc 2pp 15578 217 


62I00I0426 IE losp R»pt 40-1202/82-01 on 620595-0702 Jnguirg conducted 
tb determine whether formerly licensed site meets curretit 
criteria for release for unrestricted use Site meets 
triteria 

uOHANSEN.J M , KIKNEMAN.jM Region I, Office of Director 
BS/Oa/05 3pp tS970 219 


82l0l S06D7 Forwards "Quarterly Efrluenl Honitoring Rept. Apr Juno IVilJ,'' 
per License Condttians 51 6 54 

Nl/GENTfE L Pathfinder Hines Corp 021/08/31 bCARANn, fl A tJr.iniun 
Recovery Licensing Dranch ]p 15715 320 


—8210150613 "Quarterly Efrluent Monitoring R op 1. Apr-Juiip IVfl.JI “ llrip 
oversiie map end Aperture card is available in PBR 
» pathfinder Hines Corp 02/00/31 I3pp 15715 321 


9210(30607 Requests written declaration af intent or interest in tuiu 
listed tailings situations resulting in pollution U 
contamination of groundwaters of State of NV 

FRANCIS.E Wyoming' State of 62/09/07 LINCHAN. J Uranium 
Recovery Licensing Branch 3pp 15693 335 


■8210010434 Forwards "Summary of Radiological Survey of NL Industnos 
Niagara Falls Plant." final rept 

JACOBS. J L NL Industries. Inc 62/06/24 JOHANSEN, j Reg ion £. 
Office of Diractor 2pp ISS70 222 


•8210010440 "Suffimary of Radioing leal Survey of NL Industries Niagara 
Falls Plant, " final rept 

LEIGH. D W NL Industries, Inc 79/05/31 129pp 15570 224 


DOCKET 40-1341 TENNESSEE VALLEY AUTHOR ITV. CHATTANOOGA. TN 


6210120514 Advises that equipment cost analys i s. ta 1 1 mgs pond 
reclamation bond analysis reclamation bond summary 
consistent u/approved reclamation plan for Pathfinder Lucky 
He Hr II tailings pond 

SOLLEhJBERGER. D . PETTCNGILL.H J Uranium Hecovuiy 1 icensing lliotuh 
82/09/20 Uranium Recovery I Icetising Drench 3pp I967j 092 




of violation 

BflOWN*0 D Division of Vendor & Technical Programs 02/09/il7 
NUGENT.E L Pathfinder Mines Corp 2pp 15770 0D3 


8210050422 FINAL ENVIRONMENTAL STATEMENT RELATED 70 THE DEC(3HMI SSIONlU 
OF EDGEMONr URANIUM HILL DprJr.fc No 40-J34J Tennessee ^ 

Valley Author! ty ) 

* Office of Nuclear Material Safety i, Safeoi/arjds.Directar 

wfiea-oa .4 05 , 06/00 020 ., av.Juh, .? «? w 00 i 5620 07 o 


WCKET ^40-206 l^KERR-MCGEE CHEMICAL CORP , OKLAHOMA CITY. OK 


'?r appl.c.tioA t. Hc.Ti.. 

aTA-583 to allow dismantling of Bldgs 2.10.11 L 21 

Kerr-hcGee CoJp 82/09/14 i^ssfi License fee 
Hanagiment Branch |p I5B36 214 t-Tcense f-ee 


B21O27OOQ0 Application for amend to License 
(flinantling of Bldgs 2.10.11 L 2J 
SHELLEY. W J Ktrr~McGe« Corp B2/08/06 
LKensing Branch 2pp 15836 216 


STA-503 to allow 
NIXQM. N A Uranium Fuel 


-8210220165 Notice of Violation Prom insp on 820727-29 
* Division of Vendor «« Tochnical Programs 02/09/27 
15770 060 


Ip 


— B21023017I IE Ihsp Rept 40' 2259/82-01 on 020727-29 Nohe nmp 1 1 A nc o luiled 
failure of personnel to shower or monitor for contAhMna tiofi 
prior to leaving miU restricted area 

« ■ EVgRETf.R J Divl.ion of Vtnifor t 
Technical Programs 02/09/17 llpp 15778 061 


DOCKET 40-3392 ALLIED CHEMICAL CDRP , MDRHISTOWN. NJ 


informs that drawings in 020701 
Lictme 8UP-S26 are not proprietary 
ClPOLLA. A J Allied Chemical Corp 82/09/17 
Fuel Licensing Branch Ip 1S716 336 


icaiion for rennwAk of 
PAGCi R 0 Uranium 


—0210270081 Requests payment of amend fee, needed ia process 620006 
applicat on for amend to License 8TA-5e3 to allV 
dismantling of Bldgs 2, lO.Jl 6- 2J 

I" sheulev.mj 

6210120187 Order designating I«8S Deputy Director to act .c 
officer to conduct hearing on Amend 5 C.rti f icit. of Lj 

iriL;!!!"-"'-— 

8210130463 Requests info on htarinn to k* h ij 
Ord.r CUl-82-ai Response should JffJnl Var 

of«» sic".?.;?, = 


DOCKET 40-3453 ATLAS MINERAL. INC , DENVER. CO 

8210260079 Poruyds second quarter 1982 quarterly rept re sAmnlinn ic 

J'.r"'"" "'""““■'‘"S P" Lien.. 

a Atlas Minerals 82/08/18 70pp 15010 25? 

sl?i!:!:ss:s£!s 

DLUDAUOH. R E Atlas Mineral* oaynayo/v 



DOCKETED ITEMS 


3 


32102JC021 llevi eua first quarter l‘?S2 environ lOonitoring dat^ i dose 
calculations for nearest receptor required bi; License 
Condition 47 Compliance U/40CFR190 stds will be determined 
luben neu site becomes operational 

LARCIApP J . PETTENGiLLtH J Uranium Recovery Licensing Oranch 
B2/09/20 Uranium Recovery Licensing Branch 4pp 15702 216 


0210210521 Issues Amend 10 to License SUA-9J7 m response to 011204 
request h revised by 02O42B 1 tr Amend adds Condition 54 
delineating line of authority betuieen radiation safety 
coordinator l> onSitB individual 

SMITH- R D Uranium Recovery Licensing Branch 82/09/30 Atlas 

Minerals 2p p 15782 311 


- B2102J0525 Recommends issuance of Amend 10 to License SUA-*?!? in 
response to 011204 request & revised by B2042B 1 tr Amend 
adds Condition 54 delineating line of authority between 
radiation safety officer k onsite individual 

GARCIA. P J . PErTENG|LL,H J Uranium Recovery Licensing Oranch 
&2/09/30 Uranium Recovery Licensing Branch 5pp 15782 313 


DI'CKET 40-6622 PATHFINDER MINES CORP . SHIRLEY BASIN. WV 


eriOSSOOPB Forwards State of WY 020721 request for info re tailings 
seepage i. 020729 response 

RUSSELL J E Pathfinder Mines Corp 82/07/29 PETTENOILL. H NRC - 
No Detailed Affiliation Given 5pp 1 5790 343 


0210150601 Forwards one oversire revised topographic map per License 
Condii^ion 4l Aperture card if available in POR 

SMITH. J C Pathfinder Mines Corp 02/00/06 Uranium Rocoverij 
Licensing Branch Ip 15715 335 


b:iOl0O4l5 Forwards “Subsurface Migration Update & Answers to NRL 
Ouestions ' 

MURDOCf-E S Pathfinder Mines Corp 02/OB/O6 SDLLENOERGER, 0 
Uianiuffl Recovery Licensing Branch tp 1574/ 220 


--0210100420 “Suhsui face Migration Update & Answers to NRC Goestions 
tight overs lie drawings enc I Aperture cards are available in 
PDR 

LURDOCK^E S , SMITH, / C Pathfinder Mines Corp 02/03/31 /6pp 
15747 22J 


0.^10070303 Forwards IE Insp Rept 40-6622/B2-02 an 020713-16 & notice 
ct violation 

SRDNfh G I) Division of Vendor t Technical Programs 02/00/13 
RIJ!3BELL. J E Pathfinder Mines Corp 2pp 15633 310 


-8210070305 Notice of violation from insp on 820713-16 

« Division af Vendor ^ Technical Programs 02/00/13 2pp 
15633 320 


0210070394 IE Insp Rept 40-6622/82-02 on 820713-16 Nonco/npl lance noted 
on 020715. dudlb le alarm setpoint on survey instrument 
adjusted to level exceeding acceptable limit 

CAIN, C L , MURRAY, D , EVERETT, fl J Division of Vendor «c Technical 
Programs 82/00/10 *?pp 15633 322 


0210260013 Forwards revised environ QA program, per Amend 7 bo License 
SUA-442 

SMITH,/ C Pathfinder Mines Corp 02/00/30 Uranium Recovery 
Licensing Branch Ip 15014 160 


--0210260014 Revised environ QA program 

4 Pathfinder Mines Corp 02/00/31 92p p 13814 161 


8210290177 Forwards stability review for Number 5 embankment per 
Condition 42 of Amend 0 to License SUA-442 Rept gives strong 
evidence that Number S embankment functioning according to 
design features 

RUSSELL. J E Pathfinder Mines Corp 82/09/14 80LLENDERO Uranium 
Recovery Licensing Branch llpp I5B76 233 


6210(20644 Advises that preliminary review of application for renewal 
of License SUA-442 complete General content acceptable but 
add] info will be needed Current license valid during period 
uf review of renewal application 

PETTENOlLLi H J Uranium Recovery Licensing Branch 02/09/20 
RITCHIE^M I Pathfinder Hines Corp ip 15604 233 


8210220464 Ack receipt of 020903 Itr informing NRC of steps taken to 
correct violations noted in IE insp rept 

BROUN, 0 D Region 4, Office of Director 82/09/27 RUSSELL iJ E 
Pathfinder Hines Corp Ip 19779 130 


— 8210220476 Responds to NRC 02DSI3 Itr re violations noted in IE insp 
rept Corrective actions high audible alarm setpoint reset 
Monthly surface contami nation survey procedures improved 
RUSSELL,/ e Pathfinder Mines Corp 82/09/03 BROWN. 0 0 Rofliim 
4, Orfice of Director 2pp 15779 I3i 


docket 40-6699 GETTY OIL CO - PETROTQHiCS CD , SHIRLEY BASIN, WY 


8210220510 Forwards correspondence to from State of WY re 
unauthoriied disposal of radwaste in U mill tailings 
d 1 sposa 1 fac 1 1 i t i es 

PFAFF, S J Getty Oil Co (Petra tomi c s > 82/00/26 PETTEN0ILL,H J 

Uranium Recovery Licensing Branch 4pp 15766 11? 


0210210254 Forwards marked-up Itr from Getty Oil Co to State of WY 
indicating that requested info re wells tt piezometers is 
on file at NRC Expresses desire for interagency cooperation 
ACKERMAN. W C Wydming, State of 82/09/14 SMITH, D Division of 
Waste Management 4pp 15774 320 


0210120620 Advises that remedial actions proposed by licensee in 
response to 811113 IE Hill Appraisal Rept 40-6659/81-01 
sufficient to correct weaknesses No licensing action will be 
required 

JONES, S Z , GARCIA, P J Uranium Recovery Licensing Branch 
82/09/20 Uranium Recovery Licensing Branch 2pp 15672 269 


6210210927 Reviews environ monitoring data ^ 40CFR190 dose calc ulatloiiil 
for Petrotomics Mill, in response to 620604 Itr NRC concurs 
w/results submitted by licensee 

JONES, S Z , PETTENCILLiH j Uranium Recovery Licensing Branch 
02/09/30 Uranium Recovery Licensing Branch 5pp 15702 3IB 


DOCKET 40-7580 FANSTEEL, INC . NORTH CHICAGO, lU 


0210200100 Ack receipt of 020900 Itr informing NRC of steps talk on to 
correct violations noted in NRC 020013 Itr it notice of 
violation Add 1 info requested within 10 days 

BROWN, G D Division of Vendor t Technical Programs 82/10/25 
PIERRET, J A Fansteel Metals (subs of Fan steel , Inc ) ip 
15937 019 


‘0210200104 Responds to NRC 020813 Itr ^ notice of violation Correctivv 
actions portable radiation detection instruments caJlbr 
against two refs logged in tab log book 

PIERRET, J A Fansteel Metals (subs of Fansteel, Inc I 02/09/00 
BROWN, 0 D Division of Vendor It Technical Program* Ip 
19037 020 


DOCKET 40-8027 KERR'MCGEE NUCLEAR CORP , OKLAHOMA CITY. OK 


6210260543 Forwards application far amend to License SUB-iOlO to 
construct U operate sludge calcining plant for purpose of 
converting raffinate sludge to readily disposable form 
SHELLEY, W J Kerr-McOee Carp 02/09/01 PAGE, R 0 Uranium Fuel 
Licensing Branch 3pp 15831 091 


—9210260540 Application for amend to License SUB-1010 to construct Sr 
operate sludge calcining plant for purpose of converting 
raffinate sludge to readily disposable form Oversize 
drawings end Aperture cards available in PDR 
« Kerr-McOee Corp 02/09/01 133pp 15831 094 


0210260565 Forwardt OK Etate Dept of Heal th, Industrial Waste Mg t Div 
020824 Itr transmitting draft permit for use of deep 
disposal well for permanent disposal of treated raffinate, 
in ref to application for amend to License BUB-1010 
SHELLEY, W J Kerr-McOee Corp 02/08/26 PAGE, R G Uranium Fuel 
Licensing Branch 6pp 15014 349 


8210260576 Forwards initial comments pn OK State Dept of Health draft 
permit for use of deep disposal well ^ replactmont Page 1 to 
permit, corree ting nitrogen limit Page should be inserted 
Into 820026 Version 

BHELLEY.W J Kerr-McOee Chemical Cprp (subs of Kerr-McOee Corp ) 
82/00/31 PAGE, R G Uranium Fuel Licensing Branch 3pp 
15814 361 


8210220407 Reipondt to 020824 Itr outlining addl requirement* for 
injection well permit Requests option to operate well at 
pressures equal to pump capacity of 400 psi Const methods U 
map of proposed monitoring location end 

SHELLEY. WJ Kerr-McOee Nuclear CorP 82/09/17 HENSCH, D A 
DPlahoma, 8tata of 7pp 15706 329 
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DOCKETED ITEMS 


0210270342 Forwards application ter reneu^l of Hconse SUB-lOlO 
Ren«iJ-a 1 foe encl 

SHELtET# W J Karr-McOee Corp e2/Q9/SA PACE. R 0 Uranium Fuel 
Licensing Branch 1584'? 175 

--8210270247 Application, far renrual of Llcensa SUB-1010 to refine U 
from yelloucalce. to convert W to pure U herafluorlde 
TriTt^-flve oversize draumgs end Aperture cards avaiJaMe 
in FOR 

SHELLEViW J Karr-flcOee Corp 02/09/24 32app 15849 178 


DOCKET 40-0034 ALGGM CORP , MOAB. UT 


8210210515 Revieus tuio const repts F®r 15-ft embankment raise in 
Rio Algom Corp louier tailings dam. perfor^ned by OameB t Moore 
4 flegton 4 Mo further action required by licensee 
HGOLSEY. P T , PETTEMOli-C-. H J Uratiiom Recovery Licensing Branch 
82/09/30 Uranium Recovery Licensing Branch 4pp 15782 307 


OOewET 40-0102 EXXON CD USA, HOlPSTON, TX 


8210270195 Forwards “Environ Monitoring Data for Second Quarter, 1982. " 
pursuant to License Cotxfition 36, me i udlng close evaluation 
aft nearest residence 6 resujfts of environ monitoring 
program 

VARNiCK, T P Eiron Nudear Co , fnc (sobs of Exxon Corp ) 

82/09/02 PETTEMOILLi H J Uranium Roc over y Licensing Branch Ip 
15035 347 


— 0210270197 "Environ Monitoring Data for Second Quarter, 1902 " 
e Enron Mudear Co i Inc fsubs of Erxon Corp 1 82/09/02 

I4pp 15835 350 


S2102605S7 Forwards summary of airborne emissions of principal 
rad I enuc ] id e s £< ‘'Semiannual ALARA Rept, Jan^Uune 1902,*' 
pursuant to License Conditions 14 Ic 35 No liquid effluents 
discharged to unrestricted areas 

YARMICKrT P Eixon Nuclear Co » int (subs of Eixon Corp > 

02/09/03 Uranium Recovery Licencing Branch 5pp 15830 260 


—6210260560 “Semiannual ALARA R« pt. Jan-June 1982 “ 

a Elion Nuclear Co , Inc isubs of Esson Corp )• 82/09/03 

75pp 15830 265 


8210130529 Advises that Exion ganeral emergency action p Ians, submit ted 
w/820526 Itrrdra ac ceptab 1 e Cond i tlon II to License 8UA-li39 
should be amended as listed 

JONESES Z / PBTTEWQILL.W J Uranium Recovery Licensing Branch 
82/09/23 Uranium Recovery Licensing Branch 2pp 1S673 204 


0210120598 Notifies of issuance of Amend 3 bo License SUA-1 139. rovi s i nq 
Licgnse Condition 25 re emergency preparedness 

SHITHiR D Uranium Recovery Licensing Branch 02/09/23 Exaoiv 

Corp ip 15672 350 


0210150432 Advises that no addl feet for review of applscation for 
Amend 2 to License SUA-llB? required 

MILLER. N 0 License Fee Management Branch 82/10/07 
OILCHRIBT. J E Exxon Carp Ip 15715 359 


DOCKET 40-81 n KENNECOTT COPPER CORP , SALT LAKE Cl TV, UT 


8210220066 Advises that NRC closed out license files when license 
eipired in 1976 w/o closeout eurvey Facility meats NrC 
criteria for unrestricted use 

CARRICO. J D Licensing Management Branch 02/10/01 FOLSOM. B 

Kennernl-I- '' - 


— 8210230060 Source Matl License SUA-1106 for Kennecott Copper Col p 
autho-riitng possession of 2.000 kg U 

rtALARO, J C Atomic Energy Commission 71/12/15 Ip 157B6 3‘>0 


— S2I02200B6 Application for amend to License SUA-1106 licensing plunt 
for storage only of refined product 

SPEDDEN.H R Kennecott Copper Corp 73/11/12 MALARO. J C 
Atomic Energy Commission 2pp 15786 239 


—021022008? Certificate of disposition of metis matl disposed in 
compliance w/10CFR20 

e Office of Nuclear Material Safety 4 Sa f eguards. B1 rec tor 
76/12/17 Ip 15706 260 


--0210220092 Confirms recent telcans re unrestricted use of facility 
Radiation surveys to be performed t, results sent to NRC 
CARRICO, J J) Licensing Management Branch 82/04/01 FOLSOM. D 
Kennecatt Copper Corp 15pp 157B6 261 


DOCKET 40-ai53 LEBANON STEEL FOUNDRV. LEBANON, PA 


8210270370 Application for renewal of Source Matl License 500-1146. 
authorliing possession of 56 kg U-235, enric hdd to less than 
0 4Xr for USB in area radiation sys 

ARNOLD. « L Lebanon Steel Foundry 02/09/23 5pp 15035 001 


DOCKET 40-8355 AMAX SPECIALITY METALS CORP , PARKER5QUR0, WV 


8205240003 Forwards EIA of proposed site stab 1 1 1 lation at AMAX, Inc 
NI/QN.W A Uranium Fuel Licensing Branch 02/05/05 KERRIGAN, U 
AMAX, Inc Ip 15612 022 


-•'82052400 1 0 Negative declaration re storage of contaminated soil un 
i i cense 

PAGE, R 0 Uranium Fuel Licensing Branch 02/05/03 4pp 
15612 023 


— 0205240006 EIA supporting proposed site stab 1 1 1 zat lon 

* Office of Nuclear Materia] Safety & Sa f eguards. Direc tor 
02/04/30 90pp 15612 025 


DOCKET 40-8300 ROCKY MDUNTAIN ENERGY CO , BRaQMFJELD. CO 


0210180398 Forwards "Groundwater Restoration Ropt for Rocky Mountain 
Energy-Hal li burton-Mono Power Nine Mile Lake R1.D In Situ 
U Pro jec t “ 

NEUIIANNi h A Rocky Mountain Energy Co 82/00/30 NEUMANN, M H 
Uranium Reco/ery Licensing Branch ACKERMAN. N . GARLAND, U Wt|amii 
State of 2pp 1S747 OOl 


— 0210100405 "Groundwater Rastoration Rept for Rocky Mountain Energy 
Ha 1 1 1 b urton-Mono Power Nine Mile Lake AbD In Situ U 
Project “ One oversiie map end Aperture card is available 
in PDA 

# Hocky Mountain Energy Co 02/06/21 2l6pp 15747 004 


DOCKET 40-84S2 BEAR CREEK URANIUM CD , CASPER, WY 


8210150644 Forwards gradation results for Zone III sandstone in 
tailings disposal area, in response to 020806 Itr Gradation 
tests for Zone IV c laystone also submitted 

MEDLOCK. R L Bear Creek Uranium Co 02/00/20 8CARANO, R A . 
PETTENGlLLiH J Uranium Recovery Licensing Branch 13pp 
15715 292 


8210260084 Forwards Self-Bond 000399-01 to Permit 399 for Dear Croak 
I U Co 

BRYAN, V J ffyoming. State of 82/08/20 FLORY. C Uranium Recuvi 
Licensing Branch 4pp 15B14 149 


8210280446 Forwards self-bond indemnity agreement to Permit 399 for 
Bear Creek U Mill between State of WY Dept of Environ 
Quality it Union Pacific Corp Vendor agreed to indemnify any 
liability Incurred by Bear Creek 

BRYAN. V. -J klyomlng. State of 02/00/30 FLORV. C Uranlvm Rdccive 
L icensing Branch 5pp 15050 350 


8210120634 Reviews first quarter 1962 environ monitoring data 1. dose 
calculations for Bear Creek U Mill License Conditions 19,49 
it 54 satisfied. 

FLORY.C, A . FETTENOlLL.H U Uranium Recovery Licensing Branch 
82/09/20. Uranium Recovery LI censing Branch 5pp 15672 273 
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DOCI^ET <10-8503 WYOMING MINERAL CORP . LAKCWQOD, CO 


e..l0270ieo Forwards "Irigdray Mine &i ter Bediiannual Activity t« 
Monitoring Rb p tr Jan-June ■ 1983 " 

CChROV, D g Wgocning Mineral Corp 83/08/35 Region 4. Office gf 

i>irector 3p p 15835 332 


— 8210370183 "Irigarag Mine Si te< Setpiannual Activity ft Monitoring Reptj 
Jan-Junor 1982 ’ 

Wyoming Mineral Corp B2/0B/25 |4pp 15035 334 


B2100<}0338 Discusses arnnon i a-ni tr ate re iationeh ip s applied to 
groundwater restoration at WY Mineral Corp Iriqaray U 
Solution Mining Project in FES ^ responses to comments on 
DCS 

LGGSDONrM J . LJNEHAK- J J Uranium Recovery Licensing Orancli 
S2/09/07 Uranium Recove* y Licensing Branch 3pp 15597 182 


OQ-KCr 40-8577 AIR FORCE. DEPT OF. UANDENIlERG AFlJ. CA 


0210270179 Forwards application for amend to License SUD-12B9r 
reflecting changes in Western Space f* Missile Ctr radiation 
protection committee i use of TLD instead of film badges 
RDULIWGER.L J Air Force, Dept of. Radioisotope CommittBe 82/09/14 
Division Of Fuel Cycle «. Material Safety 4pp 1SS3S 023 


— 8210370182 Application for amend to License 800-^1289. ref 1 ect i ng 
changes in Western Space *- Missile Ctr radiation protection 
committee Personnel resumes enci 

> 1 EIN 7 .E L Air Force. Dept of. Radioisotope Committee 02/09/14 
3Spp 1383 5 027 


DOCKET 40-8602 SILVER KING MINES. INC . CASPER. WV 


6210250054 Forwards “Preoperationa 1 Radiological Environ Monitoring 
R e p ti Jd n-Uunc 1982 “ 

WOLFF. C E Silver King Mining, Inc 02/00/27 SCARANO. R A 
Uranium Recovery Licensing Qranch 3pp 15800 016 


--8210250056 "P reopera t i ona 1 Radiological Environ Monitoring Rept. 
Jan-Uune. 1982 ” 

* Silver King Mining. Inc 82/00/27 I09pp 15B0B 019 


3210270040 Forwards three warranty deeds per 020810 telcon All deeds to 
be assigned to Silver King Mine. Inc as trustee for TVA Deeds 
fulfill land ownership requirements 

WOLFF, C E Silver King Mining, Inc 82/00/20 PANTELU. S Division 
of Fuel Cycle i Material Safety | 6 pp 15836 086 


docket 40-8610 STEPAN CHEMICAL CQ . MAYWOOD. NJ 


0210260341 Forwards QA Program Insp Rept 99990001/02-13 on 820923 
No nonconp 1 lance noted 

KINWEMAN. J D Region I- Office of Director, 82/10/22 FIORE. R A 

Mug wood, NJ FIORE, R A Fiore Jaskot 2pp 15003 033 


— 0210260345 QA Program Insp Rept 99990001/82-13 on 820923 No 
nonconp 1 iance noted Major areas inspected measurement of 
radiation levels fn gathering of sediment samples in it along 
Coles Brook , Maywood, NJ 

JOHANSEN, J , KINNEMAN, J D Region I, Office of Director 
82/10/21 6 pp 15803 035 


— 02-10260352 Requests info on whether proposed stream clearance project 
would create haiard re ladioactive contamination in vicinity 
of brook Bketches enc I 

FIORE, R A Haywood. NJ FIGRE.R A Fiore it Jaskot 62/09/14 
KINNEMAN. J D Region 1, Office of Director COSOLITO. F Now 
Jersey, State of 4 pp JSB03 041 


DOCKET 40-8632 ARMY, DEPT OF, CHAMUERSaURC, PA 


8210270222 Forwards application to amend License 8UC-13BD to allow 
staballoy to be used interchangeably w/depleted U when 
referring to U alloys 

TARAS, D N Army. Dept of. Headquarters Materiel Development 
Readiness Command 82/08/27 Division of Fuel Cycle & Material 
Safety Ip 15036 043 


— 8210270227 Application for amend to License 5UC-I380 to allow 
staballoy to be used interchangeably w/depleted U when 
referring to U allays 

SMITH, U E Army, Dept of. Headquarters Materiel Development & 
Readiness Command 62/08/20 Division of Fuel Cycle & Material 
Safety 2p p 15836 044 


DOCKET 40-0601 ENEROV FUELS NUCLEAR, INC , DENVER, CO 


0210220516 Submits questions re Amend Bi Condition 18 to License 
SUA-1350 Rewording of composition of internal audit 
committee suggested to allow for reorgani la tion 

DAKERiC E Energy Fuels Nuclear, Inc 02/08/20 GILLEN. D Uranium 
Recovery Licensing Branch 2pp 13706 086 


8210250034 Application for amend to License SUA-135a. revi sing 
representation on inteinal audit committee & recipient of 
semiannual ALARA audits 

BAKER. C £ Energy Fuels Nuclear, Inc 82/00/20 GILLEN. D Uranium 

Recovery Licensing Branch 2pp 15008 347 


8210250006 Forwards "Effluent 6 Monitoring Rept, Apr-June 1902 *' 

baker, C E Energy Fuels Nuclear. Ini; 08/00/27 GILLEN. D Uranium 
Recovery Licensing Branch ip 15000 135 


— 8210250008 “Effluent t/ Monitoring Rep t, Apr-June 1982 " 

« Energy Fuels Nuclear, Inc 02/08/27 45pp 15008 136 


8210260017 Forwards “Semiannual ALARA Audit Rept for Energy Fuels 
Nuclear. Inc White Mesa U Mi 11 , Dlanding. UT " 

BAKER, C e Energy Fuels Nuclear. Inc 82/00/31 VINCELETTE.M 0 
Energy Fuels Nuclear. Inc Ip 15814 305 


--821O26OO10 "Semiannual ALARA Audit Rept for Energy Fuels Nuclear. Inc 
White Mesa U «i 1 1. Bland Ing, UT " 

e Energy Fuels Nuclear, Inc 02/08/31 ilpp 15014 306 


0210260022 Application for amend to License SUA-i358i author 1 ^ mg 
discharge of tailings into Cell 3 prior to completion of 
const of Cell 4 safety dike Progressive const of safety dike 
will contain vol of potontial spill 

BAKER. € E Energy Fuels Nuclear. Inc 82/09/02 GILLEN. D UrAnium 

Recovery Licensing Branch 3pp 15014 310 


6210270209 Advises that schedule for initiation of const on Cell 3 
safety dike at White Mesa will be delayed I wk beyond date 
set forth in 020400 Itr Completion of safety dike may be 
delayed until Spring 1903 

BAKER. C E Energy Fuels Nuclear. Inc 02/09/03 GILLEN, D Uranium 
Recovery Licensing Branch Ip 15036 034 


8210270439 Forwards “Tailings Cover Dosign Revision" in response to 
NRC 820012 request for info re application for amend to 
License 8UA-1356 Proposed reduction in thickness of tailings 
reclamation cover adequate 

BAKER. C E Energy Fuels Nuclear, Inc 82/09/03 GILLEN, 0 Uranium 
Recovery Licensing Brani>h Ip 15833 OOl 


— 8210270439 "Tailings Cover Design Revision " 

* O^Appolonla Consulting Engineers/ Inc 82/08/23 55pp 
19833 003 


8210040363 Notification of 020913 meeting w/Energy Fuels Nocloar in 
Silver Spring, MO to discuss White Mesa facility reclamation 
p Ian. assoc iated costs & proposed surety arrangements 
GILLEN. 0 M Uranium Recovery Licensing Branch 82/09/09 
lineman, J J , PETTENGILL.H j . FLEMING. T.E NRC - No Detailed 
Affiliation Given 2 pp 13597 191 


8210120641 Recommends no action b* taken on licensee request for 
hearing on license amend to require surety for 
decommi stlonl ng 6 reclamation issue may be mooted by 
licensee submittal of revised reclamation plan 
LINEMAN, J J Uranium Recovery Licensing Branch 82/09/17 

KLUC 8 IK 1 J f Office of the GenArel Counsel tp 15672 270 


0210210532 Issues Amend 19 to License SUA-1350J in responii to 820902 
request Amend adds Item g to License Condition 26 allowing 
licensee to forego const of Cell 3 safety dike 

8 MITH.R D Uranium Recovery Licensing Branch 02/09/30 Energy 
Fuels Nuclear. Inc Ip 15762 325 


— 8210210534 Recommends issuance of Amend 15 to License aUA-J390. in 
response to 820902 request Amend adds Item g to License 
Condition 26 allowing licensee to forego const of Cell 3 
safety dike 

GILLEN. D M Uranium Recovery Licensing Branch 02/10/04 
Uranium Recovery Licensing Branch 2pp 15762 326, 
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DOCKET 40-&697 RflCKV hOUWTAIN ENERGY CO , DENVER. CO 


8S102D045t AtJviiei that differ*Tice« identified In two lab finding for 
potassium valued due to different ld>b procedures or lab 
capabilities Differencei in pH valuei due to NML reporting 
field values 

SCHHlTTGiELj P U^aoimg. State of B2fO^/27 (Igoming, State of 
4pp 15358 345 


821Q2S0043 Forwards corrected rept for radionuclide concentrations in 
Pattern 2 injection & production wells fraai B2040I 
e tabi J 1 la tion samples for. "Reno Creek Pattern 3 Restoration 
Rept Addendum ** 

NEUMANN. M R Rock^ Mountain Energy Co ea/0?/<19 KALMAN. K 
Uraniun Receiver^ Licensing Branch Spp 15773 34B 


8210040344 Ditcuises review of Rocky Mountain Energy 1932 second 
q.uart<rlg rept for Reno Creek Site No followup actioTiB 
necessarg 

KALMAN. K L . LIKEHAN.J d Uranium Recovery Licensing Qranch 
Ba/09/iO Uranium Recovery Licensing Dranch 2pp 15597 IQS 


DQCKET 40-9598 PLATEAU RESOURCES. LTD , ORAND JUNCTION. CO 


1210260D19 Confirms 83C820 conversation re temporary suipensinn of 
production at Sbootaring Canyon U processing facility 
Yelloucake In igs preasntly being recovered Plant will 
resume milling It mining bg Late 1734 

GERDEMAN.F W Plateau Re sources. Ltd 82^08/24 FLEMING. T NRC - 
Mo Detailed Affiliation Given ip 15814 317 


jaCKET 4O'07M CLEVELAN0-CL1FF8 IRON CD - CLEVELAND, DM 


121G22051S Notifies that Cleveland Cliffs surface discharge operation 
monitoring program complies u/re-qulremonts of NPDES Permit 
Wy-OODOTGG No further action renuired 

RQHLE. J A . LINEKAN. J J Uranium Recovery Licensing Dranch 
93/05/03 Uranium Recovery Licensing Oranch Ip 15786 089 


1210220036 Advises that License SUA-13S2 amended to revise License 
Condition 10 re autharitid use of expanded ion exchange 
resin 

SCARANOiR A Uranium Recovery Licensing Oranch 92/08/30 

LQUOERBACK. T E Cl oveland-Cl if f s Iron Co 2pp 15786 281. 


lOCKET 40-8728 TETON EKPLORATfON DRILLING CO , INC , CASPER. WY 


1210280412 Forwards State of WY Dept of Environ Quality, Land 
Quality Dlv 320517 Itr accepting groundwater stab i 1 1 1 at ion 
in N ions aquifer 6 advising of plugging of xone wells 
APPEU.R R TetoJi Exploration DriUlng Co . Itic 92/09/23 
ROSSi F td NRC - No Detailed Affiliation Given 3pp 15899 336 


1210120494 Advises that proposed Ih-plant radiation safety program 
acciptablt w/|istcd excaptions. Conditions 25 U 30 of License 
81IA-1373 should be revised as stated 

&OLLENDERCER, D i PETTENOILLiH J. Uranium Recovery Licensing Branch 
92/09/16 RDB8.FW Uranium Recovery Licensing Branch 6pp 

HIA73 ftAi 


6210260577 Objects to conditions on commencement of mining in Unit 2 
Collection of baseline water [quality data in Unit 3 prior to 
mining unnecessary to insure environ protection of 
grounduater 

CATCHPOLE.O J Ogle Petroleum. Inc 02/09/02 FRANCIS, E Wyoming, 
atate of 2pp 15B3D 13? 


8210120591 Req.uefts that second at^uirer pump test be performed prior to 
licensing injection of lixiviant into Mining Unit 2 ore lone 
to evaluate confining nature of lower clagstone lager 
Previous test inadeq.uate 

LINEHAN. J J Uranium Recovery Licensing Branch 02/09/10 Ogle 
Petroleum. Inc Ip 15672 331 


— 0210120604 Responds to rec^uest to anaigie Mine Unit 2 pump test 
8< associated data Use of ratio method to determine vertical 
hydraulic conductivity of lower aquitard invalid 
NILLIAHS.R E Wi 1 1 iami-Rob inette 6 Associates. Inc 02/09/10 
Ul 1 1 ia<ms-Ro b inette & Associates. Inc 9p p 15672 352 


6210230046 Fortaards In-plant radon concentrations table for first half 
of 1982, per NRC request 

SAVNDERS. 0 A Ogle Petroleum. Inc 82/09/10 SMITH. D Uranium 
Recovery Licensing Branch Ip 15863 004 


--62102Q0049 "Radon Oas Concentration in uCi/ml." Jan-June 1962 
e Ogle Petroleum. Inc 02/09/ 10 Ip 15063 OOS 


DOCKET 40-8769 KERR -MCGEE NUCLEAR CQRP i OKLAHOMA CITY. DK 


6210040365 Discusses review of Kerr-McOee 0-6and Project quarterly rept 
for Jan-Mar 1982 To date, no serious events identified 
which necessitate change of operations or shutdown 
UEST6RQ0K.K D , LINEHANrJ J Uranium Recovery Licensing Branch 
02/09/07 Uranium Recovery Licensing Branch 4pp 13597 193 


DOCKET 40-8771 MELAPAI RESOURCES CO . PHOENIX. AZ 


6210120536 Advises that me violation found during NRC 820406-07 
preoperatlona 1 safety insp 

FLEMING. T E . MARTIN. 0 E Uranium Recovery Licensing Branch 
82/09/22 Uranium Recovery Licensing Branch Ip 15672 216 


ODCKEf 40-0701 TETON EXPLORATION DRILLING CD . INC , CASPER. WY 


8210270066 Eipresses appreciation for opportunity to review & comment 
on DE6 for Teton Exploration Drilling Project Document 
adequate re compatibility w/local & regional comprehensive 
planning 

MATUSCHECK.R J Housing U Urban Deve lopment. Dept of 82/00/ OS 
SCARANOi R A Uranium Recovery Licensing Branch ip i5836 IS? 


6210250032 Comments on application process to date Use of environ rept 
for NRC purposes similar to State of WY format will save 
considerable preparation time 

APPEL. R R United Nuclear Corp 82/03/23 SCARAND. R A Uranium 
Recovery Licensing Branch 2pp 13008 345 


8210260096 Forwards state agency comments on project DEB Enel 
analyses support issuance of combined source L byproduct 
matl license. subj to specific licensing canditionx of other 
local, state It federal stds L regulations 

MERSCHLER. E Wyoming, State of 02/08/26 BCARANO. R A Uranium 
Recovery Licensing Branch 7pp 15510 330 


— 8210260099 Comrsinti on DE8 Sentence that mobile fire units are 
maintained by Converse County Rural Fire Control Assoc 
should be added to Page 3-20 

LUNDELLi B. E Wyoming. Btate of 02/07/19 Uranium Recovery 
Licensing Branch Ip 15B10 339 


8210120619 Forwards safety evaluation supporting issuance of License 
SUA-1403 for commercial in situ leach U mine h racovery 
plant 

WD0L8EYtR.T . PETTENOILL.H J Uranium Recovery Licensing Branch 
02/09/20 Urenlum Recovery Licensing Branch Ip, 15672 236 


— 8210120624 Safety evaluation supporting issuance of License 8UA-1403 
for commercial In situ leach U mine 6 recovery plant. 

WOOLSEY. R T , PETTENOILL, H J Uranium Recovary Licensing Branch 
62/09/20 22pp. 13672' 239 
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DJiwKCr <10*8736 URANIUM RESOURCES. INC . RICMARDBON, TX 


8210100356 foru'ards rEapon^c to NRC 820723 Itr re ma 1 f unc ti onins flow 
t e rs. rail i Q I og 1 ca 1 environ rnonitDring & as-built pond 
specs One overstie nap encl Apeiture card Is available in 
PDR 

PCUZZA. M S Uranium Resources. Inc 62/00/12 LINEMAN. J J 
Uranium Recovery Licensing Branch 3pp 13747 392 


--321^1180359 'Pond Soil Analysis '' 

t Affiliation UnlrnoLin 02/02/22 2pp 19747 357 


0210250013 ’‘North Platte Project Quarterly Rep t. 8204 1 5-07 15 
* Uranium Resources. Inc 02/08/23 ^pp 1 SBO0 183 


8210120479 Approves licensee restoration of R^O uellfield using 
c am b 1 na 1 1 on groundwater sweep Zt reinjection of reverse 
osmosis treated water Nells will be restored to proper 
levels at end of restoration 

WESTBROOK-. M D . LINEMAN. J J Uranium Recovery Licensing Branch 
82/07/17 Uranium Recovery Licensing Branch 2pp 15672 051 


DOCKET <10-8793 CONOCO. INC , DENVER. CO 


0210040346 Discusses CONOCO. Inc request for withdrawal of Ruby Ranch 
In Situ U Project application Option of withdrawing 
application granted 

YOUNQ. Y A . LINEMAN. J J Uranium Recovery Licensing Branch 
02/09/10 Uranium Recovery Licensing Branch 4pp 15997 107 


DOCKET 40-6930 A«AX ENVIRONMENTAL SERVICES. INC , GOLDEN. CD 


021O2SOO35 Advises that radioactive contaminated soil removed from 
ad /acent property owned by Chiyoda Steel Corp Author 1 la (.1 on 
by Chiyoda to enter property & remove soil encl 
KEPPLER.P AMAX. Inc 02/08/31 NIXON. W NRC ~ No Detailed 
Aifiliation Given 3pp 15003 349 


DjCKET 40-6624 TARGET RESEARCM. INC . WHARTON. NJ 


6310270373 Forwards application for source mail license, authori i Ing 
possession of 6.000 kg U a 1 log . enr i c h e d to 99 87. U-230. for 
use in assembling armor-p i ere mg projectiles 

DAHUM.K E Target Research. Inc 82/09/15 Division of Fuol 
Cycle b Material Safety Ip 15035 220 


— 8210270376 Application for license to possess 6.000 kg depleted U 
a n oy. enr 1 C hed to 99 8X U-230r for use m assembling 
armor-piercing projectiles 

GUADAQNO. V Target Research. Inc 82/09/14 17pp 15835 221 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 

DOCKET SO-3 INDIAN POINT STATION. UNIT 1 


F Security, medical, emergency & fire protection plans 


9210280140 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J H Division of Rules and Records 02/iO/lS Document 
Management Branch Ip 15062 271 24X Fiche 50-003.82/10/12. 

02 102601 40 


-“8210280154 Forwards public version of revisions to Emergency Plan 
Implementing procedures IP-1020 re airborne radioiodlne 
determination it 16-1046 re util personnel responsibilities 
during Unit 3 emergencies 

□ “'TOOLE. J D Consolidated Edison Co of New York 02/10/01 
HAYNES. R C Region 1. Office of Director 3pp 1S062 272 24X 

Fiche 50-003.82/10/12.8210200148 


-“-8210260159 Public version of revisions to Emergency Plan Implementing 
Procedures IP-J1020 re airborne radioiodlne determinat i on l< 
fP-1046 re util personnel responsibilities during Unit 3 
emergencl es 

Consolidated Edison Co of New York 02/09/01 16pp 
15862 275 24X Fiche 50-003, 02/10/ I2i 821028014B 


O Advisory Committee on Reactor Safeguards reports & correspondence 


0207180077 Forwards comments on PRA study dealing w/seismic haiard 
Validity of conclusions rest on quality of primary data 
bases 6 assumptions in both studies Repts are not valid risk 
assessments due to data base limitations 

POMEROY. P W Rondout Associates POMEROY. P W ACRS - Advisory 
Committee on Reactor Safeguards 82/08/24 OKRENT. D ACRS - 
Advisory Committee on Reactor Safeguards 7pp 15076 001 24X 

Fiche 50-003,82/08/24.8207100077 


P Operating license stage documents & correspondence 


0009080466 Forwards response to B00820 request for status rept re 
Zion/Indian Point task action p Ian R e s pons 1 b i 1 1 1 1 e s are in 
area of severe accident mitigation features & not in interim 
operational actions portion 

MEYER. J F Reactor Systems Branch 80/00/25 NOVAK. T M Assistant 
Director for Operating Reactors 2pp 03484 009 a4X 
Fiche 50-003,80/08/25.8009080466 


6010210036 Discusses SEP Branch review of sys environ qualification 
of saf ety-re 1 ated electrical equipment for 11 SEP plants 
MCKENNA. E M Systematic Evaluation Program Branch 60/09/30 
LAINAS. 0 C Division of Licensing 2pp 03647 289 24X 

Fiche 50-003.80/09/30.0010210036 


8210120103 Addl response to FOIA request for nine categories of records 
generated by present NRC Commits J oner s. primari ly Chairman 
Palladino Ic Commissioner Roberts White House Forwards 
App 0 documents 

FELTON, J M Division of Rules and Records 02/07/12 UDELL. R A 
critical Mass Energy Project 3pp 15690 117 24X 

Fiche 50-000,82/07/12,0210120103 


— 8210120100 Notifies that facility will be d ecommmisstoned by util 
rather than make ECCS mods to meet NRC criteria Util 
proposed research funding cannot be provided Recommends 
approval of proposed Itr to util 

ZECH.O NRC -> No Detailed Affiliation Given 01/11/05 
ROBERTS. T M Commissioners ip 15690 160 24X 

Fiche 50-000.02/07/12.8210120103 


6210010401 Forwards application to amend Licenses DPR-26 & DPn-5i 
changing Tech Specs re facility organiiation it Unit 2 
Tech Specs 3 6 4 4 re containment isolation valves 3 12 & 

4 12 in pipe tines Class 1.11 1< HI fees encl 
O'TOOLE. J D Consolidated Edison Co of New York 62/08/31 
VARGA. S A Operating Reactors Branch 1 3pp 15572 211 24X 

riche 50-003. 02/08/31 , 821 001040 1 


— 8210010409 Application to amend Licenses DPR-B6 it DPR-5, revis 1 ng Tech 
Spec Figures 3 2 t. 6 2-2 re facility organiiation for 
Units 1 it 2. respec tivel y 

O'TOOLE. J D Consolidated Edison Cq of New York 82/08/31 Hpp 
15572 214 24X Fiche 90-003.02/00/31.0210010401 


— 0210010414 Proposed revisions to Tech Spec Figures 3 2 & 6 2-2. 
reflecting change in organl lational structure to include 
position of operations superintendent Safety assessment 
enc 1 

# Consolidated Edison Co of New York 62/06/31 6pp 
15572 216 24X Fiche 50-003. 02/00/31. 021 00I040I 


— 8210010425 Application to amend License DPR'-26r revising Tech Specs 
3 6 Ik 4 4 to establish requirements for action required when 
containment Isolation valves are inoperable & reflect 
changes to isolation valve provisions 

O'TOOLEiJ D Consolidated Edison Co of New York 62/00/31 2pp 
15572 222 24X Fich* 50-003.62/08/31,8210010401 


—8210010438 Proposed revisions to Tech Specs 3 6 & 4 4. estab 1 1 sh ing 
specific requirements for action during inoperability of 
containment Isolation valves it reflecting changes it additons 
to Isolation valve provisions Safety assessment end 
« Consolidated Edison Co of New York 62/00/31 20pp 
15572 224 24X Fiche 50-003. 82/06/31. 8210010401 


— 8210010443 Application to amend License DPR-26. revi s ing Tech Spec 
Sections 3 12 S. 4 12 to defflect editorial change 
safety-related pipe lines it to efflect editorial change 
O'TOOLE. J D Consolidated Edison Co of New York 82/06/31 2pp 
15572 244 24X Fiche 50-003.02/08/31.0210010401 


— 8210010449 Proposed revisions to Tech Spec Sections 3 12 S( 4 12^ 
reflecting redesigned support sys for s4f ety-r#latod pipe 
lines it to effect editorial change Safety assessment end. 

* Consolidated Edison Co of New York 02/08/31 IBpp 
15572 246 24X Fiche 50-003.02/00/31,8210010401 
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DOCKETED ITEMS 


C3 Inip-ction r.porti- ^ ‘ ^ 

C'SCOl'J'JJ^J IE Info Mot»c* 80-33. SuppI 1. ’Leaking & Dislodged 1-125 
Irolant Seeds ” Sv^ list encl . . „ , j 

cnBD L I Division of Fuel Facilities. Haterials Safeguards 
E2/Jc./06 cin.ol.d^t.d E<..»n Co of N.w Yorl i6„ 15761 250 

Z4< FlC^« 50 - aoo. 82 / 1 0/O&o 8200190333 


P Operating license stage documents & cdrresp ondence 

92iO3&0336 ForufardS Revision 3 of Chapter 9 of ''Offsite Dose 
Calculation Manual ” ^ 

(jOLDEfli J C Conunnnwea 1 th Edison Co B2/10/06 CASE. E O Office of 
Nuclear Reactor Regulation. Director 2pp 15005 137 24X 

F I c h e 50-000, 82/ 1 0/Od>, 82 1 0260526 


82LOI90239 IE Bulletin B2-03o "Stress Corrosion Cracking in Thict- 
iVal l.Large-Di ariitHTi Sta I n less Steel. Rec irculation Bgs 
Piping at QWR Plants " Sve list end 

CEYDOMO.R C Director's Office, Office of Inspection and 

Enforcerenl 92/10/14 Consolidated Edison Co of New Vor k 

I23pp 15310 125 24X FicAe 50-000.02/10/14.8200190238 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATIC^ UNIT I 
F Security, medical* emergency 1* fire protection plans 


82G9290125 Releases public version of revised generating station 
cnergency plan corporate command ctr emergency plan 
imp lemen king procedure 

FFLTON.J M Division of Rules and Records 03/09/16 Document 
Manageinent Branch Ip 15564 122 24X Fiche 50-000. 82/09/ 16, 

8209290125 


B2I0360542 Revision 3 of Chapter 9 of "Offsite Dose Calculation 

* Commonuie alth Edison Co 82/09/30 Q3pp 15005 139 24X 

Fiche 50-000,02/10/06,0210260526 


8210130326 Comments on proposed scope of Phase III of SEP as reflected 
in individual topic definitions appended to B20909 1 tr 
Staff encouraged to develop & implement mean* to incorporate 
pasitive attributes of Phase III in Ilcsnsee/NRC interface 
KACICH, R « SEP Owners Group KACICH, R M Northeast Nuclear CnergR 
Co isubs of Northeast Utilities) 03/10/07 EIBENHUT.D 0 
Division of Licensing 7pp 15682 179 24X Fiche 50-000,02/10/07. 

8210130326 


8210180196 Forwards "Final Status Rept m Proparat i on for Chemical 
Cleaning of Dresden 1," Sept 1902 

RAUSCH, T J Commonwealth Edison Co 02/10/12 EISENHUTkD 0 
Division of Licensing Ip 15749 135 24X Ficho 50-010.02/10/12. 

0210180196 


— S20929DIB9 Forwards public version of Revision 4 to generating station 
energency plan corporate command ctr Emergency Plan 
Inplementing Procedure EOF-3, "Environ/Emergency 
Coordinator " Receipt Form end 

PAJQWSKt,J B Commonwealth Edison Co 82/09/01 DENTON, H R NRC 
- No Detailed Affiliation Otven Ip 15564 123 24X 

Fichu 50-000.82/09/16.8309290125 


--0209290225 Public version of Revision 4 to generating station 
emergancy plan corporate command ctr emergency plan 
Implementing frocedore EDF-3, "Envi ron/Emergancy 
Coordinator ” 

PAJONSKI.J E . UTERSRI.L a , FLESSNER, S A Commonwealth Edison 
Co 02/03/31 lipp 15964 124 24X Fiche 50-000.82/09/16, 

B20929012S 


8210130376 Advises that installation of offsite dose calculation sys 
program fully oparational tracking model tc operational 
A-model will be delayed until B21231 to complete prime 
computer installation 

SWARTZ. ED Commonwealth Edison Co 82/10/06 DENTON, HR Office 
of Nuclear Reactor Regulation, Director 2pp 15682 098 34X 

Fiche SO-000, 62/10/06. 8210130376 


—9210180199 "Final Status Rept m Preparation for Chemical Cla.iniiiig 
Dresden 1." Sept 1901 Aperture cards available in PPR 
» Dow Chemical Co DNB-Dl-034 81/09/30 5D2pp 15749 I 16 
24X Fiche 50-010.03/10/12.8210(00196 


0 Inspection reports. IE Bulletins correspondence 


8210060329 Forwards IE Insp Repts 50-010/B2-02, 50-237/92-03 8. 
50-249/82-03 on 920119-0210 No noncump i ianc e noted 

LITTLE, W S Division of Engineering 4 Technical Programs £12/09/2 
REED. C Commonwealth Edison Co 2pp 15615 331 24X 

Fiche 50-010,82/09/22,8210060329 


—0210060335 IE Insp Repts 50-01 0/82-02, 5O-2'l7/02-O3 4 50-249/82-03 o 
820119-0218 No noncomp I lance noted Major areas inspected 
open 4 unresolved items 4 items of noncompliance re 
integrated leak rate test 

REIMANN.F W Region 3, Office of Director JACKJW, 1 N Oivisio 
of Engineering 4 Technical Programs 82/09/21 7pp 15615 33,1- 
24X Fiche 50-010,02/09/22,0210060329 


S210290047 Releases public version of revisions to Quad Cities, Zion 
tr Dresden emergency plan annexes 4 revised generating 
statian emergency plan telephone directory 

FELTON, J M Division of Rules and Records 02/10/08 Document 
Management Branch ip 15877 313 24X Fiche 50-000,02/10/00. 

8210290047 


— 8210290060 Forwards public version of Revision 3 to Quad Cities 4 Zion 
enerjitncy plan annexes* Revision 2 to Dresden emergency plan 
annex, Revss ion 0 to Byron emergency plan annex 4 revised 
generating station emergency plan telephone directory 
HIXIRE. R 0 Commonwealth Edison Co 82/07/30 DENTON, H R NRC - 

No Detailed Affili«»tlon Given 5pp 15077 314 24X 

Fiche 50-00 0,02/10/08.8210290047 


--8210290077 Public version of Revision 3 to Quad Cities 4 Zion 
emergency p Ian annexes. Revision 2 to Dresden emergency plan 
annex 4 Revision O to Byron emergency plan annex 
» Conmonuf altf> Edison Co 82/06/30 102pp £5877 319 24X 

FicJie 50-000.92/10/00*8210290047 


--021O29OO8B Public version af revised generating station imtrgency plan 
telephone directory 

OALLE.D P COAMonwealth Edison Co 82/08/12 43pp 15878 210 
24X Fiche 50-000,02/10/08,8210290047 


8210220358 Provides info re organiiation 4 performance of depts 
responsible For radlatian protection ectlvi ties, p er 620702 
commitment Training coordinator assigned in Apr 1902 to 
improve health physics training programs 

TRAMrt.TR Commonwealth Edison Co 82/10/14 DENTON.HR Office 
of Nuclear Reactor Regulation, Director 9pp J5776 287 24X 

Fiche SO-OOOi 82/10/14,8210320358 


021O25dt7O Advises that plant 4 preparedness for offsite protection 
near feciUty adettvate 4 wilt be eppUed in event of 
radiological emergency |L State 4 local plans approved subj 
to verification of adfq.iiacy of alerting 4 notification tyi 
TH0HA6. L, M Federal Emergency Manigement Agency 82/l0/i4 
blftCKS. H U Office of the Executive Director for Operations le 
15700:285 SAX Fiche 50-010,82/10/14,8210250170 


8210150523 Forwards IE Insp Repts 50-01 0/P2-1 3, 50-237/03-17 4 
50-249/02-1 B on 020700-0009 4 notice of violation 
STREETER. JF Division of Project 4 Resident Programs B2/09/L'H 
REED.C Commonwealth Edison Co 2pp 15713 099 24X 

Fiche 90-010.82/09/20,6210150523 


— 9210150930 Notice of violation from insp on 62070Q-0009 

STREETER, J F Division of Project 4 Resident? Programs 02/O9/'JU 
ip 15713 101 24X Fiche 50-010.02/09/20,0210 1 90933 


—0210150538 IE Imp Repts 50-010/02-13,50-237/82-17 4 90-249/02-18 Qi 
620708-0009 Noncompliance noted failure to issue 4 perform 
air pressure test procedure 

TONGUE, T « , JORDAN. M J , WALKER, R D Division of Project 4 
Resident Programs 02/09/20 Bpp 13713 102 24X 

Fiche 50-0 1 0, 02/09/28, 0210150 523 


8210150539 Forwards IE Insp Repts 50-010/92-1 5, 50-237/82-’ 19 4 
50-249/82-20 on 820830-0903 No none omp 1 lane a noted 
PAPEftlELLO.C J Division of Emergency Preparedness 4 Operational 
Support 82/lo/Ot R£ED,C, Commonwealth Edison Co 2pp 
15714 173 24X Fiche 90-010,82/10/01,8210150339 


-8210150543 IE Insp Repts 50-010/82-15,50-237/02-19 4 90-249/83-20 ei 
020830-0903 4 09 No noncompl 1 ante noted Major areas 
Inspected confirmatory measurements program* QC program for 
analytical mtasurements 4 environ monitoring program 
BCKUMACHER, M C , NICHOLSON, N A , JANUBKA, A C Division of 
Emergency Preparedness 4 Operational Support 02/09/30 7i»o 
15714 177 24X Fiche 50-010,82/10/01,8210150539 


8209190233 lE Info Notice 80-39, Suppl 
Implant Seeds " Sve list end 
COflB.L 1 Division of Fuel FaciUti# 
82/10/06 Consolidated Edison Co 
24X Fiche 30-000,02/10/06.8208190233 


I# "Leaking 4 Dislodged 1-125 

1 , Materials 4 Safeguards 
of New York 66pp 15761 230 
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820819023S IE Bulletin B3-03, "Stress Carrosion Cracking in Thick- 
t ■ Large-Di ameter. 8ta in I es« Steel ■ Rec ircu lation By* 
piping at OWP Plants " Eve list end 

DEYQUNG.R C Director'* Office. Office of rnspection and 

Enforcement 02/10/14 Consolidated Edison Co of New VorV 

I20pp 15010 125 2451 Fiche 50-000r 02/10/ 14, 0200190230 


R Periodic operating report* & related correspondence 


02IO16QO97 Forward* monthly operating repts for Sept 1992 

SCOTT, D J Commonwealth Edison Co 82/10/01 Director's Office, 

Office of Inspection and Enforcement Ip 15710 001 34X 

Fiche 50-010.82/10/01.8210100097 


— eaiOlBOlOO Monthly operating repts for Sept 1962 

SCHROEDeR,S A Coflinonwea I th Edison Co 02/10/01 22pp 
15710 002 24X Fiche 50“-010, 02/lO/Oi , 0210100097 


DOCKET 50-13 DAnCOCK WILCOX CD CRITICAL FACiLITy 


F Security, medical, energency tt fire protection plans 


8210210194 Forwards IE Safeguards Insp Repts 50-013/92-03 8, 
70-0324/02-10 on 020930-1001 No noflcomp I lance noted 

GiDSON,A F Division of Engineering 8i Technical Programs 02/10/15 
ElfOELDER.T C Dabcack & Wilco* Co 2pp 1S765 304 24X 

Fiche 50-013,82/10/15,0210210194 


--6210210206 IE Safeguards Insp Rept* 50-013/82-03 i, 70-0024/82-10 on 
820930-1001 No noncompliance noted Major areas inspected 
physical protection of low enriched BNM Details Withheld 
<ref 10CFR2 790) 

OODDErR < MCGUIRE, D R Division of Engineering & Technical 
Programs 02/10/15 Ip 15765 306 24X Fiche 50-013,82/10/13, 

6210210194 


P Operating license stage documents correspondence 


8210040214 Details evaluation of discrepancy between electronically 
simulated reactor St channel periods revealed in calibr test 
performed on Log-N-S channel No unsafe condition existed it 
no Tech Spec violation occurred 

OLSEN. A F Consolidation Coal Co 62/09/27 Standard i lat ion & 

Special Projects Branch 3pp 15583 120 24X Fiche 50-013, 

02/09/27, 0210040214 


0 Inspection reports, IE Bulletins U correspondence 


e2iO'2lOl94 Forwards JE Safeguard* Insp Repts 50-013/02-03 
70-0024/62-10 on 620930-1001 No noncompliance noted, 

GIDS0N,A F Division of Engineering S< Technical Programs 82/lO/lD 
ENGELDCR.T C Dabcoc k «< Wl Ico * Co 2pp 1576S 304 24X 

Fiche 50-013,02/10/15,0210210194 


—9210210206 IE Safeguards Insp Repts 50-013/62-03 tt 70-0024/92-10 on 
020930-1001 No noncomp 1 lance noted Major areas inspected 
physical protection of low enriched 8NM Details withheld 
(ref 10CFR2 790) 

OODDEiR , MCGUIRE, D R Division of Engineering Technical 
Programs 02/10/13 Ip 15765 306 24X Fiche 50-013,82/10/13, 

0210210194 


DOCKET 50-20 MASSACHUSETTS INBT OF TECH RE9 REACTOR 


F Security, medical, emergency & fire protection plan* 


OSlOl'T'ODGA Forwards Revision 27 to 8AR for HIT research reactor, 
arfecting physical security plan SAR withheld 
fref 10CFR2 790) 

CLARK, L I'las sachusetts Institute of Technology 82/10/13 
TEDESCO.R L Assistant Director for Licensing Ip 15742 123 24X 

Fiche 50-020. 62/ 10/13, 62 10190334 


DOCKET 50-22 WESTINOHOU8E TEST REACTOR 


0 Inspection reports, IE Bulletin* tt correspondence 


0210130420 Forward* "Annual Inip of Retired Nestinghouie Testing 
Reactor per License TR-2 for 1982 " 

NARDirA J Westlnghouse Electric Corp 62/09/30 Stendardi ration 
V Special Project* Branch Ip 15660 264 24X 

FUhe 50-022. 02/09/30, 0210130420 


— 9210130426 ''Annual Insp of Retired VJeetingh ou*e Tevting Reactor per 
Licen«t TR-2 for 1902 '■ 

e Westlnghouse Electric Corp 02/09/16 3pp l56ao«265, 24X 

Fiche 50-022, 62/09/30. 82 1 D 1 30420 


R Periodic operating reports St related correspondence 


6210130420 Forwards "Annual Insp of Retired Westlnghouse Testing 
Reactor per License TR-2 for 1982 " 

NARDliA J Westlnghouse Electric Corp 02/09/30 Standar dilation 
it Special Projects Branch Ip 15600 264 24X 

Fiche 50-022,82/09/30.0210130420 


— 8210130426 "Annual Insp of Retired Westlnghouse Testing Reactor per 
License TR-2 for 1902 " 

a Westlnghouse Electric Corp 82/09/16 3pp 15660 263 24X 

Fiche 50-022,82/09/30.8210130420 


DOCKET SO-27 WASHINOTQN STATE UNIV RESEARCH REACTOR 


0 Inspection reports. IE Bulletins & c orresp ondencr 


8210190632 Forwards IE Insp Rept 50-027/02-02 on 020714-16 & 0010 No 
noncomp 1 lance noted 

OOOK.H E Division df Radiological Safety it Safeguard* Program 

02/10/01 WILSON. W E Washington, Univ of 2pp 15740 02S 24X 

Fiche 50-027,82/10/01,0210190632 


—0210190636 IE Insp Rept 30-027/82-02 on 020714-16 & 0010 Mo 
noncompliance noted Hejor areas inspected radiation control 
program, Inc ludlng posting it 1 ebel ing, personnel monitoring, 
instrument calibr & effluent monitoring 

OARCIA, E K , WENBLAWSKI.F A, . BOOK. H E Division of Rad lol ogi cal 

Safety & Safeguards Program 62/09/30 6pp 13740 027 24X 

Fiche 50-027,02/10/01,0210190632 


DOCKET 50-29 YANKEE-ROWE NUCLEAR POWER STATION 


F Security, medical, emergency & fire protection plans 


6210060034 Forwards IE Safeguards Insp Rept 50-029/62-0? on 620802-05 
No noncomp 1 lance noted 

MARTIN, T T Division of Engineering 4, Technical Programs 92/09/27 

HEIDER.L H Yankee Atomic Electric Co 2pp 13613 031 24X 

Fiche 30-029, 92/09/27,6210060034 


—6210060049 IE Safeguards Insp Rept 50-029/02-09 on 02O0O2-OS No 
noncomptlance noted Major areas Inspected testing tc malnt 
records, phy s leal barriers in protected 8, vital areas & 
security sys power supply Details withheld iref 10CFR73 21) 
DUNLAP, U.M. , SMITH, 0 C , CODY. A T Division of Engineering & 
Technical Programs 02/09/23 Ip 13613 053 24X 

Fiche 50-029, 62/09/27. 8210060034 


8210060306 Act receipt of 620827 1 tr Informing NRC of steps taken to 
implement recommendations noted in IE Emergency Preparedness 
Appraleal Rept 30-029/81-20 

SMITH, 0 H Division of Emergency Preparedness S, Operational Support 
02/09/2? HEIDERiL H Yankee Atomic Electric Co Ip 15619 230 
24X Fiche 50-029,82/09/29,8210060306 


— 0210060310 Respond* to NRC 020630 Itr re finding* noted in IE Emergency 
Preparedness Appraisal Rept 50-029/81-20 Corrective actions 
chemistry personnel placed on radio pager sys to afford 
oarlier notification tt response 

H£IOER,L H Yankee Atomic Electric Co 02/00/27 HAYNES, R C 
Region 1, Office of Director. 62pp 15619>231 24X 

Fiche 80-029,62/09/29.8210060306 


8210210343 Forwards Amend 73 to License PPR-3 &< notice of issuance 
Amend incorporates guard training qualification plan, 
in response to licensee BI0610 tt 1206 applications 
CRUTCHFIELD, D Dperatlng Reactor* Branch 5 92/09/30 KAY, U A 

Yankee Atomic Electric Co 3pp 13792 332. 24X 

Fiche' 30-029, 62/09/30, 8210210545 


— 6210210532 Amend 73 to License DPR-S, requlr ing Implementation of guard 
training 4* qualification plan within ^ days b qualification 
of all security personnel within 2 yrs 

CRUTCHFIELD, D Operating Reactor* Branch 5 82/09/30. 3pp 

137P2'333 24X Fiche 50-029.02/09/30,0210210545 


— 8210210355 Notice of issuance of Amend 73 to License DPR-3 

CRUTCHFIELD, D Operating Reactor* Branch 3 02/09/30 2pp, 

15702 358 24X Fiche 50-029, 02/09/30, 821 0210545 


6210220153 Ack receipt of 820927 Itr informing NRC of steps taken to 
correct violation* noted in IE Safeguards Insp Rept 
30-029/82-08. 

STARD9TECKI, fi. Division of Project Resident Program* 92/10/13 
HEIDERiL H Yankee Atomic Electric Co Ip 13776.090. S4X 
Fiche 50-029,92/10/15,6210220133 
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DOCKETED ITEMS 


-'9210220157 ftsiponds t& NRC 920901 1 tr rt violations notad in IE 
Satf«5wards Irtsp Rept 50’'029/B2-0«a Corrective- actions 
witTiheld <ref 10CFff2 790) 

HEIDERiL H Yankee Atonic Electric Co B2/09727 HAVNE8# n C 
RsSlon I. Office of Director 2pp 15778 091 a4)( 

Riche 30-029,92/10/15.8210220 1 53 


Operatinfi license stage dDcumants & correspondence 


10040399 Rsq.uesti processing of listed documents re GEP Topic 
11-04 E» Integrity "■ 

5HITH, H Operating Reactors B^a^c^ 5 82/09/17 Division of 
Technical Infarnatlon it Document Control 2pp 15597 226 24K 
Fiche 50-029,82/09/17.3210040399 


10040132 Forwards safety evalvation It technic*! evaluation repts of 
licensee response to proposed design modi to degraded grid 
voltage Schedule for rasponss retiuested uithin 30 dags 
CRUTCHFIELDrD Operating Reactors Branch 5 62/09/27 KAY. J A 

Yankee Atomic Electric Co 2pp 15583 095 24X 

Fiche 50-029. aa /09 / a 7, 82 1 0040t 32 


8210040139 Safety evaluation re degraded grid voltage protection for 
Class IE sys Design acceptable subj to resolution of listed 
items 

e Operating Reactors Branch S 82/09/27 7pp 13503 097 24X 

Fiche 50-029, e2/a9/27« 8210040 132 


-8209200475 "Proposed Design Mods Si Tech Spec Changes on Grid Voltage 
Degradation for YanVee Rowe Muclear Poutr Station*" 
technical evaluation rtpt 

SELANfO C Lawrence Livermore Lahore lorg TIN A-0250 
UCID-19147 02/O7/3D NRC - No Detailed Affiliation Given 

IDpp 15583 104 24 X Fiche 50-029,82/09/27.8210040132 


21DS30207 Forwards safety evaluation of SEP Topic TIl-4 C re 
internally generated missiles Generation of internal 
nissllss within facility will not prevent safe shutdown 
CARUSO. R Operating Reactor* Branch 5 82/09/29 KAV« J A Yankee 

Atomic Electric Co 2app, 15652 135 84X Fiche 50-029.82/09/89, 

8210120207 


1210080090 Proposed Change 17B to License DPR-3, add-Lng 1( deleting 
containment isolatioin va 1 ves. sp ecify ing equipment 
parameters, ad ding new equipment tn r ec aieg-or is ing valve* to 
aec DiTimodate nod implementation during refueling outage 
HElDEft. L H Yankee Atomic Electric Co 82/09/30 Office of 
Nuclear Reactor Rejulat iorii Director 9pp 15640 244 24it 
Flchs 50-029.62/09/30.8210080098 


—8210080102 Proposed Tech 6pec pag*s, add ing & delating containment 
isolation Va Ives, spec i fying equipment parameters . adding new 
equipment U r ecategorli ing valves to accommodate mod 
implementat ion during refueling outage 

* Yankee Atonic Electric Co 82/09/30 22pp. 13640 253 24X 

Fiche 50-02 9 , 32/09 / 30, 82 1 0OBOO9 0 


B210120245 Forwards safety evaluation 8< technical evaluation repts of 
SEP Topics 1 1-3, A. n-3 B, 11-3 B 1 fc I 1-3 C re hydrologic 
consideration* Facility doe* not meet MRC -criteria 
Deviations will be resolved in integrated safety assessment* 

CARUSO. R Operating Reactors Branch S 82/09/30 ftAY. J, A. Yankee 
Atonic Electric Ca, 3lpp 19651 QOl 24)1 Fiche 50-029.88/09/30. 
8210120245 


— 8208100869 "Hydrological Com id erationa (SEP. 1 1-3 A. B, 0 1.0) 1 11-3 3). <• 
technical evaluation rept 

SHEHRER.J Franklin tnstltu te/Frank 1 in Research Center^ 
MIIC-03-79-IIB TER-C5257-426 82/08/06 STALEY. 0 NRC - No 

netalled Affiliation Given Blpp. 15651:032 24X 

*'* 989.82/09/30,8210120249 


— 6210210558 Amend 73 to Llceme DPR-3. requir ing implementation of guard 
training i. qualification plan within 60 days & qualification 
of all security peTsonnel within 2 yrs 

CRUTCHFIELD, D Operating Reactors Branch 5 02/09/30 5p p 

15762 355 24X Fiche 50-029.02/09/30.0210310545 


— 8210210555 Notice of issuance of Amend 73 to License DPR-G 

C-RUrCHFlELD. D Operating Reactors Branch 5 62/09/30 ap p 

15782 359 24X Fiche 50-029,92/09/30.0210210545 


0210070169 Forwards topic difference summary for BEP Topic 111-6, 
^'Seismic Design Considerations" S< updated difference 
summaries for Topics V-lO B,V-ll D.Vn-3 lX-3 re RHR sys 
4c sys required for safe shutdown 

CARUSO. R Operating Reactors Branch 5 63/ 10/01 KAY, J A Yankee 

Atomic Electric Co 7pp 15627 001 24X Fiche 50-029,02/10/01. 

B310070I69 


6210070095 Forwards draft safety evaluations of SEP Topics 111-6 re 
seismic design considerations L SEP Hl-ll re component 
integrity Licensee proposal re dedicated hot shutdown sys 
will be evaluated during integrated assessment of facility 
CARUSO. R Operating Reactors Branch 5 63/10/04 KAY. J A Yankee 

Atomic Electric Co 20pp 15628 331 24X Fiche 50*029.83/10/04, 

B2 10070005 


—6210070091 "Seismic Design Bases t. Criteria for Yankee Rowe 
Cinerating Station SEP " 

e Engineering Decision Analysis Company. Inc EDAC 175-130 02 
DBF 79/01/31 S9pp 15629 351 24X Fiche 50-039.82/10/04, 

0310070085 


— 0210070094 "SEP.Rbvicw of Seismic Re-evalua tion Program of Yankee 
Nuclear Power Station “ 

a NRC - No Detailed Affiliation Given 62/09/30 BSpp 
15639 Ote 24X Fiche 30-039,03/10/04.6310070085 


--9210070099 "Technical Evaluation of Yankee Rowe Power Station Selsnvit 
Design. " Aug 198S 

BRIDGES.TL . BUSCH.8 L , THOMPSaN. T R EOW, Inc FIN A-6426 
EOG-EA-6017 82/06/31 CHEMO. T Division of Licensing 253pp 
15629 too 24X Fiche 50-029,02/10/04.0910070085 


6210130326 Comments on proposed scope of Phase III of SEP as reflected 
in individual topic definitions appended to 620909 Itr 
Staff eneouragid to develop 6 implement means bo incorporate 
positive attributes of Phase HI in licenaec/NRC interface 
KACICH. R 11 SEP Owners Group KAGICK, R M Northeast Nuclear ITnergy 
Co (subs of Northeast Utilities) 03/10/07 CIGENNUT. D 0 
Division of Licensing 7pp 15682 179 34X Fiche 50-000.82/10/0/. 

6910130326 


8210130401 Concurs u/content af systematic assessment of licensee 
performance board recommendations. per NRC 020903 Itr 
Licensee action on primary vent stack monitor failures 
should be clarified to show thorough evaluation of LERs 
KAViJ Yankee Atomic Electric Co 82/10/08 8TAR0STECK1 . R 
Division of Project & Resident Programs 2pp 1S66S 070 24X 

Fiche 50-029.82/10/08.0210130401 


8210150363 Responds to Generic Ltr 82-12 re plant working hours Plant 
policy re working hours should not be incorporated into 
Tech Specs dut to loss of flexibility 

KAY. J A Yankee Atomic Electric Co 03/JO/OB EI8ENNUT. D G 
Division of Licensing 2pp 15704 305 24X Fiche 30-097.82/10/00, 

0210150363 


8210180187 Clarifies 620004 request for addl info re NUREO-OVO?. 
Item n B 3. "Post-Accident Sampling Sys " Guidance on 
meeting NUREG-0737 criteria discussed 

CRUTCHFIELD, D Operating Reactors Branch 5 02/10/00 KAY, \) A 

Yankee Atomic Electric Co 3pp 15719,130 24X 

Fiche 30-029, 82/10/08.8210180197 


8210210193 Forwards evaluation of SEP Topic IlI'G A, "Effect* of MigS 
Water Level on Structures." based On 820310 BAR Turbine k 
SVC bldgs, screenuall U pumphouse unprotected from postulated 
flood condition 

CARUSO, R Operating Reactors Branch 5 B2/l0/i3 KAY. J A Yank** 

Atomic Electric Co, 7pp 15766 097 24X Fiche 30-029,02/10/13, 

8210210123 


8210190606 Application to amend License DPR-3, replac Ing 
aieembliet to refuel for Cere XVI operation k Insertin 
cycle dependent perameters in Tech Specs 
HEIDER. L H Yinkte Atomic Electric Co 62/10/15 
Nuclear Reactor Regulation. Director 2pp 13738 163 
Fiche 50-029.82/10/15,8210170686 


40 fuel 
9 

Office 

24X 


of 


■0210190690 Proposed Tech Spec mod inserting 
* Yankee Atomic Electric Co 82/10/15 
Fiche 50-029. 02/lO/iS, 021O19O6B6, 


cycle dependent paremetar 
25pp, 15738 167 24X 



DOCKETED ITEMS 


1 


8310^60094 Application to amend App A of License 0PR-3i c ons i sti tig of 
Proposed Change 1 7*?« a lloii/ing Increase in plant operating 
e 1 e x ) b I 1 1 tg t>JhiIe nna i n ta i n i ng sufficient 6HR fiou to ensure 
reactor vessel water temp does not exceed 140 F in Mode 6 
HEIDER.L H Yankee Atomic Electric Co 82/10/13 Office Of 

Nuclear Reactor Regulation* Director 2pp 13637 135 24X 

Fiche 50*039*62/10/15*3210280094 


— 8210260103 Pi oposed Tech Spec Change t79i allowing increase in plant 
operating flexibility while maintaining sufficient RHR flow 
to ensure reactor vessel water temp does not exceed 140 F in 
Mode £ 

* Yankee Atomic Electric Co 02/10/15 4pp 15337 187 24X 

Fiche 50-029. 32/ 10/15* 0210230094 


Q Inspection reports. IE Bulletins correspondence 


6210070007 Responds to FOIA request for eight categories of records re 
steam generators £* steam turbines App A documents provided 
in R Udell FOIA Request 61-313 Forwards documents listed In 
App B 

FELTGN*J H Division of Rules and Records 02/08/10 LONG* D J 
Uinthrop* Stimsan. Putnam Roberts 9pp 15645 063 24X 

Fiche 50-000*02/00/10,0210070007 


— B210070139 Forwards tabulated data on steam generator imp & maint at 
racillties Data should be provided to licensees 
IPPOLfTO. T Operating Reactors Assessment Branch 02/04/01 
VARGA. S Operating Reactors Branch 1 CLARK. R Operating 
Reactors Branch 3 8T0LZ*J Operating Reactors Qranch 4 5pp 
15645 131 24X Fiche 50-000*02/03/10.0210070007 


— 8210070172 Forwards info re steam generator integrity insps at all 
operating PRRs. per 750330 it 21 requests Details of Insps. 
including defect ind ica ti ons. tube plugging criteria it tubes 
plugged will not be provided except for Point Death 1 
GOLLERiK R Division of Reactor Licensing (NRR-1975 only) 

75/03/24 MACCARY.R R Division of Technical Revieui {NRR-1975 
only) 5pp 15645 196 24X Fiche 50-000.02/00/10,3210070007 


6210060034 Forwards IE Safeguards Insp Rept 50-029/62-09 on 820002-05 
No noncomp 1 lance noted 

MARTIN* T T Division of Engineering it Technical Programs 62/09/27 

MEIDER.L H Yankee Atomic Electric Co 2pp 15615 051 24X 

Fiche 50-029* 02/09/27* 02 1 0060034 


--0210060049 IE Safeguards Insp Rept 50-029/32-09 on 820602-03 No 
noncomp 1 lancs noted Major areas inspected testing maint 
records, phy sicaJ barriers in protected ^ vital areas it 
security syt power supply Details withheld {ref 10CFR73 21) 
DUNLAP* J M . SMITH. 0 C . GDDY* A T Division of Engineering & 
Technical Programs 82/09/23 ip 15615 053 24X 

Fiche 50-029*32/09/27*0210060034 


3210060306 Ack receipt of 820027 Itr Informing NRC of steps taken to 
implement recommendations noted In IE Emergency Preparedness 
Appraisal Rept 50-029/01-20 

SMITH*© H Division qf Emergency Pr eparedn ess it Operational Support 
82/09/29 HEIDER*L H Yankee Atomic Electric Co Ip 15619 230 
24X Fiche 50-029,82/09/29.8210060306 


—6210060310 Responds to NRC 620630 )tr re findings noted in IE Emergency 
Preparedness Appraisal Rept 50-029/81-20 Corrective actions 
chemistry personnel placed on radio pager sys to afford 
earlier notification response 

HEIDER.L H Yankee Atomic Electric Co 02/08/27 HAYNES. R C 
Region 1* Office of Director 62pp JS6J9 231 24X 

Fiche 50-029,92/09/29*0210060306 


B21012O272 Forwards evaluation of util response to 6EP Topic II 1-3 Cp 
"Inservlce Insp of Hater Control Structures " Present Insp 
program does not conform w/Reg Guide 1 127 it should be 
modified to incorporate NRC recommendations 

CARUSO* R Operating Reactors Branch 5 02/10/04 KAY* J A Yankee 

Atomic Electric Co lOpp IS65J 190 24X Fiche 50-029*82/10/04* 

8210120272 


--8207190431 “Hydrological Cons i derati ons, Ins ervice Insp of Hater Control 
Structures <SEP 111-3 O* Yankee Rowe Nuclear Power Station." 
technical evaluation rapt 

SCHERRER. J Franklin Instl tute/Frank lin Research Center 
NRC-03- 79-1 10 TER-C5257-544 82/07/15 STALEY. 0 NRC - No 

Detailed Affiliation Given 29pp 15651 200 24X 

Fiche 50-029*02/10/04*0210120272 


8208190233 IE Info Notice 00-35* Suppl i* "Leaking it Dislodged 1-125 
Implant Seeds " 6vc list end 

COBB* L I Division of Fuel Facllitlcsr Materials ftc Safeguards 
82/10/06 Consolidated Edison Co of New York 66pp 15761 250 
24X Fiche 50-000*02/10/06*8200190233 


3210130401 Concurs w/content of systematic assessment of licensee 
performance board recommendations* per NRC 820903 Itr 
Licensee action on primary vent stack monitor failures 
should be clarified to show thorough evaluation of LERs 
KAY*U Yankee Atomic Electric Co 82/10/08 8TAROSTECKI* R 
Division of Projact it Resident Programs 2pp 15662 070 24X 

Fiche 50-029.82/10/03.8210130401 


8210290147 Forwards IE Insp Rept 50-029/82-10 on 820302-0930 No 
noncompliance nated 

STARDSTECKI, R Division of Project Ik Resident Programs 32/10/00 
HEIDER.L H Yankee Atomic Electric Co 2p p 15054 214 24X 

Fiche 50-029.32/10/08*3210290147 


—8210290157 IE Insp Rept 50-029/02-10 on 820002-0903 No noncomp 1 iance 
noted Major areas inspected review of plant operation* p lant 
maint obser vat ion* p lant events* LERs , 1 icensee plant info 
rept* per lod ic U special repts & preparation for refueling 
COLLINS. S J , OALLO, R M Division of Project Resident Programs 
82/10/07 i6pp 15854 216 24X Fiche 50-029,02/10/08,0210290147 


0203190238 IE Bulletin 32-03* "Stress Corrosion Cracking in Thick- 
Wall* Large-Di ame ter* Sta in) ess Steel* Recircu iation Sys 
Piping at BWR Plants " 8vc list end 

DEYOUNG* R C Director's Office* Office of Inspection and 

Enforcement 82/10/14 Consolidated Edison Co of New York 

U5pp 15010 125 24X Fiche 50-000*32/10/14,8200190230 


6210220153 Ack receipt of 820927 Itr informing NRC of steps taken to 
correct violations noted In IE Gefeguards Insp Rept 
50-029/32-03 

STARDSTECKI p R Division of Project it Resident Programs 02/10/lS 
HEIDERjL H Yankee Atomic Electric Co ip 15778 090 24X 

Fiche 50-029* 02/10/15*0210220153 


—0210220157 Responds to NRC 820901 Ur re violations noted in IE 
Safeguards Insp Rept 50-029/82-08 Corrective actions 
withheld (ref l0CFn2 790) 

HEIDER.L H Yankee Atomic Electric Co 02/09/27 HAYNES. R C 
Region 1, Office of Director 2pp 15770 091 24X 

Fiche 50-029.82/10/15*3210220153 


8 Reportable occurrences* LERs & related correspondence 


8210010003 Responds to FOIA request for 19 categories of documents re 
nuclear reactor events & safety problems Forwards documents 
listed In App A 

FELTON, JM Division of Rules and Records 02/06/23 UDELL, R A 
Critical Mass Energy Project I5pp 15727 OOS 24X 
Fiche 50-000,82/06/23.0210010000 


—3109200175 Requests addl info re loss of offsite power event on 810914. 
8ANDS, S P Director's Office 81/07/10 CARU0D, R Operating 
Reactors Branch 5 Ip 15730 250 24X Fich# 50-000*02/06/28, 

8210010008 


— 0210010161 Discusses potential problem re sequoyah reactor pressure 
noiz le, supp lementlng 800222 memo Underclad cracks found by 
use of ultrasonic equipment Addl Items of recent origin 
discussed Related Info end 

DENTON. H R Office of Nuclear Reactor Regulation, Director 
00/02/28 AHEARNE. J Commis lUner s 9pp 15727 170 24 X 

Fiche 50-000, 82/06/20* 3210010008 


8210130230 Forwards LER 02-O25/O3L-O 

AUriG.H, A Yankee Atomic Electric Co 02/09/30 HAYNE8,R C 
Region 1, Office of Director Ip IS675 269 24X 

FI c h # 50-029, 82/09/30, 3210130230 


—8210130235 LER 82-025/OaL-0 on 320831, gas leak developed in weld 
joining safety valve drain Un* to valve body on waste gas 
decay 2 drum safety valve Cause not stated Leaking weld 
1 solated, ground out & rewelded 

RICE, DA Yankee Atomic Electric Co 02/09/30 Region 1, 
Office of Director Ip 15675 270 24X Fiche 50-029,02/09/30, 

8210130230 


8210130218 Forwards LER 02-O27/O3L-O 

AUTlOiH A Yankee Atomic Electric Co 02/10/01 HAYNES, R C 
Region 1, Office of Director Ip 15675 235 24X 

Fiche 50-029,92/10/01,0210130218 


—8210130225 LER a2-027/03L-0 on 020902, while in Mode 1* auxiliary bniUr 
room sprinkler iV* isolated to stop it repair gasket leak 
Caused by iniufflcient gasket contact w/val vi ‘F0-V-739 
Gasket replaced. 

I1AY,E L Yankee Atomic Electric Co 82/10/01 Region 1, Office 
of Director Ip 15675 236, 24X Fiche 50-029,82/10/01. 

0210130213 
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DOCKETED ITEMS 


10130519 Forward* LEH 82-026/03L-0 

AUnO. M A Vanlft Atonic ElfctJ'it C<? 03/ iO/Ol 

JJijiqn 1. of Difffctar Ip 15603 361 

Flthr 50-029.02/10/01,8210130519 


HAYNES, R 
24X 




-Q210135531 LEfi 82-026/03L-0 on 030902* tdhi parforminj jurviilUnc# of 
low main ^ ool#nt flow ly* train A, loop 3. phait C rrlav 
faiUd to drop out u^^en de-«ntr gi led Caucod bg abnormal 
amount o# friction bttutan plunjar 6 upp*r bumhinj 
FRENCH, L C Vantee Atonic Electric Co B2/10/0I Rogion I, 
□ffica of Dir.dtor Ip 15602 362 24X Ficbd 50-029.02/10/01, 

S21 013051 9 


DOCKET 50-62 UN IV OF VIRGINIA RESEARCH REACTOR 
E NRC Safety Evaluation Report (SER), tuppls 6 correspondence 


0210050377 SAFETY EVALUATION REPORT RELATED TO THE RENEWAL OF THE 
OPERATINO LICENSE FOR THE UNIVERSITY OF VIRGINIA OPEN-POPL 
RESEARCH REACTOR Docket No SO-062 

4 Division of Licensing NUREG-092a 82/09/30 77pp Available 
at NRC *5 00 13626 030 24X Flcht 50-0 62, 02/09/30, 02 1 0Q5O377 


p Opirating license stage documents 6 correspondence 


I2S0260I09 LER &2-032/0IT on 021006. pos Itiv* indication observed during 
shipping of second tgcle fuel essemblg 0-370 Analysis shows 
assembly caused slight increase in reactor coolant activity 
during Core 13 operation 

AUriQ, H A Yankee Atomic EJtctfie Co 02/10/07 HAYNES, R C 
fiegion I, Office of Director Ip 15799 I 16 24X 

FjChe 50“029, 02/10/07, 8210260109 


0210060006 Informs of minor mods made to ECCB piping Plexlblt piping 
installed on tank side of remote coupling to provide 
necessary movement for coupling alignment Repair will have 
no adverse effect on ability of ECCS to perform 

BRENI2ER,JS Virginia, Univ of 02/09/27 Standard i la t i un & 
Special Projects Dranch 6pp 13615 030 24X Fiche 50-062, 

82f 09/27, 0210060096 


210290267 Part 31 deficiency rept re potentsal galling problem between 
item 6 bonnet of 1 SS-Inch fc larger A105 carbon steel 6 
Aie2-F22 valves supplied F»6 I901-Aug 1992 Valves should be 
serviced t stem 4i/or bonnet replaced 

ISABELLE. L D Convai. Inc 02/10/11 HAYNES, R C Region 1, Office 
of Director I7pp 15954 233 24X Fsche 30-000,82/10/11, 

02 10290267 


210260106 RO 50-29/82'33 on 031009, main coolant pump I vent isolation 
valve Wild discovered elightly moist Weld will he repaired 
during current refueling outage 

AUTIOrH A Yankee Atomic Electric Co 02/10/12 HAYNES. R C 
Region I. Office of Director Ip 15799 !I9 24X 

Fiche 50-039, 82/10/12,8210260106 


^10260165 Forwards LER 82-029/03L-0 

AUriO,H A Yankee Atonic Elactric Co 02/10/13 HAYNES, R C 
Region 1, Office of Director Ip 19799 001 24X 

Fichc 50-029,02/10/13,021026016 3 


0210260169 LER e2-0S9/03L-O on 830913, dur in g refueling outage In Node 5 
while performing ealibr of steam generator narrow-range 
level trip eye, trip setpoint 3 found lese than Tech Spec 
Unit Caused by setpoint drift 

FAENCH,L D Yankee Atomic Electric Co 82/10/13 Region I, 

Office of Director Ip 15799 002 24X Fiche 50-029,02/10/13, 

8210260165 


ID26O420 LER 02'-O35/OlT on SS-IOIS, reactor protection eye permissive 
listables B/S 420 & 6/S 433 found ealibr out of tolerance 
:ai/sed by surveillance procedure inadequacy Distables 
ecal ifa r 

kUTlO,H A Yankee Atomic Electric Co 82/10/13 HAYNES, R C 
legion 1, Office of Director. Ip 15S06 29^ 24X 

Jche 50-029,82/10/13*8210260428 


0210000237 Forwards licensee 020929 I tr to ORNL requesting shipment of 
DOE-ouined HTR type reactor fuel using HFIR spent fuel 
shipping cask 

BeHNECHE,P E Virginia, Univ of 02/09/30 CARTER, R E 
Standardi tati on 6 Special Projects Branch 3pp 15630 070 ,I4X 
Fiche 50-062, 82/09/30,8210080237 


8210130475 Forwards Amend 15 to License R-66, CIA & notice of issuance/ 
negative declaration Amend renews OL for 20 yrs 

THOMAS, C D Standard 1 tat ion t< Special Projects Branch 02/09/30 
DRENI2ER, J 5 Virginia. Univ of 2pp 15672 005 24X 

Fiche 50-062,82/09/30,0210120473 


— 6210120400 Amend 15 to Licenee R-66, renewing OL for SO yrs 

THOMAS, C 0 Standardi lation tt Special Projects Branch 02/09/110 
34pp 13672 007 24X Fiche 50-062,82/09/30.0210120475 


—0210120407 EIA supporting Amend 15 to License R~66 

» Standard I tati on 6 Special Projects Branch 02/09/30 3pp 
15672 042 24X Fiche 50-062,82/09/30,0210120475 


—0210120492 Notice of renewal of facility OL it negative declaration 
re Amend 15 to License R-66 

THOMAS, C 0 Standardi lation h Special Projects Branch 02/09/ JO 
2pp 15672 049 24X Fiche 50-062,82/07/30.0210120473 


0210100014 Submits daily highlight for 020930 NRR issued 20-ijr 
renewal of License R-66 

CARTER.R E Standard! lat ion !< Special Projects Dranch 02/10/01 
CASE.E , CARTER, J Office of Nuclear Reactor Regulation, Director 
EISENHUT, D Division of Licensing Ip 13717 352 24X 

Fiche SO-062, 62/10/01,8210100014 


0280095 LER 02-032 has been canceled 

lUTIOiH A Yankee Atomic Electric Co 82/10/20 HAYNES, R C 
egion 1, Office of Director Ip 15037 183 24X 

Lche 30-029, 02/10/20*0210200005 


KET 50-54 UNION CARBIDE RE6CARCH REACTOR 


DOCKET 50-70 GENERAL ELECTRIC TEST REACTOR 


0 Adjudicatory cerreipondence 


8210200087 Notice of ASLB r econet itutlon JH Fry e, cha irman & H Foreman 
tt CA Linenberger, members 

COTTER, fl P Atomic Safety and Licensing Board Panel 02/10/14 
2pp 15753 196 24X Fiche 30-070,82/10/14,0210200087 


Operating license stage documents 4< curreepondence 


0130302 Forwards figures inadvertently amitted from 000523 
pplication for renewal of License R-81 L addl minor 
hetiget to Tech Specs 

OTKrM H Union Carbide Corp 02/09/27 BERNARD, H 

tandirdi latlon L 0peci«l Projects Branch iSpp 15670 310 24X 

iche 50-034,02/09/29*8210130302 


210130306 Proposed Tech Spec changes re fueled espirimenti L 
s taf f ing, supp 1 ementing 0OOS23 application to renew License 

ft-ai 

« Union Carbide Corp 02/09/29 9pp IS670 333 24X 

Fiche: 90-054, 02/09/29. B21 01 30302 


KET 50-57 STATE UNIV OF NEW YORK RESEARCH REACTOR 
Security, medical, emergency ti fire proloctton plans 


0010277 Forward* Revision 4 to security pi art Revision withheld 
rtf iOCFP2. 7901 

ETIRYiL. 0 New York. State Univ «f* Buffalm 82/09/17 THOHAB, C 
tandardiietian U Special Projects Branch. Ip 15573 121 24X 

i c K*' 50-057, 82/09/ 1 7> 92 1 001027 7 


8210220343 Memorandum L order directing OE tn file rept on intention to 
submit applications to renew OL k SNM licen se, with in 15 days 
of ivc of order 

fRYe,J H Atomic Safety and Licensing Board Panel 02/10/21 
General Electric Co 3pp 15776 265 24X Fiche 50-070,02/10/21, 

0210220343 


P Operating Hcinit stage documents correspondence 


0210250110 Application to amend License TR-li requt s ting addl Tech Epic 
changes reflecting removal of irradiated SNM by eliminating 
tests re reactor bldg integrity 

CUNNINGHAM,© E General Electric Co 02/10/12 TEDESCO, R L 
Assistant Director for Licensing 2pp 15787 020 24X 

Fiche 50-070,02/10/12,0210250110 


changes reflecting removal of 1 rradiatnl 
SNM by eliminating tests re reactor bldg integrity 
* General Electric Co 82/10/12 
Fiche 50-070,02/10/12,0210250110 


2pp, 15707 030 24X 
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I30CKET 50-73 UN IV OF UTAH RESEARCH REACTOR 


fi Periodic operating reports & related correspondence 


3^ 1 03£0234 At. k receipt of 030924 Itr foru/ardmg revised ennt/al 
operating rept for 1901 

SEJOLE/ W C Division of Resident. Reactor Project & Engineering 
Programs 02/10/23 JACODS.H R Utap. Univ of ip 15799 156 
34X Fiche 50-072*03/10/22.0210260224 


--6210260230 Forwards revised "Annual Operating Rept* 1981 " 

JACOBS. H R Utah, Uni* of 02/09/24 MADSEN, G L Region 4, 
Office of Director Ip 15799 157 24X Fiche 50-073,02/10/32. 

0210260234 


--8210260234 Revised "Annual Operating Rept. 1981 " 

SANDOUIST.G M Utah. Univ of 02/09/24 2pp 15799 150 24X 

Fiche 50-073,02/10X22*0210260224 


DOCKET 50-03 UNIV OF FLORIDA TRAINING REACTOR 


0 Inspection reports* IE Duiletins 6 c orresp ondence 


0210010120 Forwards IE Insp Rept 50-083/02-02 on 020011-13 No 
n one omp 1 1 anc e noted 

VERRELLI.O M Division of Project & Resident Programs 02/00/31 
UACQOS.A M Florida. Univ of* Gainesville 2pp 15566 032 34X 

Fiche 50-00^*82/00/31*0210010120 


-'0210010122 IE Insp Rept 50-083/82-02 on 020811-13 No noncomp 1 lancc 
noted Major areas inspected radiation protection 
PEERY.W W * DARR>K P Division of Engineering it Technical 
Programs 02/00/30 3pp 15566 034 24X Fiche 50-003* 82/00/31 , 

021OOIO12O 


DOCKET 50-133 HUMDOUDT QAY POWER PLANT* UNIT 3 


F Becontij. medical* emergency ^ fire protection plans 


0210010190 Forward* safeguards ir»fo re changes implemented iti securlti| 
pUn Info withheld <ref 10CFR73 21) 

CRANE. P A Pacific Gas 8, Electric Co 02/09/23 DENTON, H R 
Office of Nuclear Reactor Regulation* Director Ip 15560 077 24X 

Fiche 50-133*82/09/23*8210010198 


u Adjodicatorg correspondence 


8210060109 Order extending time until 021012 for Commission to act to 
review Director's Decision 0D-S2-7 

CHILK.S J Office of the Secretarg of the CommiBSion 82/10/04 
Conmissioners Ip |5613 228 24X Fiche 50-133,82/10/04. 

0210060109 


0210150193 Advises that Commission declined review of Director's 
Decision OD-02-7 Time for Commission to act expired Decision 
became final agency action on 021012 

CHli-K.S J Office of the Secretary of the Commission 82/10/13 
GUENTHER* R Affiliation Unknown Ip 15707 239 24X 

Fiche 30-133, 82/ 1 0/ 1 3. 02 1 01 501 93 


P Operating license stage documents correspondence 


0210260359 Responds to Generic Ltr 02-12* "Policy on Factors Causing 
Fatigue of Operating Personnel at Nuclear Reactors " 

Existing procedures comply w/policy statement 

CRANE. P A Pacific Gas Electric Co 09/10/21 MIRAOLIA, F J 
Licensing Branch 3 Ip 15004 2S0 24X Fiche 50-133,02/10/21, 

02 1 0260359 


Q Inepection reports. IE Bulletins & correspondence 


□20B190233 lE Info Notice 80-35, SuppI 1, "Leaking Dislodged 1-125 
Implant Seeds '* &yc list end 

CODD* L 1 Division of Fuel Facilities* Materials & Safeguards 
02/10/06 Consolidated Edison Co of New York 66pp 15761 250 
24X Fiche 50-000, 02/10/06, 8200190233 


0208190239 IE Bulletin 02-03, "Stress Corrosion Cracking in Thick- 
Wall * Large-Di ameter* 8ta in 1 ess Steel * Rec ircu latlon Sys 
Piping at DWR Plants ’■ 5vc list encl 

DEYQUNO, R C Director's Office, Office of Inspection and 

Enforcement 82/10/14 Consolidated Edison Co of New York 

IlSpp 15810 125 24X Fiche 50-000, 02/10/ 14, 8200190238 


R Periodic operating reports & related correspondence 


8210250192 Forwards third quarterly status rept re plant operational 
statu* util actl VI ties* per 020216 order 8tudii re future 
disposition of plant will be completed within 6 months of 
issuance of NRC final reactor safety policy itatemant 
OHLBACH.R , crane, P A , LOCKE* R F Pacific Gas t< Electric Co 
02/10/01 LAZO, R M * SCHINK*D R . LINENSERGER, O Atomic Eafuty and 
Licensing Board Panel 2pp 15707 336 24X Fiche 50-133,02/10/01* 

0210250192 


— 8210250196 Third quarterly status rept for facility Certificate of five 
enc I 

LOCKE. R f Pacific Ga« & Electric Co 02/10/01 4pp 15707 330 
24X Fiche 50-133,02/10/01,0210230192 


DOCKET 50-142 UCLA TRAINING REACTOR 


F Security, medical, emergency & fire protection plans 


0210290023 Partial response to FOIA request for documents re UCLA Lah 
research reactors Forwards documents listed m App A 
FELTON, UM Division of Rules and Records 02/09/03 HlRSCH. D 
Government Ac countab 1 1 i ty Project 2pp 15064 195 24X 

Fiche 50-142, 02/09/03, 0210290023 


—0210290036 Requests that licensee submit new physical security plan 
to comply w/new regulations to lOCFRBO* 70 tt 73 by 740J07 
8K0VH0LT, D J Atomic Energy Commission, Directorate of Licensing 
73/11/30 HICKS, r E California* State of Ip 15064 259 24X 

Fiche 50-142*02/09/03*0210290023 


— 82J0290043 Forwards addl info re physical security plan Info withhold 
(ref 10CFR2 790J 

ASHOAUGH, C E California, Univ of, Los Angelas 74/11/27 
GOLLER* K R Atomic Energy Commission, Directorate of Licensing 
Ip I 5064 260 34X Fiche 30-142. 02/09/03, 8210290023 


--021O29OO51 Forwards SNM inventory info for nonpoujar reactor facilities 
Info withheld <ref iOCFft2 7901 Authorl lat ion to retain 
inventory requested 

ASHOAUGH. C E California* Univ of. Los Angel oe 76/01/30 
GOLLER,K R Division of Operating Reactors 2pp 15864 263 24X 

Fiche 50-142,02/09/03*0210290023 


— 8101200322 Notifies that since reactor operating SNM storage sites 
are contiguous, fac i 1 i ty must implement interim (Category I 
physical security requirements Compliance plan required by 
810131 

HILLER. JR Standard! lation & Spec lal Projects Dranch 81/01/12 
(VEGSTiNF California, Univ of, Los Angeles Ip 15865 093 
24X Fiche 50-142,82/09/03,0210390023 


0 Adjudicatory correspondence 


0210000077 Response supporting Committee to Bridge the Gap B3092O 
motion for summary dismissal of NRC S, util 820901 ^ 03 
motions for summary disposi tlon> A8L6 statements on use of 
summary disposition flagrantly disregarded by NRC util 
SHIRLEY. 8 J Santa Monica, CA 82/10/06 Atomic Safety and 
Licensing Board Panel 6pp 15640 193 24X Fiche 30-142,82/10/06, 

0210080077 


6210120261 Response opposing Committee to Bridge tha Gap 020920 motion 
to dismiss NRC I, applicant 820901 summary disposition 
motions Extension until 021115 should be granted to allow 
Committee response M/Cert i fleet* of Sve 

UOODHEAD, C P Hearing Branch I 82/10/00 Atomic Safety and 
Licensing Board Panel 26pp 15652 104 24X Fiche 30-142,82/10/08, 

0210120261 


0210150456 Reeponie opposing Committee to Bridge the Gap 020720 motion 
to dismiss NRC util motions for summary disposition 
Commission rules preclude dismissal of summary disposition 
motions filed per schedule W/Cer tlf icate of 8vc 

CORHiERtN H Gallfornia, Dnlv of* Los Angeles. D2/10/06 Atomic 
Safety and Licensing Board Panel I9pp 15703 132 24X 

Fiche 50-142,02/10/00,0210150456 


0210250076 Forwards UCLA 021006 ltr to NRC emending Tab 1980 license 
renewal application Changes include reducing licensed limit 
on permissible inventory of fuel to less than 500 g 
enriched U-235 

CORMIER. H H California, Univ. of, Los Angeles. 62/10/15 

FRYE.J H , PARI0,a H * LUEBKE, E A Atomic Safety and Licensing Board 

Panel Itpp 15789 352 24X Fiche 50-142*02/10/15,8210250076 
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DOCKETED ITEMS 


SSl.OZSOS'&S Memo ranijucn L OTd^r denying CammiEtee to Bridge the Gap 
620920 ffiotxorv to summanlv dismise NRC t util fflatlone Tor 
cummar^ dtipositlon or alternative relief UCLApNilC & CBO 
muit furnl^Jt lists of citations of raatl fact 

LCEBKf . E A I PARISiO H < FRVE. J H Atomic Safetg and Licensing Board 
Panel 62/10/22 Ccm<nittee to Bridge the Gap 12pp 157G9 314 

34X Fiche 50- 142. 82/10/22, 6210250223 


P Operating license stage documents & correspondence 


8210130115 Re'quetts amend to application for 10CFR70 license to reflect 
reduced inventorg of unirradiated U-235 reactor fuel 
THaMASiC 0 Standard nat i on ?< Special Projects Branch 02/09/27 
WEOSTpW F California. UniV of< Los Angeles Ip 15&9& 062 24X 

Flche SQ-142, 82/09/27. Q2l0l30n 5 


8210200091 Application for amend to Feb 1900 renewal application for 
License R-7 1# rep I ac t ng pages re reduction of permissible 
Inventory of reactor fuel it altering purpose & function of 
safety high level radiation monitor 

MEOST. W F California, Univ of. Los Angeles 82/10/03 
THOHASi C 0 6tandardi la 1 1 on Special Projects Branch iGpp 
15753 199 24X Flche 50- 1 42, 82/lO/OB. 821D2000B1 


8210250076 Foruards GCLA 821006 1 tr to NRC amending Feb 1960 license 
reneual application Changes include reducing licensed limit 
on permi ss ib I e inventory of fuel to less than 500 g 
enriched U-235 

CORMIEB.N H California, Univ of. Las Angeles S2/10/15 

FRVE, H r PARlSaQ N , LtJE6liE,£ A Atomic Safety and t^icensinq Board 

panel llpp 15709 352 24XFiche 90-142.62/10/(5.6210250076 


0 fnspeetion reports. IE Bulletins ti correspondence 


8210290023 Partial Tsspanie to FOtA request for documents re UCLA Lab 
it research reactors Foruards documents listed in App A 
FELTON. >; M Division of Rules and Records 92/09/03 HIR5CH.0 
Gavernnent Accountability Project 2pp 15864 195 24X 

Fiche 50-142. 62/09/03,6210290023 


— 8210290046 Discusses insp of activities authorlied under License fi-7l & 
SNM-974 on 750530 No noncomp 1 lance noted Major areas 
Inspected control of S(.(h selective exams of procedures & 
personnel intcrvieuis 

ENOELKEN, R H Region 5, San Francisco, Office of the Director 
75/06/10 BROWN. HI V California, Univ of, Los Angeles Ip 
15864 262 34X Flche 50-J42, 62/09/03,821 0290023 


DOCKET 50-148 i/NlV OF KANSAS RESEARCH REACTOR 


H Gensrai correspondence 


6209290090 FOIA request for six documents te Univ of KS research 
reactor 

fl0aiNS0M,8 Affiliation Unknoiaii 62/09/07 FELTON, J M Division 
of Rules and Records 2pp 15636 210 24X Fl che’ 50-146. 63/09/07, 
8208290090 


9208290097 FOIA request for ddcuments re Univ of K9 research reactor 
BARNG8,C Affiliation Unknown 62/09/07 Docketing ec Services 
Branch Ip. 15859 II9 24X Fiche 50-148,62/09/07,8300290097 


8210060437 Responds to FOIA request for six documents rr Univ of KS 
research reactor Request referred to FDR for processing 
FELTON.vFM Division of Rules and Records 82/09/13 ROBUCSON.B 
Affiliation Unknaun Ip 15636 212 24X Ficha 50-148,02/09/13, 

6210060437 


6210280369 Responds to FOIA request for listed documents re Univ of K9 
research raac tor Request referred to PDR for processing 
FELTONtJ « Division of Rules and Records 62/09/14 BARNES, C 
Affiliation Unknown Ip 156 5 9 1 20 24X Flche 50-146,02/09/14, 

62102803S9 


DOCKET 50-1 SI UNIV OF ILLINOIS RESEARCH REACTOR 


S Reportable occurrences, LERs & related correspondence 


8210130476 RD from 820103-0505 reactor operated under reactor operator 
Ill/expired lie ins*. Caused by oversight Unlicensed operator 
Iti charge of operation for approx 50-h. Ind I vidual filing 
application for license 

HeCK»0.F niinolsi Univ of, Urbana-Champal jn 82/09/29 
Division of Licensing 2pp 1 5682 > 161 34X Ftche 50-151,62/09/29, 

6210130476 


DOCKET 50-155 DIG ROCK POINT IAJCLEAR PLANT 


F Security, medical, emergency ^ fire protection plans 


9210060232 Foruerds addl fire protection info re associated circuits, 
alternate safe shutdown design 6 emergency condenser caustic 
attack, in response to NRC 030430 Ur tt NRC questions raised 
during 620900-09 site meeting concerning 10CFR5O App R 
VANDEMAtLErD J Consumers Power Co B2/09/2B CRUTCHFIELD. D 
□ perat-ing Reactors Branch 5 57pp 15620 062 24X 

Fiche 50-155, 02/09/20. B2I0060232 


8210080279 Confirms commitment tO incorporate responses to IE limp Nept 
50-155/01-17 into emergency plan implementing procedures & 
requests approval to use genera) ofc control ctr as 
tamporary emergency operations facility 

VANDEMALLE. D J Consumers Poupr Co 02/10/01 KEPPLER, J 0 flogion 
3, Office of Director 5pp ) 5630 203 24X Ficho 50- 1 55. 82 / 1 0/01 , 

0210080279 


6210200029 Foruards emergency preparedness pamphlet for use m S-msle 
emergency planning lone in Charlevoix County 1* part of 
Emnet County Pamphlet incorporates revisions U mods set 
forth in ASLB B20806 partial initial decision 

GALLO. J Isham, Lincoln 4- DeaU GALLO, J Consumers Power To 
02/10/14 OLQCH. p B . PARIS, 0 H , SMQN. F U Atomic Safety and 
Licensing Board Panel 30pp 15756 149 24X Fichc 50-155,02/10/14. 

8210200029 


6210250371 Provides addl info on proposed shift technical advisor 
position based on review of plant admin istrat ive procedures 
it site emergency plan & implementing procedures Min shift 
provides necessary protection in event of emergency 
DORDINE. T C Consumers Power Co 02/10/19 CRUTCHF lELU, 0 
Operating Reactors Branch 5 ,2pp 15790 1 86 24X 

Fiche 50-153.02/10/19.82102503/1 


G Adjudicatory correspondence 


6210010400 Motion for extension df time until 021011 to file petition, 
for recons i deration &/or motion for ciariftcation re 
emergency planning portions of ASLQ 620914 decision 
Certificate of Sve end 

GALLO.'J Consumers Power Co GALLO. J Isham, Lincoln i, Beale 

02/09/28 Atomic Safety and Licensing Board Panel Spp 
13572 176 24X Flche 50-155.82/09/20,0210010408 


6210010446 Forward* util 820916 t tr to NRC re future scheduling 
matters in spent fuel pool mod proceeding Related 
corresp ondence 

GALLO. J Isham, Lincoln L Beale OALLO, J Consumers Power Co 
02/09/29 BLOCK, P 8 , PARIS, D H . 8H0N. F 3 Atomic Safety and 
Licensing Board Panel 4pp 15572 292 24X Fi cho 90-1 55, Q2 /09/29, 

8210010446 


0210040001 Forwards proposed findings of fact conclusions of law on 
□'Neill Contention It E 3 re criticality 

GODDARD. R J Hearing Branch 3 02/10/01 BLOCH, P 0 , SHON, F J . 

PARI6,0 H Atomic Safety and Licensing Board Panel Ip 15 304 2J2 
24X Fiche 50-153,82/10/01,0210040001 


— 6210040003 Proposed findings of fact U conclusions of law on □'Neilli 
Contention It E-3 re criticality 

GODDARD. R J Hearing Branch 3 02/10/01 lOpp 15564 213 ^4X 

Flche 50-159,02/10/01,0210040001 


6210050232 Proposed initial decision on criticality contention 
Certificate of Bve end 

GALLO, J , THORNTON. P Consumers Power Co GALLO, J I sham, Lincoln 
8. Deale 92/10/01 gBpp 15610 353 24X Fiche 50-155.02/10/01. 

Q2100S0232 


821D050356 Proposed findings of fact it conclusions of law on 
criticality contention Certificate of Sve end 

OALLQfJ , THORNTON, P Consumers Power Co GALLO, J I sham, Lincoln 
«. Beale 82/10/01 I7pp 15609 025 24X Fiche 50 - 155 , 82/ I 0/0 J, 

8210050356 


B210060204 Motion to establish hearing dates during wk of B 2 l 1 1 to 

litigate Chri s ta-Naria Contentions 2. 9( I), 916), 9(81 L 9(9) 8* 

□ 'Neill Contentions II A, II D L H E-4 Early resolution of 
issues serves interests of parties M/Certlf icate of Bve 
OALLO.J Coniumeri Power Co GALLO, J OaUo, J 02/10/01 
Atomic Safety and Licensing Board Panel Spp 1S614 162 24X 

Flche 50-155,62/10/01.6210060204 


6210060192 Order deferring briefing of Chris ta-Mar la exceptions to ABLB 
820715 third partial initial decision & tolling time for 
filing exceptions to future partial initial decisions until 
fvc of last decision Piecemeal review unproductive 
TGMPKINS, B A Atomic Safety and Licensing Appeal Panel 82/10/04 
3pp 15613,290 24X Fiche' 50-155, 82/10/04, 0210060192 



DOCKETED !TEMS 


IB 


8q 1013044B ToriJarda roply to intervenof proposed findings of fact 
conclosions of lau> on a'NoilJ Contention 1 1 -C re cask drop 
issue 

COPEL/^NDp V S Ishdm. Lincoln & Deale COPELAND* V O Conaunters 
Pc^ar Co G2/10/0A QLOCH. P 0 . PAR IS, D H . SHON* F J Atoinic 
Safety and Licensing Qoard Panel Ip 156Q2 tlD 24J( 

Fjche 50‘ 155, 03/10/06, eaiOl3O440 


--8210130457 Replg to mtervenor proposed findings of fact t< conclotiuns 
of lau on O'Neill Contention Il-C re cask drop issue 
GALLO, J , roPELAND, V G Consumers Pouer Co OALLO. J Isham, 

Lincoln t Oeale 03/10/07 Rpp 15682 119 24X 

Fichfi 50-155,02/10/06,0210130448 


-0210130471 affidavit of TC Dordino re util commitments to upgrade 
stsual atuitg requirement for crane operators to complg 
u/stds of ANSI B30 2-1976, “Overhead Oantrgs Cranes'* to 
cross-ref maint procedures Ce-tificate of Svc end 

nORniNE, T C Consumers Pauer Co 82/10/05 4pp 15682 120 34X 

Piche 50- 155.02/10/06,8210130440 


D3101S0300 Nation for extension of time until 031203 for util to 
demonstrate that d e f i r » enc i es ore remedjed.are not serious 
or arc being remedied Util has ditigentlg pursued steps to 
addiess deficiencies 

GALLO, J Cansumers Power Co GALLO, J Isham. Lincoln «< tteale 
R2/10/12 Atomic Safety and Licensing Board Panel Spp 
13707 273 24X Tlche 50-155,03/10/13.0210150300 


--0310I5030? Affidavit of fiU Sinderman re util actions in response to 
ASLC 020914 initial decision Adrfl time required to assemble 
f, document info in manner consistent u/ASLO request 
Certificate of Svc end 

S INUERI-TAN, R U Consumers Power Co 62/10/11 I6pp 15707 278 
24X Fiche 50-155,82/10/12.8210150300 


t)210l5034l Responses opposing licensee motion to fragment hearing 
Infeervenors would be domed right to be represented by 
counsel , money would be wasted 6 fragmentati on would violate 
intent of ASLAD order Certificate of Svc end 
SENHELiN Ch r IS ta^Nai la SEKNEL. H Antioch College of Law 
02/10/12 Atomic Safety and Licensing Board Panel 6pp 
15706 00? 24X Flche 50-155.02/10/12,0210 1 50341 


0210150470 Reply to Chr i sia-Mar la 020927 proposed findings of fact & 
conclusions of law on O'Neill Contention irE-3 re 
criticality Contention u/o merit should be dismissed 
Certificate nf Svc oncl 

GALLO, J , THORNTON. P Consumers Power Co GALLO, J Isham, Lincoln 
t Beale 82/10/12 lOpp 15703 063 24X Fiche 50-155,02/10/12, 

6210(50470 


0210180306 Motion for c 1 ar I f I ea 1 1 on &/or petition for recons iderat ion 
or portion of aslB D209J4 partial initial decision re legal 
requirement of NUnE0-O6S4 Term "relocation requirement" 
unclear Ceitificate Of Svc enc I 

CAUUO.J Consumers Power Co 0ALL8, J Isham. Lincoln & Beale 
03/10/13 Atomic Safety and Licensing Board Panel 6pp 
157IB 128 24X Fiche 50-155.62/10/12,0210160206 


0310180342 Motion for ertcnsion of time until 021012 to file motion for 
clarification i</or petition for reconsideration of ASLB 
Q30914 partial initial decision Holiday to honor Columbus 
Day not considered (n schedule 

GALLO. J Consumers Power Co GALLO. J Isbam. Lincoln h Beale 
02/10/12 Atomic Safety and Licensing Board Panel 2pp 
157(8 059 24X Fiche 50-155.02/10/12,6210180242 


0210150167 Hemorialiies 62100B telcon u/ASLD re NRC position on util 
021001 motion to establish hearing dates NRC agrees to 
splitting hearing into two phases but dates pose unalterable 
conflict u/another hearing for ASLB chairman S< NRC counsel 
GOODARDiB J Hearing Branch 3 02/10/13 BLOCH, P D . SHON, F J , 

PARJ8.0 H Atomic Safety and Licensing Board Panel 2pp 
15707 180 24X riche 50-155,03/10/13.0210150167 


8310150469 Forwards Q Zech 021012 trip rept of 020920 site visit, 
summaniing events ^ conversations 

ROBERTS.! M Cemml ssionere 0S/1O/13 SEMMEL, K Antioch College 
of Law SEMMEL.H Chr is ta-Mar la 3pp 15703060 24X 

Fiche 50-155.63/10/13.0210150469 


0210200029 Forwards emergency preparedness pamphlet for use In B-miJe 
emergency planning lone in Charlevoix County 6 part of 
Emmet County Pamphlet Incorporates revisions U mods set 
forth in ASLB 020606 partial initial decision 

GALLO, J Isham, Lincoln it Deale GALLO, J Consumers Power Co 
62/10/14 BLOCH. P 0 . PARIS. 0 H , SHON. F J Atomic Safety and 
Liconsing Board Panel 30pp 15756 149 24X Fiche 50-155.02/10/14. 

0210200029 


6310210349 Memorandum L order denying util 821001 motion to establish 
hearing dates & 021012 motion for clarification Hearing on 
issues delayed by applicant deferred Clarification motion 
not ripe for adjudication 

BLOCH. P B , PARIS.O H . SHON. F J Atomic Bafety and Licensing Board 
panel 02/10/19 Consumers Power Co 3pp 15764 201 24X 

Fiche 50'155, 82/10/19, 8210210349 


8210210301 Opposition to licensee motion to continue plant operations 
ui/o compliance w/ASLQ order on emergency planning Continued 
operation u/o adequate planning poses threat to lives 6 
health of citizens N/Cer t i f icate of Svc 

SEMMEL.H . WIKTOR.D Chr 1 sta-Maria SEMMEL.H Antioch College of 
La.*i 02/10/21 Atomic Safety and Licensing Board Panel 6pp 

15765 153 24X Fiche 50-155,02/10/21.0310210301 


0210330330 Memorandum t, order granting util 021012 motion for eitainsion 
of time until 821203 to (.omply w/ASLB 021014 order to 
demonstrate compliance w/Commiss ion emergency planning 
requirements 

BLOCH. P B . PARIS.O H , SHON, F J Atomic Safety and Licensing (Ipnnl 
Panel 02/10/21 Carolina Power & Light Co 3pp 15776 000 
24X Fiche 50-155,02/10/21,6210220338 


8210350301 Advises that Region 3 will notify util to delete erroneous 
language In omorgency preparedness pamphlet re respiratory 
protection measures Mods would not contreveno ASLB order 
GODOARD. R J Hearing Branch 3 02/10/22 DLQCH. P B . PARIS, 0 H . 

SHDN. F J Atomic Safety and Licensing Board Panel 2pp 15790 Pl'i 
24X Fiche 50-155,02/10/22.8210250301 


0310290291 Confirms 021026 telcon intervenor has not decided whether 
to file 10CFR2 206 petition to suspend or revoke license 
because of emergency planning concerns 

BACHMANN.R 0 Hearing Branch I 02/10/20 SEMMEL.H Antioch 

College of Lau Ip 15054072 24X Fiche 50-135.03/10/20, 

0210290271 


J Insurance U indemnity information 


8210050100 Submits responses to 020712 questions concerning add 1 
insurance coverage re 020622 request for exemption 
BACON. JL Consumers Power Co 82/00/10 8ALTZMAN. J Office of 
State Programs. Director 3pp 15603 296 24X 

Fiche 50-155. 62/06/10.8310050100 


P Operating license stage documents (r correspondence 


Q2102B0013 Responds to FQIA request for all i nterna 1. non-pub i Ic 
documents, nemos, evaluati on repts 8. other matl dealing u/ 
nuclear plant operations Forwards documents listed in App A 
FELTON. J M Division of Rules and Records 02/09/17 MClNNtSi D 
News ec Observer 5pp 15060 065 24X Fiche 50-000.82/09/17. 

0210280013 


—8208310034 Forwards draft info notice re deficiencies in air fillrallon 
i' ventilation sys Notice based on radioactive resin release 
at Pilgrim 1 (c on four related events at other plants 
Involving deficiencies in maint ^ testing of filter sys 
MATTSON, R J Division of Bystois* Integration (post 6J10051 
82/00/05 JORDAN. E L Division of Engineering it Quality 
Assurance 5pp 15061 024 24X Fiche 50-000.03/09/17.0210200011 
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DOCKETED ITEMS 


— B21007001B Draft ’'Offsite Do^e Calculation 
* Consumer! Poit/er Co B2/C9 55pp 
Fiche 50-000, 02/09/29, 0210070013 


Hanual, " Palisades 
1562B 276 24^ 


plant 


8210050425 Foruardf “Evaluatinn pf High Energy Pipe Break inside 
Containment fpr Big Rock Point Ni/clear Plant." in response 

k/ANDEWALLE, 0 J Consumers Power Co BZ/09/30 CRUTCHFIELO. D 
Operating Reactors Branch 5 2pp 15607 042 24X 

FKhe 30-183.02/09/30,0210050425 


— 0210050427 "Evaluation of High Energy Pipe 
Dig Rock Point Nuclear Plant " 
tieOER. W V . MAGER. T R < R ICCARDELLA. P 
Inc 1 CPC-Ol-nO ROD ai/io/as 79pp 
Flchf 50-15 5i 02/09/30, 02100 50425 


Break Inside Canta itiment 

NUTECH (Nuclear Technology 
15607 044 24X 


for 


B21006015? Cornmertts on HRC draft safety evaluation of SEP Topic V- 
"RCPO i.aaJr*ge I?i tectio-n, '» per 020319 request Info aiissing 
from Tatles 1 i 2 of 8203J9 submittal end Detection sys 
meet intent of currant Mcansing criteria 

VAHDEWALLEi D il Consumers Power Cd 02/09/30' CR0TCHFIE4_0» D 
Operating Reactors Branch 5 9pp IS6J4 047 24X 

Fiche SO-153, B2/'09/30. a2iC060l52 


0210060209 Forwards response to NRC request for addl info on SEP Topic 
III''^. "Wind & Tornado Loadings " App C supersedes 020303 
submittal Drawing showing cross-section of south end of 
control room wall can be retrieved from HMSS 

VAHOEMALLE.D J Consumers Power Co B2/09/30 CRUTCHFIELD. D 
Operating Reactors Branch 5 12pp 15619 327 24X 

Fiche 50-155.32/09/30.0210060239 


— 3210060241 "Specs for De s igning , Furn ( sh ing L Erecting Reinforced 
Concrete Ch Irnney " 

a Bechtel Corp 3159 C-21 61/03/17 lapp 15619 339 a4X 

Fiche 50-135. 02/09/30 . 02 1 0060 239 


8210250091 Forwards draft safety evaluation tc technical evaluation 
rept, "Design Codes, Design Criteria & Load Combinations 
(SEP in-7 Bk.Big Rock Point " Util requested to respond! to 
factual -eorrectnesi of SER In 30 days 
CRUTCHFIELD. 0 Operating Reactors Branch 5 02/09/30 

VANDEWALLE.D J Consumers Power Co llpp 13708 001 24X 

Ficbe 50-155.02/09/30.0210250091 


8210150469 Forwards 0 7ech 021012 trip rept of 820923 site visit, 
summariring events t conversations 

ROBERTS. T M Commissioners 02/10/13 SEMMEL. H Antioch CdlUge 
of Uau SEMHEL.H Chn sta^Nar la 3pp 15703 060 34X 

riche 50-155. 32/10/13. 8210150469 


8210150533 Comments on 020012 final safety evaluation of SEP Topics 
V'-l 1 A, "Requirements for Isolation of High 6 Law Pressure 
Sys" <» V-1 1 B, "RHR Interlock Requirements " Core spray sys 
designed to perform function safely 

TCIIER.K A Consumers Power Co 02/10/13 CRUTCHF lELD, D aperating 
Reactors Branch 5 4pp 15713 145 24X Fiche 50-155.02/10/13, 

8219150533 


8210290213 Forwards evaluation of SCP Topic 111-4 C, "Internally 
Generated Missiles." ^ related SEP Facility meets acceptance 
criteria for topic Info will be basic input to integrated 
sarety assessment 

CRUTCHFIELD, n Operating Reactors Branch 5 02/10/14 

VANOEWALLE. D d Consumers Power Co 25pp 15/00 247 24X 

Fiche 50-153.32/10/14.0210250213 


02110220368 Forwards safety evaluation of NUnCG~0737. I tom II E 4 *h 
"Containment Isolation Dependability " Facility meets 
guidance Item resolved 

CRUTCHFIELD. D Operating Reactors Branch 5 02/10/10 

VANDEWAULE. D Consumers Power Co 5pp 15/79 109 24X 

Fiche 50-153^02/10/10.0210220360 


0210250323 Forwards Amend 54 to License DPR-6, safety evaluation ir 
notice of issuance 6 availability Amend approves Tech Bpec 
changes re NUREO-0737. Item II F 1(3) on leak testing 
1 ntefva Is 

CRUTCHFIELD. D Operating Reactors Branch 5 02/10/ ID 

VANDEHALLE, D J Consumers Power Co Ip 15790 010 24X 

Fiche 50-155, 02/10/18.0210250323 


— Q2I0250327 Amend 54 to License DPR-6. chang 1 ng fech Specs re c on ta J nflpnl 
high radiation monitor requirement by THl Action Item 
tl F K31 on leak testing intervals 

CRUTCHFIELD, D Operating Reactors Branch 5 82/10/10 lOpp 

15790 GU 24X Fiche 50-155.82/10/10.02(0250323 


— 8210250333 Safety evaluation supporting Amend 54 to License DPR-6 
« Office of Nuclear Reactor Regulation, Director Q2/|0/l(i Jpp 
15790 021 24X Fiche 50-155.82/10/18,0210250323 


— 8209160459 "Design Codes.' Des i gn Criteria & Loading Combinations 
{&EP 111-7 BI.Blg Rock roirtt, " technical evaluation rept 
sriLHELL. T Franklin Ins t( fcutd/Frank 1 In Research Center 
NRC-03-79-I 19 TEfl-C5257-31 7 02/09/13 PERSINKO. D NflC - No 

Detailed Affiliation (Jlvan 2l6pp 16788 012 24X 

Fiche 50-155, 02/09/30. 0210230091 


— 8210250337 Notice of issuance L availability of Amend 54 to Liitfns* 
OPR-6 

CRUTCHFIELO. D Operating Reactors Branch 5 02/10/18 2p p 

15790 024 24X Fiche 50-155.02/10/18.0210250323 


8210130326 Comment* on proposed scppe of Phase 111 of SEP as reflected 
in individual topic def tit jt ions appended to 020907 itr 
Staff encQuraged to develop It impletnant means to Incorporate 
positive attributes of Phase III In I ic erise e/HRC interface 
KACICH. R H BEP Owners (Prpup KACICM. R M Northeast Nuclear Energy 
Co isubs of Northeast UtiUtiosI 82/10/07 EISENHUT.D 0 
Division of Licensing 7pp 15682 179 24X Fiche S0-000» 62/10/07. 

0210130326 


821015050S Advises of Franklin Research Cbr 620430 technical 
eve|uat(pn rept, "Containment Leakage Rate T«stins-<A 041.^' 
Eiemptlons for instrument pressuTfr lines should te granted 
Mo significant rf egradat ion of penetration seals observed 
DOROlNEtTC Carolina Power U Light Co 82/10/12 CRUTCHFIELD. D 
Operating Reactors Branch 5, 2pp 15714 210 24X 

Fuhe 50-1 53. 82/10/12. 8210150306 


8210190459 forward* currant status of program to ovalusta adequacy of 
avsrload L short-circuit protection fur electrical circuits 
that pass through reactor containment per SEP Topic VIir-4 
''Clsctrical PenetratlPtis of Reactor Containment." 

TONER, K A Consumer* Power Co 02/10/12- CRUTCHFIELD,© Operating 
Reactors Branch 3 2lpp 16740 269 24X Fiche SO-000, 62/10 /12» 

6210190459 


8210200041 Forward* safety evaluation of SEP Topic lX-3* "Ventilation 
6ys " Evaluation will be basic input to Integrated safety 
astesiment AUo forwards "Review of Design U Operation of 
Ventilation 0ys for 6EP Plantsr" technical avaluation rept 
CRUTCHFIELD, D Operating Reactors Drench 6 NRC-OS-yV-l 18 
62/10/18 VANDEHALLE. 0 J Consumers Power Co 9pp 15755; 350 
24X Fich* 50- I 55r B2/ 10/ la, 8210200041, 


—6206180062 "Review of Design Et Operation of 
Plantsi" final I^ecfinlcal evaluation rept 
HERRlOHiR^C Franklin Instl tute/Franhkln 
NRC-03-79-t la. TEfi-C52S7-4i4 02/09/13 
Oetallad Affiliation Given, 2lpp 15756 
■ , F icije; 50-15 5182/ 1 W 12. «2 10200041 


Mentllatlon Sys for 6EP 

Research Center 
BROWN. g NflC - No 
003 24X 


6210220117 Forwards (.£ turbine hydraulic control lever Diagram 
21273I6-A ( ALTO). rsques tsd by Power Sys Branch during 021013 
conference call per SEP Topic 111-4 D, "Turbine Missiles " 

TONER. K A Consumers Power Co 02/10/19 CRUTCHFIELD. D Operating 
Reactors Branch S 2pp 15776 147 24X Fiche 50-155.02/10/19, 

0210220117 


8210270270 Forwards draft safety evaluation of SEP Topics 111-6# 
"Seismic Design Considerations" Sc fll-ll. "Componenl 
Integrity " Licensee analyses of struc tures. bur 1 ed piping 
reactor coolant loop piping inadequate 
CRUTCHFIELD, D Operating Reactors Branch S 02/10/19 
VANDEHALLE. D Coniumers Power Co 36pp 15852 046 24X 

Fiche 50-155.62/10/19.8210270270 


— 8206110271 Forwards geotechnical review of seismic safety margin study 
In response to verbal request during 620524 meeting Range of 
soil shear module values used in parametric study by 
licensee adequately envelope expected values 

LEAR.(} Hydrologic & Oeotechnical Engineering Branch 02/07/30 
RUS8ELL.H T Systematic Evaluation Program Branch lOpp 
15052 108 24X Fiche 50-155. 82/10/19. 0210270370 


—9303250010 Forwards "Seismic Review of Big Rock Point Nuclear Power 
Plant Containment Shell Structure- as Part of SEP •* 

LO. T Laurence Livermore Laboratory FIN A-0436 82/05/20 

RUSSELL, U T Systematic Evaluation Program Branch Jp 
15652 116 24X Fiche 50-135,82/10/19.8210270270 


— 820-5230020 "GqismU Review of Big Rock Point Nuclear Power Plant. 
Containment Shell Structure, a* Part of SEP " 

LTAH.C V EOItO, Inc FIN A-0436 SRO-307 62/04/30 NRC - N» 

Detailed Affiliation Oiven 2Bpp 15652 119 24X 

Fiche 50-153,82/10/19.0210270270 


— 8210270288 "Seismic Design," informal technical evaluation reft 
CALL, V S. I THOMPSON, r R EOltOi Inc FIN A-6426 EOO-EA-6031 

82/09/30 HERRING, K Division of Licensing 52pp 15052 146 
24X Fiche 50-155,02/10/19,0210270270 



DOCKETED ITEMS 


n 


fl2l02503l0 Forwarijs safctt^ pv^luatjon of SEP Topic XV-19» “UOCA 
Mucitfents f?esulting From Bpeftrom of Postulated Piping 
HreaVs hlithin rcPD (Radiological) ” Facility meets 
atceptance criteria 

CRUTCHFIELD, 0 Operating Reactors Branch 5 02/10/20 

V'A.'IDEWALLEi D J Consumers Power Co lOpP 157?0 033 24X 

Fiche 50-155. B2/10/20 8210250310 


S210270360 Advises that NUr?eG-0737, I tens 1 1 K 3 IB 8. 1 1 K 3 45 ro 
automatic dep T essur 1 lation sys, inapp I t cab t e to facility 
Th erefoi e ■ I te rns resolved 

CRUTCHFIELD, D Opera^-ing Reactors Branch 5 62/10/20 

V4h!DEWALUE< D Consumers Power Co 4pp 1 5B27 045 24X 

Fiche 50-155. Q2/ 10/20. 8210270265 


Q Inspection reports. IE Dulletins c or ro<^p ondence 


0510050336 Ack receipt of B209I7 I tr informing HRC of steps taken to 
correct noncompl lance noted in IE Insp Rept 50-155/B2-J2 
SPES5ARD. R L Division of Project tt Resident Programs 62/09/24 
DEUIIT.R B Consumers Power Co Ip 13610 098 24X 

Fiche 50-155,62/09/24.8210050336 


— 6210050342 Responds to NRC 020817 l^r tc noncomp 1 lance noted in IF Insp 
Rept 50-155/U2-12 Corrective actions unauthoriiod activity 
terninatcd on 020617, fo 1] ouii nq review by operations 
sup dr mb en dent 

VaNDEI.'ALLE. D J Consumers Power Co B2/09/17 KEPPLER. J 0 
Region 3, Office of Director 2pp 1S610 099 24X 

Fiche 50-15 5,02/09/24,3210050336 


10000279 Confirms commitment to incorporate responses to IE Insp Rept 
50-155/81-17 into pmeigency plan implementing procedures (t 
requests approval to use general ofc control ctr as 
temporary emergency uperations facility 

VANOrWAULE, 0 J Consumers Power Co 02/JO/Ol KEPPLER, J 0 Region 
3. Office Qf Director 5pp 1 5630 203 24X Fiche 50-155.82/10/01, 

021OOOO27R 


fcf ^08190233 IE Info Notice 00-35. Suppl I, "Leaking 8. Dislodged 1-135 
Implant Seeds " Sve list encl 

CORD. L 1 Division of Fuel Facilities. Materials Safeguards 
£33/10/06 Consolidated Edison Co of New York 66pp 15761 250 
S4X Fiche 50-000,02/10/06,0208190233 


3310220233 Forwards evaluation of SCP Topic 111-3 C, ^’Inservice Insp of 
Water Conti ui Structures " Insp program needs mod to conform 
iLU/Rcg Guide 1 127 

CRUTCH'^IELO, D Gperating Reactors Rranch 5 03/10/15 

VANDEWALLE, D J Consumers Power Co Bpp 15775 104 24X 

Fiche 50-155, 82/10/12. 8210220233 


-e206300l68 "Hydrological Considerations Inservice Insp of Water Control 
Structures. (SEP. I I-3A, D, D j , C, 1 1 f-3D " technical 
evaluation rept 

SCHERRERi J Franklin Ins ti tu te/Frank lin Research Center 
NRC'03 79-118 TER-r5257-543 82/06/23 StALEy, 0 NRC - No 

Detailed Affiliation Given I5pp 15775 112 24X 

Fiche 50-155, 82/10/12. 0310220233 


200190230 IE Dulletin 02-03, "Stress Corrosion Cracking In Thlck- 
Wa 1 1, Large-Di ameter > Sta tnless Steel, Rec ircu lation 6yt 
Fjping a*- flWR Plants " Sve list encl 

DEYOUNO.R C Director's Office, Office of Inspection and 

ITntorcement a2/lO'J4 Consolidated Edison Co of New York 

llSpp 15010 125 24X Fiche 50-000,02/10/14,8200190238 


S 1 0260220 Advises that spiked aJr particulate filter being forwarded 
to util for analysis, per 62042? discussion Util results will 
*> « compared w/NRC analysis, in effort to close out open item 
4 n IE Insp Rept 50-155/82-0? 

RfVPERIELUO, C %} Division of Emergency Preparedness & Operational 
Support 02/10/80 HOFFMAN, D P Consumers Power Co Ip 
1 SB04 247 24X Fiche 50-159,02/10/20,8210260220 


*10260315 Ack receipt of 821015 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-155/88-09 
f‘40ReLIU6, C E Division of Project Ik Resident Programs 02/10/23 
DEWITT, R 0 Consumers Power Co ip 15799 320 24X 

i Che 50-155, 02/10/22, 021026031 5 


6210260316 Responds to NRC 020917 Itr re violations noted in IE Insp 
Rept 50-155/82-09 Corrective actions training procedures !< 
requirements revised it will be clarified bg 830101 
VANDEWALLE, D J Consumers Power Co 02/IO/J5 KEPPLER. J 0 
Region 3, Office of Director 6pp 15799 329 84X 

Fiche 50-155,82/10/22,0210260315 


5 Reportable occurrences, LERs & related correspondence 


8210000251 PNO- 1 11-85-099 on a209l4,ASL0 issued order delineating 
deficiencies in state offsite emergency preparedness Util 
given 1 month to demonstrate deficiencies remedied 

PAGLiAflO. 3 , AXELCON, W , PAPERTELLO, C Region 3, Office of Director 
B2/09/20 Ip 15630 118 24 X Fiche 50-155,02/09/20.0210000251 


T Hearing transcripts on non-ant i trust matters 


0210290360 Forwards signed original transcript of L Reiter deposition 
taken on 020917 W/o encl 

OACHMANN, fi 0 Hearing Branch 1 02/10/28 OALLO, J Isham, Lincoln 

i- Dealo OALLOiJ Conaomers Power Co Ip 1 3G53 0B9 24X 

Fiche 50-155,82/10/28,021029036 0 


DOCKCr 50-160 GEORGIA INST OF TECH REBEAflCH REACTOR 


Q Inspection reports, IE nulletlits it c orrosp undone e 


8210220312 Ack receipt of 821004 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 00-160/02-02 
VERRELLIiD M Division of Project 6 Resident Programs 02/10/14 
CARLSON, N 0 Georgia Institute of Technology Ip 15776 1*7 34X 

Fiche 50-160, 02/10/14, 8210220312 


— 8210220319 Responds to NRC 820900 J tr re violations noted iii IE Insp 
Rept 50-160/B2-O2 Corrective actions personnel counseled 
RUSSELL, J L Georgia Institute of Technology 82/10/04 
UERRELLI, D M Division of Project Resident Programs 3p p 
15776 110 5A% Fiche 50- 160, 02/10/ 1 4 , 821 0220312 


— 8210220355 Forwards IE Ir>sp Rept 50-160/02-02 on 820025-26 4, not ice 
of violation 

VERRELLI.D M Division of Project U Resident Programs B2/09/0D 
DAVIG,M V Oeorgia Institute of Techinntogy 2pp 15776 121 24X 

Fiche 50-160. 82/10/14, 0210220312 


-’■8210220330 Notice of violation from insp on 020025-26 

e Division of Project Resident Programs 02/09/08 Ip 
15776 i23 24K Ficho 30-160. B3/ !0/J 4, 0810220312 


— 0210220341 IE Insp Rept 50-160/02-0? on 020825-26 Noncompliance 
noted on 02051 3, i rrad iateef matl removed from biological 
shield penetration H-IS w/o health physics suporvlaion 
PEERY, W W , OARR, K Division of Project Resident Program* 
02/09/07 4p 15 776 1 24 24X Fiche 90- 160, 02/10/ M, 0210220312 


DOCKET 50-170 NATIONAL NAVAL MEDICAL CEN/TER 


0 Adjudicatory correspondence 


0210050S73 Order scheduling 821015 prehearing conference in Bctheada.MD 
re remaining outstanding issues Pi oposetf schedule* should be 
presented 

HQVriH F Atomic Safety and Licensing Doard Panel 02/10/01 2pp 
15607 191 24X Ficho 50-170,02/10/01,0210050273 


8210150317 Second supplemental response to first set of 
interrogatories Certificate af 8vc encl Related 
correspondenc e 

MACKLIN, L Citliens for Nuclear Reactor Safety, Inc MACKUlNtL 
Institute for Public Representation 82/10/00 49pp 15701 C70 
24X Fiche 50-170,82/10/00,0210190317 


8210150395 Provides info re counsel for Citiiens for Nuclear Reactor 
Safety £ Entwisle to continue as counsel L Macklln i Inst 
for Public Representation will withdraw as couniel effective 
021219. 

MACKLIN, L In*tltgto for PufcUc Representation MACKLIN, U 
Citiiens for Nuclear Reactor Safety, Inc 82/10/00 HOYTiH Atomic 
Safety and Licensing Doard Panel 2pp 19704 052 24X 

Fiche 90-170,02/10/00,0210130395 


8210220439 Forwards motion for end protective order to protect against 
public disclosure or misuse of I Stillman address << 
telephone number 

MACKLIN, L Institute for Public Representation MACKLIN, L. 

Citiiens for Nuclear Reactur Safety, Inc 02/10/1? HOYT,H Atomic 
Safety and Licensing Doard Panel Ip 15770 239 24X 

Fiche 50-170, 02/10/19, 0210220439, 


— 8210220440 Motion for protective order to protect against public 
disclosure or misuse of I Stillman address & telephone 
number Proposed protective order & Certificate of Sve encl 
MACKLIN, L, M 8. Citiiens for Nuclear Reactor Safety, Inc 
MACKLIN.L, M,S, Xnetltute for Public Repr esentation 02/10/19, 
Atomic Safety end Licenslnp Board Panel 5pp 15770 240 24X 

Fiche 50-170,02/10/19,8210220439 
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921025023S Drt^cr granting Cttlzsns for Nuclear Reactor Safety 921019 
motion for protective order to protect against public 
disclosure or misuse of I Stillman address C* telephone 
nuen h er 

HOYT, H r Atomic Safety and Licensing Board Panel 82/10/Sl 
Citiiens for Nuclear Reactor Safety* Inc Ip 1376B 357 S4X 
Fjche 30-170,82/10/21,6210250235 


8210280220 Provides dates uhen Citizens for Nuclear Reactor Safety 
would be available for plant tour 

HACKLIN, L Institute for Public Representation HACKLINpL 
Citizens for Nuclear Reactor Safety, Inc 82/10/21 HOYTjN Atomic 
Safety and Licensing Board Panel 2pp 15837 007 24X 

Fiche 50-170,82/10/21.8210280220 


DOCKET 50-186 ONIV OF MISSQORl RESEARCH REALTOR 


0 Inspection reports, IE Bulletins I, correspondence 


82100503S9 Forwards IE Insp Rept 50-106/02-01 on 020016-1? & notice o* 
violation 

HILLER, J R Division of Engineering Technical Programs HJ’/O'// I 

ALGER, 0 H Missouri, Univ of, Columbia 2pp t S60? OOI IMX 

Flche 50-186,82/09/15,9210050359 


--8210050365 Notice of violation from insp on □20D16'“17 

HILLER, J R Division of Engmoering it Technical Progiams 
02/09/15 2pp 15609 003 24X Fi cho 50-106, 82/09/1 3, 82100*10 I'V*/ 


8210260423 First supp lementary answers to interrogatories Certificate 
of 5vc enc I 

RICKARD, D C Armed Forces Radi ob iological Research Institute 
02/10/22 Citizens for Nuclear Reactor Safety, Inc i2pp 
15006 030 24X Fiche 50-170,62/10/22,8210260425 


H General correspondence 


— 0210050300 IE Insp Rept 50-186/82-01 on 020016-17 None ompUanr o 
noted failure to perform surveys, to post radlritlon & 
radioactive matis area & storage of radtoaste at unauth or i z n il 
offsite facility 

LOVENDALE, P C t GRANT, W B , ORCGFR, L R Division of Cng I t>v ur i ii n t” 
Technical Programs B2/09/C4 Bpp 15609 005 24X 

Fiche 50-186,82/09/15,6210050359 


8210150200 Notice of change of address 

ENTNI5LE,E B Citizens for Nuclear Reactor Safety, Inc 
ENTMISLE,EB Entulsle.EQ 82/10/08 Ip 15701362 24X 

Fiche 30-170,02/10/08,0210150200 


T Hearing transcripts on non-ant ( trust matters 


8210190238 Transcript of 821015 prehearing conference re license 
renewals im Oethesda.HD Pp 652-738 

* Atomic Safety and Licensing Board Panel 02/10/15 B7pp 
15745 230 24X Fiche 50-170,82/10/15,8210190230 


DOCKET 50-182 PURDUE UNIV RESEARCH REACTOR 


P Operating license stage documents 6 correspondence 


8210OS0S4O Forwards Amend 6 to License R-87 it safety evaluation Amend 
changes Tech Specs re drop times of shim safety rods it time 
intervals betueen meetings or surveillance action 
THDMASi C Q Standard i lat ion t, Special Projects Branch 02/09/13 
STANSBERRY, E R Purdue Untv Spp 15637 204 24X 

Fiche 50-182,02/09/13,0210050340 


DOCKET 50-108 KANSAS STATE UNIV RESEARCH REACTOR 


R Periodic operating reports L related correspondence 


8210190365 Submits list of facility procedure changes, ies ts 6 
eiperiments for Oct 1901-SBpt 1902, per lOCFRSO 39<b) 

FAU,R E Kansas State Univ 82/10/11 MILLER, UR Stanijai d i rnt nm 
6 Special Projects Branch 2pp 15/40 316 24X 

Fiche 50-108,02/10/11,8210170365 


DOCKET 50-192 UNIV OF TEXAS RESEARCH REACTOR 


P Operating license stage documents 6 corres pondonce 


0210050174 Forwards description of mods to be made to reactor 
Instrumentation it control sys Changes uiM modernize 
function or reliability of current coiisolo functions Phase 
I, Parts A 6 0 of changes completed 

BAUER, T L Texas, Univ of 02/07/30 HUNNICUTT Region 4, 
of Director I4pp 15604 124 24X Fiche 50-192,02/07/30, 

0210030174 


■6210050S43 Amend 6 to License R-67, changing Tech Spec limits on drop 
times 0# shim safety rods it changing certain surveillance 
intervals 

THOMAS, C O Standardixatlon it Special Projects Branch 82/09/13 
npp IS637 206 24X Fiche 50-102,82/09/13,9210050540 


•0210050548 Safety evaluation supporting Amend 6 to License fl-O/ 

« Dffico of Nuclear Reactor Regulation, Director 02/09/13 3pp 
15637 217 24X Fiche 50-182,02/09/13,8210050540 


DOCKET 50-199 MANHATTAN COLLEGE RESEARCH REACTOR 
P Operating license stage document! ^ corros pondenco 


0210050341 Requests guidance on procedure for renewal of lO-yr I 
R-94 j which expires on 030730 

KANE, R S Manhattan College 02/09/20 BERNARD, H Standard I r at I r> 
6 Special Projects Branch Ip 15610 120 24X 

Fiche 50-179,82/09/20,8210050341 


DOCKET 50-184 NATIONAL BUREAU OF STANDARDS REACTOR 
0 Inspection reportii IE Bulletins t, correspondence 


0210290300 Forwards IE Insp Rept 50-184/02-02 on 820900-10 it notice 
of violation 

STAROSTECKKR Division of Project & Resident Programs 82/10/00 
CARTER, R 8 Commerc*, Dept, of, National Bureau of Etandarrfs 2pp 
156S5 036 24X Fiche 50-104,82/10/0010210290300 


8210260506 Responds to 020928 request for guidance in preparing 
application to renew license NRC evaluations of recent 
applications encl W/o enc] 

° Standardization U Special Projects Branch 02/10/14 
KANE, R 0 Manhattan College 2pp 15830 156 24X 

Fiche 50-199,02/10/14,0210260506 


DOCKET 50-201 WEST VALLEY REPRDCE8BIN0 PLANT 
0 Ad judicatory correspondence 


-8210290301 Notice of violation from insp on 820908-10 

Project it Resident Programs 82/10/08. 
15855 038, 24X Fiche. 50-184, 82/10/0010210290300 


—0210290304 IE Insp Rept 50-104/02-02 on 020908-10 Noncdmp 1 lance nei 
failure to Instruct worker in precautions, proceduree, 
purposat 8, functions of protective devices used to minimise 
personal exposure to radioactive mitl tt radiation 
ni/Uo/M a ^ Division of Projtct tt Resident Rrogrami 

02/09/23 9pp iSB55‘039 R4X Fiche 50-184, 02/10/00, 8210290301 


’'***"* reports it related correspondence 


Farwardi "Operations Rtpt 33,Jan-Joni 1982.'* 

•«« of Standards 

10^^^15673 standardization 9( Special Projects Branch 

ip 15673 066 24X Fiche* 50-104, 02/09/30, 0210130160, 


0210260501 Forwards NF8 NY Btate Energy Rt,D Authority 030916 joint 
Ur notifying of 820916 settlement date Settlement satisfies 
an three conditions of Paragraph 0 A of License CSF-l for 
authority «t responsibility under liceni* 

EDGAR, O L Morgan, Lewis i. Docklus EDGAR, O L Nuclear Fuel 

on Co 1 82/09/16 CUNNINOKAM, n t. 

J ^ Material Safety |p 15830 M3 24/ 

Fiche, 50-201, 82/09/16, 0210260501 


of B209I6 settlement date Settlement satlifMi 
three conditions of Paragraph 0 A of License Car-1 for 

NFS authority it responsibility under license. 
JACKiR A New York, State of. Energy Research it Development 

DEU3TER,R M Nuclear Fuel Services, Inc isu-bs 
0^07/16 CUNNINGHAM, R E Div si n of 
Cycle J Material Safety, Ip 13930 144 24x 

Fiche 50-201,82/09/16,8210260581 


33, Jan-June 1982 " 

82/09/30 ® National Bureau of Standardi 

02/09/30 5pp. 15673 067 24X Fiche 50-184,82/09/30,0210130160 
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eS?10070lB3 Jnfortns that timo for Commission to review ALAB-679 expired 
Commission declined re'/iew Decision became final apenci^ 
action on B2\OOi 

CHILK S J Office of the Secretary of the Commission 82/10/05 
□frice of the Executive Legal Director Ip 1563^ 261 24X 

Fichte 50-201.02/10/05,0210070183 


’ Operating license stage documents << correspondence 


3210210041 GEDMORPHIC PROCESSES AND EVOLUTION OF QUTTERMILK VALLEY AND 
SELECTED TR I SUTAR lES, WEST VALLEY. NEW YORK 

BDQTf^ROYD. ^ C . TIMSON. D S . DUNNE, L A New York. Stale of EIN 
S-6350 NOREO/CR-2G62 82/07/31 Division of Health. Siting t* 

Environment n7pp t57B5 255 34X Ficho 50-201.02/07/31, 

0210210041 


J2102605SI Forwards NFS ** NY State Energy 08.0 Authority 820916 joint 
Itr notifying of 020916 settlement date Settlement satisfies 
all three conditions of Paragraph 8 A of License CSF«*1 for 
termination of NFS authority it responsibility under license 
EDQAR.G L Morgan. LeuJis 8. Sockius EDGAR . 0 L Nuclear Fuel 
Services, Inc (subs Of Getty Oil Co 1 02/09/16 CUNNINOHAM.R E 

Division of Fuel Cycle ft Material Safety Ip 15B30 143 24X 

Fiche 50-201.02/09/16,0210260501 


“0210360582 Notifies of B20916 settlement date Settlement satisfies all 
three conditions of Paragraph 8 A of License CSF-l for 
termi nafe i on of NFS authority 8c responsibility under license 
JACK, R A New York, State of. Energy Research & Development 
Administration DEU3TER. R W Nuclear Fuel Services, Inc <SiJb« 
of Getty on Co > 02/09/16 CUNNINOHAM.R E Division Qf Fool 

Cycle ft- Material Safety ip 15030 144 24X 

Fiche 50-201.82/09/16.0210260581 


ri0ja04S4 Notification of contract execution . Mod 4 to “'West Valley 
Haste Durial " Contractor State Univ of NY. Albany 
JACOBS, A Research Contracts Branch FIN D-63S0 82/09/26 

DATSON, W . NICHOLSON, J Office of Nuclear Regulatory Research. 
Director Jp IS745 275 24XFlche 50-201,82/09/26.0210100414 


0210100419 Hod 4, extending period of performance to 031231 to “Weet 
Valley Waote Burial " 

nAURER, R J Ndui >ork, State of 0U3TAVE.R P Division of 
Contracts FIN D-6350 82/09/26 12pp 15745 276 24X 

Fiche 50-201,02/09/26.0210180414 


OCKET 50-306 SAN DNQFRE NUCLEAR STATION, UNIT I 


Security, medical, emergency 8< fire protection plans 


^iooaoaio AcIc receipt of 820910 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-306/02-21 
BISHOP, T U Division of Resident* Reactoi Project & Engineering 
Programs 82/10/04 FDOARTY, D J Southern California Edison Co 
Ip 15640 OSO 24X Fiche 50-206,03/10/04 , 8210080210 


-0210000211 Responds to NRC 820012 Itr re violations noted in IE Insp 
Rept 50-206/82-21 Corrective actions nonfire retardant wood, 
oily rags 6 combustible debris removed from areas it amend to 
include emergency light impairment prepared 
FOGARTY, D U Southern California Edison Co B2/09/10 

ENOELKEN, R H Region 5, Office of Director 5pp 15640 001 24X 

Fiche 50-206,82/10/04,8210000210 


310190625 Forwards Revision 7 to physical security plan Revision 
withheld <ref 10CFR73 21 » 

BASKiNi K P Southern California Edison Co 02/10/15 EIBENHUT, D 0 
Office of ffoclear Reactor Regulation, Director Ip 19740 039 
24X Fiche 50-206,02/10/15,0210190629 


Operating license stage documents 1. correspondence 


>10280013 Responds to FOIA request for all i nternal, non-pub lie 
doc umen tsr monos, evaluati on repts & other matl dealing w/ 
nuclear plant operations Forwards documents listed in App A 
FECTQN, -J M Division of Rules and Records 03/09/17 HCINNIS, D 
News fr Observer 5pp 15860 06S 24X Fiche 50-000.82/09/17, 

8210200013 


8210380002 ''Dosimetry Placement for Steam Generator barkers " 
WARNOCK, R institute of Nuclear Power Operations 02/01/31 
I3pp 19860 310 24X Fiche 90-000102/09/17,0210200013 


10050300 Forwards draft evaluation of SEP Topic III-7 D, "Design 

Codes, Design Criteria t, Load Combinations " Response to 

factual correctness of SER & proposed schedule for 

resolution of open items requested within 30 days 

PAULSON, U Operating Reactors Branch 5 02/09/21 DtETCH, R 

Southern California Edison Co 1 Ipp 15602 001 24X 

Fi ch e 50-2(36, 02/09/21 . 82 1 0050300 


— 0200170063 "Des-lgn Codes, Design Criteria & Loading Combinations 
(SEP, I n-7D 1, " technical evaluation rept 

BtiLWELL. T C Franklin Insti tute/Fraiik I in Research Center 
NRC-Oa-79-lIB TER-C5257-31B 02/08/13 PERSINKO, D NRC - No 

Detailed Affiliation Given 322pp 15602012 24X 

Fiche 90-206, 82/09/a 1. 0210050300 


— B207300222 Draft ”SEP Structural Review of San Qnofre Unit i 
Containment Structure Under Combined Loads *' 

LOi T Lawrence Livarmore Laboratory FIN A-0436 UCID-19141 
DRFr 82/05/31 45pp 156 0 2 234 24X Fiche 50-206.82/09/21, 
8210050300 


0210060003 Requests submittal of fees for 820625 application for 
Amend 62 tn License DPR-62, permi tting delay in safety 
injection sys hydraulic valve testing 

killer, W 0 License Fee Management Branch 03/09/23 DIETCH. R 
Southern California Edison Co Ip 19636 266 24X 

Fiche 50-206. 02/09/23, 0210060003 


B210040062 Forwards safety evaluation rept Sc technical evaluation re 
main steam line break w/contlnued feedwater addition 
Analysis acceptable 

CRUTCHFIELD, D Operating Reactors Branch 5 82/09/27 DIETCH, R 

Southern California Edison Co 2pp 15584 170 24X 

Fiche 90-206. 02/09/27, 0210040062 


--8210040064 Safety evaluation re main steam line break w/continued 
feedwater addition Licensee commitment acceptable 
w/instal lat Ion of auxiliary feedwater motor driven pump 
ui/pump runout protection 

n Office of Nuclear Reactor Regulation. Director 82/09/27 7pp 
15984 100 24X Fiche 50-206.82/09/27,8210040062 


— 6206030064 "PWft Main Steam Line Break W/Contlnued Feedwater Addition, 
technical evaluation rept 

VOSBURY. F W Franklin Instl t ute/Frankl in Research Center 
NRC-03-01-130 TER-C5506-191 02/05/20 HEARN. P NRC - N« 

Detailed Affiliation Given 25pp 15584 187 24X 

Fiche 50-206,83/09/27.0210040062 


0210040153 Advises that util proposed masonry wail test program 
acc eptabl e, sub J to satisfactory resolution of concerns 
delineated in end evaluation Add! info requested no later 
than 30 days prior to proposed restart date 

PAULSON, W Operating Reactors Branch 5 02/09/29 OIETCH, R 

Southern California Edison Co 6pp 1SSB2 341 24X 

Fiche 50-206,02/09/29,8210040153 


83i0040l77 Forwards "Seismic Evaluation of Reinforced Concrete Masonry 
Walls, San Onofre Unit 1," Vol 5 Fuel Storage Bldg Soil 
Oackfill Condition Evaluation, per SEP Topic 111-6 No addl 
mods required to fuel storage bldg 

DA8KIN, K P Southern CaUfornia Edison Co B2/09/3D 
CRUTCHFIELD, 0 Operating Reactors Branch 5 Ip 155S2 045 24X 

Fiche 50-206,82/09/30,8210040177 


--021OO4O170 "Seismic Evaluation Of Reinforced Concrete Masonry Walls, 
San Onofre Unit I*" Vol 5 Fuel Storage Bldg Soil Backfill 
Condition Evaluation 

e Computech Engineering Services, Inc RS43-02 VOS 02/09/30 
159PP 15502 046 24X Fiche 50-206,82/09/30.0210040177 


0210130276 Forwards abstract of paper on experience gamed in 
evaluating effects of high energy line breaks at facility 
Paper will be presented at ASHE Pressure Vessel fc Piping Div 
it Analysis Committee 4th Natl Congress 

BASKIN, K P Southern California Edison Go 02/10/04 CHEN, P NRC 
- No Detailed Affiliation Given 2pp 15676 165 24X 

Fiche 90-206,02/10/04,8210130276 


8210260249 Provide* addl Info supporting 020923 position that no fees 
are required for Amend 62 issued 820029 Surveillance program 
previously submitted w/Amend 57 For which appropriate fees 
applied 

BASKIN, K P Southern California Edison Co B2/10/04 MILLER, W 0 
License Fee Hapagemant Branch Ip 19799; 352 24X 

Fiche 50-206,82/10/04,0210260249 


0210070082 Discusses use of radwaste solidification sys Unit 2 license 
condition dots not prevent util from using Chem-Nuclear Sys. 

Inc process to solidify wet solid radwaste produced at Unit 

1 Safety evaluation will be performed 

BASKIN, K P Southai'n California Edison Co 02/10/05 

CRUTCHFIELD. D Operating Reactors Branch 5 2pp 15623 162. 24X 

Fiche 90-206,82/10/05,6210070002 


0210080093 Informs that crana opera ting, malnt 8< insp procedures 
Impleieanted on 831001 par 020706 Itr, insuring compliance 
w/NUREO-0612 Cost 4, imp lamantat loti schedule of Items 1-3 to 
be completed by 021215 due to vendor delays 
KRIEOERiR H Southern California Edison Co 02/10/09 
CRUTCHFIELD, 0 Operating Reactors Branch 5 Ip 15640 236 24X 

FI c h# 90-206, 82/10/05, 021 0000093 
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Q21013008B Respontf^ to B20Q2S ) tr requesting info re SEP Topics III-2 (f 
ni-4 P. "Hind ti Tornatfo" he uithh-elq Request cannot be 
approved until appropriate affidavit submitted 

CRUrCHf^lELD, D Operating Reactor* Branch 5 B2/IO/05 DIETCH. R 

Southern California Edison Co 2pp 15673 124 24X 

fiche 50-20&. ea/lO/Oa, B2$01300B8 


0S1B1BOO7O Forward* Amend 64 to License DPR'-IQ* safeti^ evaluation b 
notice of is«i/ance K availability Amend revise* App A Tech 
Specs L b-ases to reflect revised time intervals for 
entering various subcritlcal modes 

CRUTCHFIELD. D Operating Reactors Branch 5 02/10/06 DIETCH. R 

Sauthern California Edison Co 3pp 15719 351 24X 

Fiche 50-206, 02/10/06, 82101 B0070 


--9210160073 Amend 64 to License DPR-13, revls ing App A Tech Specs It baie* 
to reflect revised time interval* for entering various 
suhcrltlcal operational mode* luhen limiting condition cannot 
be satisfied 

CRUTCHFICiLDj D Operating Reactor* Branch S 02/10/06 7pp 
15719 354 24X Fiche 30-206.02/10/06.8210100070 


-'-82I01B0076 Safety evaluation supporting Amend 64 to License {)PH-13 
* Office of Nuclear Reactor Reguiation/ Director 02/10/06 Jpp 
15719 361 24X Fithe 50-206,62/10/06.02 10180070 


— 6210100079 Notice of issuance t. availability of Amend 64 to Licence 
DPR-13 

CRUTCHFIELD. D Operating Reactor* Branch 5 82/10/06 app 

IS720 001 24X Flche 50-206,62/10/06.0310180070 


G2101303S6 Comment* on proposed scope of phase III of l)EP as reflected 
in individual topic definitions appended to SS0909 Itr 
Staff encouraged to develop tt implement means to Incorporate 
positive attributes df Phase III in licensee/NRC interface 
KACICH, n M SEP Owners Group 02/10/07 EISENHUT.D O Division of 
Licensins 7pp 15602 179 24X Flche 50-000,82/10/07,0210130326 


9210180065 Clarifies NRC 820630 request for addl Info re TMI Item 
II B 3i "Past-Acc Ident Samp 1 ing Sys " 

CRUTCHFIELD, 0 Operating Reactors Branch 5 02/10/07 DIETCH, R 

Southern California Edison Co- 3pp 15720 007 24X 

Fiche 50-206.02/10/07.82(0100065 


8210260272 Request* addl time to complete proposed Tech Spec* re 
containment leakage te*ting, ref i ec 1 1 ng App J of lOCFRSO, as 
requested in HRC 820003 Itr Proposed Tech Spec* expected to 
be submitted by 821130 

KRIEOER.R W S-outhern California Edison Co 02/10/15 
CRUTCHFIELD. D Opeiatmg Reactors Branch 5 Ip 15B0I 331 J4K 
Fichc 50-206.82/10/15,8210260272 


8210260229 Foruard* request for add! info to assist in NRC rcviru ui 
SEP Topic 11-4 Ft "Settlement of Foundations t. Buried 
Equipment " Revised SAR incorporating appropriate revisions 
re soil conditions should be submitted 

CRUTCHFIELD, D Operating Reactors Branch 5 02/lO/lQ DIETCH. It 
Southern California Edison Co 9pp 15799 139 24X 

Fiche 50-206,02/10/10.0210260229 


0210260450 Forwards "Status of Category A Unresolved Safely Issues at 
San Qnofre Nuclear Generating Station Unit I '• Rept provides 
description, of each issue L discussion of NRC generic bases 
for continued operation -S. site specific considerations 
MEDFORD, M O Southern California Edison Co 02/ JO/20 
CRUTCHFIELD, D Operating Reactor* Branch 5 40pp £5806 155 ,MJC 
Fiche 50-206, 82/10/20, 0210260450 


0210260472 Forward* supplemental info rept re NUnEG-06ia, "Control nf 
Heavy Load* at Nuclear Power Plants “ Rept contains 
commitment* requiring changes to crane operating procedure* 
to be implemented by 03-0115 

BASKIN, K P SauChsrn Caiifomia Edison Co 02/10/21 
CRUTCHFIELD, 0 Operating Reactors Dre^nch 5 ip I5G07 230 ?4X 

Fiche 50-206,62/10/21.0210260472 


—0210260477 "Control of Heavy Loads. San Onofre Nuclear Genpreil mg 
Station Unit 1," supplemental info rept 

t Souf^hern California Edison Co 02/10/31 22p p 15007 2Ji 

24X Fiche 50-206,03/10/21.0210260475 


0210290169 Forwards Amend 65 to License DPR-1 3. safety evaluation h 
notice of issuance & availability Amend incorporates 
NURE0’‘0737. 1 1 em 11 C 1 1. “Autiliary Feedwater Pumps 
Valve*" into Tech Specs 

CRUTCHFIELD, D Operating Reactors Branch 5 02/10/22 DIETCH, n 

Bouthern California Edison Co 3pp 15854 109 .24X 

Fiche 50-306,03/10/32.0310290169 


B210260214 Advises that final evaluation to determine applicability 
of EPRI program teat result* for power operated relief 
val veti safety valves 6 block va We*, per TMI Item. II D t.will 
be sent by 621130 Delay due to naed for addl analyses 
KRIEOER.R H Southern California Edison Co 83/10/08 
CRUTCHFIELD, D Operating Reactors Oranch 5 Ip 15604 265 24X 

Fiche 50-306.02/10/001021-0260214 


S210150144 Submits updated schedules re NUREO-0737, Items II E 1 2, 
"Auxiliary Reeduater Initiation 4c Flow Indication," 

1 A i 3 1. "Limit Overtime,** U D 1, "Perf ormanc e Testing 

of PfIR Relief V Safety Valves" i. Ill D 3 4 

BASKIHiK P Southern California Edison Co 02/10/12 

CRUTCHFIELD* D Operating React-or* Branch 9 2pp 15697 292 24X 

Fiche 50-206.03/10/12,0210150144 


■8210290175 Amend 65 to License DPR- 13, me orporati ng NUREG-0737, Jtrm 
11 E 1 1. "AuiiLiary Feedwater Pumps & Valves" into Tech 
epees 

CRUrCHFICLD. D Operating Reactor* Branch S 02/10/22 5p p 
15854 192 24X Fiche 50-206,62/10/22,0210390169 


■ — 0210290180 Safety evaluation supporting Amend 65 to License DPR L'l 
a Office o-f Nuclear Reactor Regulation. Director 02/10/22 
15pp 13054 197 24X Fiche 50-206,02/10/22,8210290169 


— 8210290103 Notice of Issuance fc availability of Amend 65 lo I jicjn,e 
DPR- 13 

CRUTCHFIELD, D Operating Reactors Branch 5 82/10/22 2pp 

15854 212 24X Fiche 50-206,02/(0/22.8210290169 


02LO2OOOS3 Forward* draft evaluation of STP Topic HI-4 C. "Internally 
i Oanerated hissles " Facility adequately protected from 

internally generated missies 

PAULSON, H Operating Reactors Branch S 82/10/12 DIETCH. ft 
Southern California Edison Co 33pp 1S7S7 230 24X 

Fiche 50-206,82/10/12,0210200023 


I B210150298 Notification of 021021 meeting ui/util at plant site to 

] discus* soil parameters re seismic re-evaluation per SEP 

[ Topics IH-& 6 If-4 1 

PAUL9DN.W A Operating Reactor* Brancih 5 02/10/13 CRUTCHFIELD, D 

Operating Reactor* Branch 5 2pp 13706 132 24X 

Fiche 50-206.82/10/13,8210150290 

8210190671 Summary of 021001 meeting lu/util In Dethesda,|4D re scope of 
seismic ra-eva luation program Addl info re vent stack, 
electrical equipment It instrument supports required 
PAULSON* W A Operating Reattor* Branch 5 82/10/13 Operating 

Reactor* Branch 9 5pp IS737 240 24X Fiche 50-206.02/10/13. 

0210190671 


8210260448 Advise* that safety-grads replacement* for commercial grade 
ammeter ht trAnsducer have been received & will be installed 
prior to return to power from current outage Upgrades 
complete necessary compliance ui/NUREO- 0737. Item II E l 2 
BASKIN, K P Southern California Edison Co 82/10/14 
CRUTCHFIELD, D apsrating Reactor* Branch 5 Ip. 15806 134. 24X 

Fiche* 50- 206. 82/10/14,02(0260440 


0 Inspection reports. IE Bulletins t* correspondence 


6210010000 Respond* to FOIA request for 19 categories of document* re 
nuclear reactor events safety problems Forwards document* 
listed in App A 

FELTON, J M Division of Rules and Records 03/06/28 UDELL. R A 
Critical Mass Energy Froject i5pp 15727 005 24X 

Flche 50-000,82/06/90,8210010000 


—0111191042 Comments on draft IE circular re MSIV failures to dose 
Problem u/control air for NSIV may be part of larg&r 
spectrum pf problems for many valves 

MICHELEOILC Director's Office Qt/10/01 JORDAN, EL Blviiior 
of Resident L Regional Reactor Inspection Ip 15730 335 24X 

Fiche 50-000,82/06/20.0210010008 


0310070007 Retpond* to FOIA request for eight categoria* of record* rt 
steam generators steam turbines App A documents provided 
in R Udell FOtA Request 81-313 Forwards documents listed in 
App B 

FELTON. J M Olvtaion of Rules and Records 02/08/10 LONG, D J 
Uinthrop, Stlmion. Putnam Ik Roberts 9pp 15645 063 24X 

Fiche 80-000,03/08/10.8210070007 


— 821007D139 Farwarde tabulated data on steam generator in«p 6 naint at 
factlitfes Data should be provided to licensees 
IPPOLITO, T Operating Reactors Assessment Branch 82/04/01 
VARGA, 5 Operating Reactor* Branch 1 CLARK, R Operating 
Reactors Branch 3 STOLZ.J Operating Reactors Branch 4 Spp 
15645 131 24X Flche 50-000.82/06/10,821007000 7 
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-0210070172 Faruards info re steam generator integrity & inspa at all 
operating PWR«. per 750320 & 21 requests Details of inspsp 
including defect i nd i ca 1 1 ons* tube plugging criteria i> tubes 
plugged uill not be provided eicept for Point Qeach I 
GDLLER K P Division of Reactor Licensing (NnR-|975 only) 
75/03/24 MACCAfiY^fl R Division of Technical Review <NRR-i975 
only! 5pp 15645 196 247 Fiche 50-000.02/08/10,0210070007 


2J 0060264 Forwards IE Insp Rept 50“206/B2-24 on e20a02-3l No 
none onp I I anc B noted 

0ISHQP. T U Division or Resident. Reactor Project fi Engineering 
Pregrans 02/09/17 PAPAY.L T Southern California Edison Co 
.= pp 15617 309 24 < Flcbe 50-206,02/09/17.0210060264 


-8210060269 IE Insp Rept 50-206/02-24 on 020002-31 No none onip I lanc e 
noted Major areas inspected plant operations during 
long-ter^ s hutdoun. annua i review of plant operal i ons. month I y 
ii.aint ? surveillance activities & LER followup 

miller L KIRSCH.D F Division of Resident, Reactor Project & 
engineering Piograns 02/09/ 16 6pp 15619 311 247 

Ficbe 50-206. 82/09/17. 0210060264 


:• 0060294 Forwards IE Insp Rept 50-206/82-25 on 020030-0903 No 
rioncomp 1 1 anc e noted 

BISHOP. T N Division of Resident. Reactor Project K Engineering 
Programs 02/09/21 PAPAV.L T Southern California Edison to 
2pp 156 19 223 24x Fiche 50-206.82/09/21,0210060294 


5210060299 IE Insp Rept 50-206/83-25 on 020030-0903 No none omp 1 l once 
no+ed Major areas inspected const activities associated 
w/seismic upgrading o) safety-related structures U supports 
WAGNcHpW J . ZHETZIG.G B Division of Resident. Reactor Project 8. 
Engineering Programs 02/09/17 5pp 15619 225 24X 

Fiche 50-206,02/09/^1.0210060294 


''10-190232 Ar H receipt of payment of civil penalties imposed on 020011 
Ft oposod corrective action will be examined in future insp 
/*/(EiRAD,J a Enforcement Staff 02/09/22 PAPAY.L T Southern 
Falitornia Edison Co 2p p 15750 175 24 X Fiche 50-206,02/09/22, 

8210190232 


10010042 confirms 021021 mgt meeting in Rosemcad.CA to discuss 
vystema^iL assessment of licensee performance Anticipated 
meeting attendees ^ agenda end 

CREWS.J L Division of Resident. Reactor Project Engineering 
Programs 02/09/27 PAPAY.L T Southern California Edison Cn 
3pp 155*5 317 24X Fichc 50-206.82/09/27,0210010042 


10230302 Forwards info per Item 3 of IE Dullctin 02-02, "Degradation 
or Threaded Fasteners in RCPO of PNR Plants " Repts req,uirod 
by Item 4 will be submitted within ?0 days of outage 
con-pie )’ ion 

HArWCb. J G Southern California Edison Co 02/10/01 CNOELKEN. R H 
Region 5, Orfice of Diraclor 5pp 15790 200 34X 

fiche 50-206.82/10/01,8210250302 


'10^^50210 ACk lecaipt of 820710 Itr informing NRC of steps taken to 
correct /lUlatioTis noted in IE Insp Rept 50-206/02-21 
DIRHDP. T U Division of Resident. Reactor Project 5. Engineering 
Programs B2/10/04 FOGARTY, D J Southern California Edison Co 
Ip 15640 000 24X Fiche 50-206. 82/ 10/04. 0210000210 


0210083211 Responds to NRC 820812 Itr re violations noted in It Insp 
Rept 50-20c/62-2t Corrective actions nonfire retardant wood, 
oily rags i* combustible debris removed from areas (t amend to 
include emergency light impairment prepared 
FDOARTV 0 J Southern California Edison Co 82/09/10 

rNOEtPCN.R R Region 5, Office of Director 5pp 15640 OQi 24X 

Fiche 50-206,02/10/04.0210080210 


10000212 Ack receipt of 020907 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-206/02-23 
nrSHGP, T II Division of Resident. Reactor Project 8< Engineering 
Programs 82/10/04 PAPAY.L T Southern California Edison Co ip 
15638 086 24X Fiche 50-206.02/10/04,8210000212 


8210080214 Responds to NRC 820312 Hr re violations noted in IE Insp 
Rept 50-206/02-23 Corrective actions station procedure 
amended to Include instructions on drawing reactor coolant 
samples from all locations & double valve verification 
PAPAV^L r Southern California Edison Co 02/07/07 
ENGELHEN, R H Region 5, Office of Director 3pp 15630 00/ 24X 

Fiche 50-206.02/10/04,0210080212 


03190233 Info Notice 00-35. Suppl I, "Leaking & Dislodged I-J25 
Implant Seeds " Sve list end 

COBB, L I Division of Fuel Facilities. Materials ^ Safeguards 
02/ 10/06 Consolidated Edison Co of New York 66pp 13761 250 

24X Fiche 50-000.82/10/06,0208190233 


0200190230 tE Bulletin 82-03. "Stress Corrosion Cracking in Thick- 
Nail. Large-Dt ameter. Stain I ess Stee 1 , Rec ircu lation Sys 
Piping at 0WR Plants " Sve list end 

DEYOUNO, R C Director's Office. Office of Inspection and 

Enforcement 02/10/14 Consolidated Edison Co of New York 

115pp 15010 123 24X Fiche 50-000, 02/10/14. Q2O019O23B 


S Reportable occurrences, LERs t/ related correspondence 


8210000124 Recommendf that 810717 event re ignition of gaseous ueotc 
decay tank should be considered for inclusion in NRC third 
quarterly AO rept to Congress for 1901 Details of event 
enc 1 

ORNSTEIN, N L Direc tor 's Off ice 01/08/06 MICHELSON. C 
Director's Office 3pp 1S663 265 24X Fiche 50-206.01/08/06. 

0210000124 


8210010000 Responds to FOlA request foi 19 categories of documents re 
nuclear reactor events 6 safety problems Forwards documents 
listed in App A 

FELTON. J n Division of Rules and Records 82/06/30 UDELL. R A 
Critical Mass Energy Project I5pp 15727 005 24X 

Fiche 50-000.02/06/20.0210010008 


— 6108130260 Forwards details re 010717 ignition of gaseous waste decay 
tank at facility Event should be included in Commission 
third quarterly AO rept to Congress for 1901 
DRNSTEIN.H L DifeC tor 's Of f ice 01/00/06 MICHELSON, C 
Director's Office 3pp 15730 103 24X Fiche 50-000.02/06/28, 

0210010008 


— 8111300367 Operating Reactor Event Memorandum 81-33 on 610903. control 
room operator manually tripped reactor after transient from 
68X power initiation by steam generator flow & level 
oscillator Caused by regulated power supply failure 
EISENHur. D 0 Division of Licensing 01/10/31 VQLLMER. R H 
Division of Engineering HAN AUER. 5 H Division of Human Factors 
Safety MATTSON, R J Division of Safety Technology 9p p 
15731 059 24X Fiche SO-OOO. 02/06/ 20, 821 0010000 


—6201150100 Forwards draft FR notice re 010903 AD on failure of high 
pressure safety injection sys 

DIRCKS.W J Office of the Executive Director for Operations 
01/12/08 CHILK.S J Office of the Secretary of the Commission 
9pp IS732 007 24X Fiche 50-000.82/06/20,8310010000 


6210010260 PNO-V-02-l)39A on 820922, one truckload of trace contaminated 
sewage dumped at Los Angeles County sewage treatment 
facility Contamination found in rinse truck Truck returned 
to licensee for decontamination Addl samples will be taken 
YUHAS. 0 . WENBLAWSKliF Region 5. Office of Director 02/09/24 
Ip 15574 055 24X Fiche 50-206,02/ 09/24.8210010260 


0210190490 Forwards revised LER ei-025/0lX-2 Detailed event analysis 
enc 1 

RAY, H D Southern Cal Ifornla Edison Co 02/10/06 ENOELKEN.R.H 
Region 5. Office of Director 2pp 15735 335 S4X 
Fiche 50-206,02/10/06,0210190490 


—0210190506 Revised LER 61 -025/0lX'-2 on QU025,while conducting co’’ 
shutdown valve testing, ball valve CV-534 did not close 
automat lea 1 1 y on isolation signal Coused by failed relay 
closing circuit of each valve Relays replaced 
RAY, H Q Southern California Edison Co 02/10/06 Re 
Office of Director Ip 15735 337 24X Fiche 90-206,62 

0210190490 


0210250200 RO 02-025 on 821012 13, fire watch patrol posted 

lubrication oil reservoir area but not at post Time period 
exceeded I'-h interval by 30 minutes Caused by personnel 
misunderstand Ing 

RAY, H B Southern California Edlto-n Co 82/10/14 ENOELK 
Region 5. Office of Director 2pp 15791 096 24X 

Fiche 50-206. 02/10/14, 021 -0250260 


8210200066 Forwards LER B2-023/03L-0 Detailed event analysis 
RAY.H 0 Southern California Edison Co 02/10/19 ENDELK 
Region 5. Office of Director 2pp 15837 249 24X 

Fiche 50-206,02/10/19,6210200066 


—0210200068 LER B2-023/03L-0 on 82091 9, fire water cross tie d 
during new const activities Caused by incorrect const 
digging proceis Nest fire water pump returned to sve Rack 
fire suppressson hoses rigged 

RAY, K 0. Southern Cali fornia Edison Co 82/10/19 Re 
Office of Director ip 15837 231 24X Fiche 50-206.02 

6210200066 
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V Operator Examinations 


0210^90316 Foruards '‘Improve<n*nt* tn Training k RsqoaUFication 
Projrattis as Rsquirad bv TMI Action Items lASltrllO-^ 
for 9an Qnofre Nuclear Oenerating Statlan«Unit I • ** technical 
evaluation rapt Training programs acceptable 

CRUTCHFIELD. D Operating Reactors Oranch 5 02/10/26 DIETCH. R 

Southern Callfarnia Edison Co 3pp 15034 101 24X 

Fithe SO- 206 . B 2 /l 0 /ai. aai0290316 


— 0210290330 '* Iniprovernanta in Training t Requal if i cation Programs as 
Required bg THl Action Items IA21&'I1D4 for 6att Onofte 
Nuclear Generating StatioriiUnlt I."’ technical evaluation 
rept 

* Science Applications. Inc NflC-03-B2-096 SA1-186-029-’ 17 

82/00/17 NRC - No Detailed Affiliation Given 1 Spp 

1S9S4 104 24X Fithe 50-206^02/10/26.8210290316 


DOCKET 50-200 COLUMBIA UN IV RESEARCH REACTOR 


P Operating license stage documents & correspondence 


8310290309 Advises that reactor has never been fueled or operated 
Fuel rvQt on campus No plans to activate reactor in near 
future Requests variance to lOCFRSO.App E requirements until 
anticipated r eac tor s tar top 

MELKQNrAN.E Columbia l/niv 82/10/12 DEMTDW. H R Offieo of 
Nuclear Reactor Regulation* Director tp 15053 166 24)( 

Flche 50-209.02/10/12.0210290309 


DOCKET 50-213 HAODAM NECK PLANT 


P Operating license stage documents & correspondence 


8209300326 Fovuiards ‘'Geological Ic Seiimolog ical Stud i es* Haddam Npck 
Nuclear Station. Part I Rtspansts to 1979 NRC Info Request'* 

L “Part ri Responses to 1901 NRC Info Request." in response 
to SEP Topics II-4 U ll"4 a 

COUNSlLiW O Connecticut Vanfcee Atomic Pouier Co 82/09/23, 
CRUTCHFIELD. D Operating Reactors Branch 5 2pp 15557-179 24X 

Flche 50-213.02/09/32,0209300326 


--8209300332 "Geological 6 Seismo I ogica 1 Stud les. Haddam Nect Nuclear 
Station. Part I Responses to 1979 NRC Info Request " 

Tbielva eversite figures end Aperture cards are available 
in PDR 

* Western Geophysical, 82/09/30 194pp 15557 101 34)( 

Fiche 50-213. e2/09/22r 8209300326 


'8209300336 “Oeologlcal V Be i imologica 1 Stud i es. Haddam Nec k Nuclear 
Station. Part 11 Responses to 1931 NRC Info Request " 

Nine ovesiie figures end Aperture cards are available in 
PDR 

« Western Geophysical 82/09/30 117pp 15558 0{4 24X 

Fiche 50-213.82/09/22.8209300326 


8210010207 Fdrwards "Haddam Neck Plant Procedure AOP 3 2-22-C RC8 
Venting of Noncondtnslble Gases" (c "flilUtone Nuclear Pouer 
Station RC8 Venting Procedure OP 8390," in response to THl 
Action Plan I tarn 11 8 1. "RCS High Point Vents " 

COUNStL, W 0. Connecticut Yankee Atamlc Pouer Co COUNBILiU 0 
Northeast Nuclear Energy Co (subs of Northeast Utlltttesk 
COUNSILiW O. Northeast Vtlllties 82/09/22 CRUTCHFIELD. D 
Operating Reactors Branch 5 CLARKiR A Operating Reactors Branch 
3 app 19568 040 24X Fiche 50-000.62/09/22,8210010207 


—0210010210 Revision 2 to "Haddam Necki plant Procedure AOP 3 2-S2-C RC8 
Venting of Noncondens lb le Oases “ 

* Gonnscticut Yankee Atonic Power Co, 02/00/26, Upp 
1556B 051 a4X Fichs 50-000.02/09/22,8210010207 


— B21O01O214 Revision 2 to "Millstone Nuclear Power Station Unit 2 Plant 
Procedure OP 2398 PCS Venting Procedure " 

SCAC€»6 £ Northeast Nuclear Energy Co <subt of Northeast 
Utilities) 82/08/20 Upp 15568’ 062 24X 

Fiche 50-000.02/09/22,0210010207 


8210010312 Requests that processing of 820612 license amend application 
be postponed Revised application changing radiological 
affluent Tech Specs ulil be docketed pn or about 821115 for 
both facilities 

GOUNBILjW 0 Connecticut Yankee Atomic Power Co CDUNBlLiU 0. 
Northeast Nuclear Energy Co (eubs of Northeast Utllitisi) 

COVMStL.W O Northeast Utilittes 82/09/22 CLARK, R A Operating 
Reactors Branch 3 CRUTCHFIELDrO. Operating Reactors Branch 9 
3pp 15574 047, 24X Fiche 50-000.02/09/22,8210010312 


8210190663 Responds to open items re SEP Topic IU-6 "Seismic Detign 
Considerations. " per 020622-23 meetings to discuss statui 
of seismic re-e va luation program 

COUNSIL.W 0 Connecticut Yankee Atomic Power Co 02/09/27 

CRUTCHFIELD. D Operating Reactors Branch 5 5pp 15739 213 341r 

Fiche 50-213. 02/09/27.82104 90663 


— 8210190660 "Mechanical 6 Electrical Equipment Seismic Re-Eva I uat ion 
Program, Haddam Week Wuc i ear Generating Station." interim 

rept 

■s Stevensun 4. Associates 01C152 J 02/06/30 224pp 

15738 216 24X Fiche 50-213.02/09/27,6210190663 


6210D7001D Forwards sumntarg of SEP topics For which facility does net 
meet current licensing acceptance rriteria 

CRVTCHFleLD, D Operating Reactors Branch 5 G2/09/30 COUNGIL.HO 

Connecticut Yankee Atomic Power Co 45pp 1562R 082 24X 

Fiche 50-213.02/09/30,6210070010 


0210130331 Discusses revision of administrative procedures to 
incorporate revised uiorking hour guidelines tc provisions 
ror authoriiing deviations per G2O2O0 0615 requests. TMI 
Item I A I 3. "Shift Manning" ^ Oeneric Ltr 62-12 

COUNSIL, H 0 . CAONETTA. J P Northeast Nuclear Energy Co (subs gf 
Northeast Utilities) COUNSlL, W 0 Connecticut Yankee Atomic Poljit 
C o 02/10/01 EISENHUT. D G Division of Licensing 3pp 
15679 127 24X Flcho 50-000. 02/ 10/0 i . 02101 30331 


8210070404 Advises that review indicates requirements of NUflEO-O/J? 
Items IlE4266[[E427re containment isolation 
dependability have been met 

CRUTCHFIELD. D Operating Reactors Branch 5 82/10/04 COUNCIL, 

Connecticut Yankee Atomic Power Co 3pp 15633 3t4 SIX 
Fiche 50-213.02/10/04.9210070404 


8210120296 Forwards "Haddam Neck Plant Seismic Design." technical 
evaluation rept 

CRUTCHFIELD. D Operating Reactors Branch 5 FIN A-64a6 02/10/04 
C0UN9IL, W 0 Connecticut Yankee Atomic Power Co 44pp 15634 2(jl 
24X Fiche 50-313.02/10/04.0210120296 


— B2l0l20'300 "Haddam Neck Plant Seismic Design." technical evaluation 
rept 

DRIDi^ESrT U . DUSCIi. S L . MORTON. D K COtO. Jnc FIN A-6436 
EOG-8A-6016 02/00/31 CHENG. T Division of Licensing I'O'ipp 

15654 293 24X Fiche 50-213.62/10/04,0210120296 


0210130205 Forwards safely evaluation of NUREO-0737. TMl Action lira 
II E 1 8, "Auxiliary Feedwater Sys Automatic Initiation b 
Flow Indication (F-16. F-1 7) . Haddam Nec k Plant," technical 
evaluation rept 

CRUTCHFIELD. D Operating Reactors Branch 5 02/10/05 COUNHII .W 0 

Connecticut Yankee Atomic Power Co 6pp 15675 27] 24X 

Fiche 30-213.82/10/05.0210130205 


--880B190178 "Auxiliary Feedwater Automatic Initiation 6 riqwi indicalLt* 
Haddam Neck Plant." technical evaluation rapt 
KAUCHER. J E . PCRTNEft. K Franklin Instituto/FrankUn Research 
Center NRC-03-79-1 10 TER-C5257-a94 02/08/17 KCNDALL.fi . 

WI000n,H NRC -No Detailed Affiliation Given I6pp 196752// 
24X Fiche 50-213,82/10/05.0210130203 


8210130326 Comments on proposed scope of Phase III of SEP as refliittl 
in individual topic definitions appended to 820909 ltr 
Staff encouraged to develop L implement means to incorporate 
positive attributes of Phase JII in llcensee/NRC interface 
KACICH.R H BEP Owners Group 83/10/07 EI8ENHUT.D 0 Division ef 
Licensing 7pp 15682 179 24X Fiche 30-000.02/10/07.0210130326 


8310310326 Forwards safety evaluation of licensee safety asiessmi-ni of 
SEP Topic 1II-3 A, "Effects of Pipe Break on Structures. By t 
6 Components Inside Containment " Methodology 6 acceptance 
criteria appropriate to resolve Issues in safety evaluation 
CRUTCHFIELD, D Qpiratlny Reactors Drench 5 83/10/12 COUNCIL, Wt 

Connecticut Yankee Atomic Power Co lOpp 15766 321 24X 

FUhe 50-313,82/10/12,0210210226 


8210270300 Forwards summary of NRC positions on 26 unresolved salei'y 
Iitues, const fl ting of excerpts from NRC publications t repts 
to Congress 8t assessment of generic applicability Adequate 
basis exists to warrant continued plant operation 
COUNSiL.M 0 , PPEKAiJ F Connecticut Yankee Atomic Power Co 
COUNDlLitf 0 Northeast Nuclear Energy Co (subi of Northeast 
Utilities} 02/10/13 CRUTCHFIELD, D Operating Reactors Oranih B 
46pp 15824 354, 24X Fiche 50-000, 82/10/1 3, 0210270200 


8210350363 Forwards "SEP Topic VIl-l A, Isolation of Reactor Proliitiei 
Bye From NOnsafety Dys for Haddam Neck Plant." final 
technical evaluation. 

CRUTCHFIELD, D Operating Reactors Branch 5 FIN A-6429 82/10/^ 

CQUN81L,W 0 Connecticut Yankee Atomic Power Co 2pp 19790 I5t 
24X Ficha 50-213.62/10/30,6310250363 
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- et’ 10230 CJ 72 "SEP fopJC '/Il-t A< Isolation of Reactor Protection Sys From 
Non^afety Sys for Ha<ldaiTi Neck Plant* " final technical 
fr valuation 

MDRKFN. D J * UDV*A r EGiO. Inc FIN A-M25 EGG-EA-6033 

a2/0Si3Q 23pp 15770 153 24X Fl Che 50-213, 02/10/20* S2l 0250363 


Q In 5 psction reports, IE DuIEetins 1< correspondence 


S^IOO/OOO? Re^sponds to FOIA request for eight categories of records re 
stear^ generators ^ s^eam turbines App A documents provided 
in R Udell FOlA Request 81-313 Foruarde documents listed in 

Ap p 0 

FELTCN* J M Division of Rules and Records 82/00/10 LONO, D J 
idinthrop, Stimson* Putnam t Roberts 9pp 15645 063 24X 

Fiche 50-000,02/08/10,0210070007 


8210070139 Forwards tabulated data on steam generator insp fc maint at 
facilities Data should be provided to licensees 
iPPOUITO, T operating Reactors Assessment Branch 82/04/01 
VAHOA.S Operating Reactors Branch i 5pp 15645 131 24X 

Fiche 50-000,82/08/10*8210070007 


G2l0070l''2 Forwards info le steam generator integrity tnsps at all 
operating PUHsi per 750320 & 21 requests Details of insps* 
including defect ind i ca I ions, tube plugging criteria tubes 
plugged ui 1 I not be provided except for Point Beach 1 
GOLLER* K R Division or Reactor Licensing 1NRR**177S only! 
75/03/24 MACCARV*R R Division of Technical Review (NRn’'l975 
only) 5pp 15645 196 24X Fiche 50-000, 02/00/ 10, 8210070007 


0210010332 Ack receipt of 820513 Ur informing NRC of steps taken tn 
correct violations noted in IE Insp Rept 50-213/82-03 
Violation ui 1 ] be resclned due to misunderstanding re 
termination dates of contractor employees 

KARTIH- T T Division of Engineering fc Technical Rrograms 02/09/23 
CCL;NS[L*W O Connecticut Vankeo Atomic Power Co Spp 15Si9 164 
24x Fiche 50-213,03/09/23*8210010332 


SJt0050376 Ack receipt ot 820*20 evaluation of 6EP Topic 111-3 C* 
Iriservico Insp of Water Control Structures " No comments 
forwarded 

CQUNSiLiW C Connecticut Yankee Atomic Power Co 82/09/24 

' flUTCNFlCL 0, D Operating Reactors Hranch 5 Ip 15608 276 24X 

fiche 50-213,82/09/24.0210050376 


i2j0150699 Forwards request for addl info to complete review of 801104 
response to IE Bulletin 60-]l* "liasonry Wall Design " 

Response expected uithin 60 days of 1 tr receipt 

cLARH.R A Operating Reactors Branch 3 02/09/20 COUNSIL, W 0 

lonnecticut Yankee Atomic Power Co COUNSIL.W 0 Northeast Nuclear 
Energy Co Isubs of Northeast Utilities) I3pp 15716 lOO 24X 
Fiche 50-000,02/09/28,0210150699 


8G:oQt90333 IC Info Notice 80-35* Suppl 1, "Leaking $< Dislodged 1-125 
Implant Seeds " Sve list end 

lOQD.L I Division of Fuel racilities, Materials & Safeguards 
82/10/06 Consolidated Edison Co of Now York 66pp 1576J 350 

24/ Fiche 50 '000* 02/10/06*8208190233 


fe.;oai9023B IE DuUetin 82~03* "Stress Corrosion Cracking In Thick- 
Wall , Large-Di ameter* Sta in less Stoe I * Rec ircu la t ion Sys 
Piping at DNR Plants " Sve list end 

DEYOUNG.R C Director's Office* Office of Inspection and 

Enforcement 02/10/14 Consolidated Edison Co of New York 

llSpp 15810 125 24X Fiche 50-000,82/10/14,8208190230 


0.210290189 Forwards 1C Insp Rept 50-213/02-17 on 820023-0926 No 
noncomp I lance noted 

ETARQSTECKI* R Division of Project Resident Programs 02/10/15, 
COUNSIL* W O Connecticut Yankee Atomic Power Co 2pp 15853 313 
24/ Fiche 30-213*82/10/15*0210290189 


— 6210290194 IE Insp Rept 30-213/82-17 on 820823-0926 No noncompUance 
noted Major areas inspected facility tours* log & record 
re/i«w< suTVel 1 lance it containment ent,y 

REBELOWSKf.T * ELSASSER. T C Division of Project & Resident 
Programs 02/10/14 7pp 15053 315 24X Fiche S0-2I3i 02/10/15, 

021 0270 IB9 


9 Reportable occurrences* LERs ^ related correspondence 


9210270245 Forwards LEft 0t-OO5/O3L-O 

GRAVES* R H Connecticut Yankee Atomic Power Co 01/05/18 0RIER.5 

Region 1. Ph i ladelph la* Office of the Director (81/03/01) Ip 

15022 341 a4X Fiche 50-213*01/05/18.8210270245 


—8210270249 LER BI-D05/03L-0 on 8J0424* unattended welding cables found 
running through access in fire barr ier, pots ibly preventing 
closure Cauied by contractor falling to Inspect fire 
barriers it falling to provide connectors in cables 

TESTiR Z Connecticut Yankee Atomic Power Co 81/05/18 Region 
I, Pbiladelphla* Office of the Director (81/03/01) 2pp 
15822 342 24X Fiche 50-213* 81/05/ IB* 0210270245 


8210010000 Responds to FDTA request for 19 categories of documents re 
nuclear reactor events (< safety problems Forwards documents 
listed in App A 

FELTON* J M Division of Rules and Records 02/06/20 UDELL. R A 
Critical Mass Energy Project 15pp 15727 005 24X 

Fiche 50-000,82/06/28*8210010000 


— 8111100001 Recommends comprehensive assessment of plant operating 
conditions to determine specific predetermined time related 
sequences of occurrence to emergency buses SRp should be 
revised re design features 

A0HE.F Director's Office 01/10/16 MICHELSON.C Director's 
Office 4pp 15731 049 24X Fiche 50-000* 02/06/20. 8310010008 


8210150122 Forwards LER e2-006/03L-0 

craves* R H Connecticut Yankee Atomic Power Co 82/10/05 
HAVNES. R C Region 1* Office of Director Ip 15721 377 24X 

Fiche 50-213*83/10/05*0210150122 


—82)0150120 LER a2-006/03L-0 on 020919* emerg ency dc battery bank D*ceil 
42i found leaking electrolyte through seam crack Insp 
revealed 11 more batteries u/cracks in same location Caused 
by cell plate expansion against jar fit battery age 
QUINN* M 0 Connecticut Yankee Atomic Power Co 82/10/05 
Region 1, Office of Director 2pp 15721 278 24X 

Fiche 50-213*02/10/05,0210150122 


8310280071 Forwards LER B2-007/03L-0 

GRAVES* n H Connecticut Yankee Atomic Power Co 02/10/20 
HAVNES/R C Region 1* Office of Director ip 15037 247 24X 

Fiche 50-213.02/10/20,0210200071 


--82)0200074 LER 02-OO7/O3L-O on 020927* opera tor received rod drive slave 
cycler failure/rad stop a larm* rendering all bank t) subgroups 
inoperable Caused by master cycler relay hanging up due to 
poor relay contact Mercury wetted contacts rewet 
QUINN, M D Connecticut Yankee Atomic Power Co 02/10/20 
Region 1, Office of Director Ip, 15837 248 24X 

Fiche 50-213,02/10/20*8210200071 


DOCKET 50-219 OYSTER CREEK NUCLEAR POWER PLANT 


F Security* medical* emergency b fire protection plans 


8210220102 Ack receipt of 820812 Itr informing NRC of actions taken to 
Improve emergency preparedness program per IE Emergency 
Preparedness Appraisal Rept 50-219/02-01 

ALLAN* J K Region 1, Office of Director. 02/10/12 FIEDLER* P D 
General Public Utilities - GPU 0ervlc« Corp 2pp 15776 328 84X 

Fiche 50-219* 82/10/12*02 1 0220102 


‘0210220187 Responds to IE Emergency Preparedness Appraisal Rept 
50-219/02-01 Corrective actions training program developed* 
emergency control ctr moved away from control room fii 
ventilation lys upgraded 

FIEDLER. P 0. Central Public Utllttiei - OPU Service Corp 
82/08/12 smith, G H Division of Emergency Preparedness 9pp 
15776.330. 24X Fiche 50-219.82/10/12.0210220182 


6210250383 Forwards Revision 13 to physical security plan Revision 
withheld 

LAOOART.M W Oe«*ral Public Utilities - GPU Service Corp 82/10/19 
Office of Nuclear Reactor Regulation* Director IP. 15790 136 
24X Fiche 50-2l9« 02/10/17* 82102S03B3 


H General correspondence 


8207180051 FOIA request for seven categories of info re nuclear mat! 
transported by M Roh In Apr 1900 to Deatty* NV fit General 
Public Utils fubmiifions from 600101 per Price Anderson Act 
VAN 6Y0C*C Tomar. Parke, Btllgtr* Blmonoff 6 Adourlan. 02/00/24 
FELTON* J H. Division of Rules and Records. 2pp 15760 196 24X 

Fiche 50-219*82/08/24*8207100051 


8210190163 Partial response to FOIA request for seven categories of 
info re nuclear met! traneported by M Roh In Apr 1980 to 
Beetty.NV fit General Public Utils submissiont since 000101 
per Prlce-Anderson Act re facility Forwards App A documents 
FELTON* J M Divielon of Rules and Records. 82/09/15. VAN BYOC.O 
Tomar* Parks* Seliger. Simonoff fit Adourlan 2pp 15760. 198 24X 

Fiche 50-219*82/09/15*8210190163 
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Oprratiins licence- sta^e dccumBtiitt & c orreipondanct 


B2lOOlOO£iD Informs that Eiion Fait Rapt Xtl-NF-TB-lS* “Sprag Codlinp 
Heat Trarnfer Test R«su 1 1*, P^flse- J I Facilitv t* Test Data 
EtiC 0x8 0(4^ Fuel.'* l>i 1 I ba ulthheld per lOCFRZ 790. in 
response to Q2GB0& request 

CRUTCHFIELD. 0 Operating Reactors Oranch 5 03/07/33 FIEDLER. P Q 

General Public Utilities - GPU Service Corp 3pp 15567 167 24X 

Fiche 50-317.82/09/23.8210010063 

0210010077 Foruardi Park I containment iong-terjn program, pi ant-unique 
analysis repts for suppression chamber & vent sgs & torus 
attached piping Safety relief valve piping analyses util be 
completed 6 forwarded by 83I2I5 

FIEDLER. P B General Public Utilities -CPU Service Corp 82/09/24 
CRUTCHFIELD. D Operating Reactors Branch 5 2pp 15566 053 24X 

Ficht 30-219, 82/09/24.8210010077 

“-8210010001 "Oyster Creel Nuclear Generating Station Hark 1 Containment 
Long-Term Prograim. Plant-Unlgu* Analysis Rep t. Suppression 
Chamber L Vent Sys " 

a MPR Associates. Inc KPR-733 03/08/31 300pp J5566 035 

24X FI Che 50-219.93/09/24,8210010077 

— 8210010095 "Oyster Creek Nuclear Oenerating Station Hark I Containment 
Long-Term Program. P lant-Unl qu* Analysis Rept. Torus Attached 
Piping '• 

a HPR Associates. Inc MPR-734 82/08/31 157pp 15566 359 

24K Flcfie 50-219,83/09/24.8210010077 

8210040261 Forwards notice of consideration of issuance of amend to 
pros isionai □L.DPR-16fre increase in spent fuel storage 
capacity to 2.600 assemblies 

CRUTCHFIELD. 0 Operating Reactors Branch 5 82/09/28 FIEDLER. P D 

General Public Utilities - GPU Service Corp 2pp 15595 003 24X 

Flche 50-219,02/09/28.8210040261 

B2I0040265 Notice of consideration of issuance of amend to provisional 
OL.OPR~l6,r* Increase in spent fuel storage capacity to 
2. 600 as senb 1 1 es 

CHUFCHFIELD, D Opera ting Reactors Branch 5 82/09/23 4pp 

15595 005 24X FI the 30-219,82/09/28.8210040261 

8210080063 Foruards INPO '‘Evaluation of Oyster Creek Nuclear Generating 
Station." per Hoseiey 810506 request «e Stello 910626 memo 
SMITH, G H Division of Emergency Preparedness 6 Operational Support 
82/09/29 TAYLOR. 0 H Division of Reactor Programs Ip 
1S643 037 247 Fiche 50-219,02/09/29.8210080063 

—8210080079 “-Evaluation of Oyster Creek Nuclear Generating Station " 

» Institute of Nuclear Pouer Operations 81/12/3] 33pp 
13643 038 34X Ficht 50-319.62/07/29,0210030063 

6210270345 INTEGRATED PLANT SAFETY ASSESS hENT, SYSTEMATIC EVALUATION 
PROGRAM Oyster Creek Nuclear Generating Station Docket 
50-219 IGPU Nuclear Corporation And Jeney Central Pouer And 
Light Company I 

* Division of Licensing hUfiE<3-oa32 DRFT 83/09/30 537od 

15650 146 24X Fiche 50-219.62/09/30,8210270343 

8210130326 Comments on proposed scope of Phase III of SEP as reflected 
in Ind'ividual topic definitions appended to 820909 Itr 
Staff encouraged to develop & implement means to incorporate 
attributes of Phase III in I ic ensee/NiRC interPace 
KACICH. R M SEP Owners Group 82/10/07 EISENHUT.D G Division of 
Licensing 7pp 15602 179 24X Ftche 50-000. 82/ 1 0/07, 8210 1 30326 


8210190502 Advi ses that company no longer performing analyses f<ir L*i-' 
Nuclear supplied fuel under irradiation in plant Util made 
separate arrangements Uti I utiliiing or planning to utiJiic 
fuel for operating conditions outside analyied conditions 
0N5LEY. G F Eiion Nuclear Co , Inc (subs uf Exxon Corp } 

82/10/13 RUBENBTEIN.L S Assistant Director for Cora U fManI 
Systems Ip 15740 198 24X Fiche 50-2 1 9 . 82/ 1 0/ 1 3. 02 1 01 905P J 

6310200060 Forwards corrected FR notice of c ons i d or a 1 1 an of amend to 
License DPR-16 re spent fuel storage cnpaciLy published 
821000. ref lec t ing 821108 as deadline for requesting hoaring 
CRUTCHFIELD, D Operating Reactors Dranch 5 00/10/13 FirLDlM P* £> 

Genera] Public Utilities - CPU borvice Corp 4pp 15757 2IJ6 
Fiche 50-219, 02/10/13. 8210200060 

8210260102 Foruards Amend 63 to License DPR- 1 6, sa f e ty evaluation A 
notice of issuance 6 availability Amend authonies addition 
of control rod drive scram discharge vo 1 high level 6 roiT 
block to Tech Spues 

CRUTCHFIELD, D Operating Keaclois Dranch 5 02/10/15 D 

General Public Utilities - GPU Service Carp app 15801 .MO .'4J 
Fiche 50-219.62/10/15,8210260162 

--8210260185 Amend 63 to License DPR-1 6. authori 1 1 ng addition of cciiilr^l 
rod drive scram discharge vot high level t, sci am trip byput « 
rod block to Tech Specs 

CRUTCHriELD, D Operating Reactors Branch 5 82/10/15 i'pP 

15003 232 24X Fiche 50-217, 02/10/ I 5, 02 1 02601 82 

— 821 0260 1B7 Safety evaluation supporting Amend 63 to Licenip 16 

* Office of Nuclear Reac tor Regulalion, Director (l2/]0/|'> p 

15003 241 24X Fithe 50-217,82/10/15.8210260182 

— B202010167 '‘Technical Evaluation Rept for QWfl Scram Discharge Vo I 
Long-Term Mods Oyster Ci eek Nuclear Oenerotmg Station " 

MUCHA, E Franklin Inst i tute/Frank L in Research Center 
NRC-03-ei-130 TER-C5506-5Q 02/01/27 ECCLEbTCN, K NRI F6i 

Detailed Affiliation Given 55pp 15003 243 24X 

Fiche SO-2] 9. 82/10/15. 0210260102 

— 0210260191 Notice of issuance 6 availability of AmoniJ 63 to i J<eii»e 
DPR- 16 

CRUTCHFIELD, 0 Operat i ng Reac toi s Oranch 5 83/10/10 3pp 

15303 29B a4X Fiche 50-219.02/10/15.02102601112 

82102102Q0 Submits addl comments on SEP F^hase II During Final stiigvs 
qf BEP. NRC prqperly i effectively assessed safety intent of 
SRPs 6 evaluated merits of alternative proposals 

CLARK.P R General Public Utilities ~ CPU Gervice Carp IIJ/lO/tH 
CRUTCHFIELD. D Operating Reactais Branch 5 2pp 15/65 1411 34a 

Fiche 50-219.02/10/10.8210210200 

8210250136 Foruards info re reactor protection sys power supply, m 
response to 020702 request for addl info Fenodic 
functional testing uiU be performed on assemblies by 
removing motor generator set from distribution bus 

FIEDLER. P B General Public Utilities - QPU Borvire Corp 112/IO/lu 
CRUTCHFIELD, D Operating Reactors Branch 5 2pp 13707 OOD 

Fiche 50-219,02/10/18.0210230136 

8210230109 Requests approval of Tech Spec Change Request 08 r* adequaiy 
of station electric distribution sys voltages L degraded 
grid protection for Class IE power sysrin response to 011016 
Itrs Voltage regulators provide no safety function 

Oeneral Public Utilities - GPU Service Corp 0 2/ SO/10 
CRUTCHFIELD, D Operating Reactors Branch 5 Hpn 15780 2a/i 244 

Fiche 50-219. 02/10/10.8210250109 


0210290254 Submits corrections to discrepancies identified In util 
821000 Ur re control room habitability One overslie 
drawing end Aperture card is available in PDR 

S Public Utilities - GPU Service Corp 82/10/19 

EISENHUT, D G Division qf Licensing 2p» 1S053 | 12 24X 

Fiche 50-219.02/10/19.0210270234 

8210270202 Advises of review of deviations to stated positions 
contained In MUREO-0737. Item H F 1 3. "Containment High 
Range Radiation Monitor '* Monitors expected to be installed 
during Cycle Jl refueling outage 

CRUTCHFIELD. D Operating Reactors Branch 5 02/10/20 FIEDUR.P a 

Oeneral Public Utilities “■ GPU Service Corp 3pn 13023 004 aiir 
Fiche 50-217,02/10/20.8210270202 


0210250204 Notification of 021|O3 meeting w/util in Dethesda.MD lo 
fidlity*"'"'* effectiveness in steam environ at 

CRljTrwFtc^^n'^n Reactors Branch 5. 82/10/21 

CRUTCHFIELD,© Operating Reactors Branch 9 3pp 15771 173 24K 

Fiche 50-219.82/10/21,0210250204 
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6i!l0a7-0004 Advises thaC response to NUREG-0737, I tern II K 3 25» “Effect 
of LD&s oP AC Pcuer on Pump acc ep ta b Ic. based on 

endorsetren t of DWfi ou^ners group position Mods to seal 
cooling for recirculation pumps not required 

CfiUTCHPIELD, D Operating rieactors Urancb 3 02/10/22 FIEDLER* P D 

General Public Utilities - GPU Service Carp 7pp 15915 333 
Fiche 50-219-82/10/22.8210270004 


0 Inspection reports. IE Bulletins L correspondence 


U2l0OS00l5 Addl response to FQIA request for 19 categories of info re 
nuclear reactor events V safety problems Forwards documents 
listed in App A Documents tn App Q completely ulthbeld (ref 
FOIA Ex emp 1 1 On 5) 

FELTON. J M Division of Rules and Records 82/07/12 ODELL, H A 
LritlCdl llass Energy Project 9pp 15665 027 24X 

Fiche 50-000.02/07/12.0210080015 


-'Q210090140 Systematic assessment of licensee performance notes re 
facilitcj evaluation for Auq l9/9-Jul 1980 
* NRC - No Detailed Affiliation Given 00/07/31 7pp 
13660 000 24X Firhe 50-000-82/07/12,8210000015 


9210070260 Foruards IE Insp Rept 50-219/02-20 on 820803-0707 notice 
□T violation 

STAR03TECKIj R Division of Project & Resident Programs 02/09/22 
FJEOLERiP 0 General Public Utilities - GPU Service Corp 2pp 
15634 MB 24X Fiche 50 -21 9< 02/09/22, 8210070260 


-8210070270 Notice of violation from itisp on 020003-0907 

• Division of Proiect i> Resident Programs 02/09/22 Ip 
15634 150 24X Ficbe 50-219-82/09/22.0210070260 


-- 8210 07027 5 IE Insp Rept 50-219/82-20 on 020003-0907 Noncomp I i anc e 
noted failure to follow equipment control procedures & 
prepare procedures consistent W/1OCFR20 for work involving 
personnel radiation exposure 

COHOILL.C . THOMAS. J . TRIPP, L E Division of Project S' Resident 
Programs 02/09/17 lOpp 15634 151 24X Fiche 50-219-92/09/22, 

02 1 0070260 


8210070341 Forwards IE Insp Rept 50-219/02-19 on 020002-06 No 
-noncofnp 1 tance noted 

martin. T T Di/lsion of Engineering L Technical Programs 02/09/24 
FrElJLER.P 8 General Public Utilities - GPU Service Corp 2pp 
15634 092 24)C Fiche 50-219,82/09/24,9210070341 


-8210070345 IE Insp Rept 50-219/82-19 on 920002-06 No none omp 1 ianc e 
noted Major areas inspected licensee action on previous map 
f I nd 1 ng s I ra d 1 a 1 1 on protection instrument calibr & training, 
p ost i ng, 1 ab e I mg. ALARA program Zc radwaste program 
(hiPAVi J n . ROWE.C A . GRECNMAN. C 0 Division of Engineering & 
Technical Programs 82/09/23 0pp 15634 094 24X 

Fichc 50-219.82/09/24.8210070341 


9208190233 IE Info Notice 80-35, Suppl 1, “Leaking & Dislodged 1-125 
Implant Seeds *’ Sve list end 

COBB, U I Division of Fuel Facilities, Materials & Safeguards 
02/10/06 Consolidated Edison Co of New Vork 66pp I576J 250 

24/ Fiche 50-000,82/10/06,8208190233 


8210250205 Requests relief from insp of listed welds using volumetric 
f, surface exam methods Results of review of tnservice insp 
program requirements it justification for relief in 
inspecting iO dissimilar metal welds end 

rSEDLER,P B General Public Utilities - GPU Service Corp 02/10/00 
CflUTCHF IElD. D Operating Reactors Branch 5 3pp 15791 172 24X 

Fiche 50-219-93/10/09.0210250283 


6210190375 Ack receipt af 820031 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept SO-219/SO-17 
MARTIN. T T Division of Engineering 8< Technical Programs 02/10/13 
FfEDLER-F n General Public Utilities - GPU Service Corp 3pp 
15741 017 24lX Fiche 50-219,02/10/12,8210190375 


--0210190390 Responds to NRC 820416 1 tr re violations noted in IE Insp 
Rept 5O-2J9/0O-I7 Corrective actions GA audit insp program 
of health physics activities implemented & training 
definitions Of radiation protection staff improved 
FIEDLER, P n General Public Utilities “ GPU Service Corp 
02/09/31 SMITH, 0 H Division of Emergency Preparedness & 
Operational Support 15pp 15741 019 24X Fiche 50-219,02/10/12, 

02101 9037S 


5210220102 Ac Ic receipt of 02OB12 Ur informing NRC of actions taken to 
improve emergency preparedness program per TE Emorgency 
Preparedness Appraisal Rept 50-219/02-01 

ALLAN. J M Region 1, Office of Director 02/10/12 FIEDLER, P D 
General Public Utilities - GPU 3ervlce Corp 2pp 15776 328 24X 

Fiche 50-219,02/10/12,0210220102 


— 8210220187 Responds to IE Emergency Preparedness Appraisal Rept 
30-21 9/B3-0 1 Corrective actions training program developed, 
emergency control c tr moved away from control room £< 
ventilation sgi upgraded 

FIEDLER,P B General Public Utilities - GPU Barvica Corp 
82/08/12 SMITH. G H Division of Emergency Preparedness 9p p 
15776 330 24X Fiche 50-219.02/10/12.023 0220192 


8200190238 IE Bulletin 92-03, “Stress Corrosion Cracking in Thick- 
Nail . Large-Di ameter, StainI ess Steel, Rec ircu lation. Sys 
Piping at DWR Plants " 6vc list end 

DEYOUNGifl C Director's Office- Office of Inspection and 

Enforcement B2/1D/14 Consolidated Edison Co of New Vork 

ll5pp iSalO 125 24X Fiche 50-000.02/10/14.8209190230 


S Reportable occurrences- lERs 8* related correspondence 


8210070438 Forwards engineering evaluation rapt on 810827 shutdown 
cooling sys HX failure Failures diagnosd as 
fatigue failures due to flow induced vibration Event not 
considered A0 Repairs lo be complete by 811012 

LANlK-0 Director''s Office 81/10/15 Director's Office 7pp 
15637 337 24X Fiche 50-219.81/10/15.8210070438 


8210G1000B Responds to FOIA request for 19 categories of documents ro 
nuclear reactor events S< safety problems Forwards documents 
1 1 sted in App A 

FELTON, J M Division of Rules and Records 02/06/28 UDELL, R A 
Critical Hass Energy Project ISpp 15727 005 24X 

Fiche 50-000.92/06/28-8210010008 


— B11O23OO0S Forwards engineering evaluation rept on shutdown cooling sya 
HX failures which occurred in late Aug 1901 Failures 
diagnosed as fatigue failures due to flow induced vibration 
Recommends event not be considered AO 

LANIK, 0 F NRC - He Detailed Affiliation Given 01/10/15 NRC 
- Ho Detailed Affiliation. Given 7pp 1 5731 042 24X 

Fiche 50-000,02/06/20,8210010000 


0210130167 Ro on 820814. normo 1 shutdown initiated to invostigate higher 
than normal dlfterentlai pressure readings in emergency sve 
water sys Caused by debris blockage consisting of live & 
dead animal matter Organisms removed & tubes cleaned 
FIEDLER, P 0 General Public Utilities - GPU Service Corp 02/09/22 

HAVNES, R C Region 1, Office of Director 4pp 15673 049 24X 

Fiche 50-219,82/09/22,0210130167 


8210070178 Forwards LER 92-049/03L-0 Detailed event analysis encl 

FIEDLER, P B General Public Utilities - GPU Service Corp 02/09/24 

HAYNES, R C Region 1, Office of Director 3pp 15634 290 24X 

Fiche 50-219,82/09/24,0210070170 


— 0210070161 LER B2-049/03L-0 on 020825, seven hydraulic snubbers failed 
functional testing after being replaced by certified 
functional spares Two snubbers had improper matl seals 
Caused by seal degradation &/or worn poppet valves 
CHARTER iNAi U General Public Utilities - GPU Service Corp 
02/09/24 Region 1 . Office of Director ip 15634 301 24X 

Fiche 90-219.82/09/24,8210070170 


8210070238 Forwards LER B2-O40/O3L-O Detailed event analysis encl 

FIEDLER, P D General Public Utilities ■' GPU Service Corp 83/09/87 

HAYNES, R C Region 1, Office of Director 3pp 15637 151 24X 

Fiche 50-219, 82/09/27, 021 00 70230 


—02 10070241 LER 82-04d/O3L-O on 020026. reactor water level 
i nstrumenta tion for one channel in each of several safety 
sys rondersd inoperable as result of loss of ref column 
head ^ 

RIGOLE, E I General Public Utilities - GPU Service Corp 
02/09/27 Region 1, Pffica at Director Ip 15637 154 24X 

Fiche 50-219,02/09/27,8210070238 


8210190357 BO on 020829, reactor startup conducted w/inoperabla rod 
worth mlnlmlier Minlmiier failed due to defective clock 
drive moduia In slot 4^ of CPH unit, damaging several 
components All demaged components replaced 

FIEOUER.P B General Public Utilities - GPU Service Corp 08/09/20 

HAVNE6,R C Region 1, Office of Director 2pp 15679 010 S4X 

Fiche 50-219,82/09/20,0210130397 


0210060376 PNO- 1-02-063 on 821001 , anonymous phone caller notified 
licensee that bomb was set to go off in plant No bomb 
discovered In protected area 

COWOILL, C , TRIPP, MCCABE Region 1, Office of Director, 02/10/01 
Ip 15619 055 24X Fiche 50-219. 02/10/01, 0210060376 


0210150090 Forwards LER B2-050/03L-0 Deteiletf event analysis end 

FIEDLER, P B General Public Utilities - GPU" Service Corp 03/10/01 
HAYHES»R C Region i< Office of Director 3pp 15701 178 24X 

Fiche 90-219,82/10/01,0210150090 
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DOCKETED ITEMS 


—0210150112 LER 02-O5O/t>3L“O on 020^201 r«ac tor vestsl (^rrs^unieiJ in 
■ ictti of 110 f>*l8 u/Teactor uattr fcemp sre^ti-r than 212 F 
Caustd tv InailBiluato Prnctfdurt A02 4 001 Te*t procedure will 
b* nv^lewed to redefine tenp/preuur e requirement* 

SANTEtLA.A Oencral Putlir Utilities - OPU Service Corp 
82/10/01 Regiion li Office of Director tp 15701 Ifll 24X 
Fiche 50-219. aa/lO/Oli 82101 500^0 


DOCKET 50-220 NlWE HfLE POlMT HUCtEAR STATE ON. UNIT I 
F Security, merficali artierijency it fire protection plans 


&2I0010275 Foruar'd* ''Systesnatic Assessment of Licerxiee Performance 
i3ALPI»Nine Mile Point Nuclear Station lA»i t l-'‘ for May 1931 
-Aar l9B2.util 020728 I tr re perfermance improvements & NRC 
020630 request 1.1 it of SAiP 020700 meeting attendee! end 
HAVNESi R -C Region 1/ Office of Sire c tor 02/O7/28 RMODEp 0 k 
Niagara rfohawk Power Corp 4pp 15568 327 24X 

Fich* 50-220.02/07/25,8210010275 


--021OOIO2BO "Systematic Asseiiment of Licensee Per formance. Nina Mil* 
point Nuclear Station Unit 1." for May 19BJ-ApT 1982 
» Region 1. Office of Director 82/06/22 27pp 13568 331 24 X 

Fic/ie 50-220,02/07/20. 8210010275 


8210060202 Ack receipt of 820324 Ur informing NRC of fteps taken to 
ifflpfove items identified In Apps A< D t C of IE Emargency 
Priparsdnesi Appraisal flept SO-220/QI-10 

SMITH. C H Division of Emargencv Preparedness & Operational Support 
82/09/29 RKDDEjO K Niagara Mofiawlr Power Carp 2pp 13614 010 
247 Fiche 50-820. 82/07/29, BB I 0060202 


"S2I0060208 Respond* to MRC B20222 Itr transfliittkng IE Emergency 
Preparedness Appraisal Rept 50-220/61-10 Descriptions of 
afisssment/actions to be taken for improving items 
identified in Appi A, Q & C of rept end 

LErtPOESpT e Niagara Koha^uk Power Corp 58/03/24 HAVNES, R C 
Region i. Office of Director 22pp ES6I4 020 24 X 

F i e h 6 50-820, 08/09/29. 021 0060 202 


03IOO'IO296 Forwards review gf safe shutdown analysis In response to 
02O4S6 request for add I Info r« 10CFR50,App R. Sections 
in 0 b in L DC sys 129-vQlt analysis for brisker fuse 
coordination to be completed by 821231 

MANOANi G U Niagara Hahauk Rower Corp 02/10/01 i/ASSALUO. 0 D 
Operating Reactors Brancb 8 Ip I5S96 001 24J{ 

F i c h » 90-280. 32/ f 0/0 1 , 02 1 0040896 


— 8810040303 Ap p R review ef safe shutdown analysis 

e Niagara Mohaul Power Corp 52/10/01 44ipp 15596 002 24X 

F i c h e 50-82 0, 08/ 10/0 1 . 08 1 00402 96 


0210050-003 Forwards "Dispersion Model Description for Ktne Mile Point/ 
James A Fitipatrlck Nuclear Stations." upgraded 
meteurologica 1 s<js description per TKI Action Item III A 2 
DAVNE. J F Power Authority of the State of New York GS/lO/OI 
VAS6ALL0 iD D Operating Reactors Branch 2 2pp IS604 233 24X 

Fiche 50-333, &2/10/01.B2I00500B3 


P Operating license stage docoments B. correspondence 


8810050014 Approves recirculation sys piping Tomoval Info requiied 
prior to safe-end replacement 

JASSALLOf D 0 Operating Reactors Branch 2 02/09/02 DEE.r, D I’ 

Niagara Mohawk Power Corp 3pp 15634 030 24X 

Fiche 50-220,82/09/0-2,0210050014 


8^310180632 Advises that 800421 request for tifclu change of 
vice-president closed out since util advised change no 
longer required 

VASSALLO. D 0 Operating Reactors Dianch a 08/09/17 J>I‘5r.. J) f* 

Niagara Mohawk Power Corp 2pp 15672 271 24X 

Fiche 50-220. B2/09/i7. 8210120632 


0210010033 aubmjt* Info re removal U replacement of reactor 
r ec i rcula 1 1 on eys piping. per Q20922 request Combined 
man rem exposure estimates bounded by original estimate of 
2.906 man rem 

MAN CAN, C V Niagara Mohawk Power Corp 02/09/27 EIBENilt/T. D CJ 
Division ef Licensing 2?pp 13565 170 24X Fiche 50 220,113/0'//,*/. 

B2 10010033 


8210040117 Forwards fee for Tech Spec changes re containmei^l isulalinn 
dependability [n c omp 1 1 an c e u/ r oqu i rements of NURCO-073/ & 
reactor recirculation safe-end replacements program Fee 
submittal in response to NRC 080059 itr 

MANOAN. C V Niagara Hohawt Power Corp 82/07/27 UIGOli.ii liiwnsr 
Fee Management Branch 2pp 13581 1S9 84X Fiche SO-2JO. IIJ /<!'//, •/, 

8210040117 


&21 0040 162 Forwards "Mine Mile Point Unit 1 Station Power l)i s li i hip 1 1 on 
Syt (Class l£> Load Study Field Test." in response bo NRC 
3E0808 request Required motor rewinding 4 cable replacement 
will ha performed! during next scheduled refueling outage 
LEHPOES, T E Niagara Mohawk Power Corp 68/09/27 UAB-^>Al MJ. II ti 
Operating Reactors Branch 2 3pp 15582 306 24X 

Fiche 50-880, 82/09/27. 88100401Q2 


— 0210040103 "Nine Mile Point Ifnit 1 Station Power D» str i bu 1 1 (in 'jys 
(Class lEl Load Study I Field Test " 

DLASIAK.L J I RIOEIRO, J , LAlRDiR C Niagara Mohawk i’owor (erp 
61/ 12/ 10 96pp 15502 810 24X Fiche 50 220. 02/07/2/. fJJl 0(J40l1JiJ 


83100(0275 For(jarift "Systematic Assessment of Licensee Peiform.ioio 
(BALPJ.Nsne Mile Point Nuclear Station Unit 1." for May |7iJ| 

-Apr 1962, util 030786 Itr re performance improvements & NHL 
020630 request List of SALP 020700 meeting attendees oncl 
HAYNES, R C Region I, Office of Director 02/07/80 RMOIJI . U 4 
Niagara Mohawk Power Corp 4pp i556fl 327 a4X 
Fiche 50-220, 92/09/20,8210010875 


— 8810010800 "Si^stbma tic As&sssment o-f Licensee Performance. N1 ii u Mile 
Point Nuclear Station Unit 1." for Hay l901“Apr 1902 
* Region 1, Office of Director 03/06/88 87pp 15966 J'M 24i 
Fiche 50-220, 08/09/38. 0210010 275 


--0210010297 Responds to rad 1 dlog ical controls section of n20/)8.l 
systematic asiessnaitt of licensee performance repi 
Cornml tments for performance improvements provided 
LEMPOES.T E Niagara Mohawk Foiuer Corp 82/07/80 STAflOJi TK.Ki , R 
Division of Project 6 Resident Projrams 4pp 15560 350 li+T 
FUhe 50-280. 02/09/201 8210010275 


—0210010894 Informs of 880700 meeting at sits to discuss NRC US’OA.M 
systematic aiiessment of licensee performance Discussioti of 
efforts re radiological control activities should be 
prepared 

STAROSTEGKT, R Division of Project 6 Resident Programs 02/06/30 
LEMPOES, r e Niagara Kohaiuh Power Corp 3pp I336G 368 34K 

Fiche 50-220, 03 /09 /2&i 82 1 OO 1 0875 


0S1OO5O26O Forwards 42 oveniie drawings showing connection of 
alternate stiutdooJn sys to normal shutdown sysiin response 
to NRC 920426 Itr Aperture cards are available in PDR 
MANQAN, G V Ntapera Mohawk Pouar Corp 82/09/30 VA80ALLO, P B 
(Operating Reactors Branch 2 Ip 15603 001 34X 

Fiche 50-220.92/09/30.0210050260 


0310050354 Notlfiee that proposod mods to automatic depressur 1 i ati on 
S(|B logic will ndt he submitted until 021203 Delay needed to 
consider effects of listed analyses 

MANOAN. C V Niagara Mohawk Power Corp 02/09/30 E18ENHUT. D 0 
Division of Licensing ip 15601 340 24X Fiche 50-220.08/09/30 

02LOO5O394 


8810050111 Foruerds one ovarsiit revised schedule for recirculation 
syi repairs at faci 1 Ity. Apertur e card is available in PDR 
MANOANfC V Niagara Mohauk power Carp 02/10/01 UASSAULO, D D 
Operating Reactors Branch 2 ip 15603 002 24X 

Fiche' 50-220, 62/10/01, 021OD5OI1 1 
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8310130107 Submit* a<Jdl Info to B20727 Itr re analysis criteria for 
raclrcu lation lys piping replacement Reanalgsls criteria 
provides same margin as original criteria High energy line 
break uould not affect engineered safeguard sys 

V Niagara Mohau/lr Power Corp 02/10/05 EISENHUT, 0 O 
Division of Licen&ing 3pp 15673 101 S4X Flcfie 50-220< 0S/lO/OOi 
0210130107 


8210280144 Inforins that review of technical evaluation rept< 
"Comparison of Plant L Model nadiological Effluent Tech 
Specs h Plant Offsite Dose Calculation Manual.Nine Mile 
Point Nuclear Station Unit 1 j " uilll be completed by 021130 
LEMPOES. T e Niagara Mohawk Power Carp 02/10/25 UASSALLa< D 0 
Operating Reactors Oranch 2 Ip 15637 133 24X 

Fiche 50-220.02/10/25.8210280144 


Q Inspection report*. IE Bulletins & correspondence 


0210080015 Addl response to FOlA req.uBst for 19 categories of info re 
nuclear reactor events ii safety problems Forwards documents 
listed in App A Documents In Ap p B completely withheld (ref 
Fa I A Exemption 51 

FEU TON. J M Division of Rules and Record* 02/07/12 UDELL.R A 

Critical Mas* Energy Project 9pp I56A5 027 24X 

Fiche 50-000.02/07/12.0210000015 


-0210080139 Systematic assessment of licensee performance notes re 
facility evaluation for Feb 1 980-'0c t J9B1 
a NRC - No Detailed Affiliation Given 81/01/31 Spp 
15668 003 24X Fiche 50-000.02/07/12.0210080015 


1210070337 Forwards IE Tnsp fiepfc 50-230/a2*'l4 on 830001-31 St notice of 
violation 

STAROSTECKI. R Division of Project $( Resident Programs 03/09/23 
RHODE. 0 K Niagara Mohawk Power Corp 2pp 15634 073 34X 

Fiche 50-220. 82/09 /S2. 02 1 007033 7 


-8210070342 Notice of violation from Insp on 820001 -31 

* Region I. Office of Director 02/09/22 Ip 19634 075 24X 

Fiche 50-220.02/09/22.8210070337 


-02JOO7O3SO IE Insp Rept SO-22O/02-I4 on 820801-31 Nontompl lance noted 
failure to follow radiation work permit r equlrernents for 
full face respirators 

Ht/DSON. S D t KIBTER.H fl Division of Project 4< Resident Programs 
02/09/17 8pp 15634 076 24X Fiche 50-220.62/09/22.8210070337 


310010197 Ack receipt of 020818 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-220/02-10 
MARTIN. T T Division of Engineering it Technical Progrems 02/09/24 
RHODE. G R, Niagara Mohawk Power Corp ip 15567 254 84X 

Fiche 50-220. 02/09/24,8210010157 


*0210010165 Responds to NRC 820719 Itr re Violations noted In IE Insp 
Aept 50-220/82-10 Corrective actions safety evaluation & 
procedures for reactor vessel recirculatl on notxle safe-end 
replacement reviewed by site operations review committee 
LEMPOESrT e Niagara Mohawk Power Corp 02/00/10 MARTIN. T T 

Division of Engineering Technical Programs 3pp 15567 255, 

24X Fiche' 50-220.82/09/24.0210010157 


*10010275 Forwards “Systematic Assessment of Licensee Performance 
(SALPIrNine Mile Point Nuclear Station Unit 1." for May 1901 
-Apr 1902. util 820720 Itr re performance improvements I* NRC 
820630 ra<iu«st List of SALP 820700 meeting attendees end 
HAVNE8.R,C Region 1. Office of Director 82/09/28 RHODE, 0 K 
Niagara Mohawk Power Corp 4pp 15568 327 24X 

Fiche 50-220, 02/09/28. 0210010275 


83IODI0280 "Systematic Assessment of Licensee Performance. Nine Mile 
Paint Nuclear 0tation Unit I." for May 1901-Apr 1962 
e Region 1. Office of Director 02/06/22 27pp 15560 331 24X 

Fiche 90-220.02/09/20.8210010275 


9210010287 Responds to rad lolog ical controls section of 020622 
systematic assessment of licensee performance rept 
Commitments for performance improvements provided 
LEhP0E8. TE Niagara Mohawk Power Corp 02/07/28 BTAROSTECKI. R 
Division of Project V Resident Progrems 4pp 15568 358 24X 

Fiche 50-220,02/09/20.0210010275 


J210010294 Informs of 020700 meeting at site to discuse NRG 820623 
systematic assessment of licensee performance Discussion of 
efforts re radiological control activities should be 
prepared 

BTAR08TECKI , R Division of Project U Resident Programs 82/06/30 
LEMPGE8. T E Niagara Mohawk Power Corp. 2pp 15568 362 24X 

Fiche 50-220,82/09/28.8210010275 


8210060202 Ack receipt of 620324 Itr informing NRC of steps taken to 
improve items identified in Apps A, B 8, C af IE Emergency 
Preparedness Appraisal Rept 50-230/01-10 

SMITH. 0 K Division of Emergency Preparedness C< Operational Support 
02/09/29 RHODEj 0 K Niagara Mohawk Power Corp 2pp 15614 OJD 
24X Fiche 50-220.62/09/29,0210060202 


— 82I006020B Responds to NRC B30222 Itr transmitting lE Emergency 
Preparedness Appraisal Rept 50-220/01-10 Descriptions of 
assessment/ac t ions to be taken for Improving items 
identified in Apps A. D S, C of repi encl 

LEMPGES. T E Niagara Mohawk Power Corp 02/03/24 HAVNES. R C 
Region 1. Office of Director 22pp 15614 030 24X 

Fiche 50-22 0,02/09/29.6210060202 


0200190233 IE Info Notice 80-35. 3uppl 1, "Leaking Dislodged I-12l> 
Implant Seeds " Sve list end 

CODBi L I Division of Fuel Facilitia*. Materials 6 Safeguards 
02/10/06 ConsoUdatod Edison Co of New Vork 66pp 13761 250 
24 X Fiche 50-000.82/10/06,0200190333 


0210210255 Foruads IE Insp Rept 50-220/02-16 on 020624-27 No 
noncomp 1 lance noted 

MARTIN. T T Division of Engineering St Technical Programs 02/10/06 
RHODE, 0 K Niagara Mohawk Power Corp 2pp 15766 237 24X 

Fiche 50-230.62/10/06.8210210255 


—8210210264 lE Insp Rept 50-220/82-16 on 020024-27 No noncomp I ianco 
noted Major aroai inspected inservice insp program it 
activities associated ui/rec i r culati an sys mod. i pc lud i ng 
welder tral nlng/qua I i f i cat i on fcweld procedures 

GRAY. E H , MCDREAnry, R A , DURR.U P Region J. Office of Director 
02/09/14 6pp 15766 239 24X Fiche 50-220.02/10/06,8210210235 


8210290103 Forwards IE Bafe guards Insp Rept 50-220/02-10 on 020915-16 
No noncompi lance noted 

MARTIN, T T Division of Engineering <, Technical Programs 82/10/00 

8UNSER. J J Niagara Hohawk Power Corp 2pp 15853 257 24X 

Fiche 50-220.02/10/004 0210290103 


—0210290107 IE aafegu^ird* Insp Rept 50-220/02-10 on 020915-16 Np 
noncomp 1 lane B noted Major areas inspected organization 
I, operation, sh ipp ing 4. receiving, storage 2. internal control, 
physical inventory & records it repts 

COHEN. I , WOLTNER.E . OODY. A T Divisidn of Engineering St 
Technical Programs 82/10/07 6pp 15053 259 24X 

Fiche 50-220.02/10/00.0210290103 


0308190230 IE Oulletin 82-0^3. “Stress Corrosion Cracking in Thick- 
CVal 1, Large-Di ameter , Stai n Less Steel. Rec ircu latlon Sys 
Piping at BNR Plants “ Sve list end 

DEYOUNO.R C Director's Office, Office of Inspection end 

Enforcement 02/10/14 Consolidated Edison Co of Hew York 

llSpp 15810 125 24X Fiche 50-000. 02/10/14.0200190238 


0210260177 Ack receipt of 020915 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-220/82-06 
martin, T T Division of Engineering 6 Technical Pi ograms 02/10/21 
RHODE. 0 K Niagara Mohawk Puwer Corp Ip 15799 042 24X 

Fiche 50-220,82/10/21.0210260177 


—8210260104 Responds to NRC 020019 Itr re violations noted In IE Insp 
Rept 50-220 /B2-06 Corrective actiens personnel surveyed, 
nasal smears taken, meet ing held w/personnel St disciplinary 
action taken 

LEMPOES.TE Niagara Mohawk Power Corp 02/09/15 MARTIN.T T 

Division of Engineering 9t Technical Program* 2pp 15799 043 

24X Fiche 50~220. 82/10/23 . B2 102601 77 


fl Periodic operating reports related correspondence 


8210130347 Forwards monthly operating rept for Sept 1903 

LEMPOEB.T E Niagara Mohawk Power Corp 02/10/06 Director's 
Offlcti Office of Inspection and Enforcement Ip 15679 134 84X 

Fiche 50-220.02/10/06,8210130347 


—0210130350 Monthly operating rept for Dept 1982 

ROMAN. T U Niagara Mohawk Power Corp. 02/10/03 4pp 15679 135 
24X Fiche 50-220,02/10/06,0210130347 


8 Reportable occurrences, LERs it related correspondence 


0210150133 Forwards LER 81-019/03L-0 

OARTUETT.U Niagara Mohawk Power Corp 01/07/07 ORZER.fl H 
Region 1. Philadelphia, Office of the Director (01/03/01) Ip 
15697 003 24X Fiche 30-220.01/07/07,0210150135 
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leak Fjite 


-&210150J42 LER BL'0J9/O3L-0 oft 0tO&O7« wJi 1 1 e pprformiTig i oca 
t.*ting-l-ir»ch Fiaher i*QlaUon valve 39-Jl of em.Tatjictf 
c:QT>d*n«r iteam Itn. ty* failed to *i*t Cau«d by worn 

sealing packing flia t J < Valve repacked 

f^eiLO/J Niagara Hoiiauk Power Corp 01/07/06 Region I- 
PhilJdeJpAj*, Office of t»ie Director <01/03/01) tp 1 S697 0B6 
Z4X Fiche 50-230.61/07/07.0^10150135 


— 0209290169 Foruard* puMic version of Revision 4 to generating ibatkes 
fjnergencg plan corporate command ctr Emergency Plan 
rmplamenttn g proc adjure EOF-S, **Envlron/Emergency 
Coordinator Recalpt form end 

PAJ0W6Kr.J E Commonuealth Ed i ton Co 62/09/01 DENTON. H R KPC 
- No Oetallid Affiliation Given Ip 15564 123 24X 

FlChe SO-OGO, 62/09/16.8209290125 


0210060204 Forwards LER B2-O12/04L-0 

LEUPCES- T E Niagara HDhatj<l Power Corp 
Region t. Office of Director Ip 
Fiche 50-220.02/09/24,8210060204 


02/09/34 
15621 071 34X 


KAVNES. R C 


“E210060291 LER B2'012/04L-O on 830B31 . I cuier limit of detection 
sei^silivity not met for several radionuclides in analysis of 
samples Tech Bp«t parameter too narrow for wfrt/dry 
ueigNt units conversion Tech Spec ^ , 

PAFROtii N Niagara Nahauk Power Corp 62/09/24 Region 
Qttice of Director Ip 13621 072 24X Ficlie 50-220.62/09/24, 

6210060284 


0210010007 PN0-I-a2-03lC on 020924. eight oltrasemc indications found 
in emergency condenser sys piping 6 four i rv shutdown cooling 
s' 4 s piping Evaluation revealed indications due to piping 
geometry 1. not reportable , 

KISTER-H > SRUNNER.E Region I* Office of Director 82/09/27 Ip 
15565 142 24X FseJie 50-330.02/07/27.0210010007 


8210200121 LER 82-001 has teen camceJed 

COLLINS- H Niagara Mohawk Fewer Corp 62/10/19 Regtoii i» Office 
of Director Ip 15037 022 34X Fiche 50-230. 02/ 10/19. 0210280121 


DDChET 50-223 UNtV OF LOWELL RESEARCH REACTOR 
R PerJodic uperatinj reports & related correspondence 


— 020929022$ Public verilon of Revision 4 to generating station 
• fliargiencg plan corporate command ctr emergency plan 
Impt Brnfin t ing Procedure EC1F-3 j "Envl ron/Emorgency 
Coordinator 

PAJOWSktI.J E , LITERSKI.L A . FLESS N ER. S A Commonwealth Edison 
Co 02/00/31 lipp 15564 124 34X Fiche 50-000. 02/09/ 1 6. 

0209390135 


0210010009 Forwards info to suppl 020701 roq.uost for exemption fron A^ji 
R per 020917 telcon Request applies to Sections HI 02a 
$ III 0 3 b re installation of fire suppression sys 
RAUSCH. T J Commonwealth Edison Co 82/09/23 EIBENHUT. D 0 
Division of Licensing Bpp 1S565 152 24X Fiche 50-000.03/09/83, 

0210010009 


0210130376 Advises that installation of offsite dose calculation sys 
program fully operational traciiing model 8< operational 
A-modrl uljt be delayed until 82J23J to complete prime 
computer installation 

SWARTZ. E D Commonwealth Edison Co 03/10/06 DENTON. H R Ufflf* 
of Nuclear Reactor Regulation. Director 2pp 15602 096 34X 

Fiche 30-000. 02/10/06. 0210130376 


0210390047 Releases public version of revisions to Quad Cities. Zion 
if Dresden emergency plan annexes & revised generating 
station emergency plan telephone directory 

FELTON. J K Division of Rules and Records 82/10/00 Document 
Hanagement Branch Ip 15877 313 24X Fiche 50-000. OS/IO/OQ, 

0310390047 


0210200163 Forwards monthly operating for June 1982 

WALLACE.! Louell- Unlv of 63/10/21 Director's Office. Office 
of Inspection and Enforcement Ip 15037 011 24X 

Fiche 50-233.03/10/31.8310380103 


■8210280186 Monthly operating rept lor June 1962 

• Lowell. Univ of 02/10/31 7pp i5D37 012 24X 

Ffcche 50-223.33/10/31.0210260103 


DOCKer 50-228 AEROTEBT RADIOGRAPH 7 t REgEAfiCH REACTOR 


F Security, medical, emergency & iire protectio-n plant 


8210060126 Forwards IE Insp Rept 50-228/82-02 on 020830 1< 0902 No 
noncomp 1 lance noted 

90OK.. H £ Division of Radiological Safety I* Safeguards Program 
02/09/15 NEHACHECK. R Aerutest Oparatjons 4pp 15614 320 24X 

Fiche 55-230. 82/09/1$. 83] 0060 126 


--8210060I31 IE imp Rept 50-220/82-02 on 020630-0902 rw noncomplianc a 
noted Naior areai inspected radiation protection program, 
emergency planning program &■ environ monitoring program 
CILLIS.M . WENSLAWSKl.F A . DOOK. H E Division of Radiological 
Safety $• Safeguards Program 02/09/14 0pp 15614 324 24X 

Fiche 50-228. 02 /09/ 1 5. 02 S 0060 1 26 


--B210290060 Foriiiardt public version of Revision 3 to Quad Cities 1. ZiM 
emergency plan anne x*». Revisi on 2 to Dresden emergency plan 
annex. Rivision 0 to Byron emergency plan annex it revised 
generating station emergency plan telephone directory 
HOOREiR 0 Commonwealth Edison Co 82/07/30 DENTON.H R KRC - 

No Detailed Affiliation Given Spp 15077 314 24X 

Fiche 50-000, G2/£O/O0. 0310290047 


— 8210290077 Public version of Revision 3 to Quad Cities h Zion 
emergency plan annexet. Revisi on 2 to Dresden emergency plan 
annex & Revision 0 to Byron emergency plan annex 
• Commonu^ealth Edison Co 82/06/30 102pp 15877 319 24X 

Fiche 50-000.82/10/08.8210290047 


— S21029008G Public version of revised generating station emergency plei 
telephone directory 

OALLE. D P Commonwealth Edison Co 82/08/12 43pp 1587(1 2IR 
24X Fiche flO-OOO. 02/ 10/08» 821 0290047 


0310220359 Provides info re organiiation gt performance of depts 
responsible for radiation protection actlvi t les. per 020702 
comml tment. training coordinator assigned in Apr 1902 to 
Improve health physics training programs 

TRAMM. T R Commonbiealth Edison Co 82/10/14 DENTON. H, R Office 
of Nuclear Reactor Regulation, Director 9pp 15776 287 24X 

Ficha 90-000.82/10/14.0210220350 


0210290170 Advisee that plans it preparedness for offsite proteckion 
near facility adequate & will be applied in event of 
radiPlugtcal emergency IL State it local plans approved subj 
to vtrifUatlon of adequacy of alerting & notification lyt 
THOHAB.L M Federal Emergency Management Agency 02/10/14 
DIRCKB.If Office of the Executive Director for Operations ]; 
15780 30$ 34X FKho SO-OIO. 02/10/14. 6210290170 


0 Adjudicatory correspondence 


B210010257 Decision ALAD-695 affirming LBP-01-37 & LDP-02-65, 
sanctioning mod to OL for Unit 3 to permit installation of 
five high density spent fuel storage racks it authorising 
issuance o-f amends to OLs . respective! y 

TDMFktlNS. & A Atonic Safety and Licensing Appeal Panel 82/09/29 
3pp 15574 0 56 34X Fiche 90-237. 02/09/29. 0210010297 


P Operating license stage documents it correspondence 


8210080001 Advises that board notification issued on 820903 re use 
auxiliary overhead crine rather tlian ma^n overhead crane to 
move spent fuel pool racks should haw been issued w/Numbar 
BN-a2-92 

MlRAOLIAiF, Assistant Director for Safety Assessment 02/09/14 
Atomic Safety and Licensing Board Penal 4pp 15660 341 24X 

Fiche 90-237. 03/09/14. 0210080001 



DOCKETED ITEMS 


— 0210080002 Board Wolification 02-92 informs qf util failure to carrg 
out fuel pool rack removal & Installation in manner 
described m testimony at hearings Auiiliary overhead crane 
used instead of redundant mam overhead crane 

IPPOLITOj T A Assistant Director for Safety Assessment 02/09/03 
Atomic Safety and Licensing Board Panel 2pp 15^68 049 24X 

Fiche 50-237. 82/09/ J 4. 8210000001 


--0209210303 Recommends board notification re util use of auxiliary crane 
instead of main redundant crane to install fuel racks, as 
described in testimony berore A5LB Licensee has committed to 
rol lou testimony m completing remaining ii/ork 

IPPOLlTOi T A Assistant Director for Safety Assessment 02/09/03 

EISE14HUT, D Q Division of Licensing 2pp 15668 349 2AX 

Fiche 50-a37> 02/09/H. 0210000001 


6210050309 Foruards final safety evaluation of SEP Topic Vl-4. 
Containment Isolation Sys " Evaluation util Pe basic input 
to integated safety assessment Differences from current 
criteria listed 

□ CON'^DR- P Operating Reactors Branch 5 02/09/24 DELGEORGE,L 

Commonwealth Edison Co 2Spp 15608 104 24X Fiche 90-237> 

02/09/24. 8210050309 


6210120105 Requests delay of impl ementa t ion due dates re NUnEO-0737. 
Items 11 B 2. ‘“Plant Shielding." 11 0 3. "Post-Accident 
Sampling' 6 I I F 1 I. "Noble Oas Effluent Monitor " 

SWARTZ. E D Commonwealth Edison Co 02/10/04 EIBENHOT. D 0 
Division of Licensing Spp 15*51 237 24X Fiche 50-000.02/10/04. 

0210120105 


0210190464 Informs that mods to BRP Section S 3 2 re SEP Topic VUI-3 0 
on dc power sys bus voltage monitorino & annunciation 
initiated Mods will provide battery voltage indication in 
control room ^ will replace process computer 
RAUSCH. T J Commonwealth Edison Co 02/10/05 O'CONNOR. P 
Operating Reactors Oranch Q Ip 15740 298 24X 

Fiche 50-237,02/10/05.8210190464 


8210260526 Forwards Revision 3 of Chapter 9 of “Offsite Dose 
Calculation Manual " 

GOLDEN. J C Commonwealth Edison Co 02/10/06 CASE, E 0 Office of 
Nuclear Reactor Regulation, Director 2pp 15005 137 24X 

Fiche 50-000.02/10/06.0210260526 


— 8210260542 Revision 3 of Chapter 9 of "Offsite Dose CaUulatio 
Manual " 

•* Commonwealth Edison Co 82/09/30 83pp 15005 139 24X 

Fiche 50-000. 02/10/06. 8210260526 


S2l0i30326 Comments on proposed scope of Phase III of SEP as reflected 
in individual topic definitions appended to 820909 Itr 
Staff encouraged to develop 6 implement means to incorporate 
pai.itive attributes of Phase III in licensee/NRC interface 
KACICH. R M SEP Owners Group B2/I0/07 EISENHUT. 0 0 Division of 
Licensing 7pp 15682 179 24X Fiche 50-000.02/10/07.8210130326 


3210100059 Provides addl guidance & clarification re 020006 request 
for addl info per NUREO-0737, I tern M B 3. "Post-Accident 
Sampling Sys " Detailed reliability analysis not required 
to sa*-isfy NRC concerns 

CRUTCHFIELD, D Operating Reactors Branch 9 82/10/00 DELOEOROE. L 

Commonwealth Edison Co 3pp 15720 004 24X Fiche 50-000. 

92/10/001 0210100059 


^210190565 Responds to SEP Topic 111-4 D. "Turbine Missiles " Visual L 
fiber optic exams revealed water cutting in line w/keywayt 
on hub wheels 

RAUSCH, T J Commonwealth Edison Co 02/IO/OB O'CONNOR.P 
Operating Reactors Branch 5 2pp 15736 135 24X 

Fiche 50-237.82/10/08.8210190565 


■21O19O60O Forwards safety evaluation of licensee 020414 & 0611 
responses to NUR£G-0737( I tem II E 4 2. "Purge/V«nt Valve 
Isolation Dependability " Responses acceptable Topic 
review completed 

CRUTCHFIELD. 0 Operating Reactors Branch 5 82/10/13 DELOEOROE. L 

Commonwealth Edison Co Spp i573S 192 24X Fiche 50-237. 

82/10/13. 0310190680 


21019044S Forwards supplemental response to Generic Ltr 02-05 re 
implementation status of NURE6-0737. t terns II 0 3. 1 1 F 1 2. 

II F I 3. r I F I 5 6 1 1 F J 6, in response to 821006 request 
SWARTZ. E D Commonwealth Edison Ct> 02/10/14 EISENHUT. 0 0 
Division of Licensing 5pp 15741 202 24X Fiche 50-000. 82/10/ J4, 

B210I90445 


210220335 Forwards info re NUREO-0737. Item ll D t. "Performance 
Testing of 0WR 8afety/R«l ief Valves." per 020727 request 
Info adequately demonstrates applicability of results of flWR 
owners group generic test rept NEDE-249Sa-P to facility 
SWARTZ.E 0 Commonwealth Edison Co 82/10/15 EISENHUT. D 0 
Division of Licensing 17pp 15776 011 24X Fiche 50-237. 02/10/15, 

8210220335 


8210250203 Forwards prelimiTxary draft of integrated plant safety 
assessment re pt. Chapter 4. “’Integrated Assessment Nummary " 

Enel draft includes commitments submitted in response ta NRC 
020715 ltr 6 assessmont meeting^ 

CRUTCHFIEUD, 0 Operating Reactors Branch 5 02/10/15 OELOECROE, L 

Commonwealth Edison Co 60pp 15769 204 24X 

Fiche 50-237.82/10/15.0210250203 


8210250155 Forwards corrections to proposed Tech Spec Pages 1 2 /S 2-1 { 
3^3/4 3-5r sup porting revietii of future rtloade & revised 
Figure 3 5 1. Sheet 1, providing extended MAPLHOR vs exposure 
curves for barrier load test assembly fuel 

RAUSCH, r J Commonwealth Edison Co 82/10/10 DENTON. H R Office 
of Nuclear Reactor Regulation, Director 2pp 15780 233 24X 

Fiche SO-OOO. 02/10/10. 8210250 £55 


— B21O250177 Errata t, Addenda Sheet 0. replacing Page 4-iO to "^LOCA 
Analysis Rept for Dresden Units 2 6 3^ Quad Cities I Sc 2 
Nuclear Power Stations 

* General Electric Co NEDD-24I46A ERR 08 82/09/30 3pp 

15768 239 24X Fiche 30-000.02/10/18,0210250155 


6210250069 Provides addl info re reactor water cleanup roam area temp 
monitors Temp elements cause no automatic plant response 
beyond control room alarms 

RAUSCH. T J Commonwealth Edison Co 82/10/19 EJSENHl/TiD Q 

Di vision of Licensing 2pp 15707 061 24X Fiche 50-000.62/10/19. 

8210230069 


6210260485 Provides addl info re actuation of relief valve PRV 
2-1201-00 on reactor water cleanup sys Existing 
conf iguration adequate to handle transient w/o either 
reactor scram or reactor water cleanup overpressur i iation 
RAUSCH, T J Cominonweal th Edison Co 82/10/19 O'CONNOR, P 
Operating Reactors Branch 5 2f>p 15807 2 57 24X 

Fiche 50-237,82/10/19.8210260405 


0210260296 Forwards safety evaluation of DWR ouiners group generic 
response to NUREO-0737. Item II K 3 25. "Effect of Loss of 
AC Power on Pump Seals '■ No mods to seal cooling for 
red ir cula tlon pumps required Item resolved 

CRUTCHFIELD. D Operating Reactors Branch 5 82/10/21 DELGEORGE, L 

Ctfmmonwealth Edison Co 7pp 15003 018 24X Fiche 50-237i 

82/10/21.6210260296 


•0 Inspection reports. IE Bulletins it correspondence 


6210060329 Forwards IE Insp Repts 50-010/62-02, 50-237/02-03 & 
50-249/02-03 on 820119-0218 No noncoiript ianc e noted 

LITTLE.N 0 Division of Engineering i Technical Programs 02/09/22 
REED.C Commonwealth Edison Co 2pp 15615 331 24X 

Fiche 50-010,82/09/22.9210060329 


—0210060335 IE Insp Repts 50-010/02-02.50-237/02-03 Zt 50-249/02-03 an 
620119-0218 No noncompliance noted Major areas inspected 
open 6 unresolved items U Items of noncompliance re 
integrated leak rate test 

REfMANN. F N Region 3. Office of Director JACKIH. I N Division 
of Engineering & Technical Programs 02/09/Sl 7pp 15615 333 
24 X Fiche 50-010, 02/O9/22» 9210060329 


6210150523 Forwards IE Insp Repts 50-010/82-13.50-237/02-17 
50-249/02-18 on 920700-0009 & notice qf violation 
BTREETER.U F Division of Project it Resident Programs 
REED. C CommonweaUb Edison Co Spp J5713 D99 r*'*’' 

Fiche 50-010.02/09/20,0210150523 


— 9210150530 le Insp Repts 50-010/02-13,50-237/02-17 i 
020700-0809 Noncompliance noted failure to issue & 
air pressure test procedure 

TONGUE. T n . JORDAN. M J . WALKER. R D Division of 
Resident programs 03/09/28 0pp 15713 102 2* 

Fiche 50-010,02/09/28,0210150523 


8210060359 Ack receipt of 020910 Ur informing NRC of i 
correct violations noted in IF Imp Repts 50-237/81-1 
50-249/81-32; 50-254/01-23, 50-265/01-23. 50-295/01-31 « 
30-304/81-29 

SPES9ARD.R L Division of Project !< Resident Progran 
REED; C Comeionwea] th Edison Co Ip 15610 354 24 

Fiche, 50-000. 02/ 1 0/0 J , 02 1 0060359. 


—6210060367 Responds te NRC 820712 Ur re violations n 
Repts 5O-23 7/01-39, 50-249/01-32, SO- 254/0 1,-23, 50-265 
50-295/81-31 it 50-304/61-29. Corrective actions tr»i 
mgt priorities re plant availability will be conduc 
RE£D;C Commonwealth Edison Co 92/09/10 KEPPLE 
3, Office of Director I3pp, 15616,355 24X 

Fiche, 30-000, 92/10/01. 0210060359. 
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DOCKETED ITEMS 


aZlOD&OJZa Fqrwards listing of piping sgs wlii-ch fail to meat FSAR 
Tt^ulr»fflints. psr ilRC eOOaiQ conf ( rmotorg action I tr IE 
Builttin 79-14 operability evaluation updates uill not be 
provided for Dresden it Quad Cities Final update bg Dec 19B3 
RAUBCH.T J Coneionwealtb Edison Co 02/10/01 KEPPLERrJC Region 
3, Office of Director 6pp 15^40 i S9 24X Fiche 50-000. G2/ 10/01 , 
6210080178 


62101 50539 Forwards IE Insp Repfcs 50- 0 £ 0/62-1 5. 50-237 /D 2- 19 fc 
50-249/02-20 an 820630-0903 Ha nonconplianc e noted 
FAPERfELLCiC J Division of Eoiergencg Preparedness t Operational 
Support 62/10/01 REEDi C Cojnnanu-ealtfi Edison Co 2pp 
15714 175 24X Ficbe SO-QIO. 62/10/01 . 82101 50539 


—6210150543 IE Imp Repts 50-010/02-15.50-237/02-19 t 50-249/02-20 on 
620830-0903 it 09 No nonconpi iante noted Major areas 
Inspected confirmatory measur ementi program. QC program for 
analytical measurements tt environ monitoring prograni 
SCHUMACHER, h C . NtCHQLEQH.N A . U AMU SKA. A O Division of 
Emergencij Preparedness & Dpexatiorkal Support 02/09/30 7pp 
15714 177 24X Ficbe 50-010.02/10/01.8210150339 


62100A0266 Confirms 621103 enforcement conference at Region 3 ofr re OA 
aspects associated u/proc ur ement. Instal lati on S. use of 
non-gua 1 i f i e d valve guides in e I ectramagnet ic relief valves 
at fac 1 1 i ti Bs 

SPESSARD.R L Division of Project £• Resident Prograns G2/10/04 
REED. C ConmoniDealth Edison Co Ip 15640 161 24X 

Ficiie 50-000.02/10/04.0210080190 


021CO8O19O ConPIrmi 621103 enfercemant conference at Region 3 oPc re OA 
aspects associated u/proc urement. installati on & use oP 
non-^ua 1 1 f i a d valve guides in electromagnetic relief valves 
at facilities 

SPES8ARD. R L Division of Project U Resident Programs 62/10/04 
REEO. C Commonuealth Edison Co Ip tS640 161 24X 

Fiche 50-000. 82/ 10/0 4 , 821 00 BO 19 0 


8200190233 IE Info Notice 00-35. SuppL 1. ^'Leaking & Dislodged 1-12S 
Implant: Seedi ** Sve list and 

COEDrL I Division of Fuel Facilitlee. Materials it Safeguards 
02/10/06 Consolidated Edison. Co of New Vorh 66pp 15761 250 

24X Fiche 50-000.62/10/06.8206190233 


B20&19023B IE Bulletin 92-03, ^’Stress Corrosion Cracking in Thick- 
Uall I Large-Oi ameter. Stain less Steel . Rec ircu latkon Sys 
Piping at 0Hft Plants " Sve list enc S 

DEVOUMO. R C Director's Office. Office of Inspection and 
Enforcement 82/10/14 Consol idated Edison Cg of Hew York 
U5pp 15810 125 24X Fiche 50-000.62/10/14.8308190236 


R Periodic operating reports it related correspondence 


8210190097 Foruiardt monthly operating repts for Sept 1992 

SCOTT. D J Commonu-ealth Edison Co 82/10/01 Director's Office, 
Office of Inspection and Enforcement Ip 15710 001 24X 

Fiche SO-OiO, 62/10/01. 02 1 0180097 


8210040108 Forwards LER 62-040/03L-0 

SCOTT. D J Commonwealth Edison Co 02/09/15 KEPPLER, J 0 rtegjpn 
3. Office of Director Ip 15563 164 24X Fiche 50-237,82/09/15. 

02 10040 168 


—8210040169 LER e2-040/03L-0 on 620030. valve Z-l60l-a3A tihibi ted 
binding during movement while performing torus-drywe 1 1 
vacuum breaker operability test (DOS 1600-9) Cause not 
determined Repairs to be made during neit outage 

NEE. D T Commonwealth Edison Co 63/09/15 Region 1. OffLci eP 

Director 2p p 15583 165 24X Fiche 50-237. 03/09/1 5. 0210040 IBS 


8210050227 Forwards LER 62-03B/03L-0 

SCOTT. D J Commonwealth Edison Co 82/09/22 KEPPLER, J Q Rrgicn 
3, Office of Director ip 15611 026 34 X Fjchc 50-237,02/09/22, 

8210050227 


—8210050233 i-ER 02-O30/O3L-O on 820829, during H3IV timing lurvelUanti 
valves 2-203-(C fc 3-203-lD had closed times of 2 25-s it 
2 67-s, respec t i velij Caused by timing mechanism drift Valves 
adjusted 

RKEE, S Commonwealth Edison Co 02/09/22 Region 3. Office d| 
Director 2pp 15611 037 24X Fiche 50-237,82/09/22,6210050227 


02100401 90 PNO- 11 1-B2-101 on B20B24ipl«nt tripped due to broken CDphrj 
water line to generator hydrogen cooling sys spraying water 
onto current transformer Line repaired & transformer 
replaced 

TQNCUE. T , WALKER. R . STREETER. J Region 3. Office of Director 
82/09/27 Ip 15383 167 24X Fiche 50-23 7.82/09/27.0210040 170 


8210250260 Forwards LER e2-042/03L-0 

SCOTT. D J C ommoriwea I th Edison Co 62/10/12 KEPPLER, J 0 Rtgiai 
3. Office of Director Ip 15791 145 24X Fiche 50-237,02/10/12, 

8210250268 


— 0210250270 LER 02-O42/O3L-O on 820930, c on tr o I rod drive N-IO overtra.i 
alarm annunciated it rad position Indication lost Caused by 
uncoupled inner fitter Drive recoupjed at greater than 207 
power Drive will be overhauled during next refueling outage 
HOLLAND. P Commonwealth Edison Co 82/10/12 Region 3. Cllficp 
of Director 2pp 15791 146 24X Fiche 50-237.02/10/12. 

8210250268 


0210250283 Forwards LER 62-042/017-0 

SCOTT, 0 J Commonwealth Edison Co 82/10/14 KEPPLER. JO Rigion 
3. Office of Director Ip 15791 102 24X Fiche 50-237.02/ 10/141 

0210250233 


— B2I0250296 LER Q2-042/01T-0 on 621002, s igh tg lass laolalion L vert 
valves reported open u/no indication of excess makeup 
Calculations indicate leakage was in excess of Tech Spec 
Caused by operator error Valves closed 

HOLLAND, P Commonwealth Edison Co 02/10/14 Region 3. Of fid 
of Director 3pp tS79l 103 24X Fiche 50-237,02/10/14. 

0210250283 


--8210180100 Monthly operating repts for Sept 1982 

SCHRBEDER.B a CommanuealtA Edison Co 02/10/01 ?2pp 
15716 002 24X Fiche 50-010.02/10/01,8210180097 


DOCKET SO-244 RO0ERT EMMET OINNA NUCLEAR PLANT, UNIT 1 
F Security, medical, amergancy L fire protection plans 


S Reportable occurrences, LERs U related correspondence 


8210150044 Forwards LER ai-OS9/03L-O 

SCPTT,D J Commonwealth Edison Co 81/10/08 KEPPLER, J 0 Region 
3. Chicago, Office of the Director {81/03/Cl) Ip 15701 126 24X 
Fiche. 50-237, 61/10/06; 821015004 4 


B210I50049 LER 81-059/03L-0 on 3]0<9SO. while conducting insp on pump 
2A.CCSW outboard bearing found burned out Causeif by lack of 
lubrication In sealed bearing Bearing replaced 
ZIRUAS.K R Connanuealth Edison Co 61/10/08 Region 3. 
Chicago. Office of th# Director (01/03/011 2pp 15701 127 24X 

Fiche 50-23 7.01/10/08,8210150044, 


0210150621 Releases public version of revision to emergency plan 
Implementing procedures 

FELTON. J M Division of Rules and Records 82/09/30 Documenll 
Management Branch Ip 15717 064 24X Fiche 50-244.02/09/30, 

0210150621 


‘-921015-D643 Forwards public version of revision to emergency plan 
implementing proc edurcs , includ (ng Procedure 0C-41 I re NY 
State warning point test it Procedure BC-410 re insp of 
emergency equipment 

MAIER, J E Rochester Oai L Electric Corp 82/09/23 
CRUTCHFIELD, D apnrating Reactors Branch 5 Ip 15717 065 2il 
Fleht 50-244.62/09/30,0210150621 


8210000015 Addl reipense to FQIA rei^uest for 19 categories pf Infp re 
nuclear reactor events it safety problems Forwards documents 
lilted in App A Documents in App B completely withheld fref 
FOIA Exemption 5) 

FELTON, J.M Division of Rules and Records, 82/07/12 UDELLrR A 
Critical Hass Energy Project 9pp 15665 027 24X 

FKhs 50-000, 02/07/12.0210060013 


— 92100B0197 NRC operations ctr usage chart re events at facilities 
a NRC - No Ditiilfd Affiliation Olven 02/07/12, Ip 13660*221 
24X Fiche 50-000. 02/07/ 12,02 lOMOO 1 3 


— 0210150640 Public version of revision to emergency plan Impl ementiM 
procedures. including Procedure BC-4tl re NY State warning 
point phone test I. Procedure BC-410 re insp of emergency 
e^wlpment 

RDDINE, Jf C , SPECTER, 8 M Rochester Oas & Electric Corp 
02/09/20 48pp, 15717 066 24X Fiche 50-244. 02/09/30. 821 OlSOWi 


0210190500 Ack receipt of 820224 itr informing NRC of steps taken U 
correct vloletions noted in IE Imp Rept 50-244/01-32 
ALLAN, J M Region 1. Office of Director 82/10/07 HAlERfJ E 
Rochester Oas it Electric Corp Ip 15739 307 24X 

Fiche 50-244,82/10/07.8210190580 
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— Q2i019057l Responds to NRC BC121S Itr re violations noted lit IE Infip 
Rept 50-244/01-22 Corrective actions emergencg plan training 
program i^l 1 1 be realigned bg 620115 to be consistent ui/ 
functional area requirements 

E Roc be s ter Gas fir Electric Corp 02/02/24 HAVNES. fl C 

Region (• Office of Director 4pp 15739 300 24X 

Fiche 50-244.02/10/07.6210190500 


— 0210190616 Responds to NRC 811215 Itr re violations noted in IE Insp 
Rept 50-244/01-22 Corrective actions clarified required 
ai 1 1 on. e i im mated existing amb i gui 1 1 es« inconsistenci ei fc 
errors for emergency functions 

MAIER.J E Rochester Gas fi< Electric Corp 02/04/19 HAVNEB. fl C 
Region 1. Office of Director 2pp 15739 312 24X 

Ficbe 50-244,82/10/07.8210190580 


021019063/ Responds to NRC 020520 Itr re violations noted in IE Insp 
Rept 50-244/81-22 Corrective actions committee established 
to evaluate fi. Inventory supplies Rept ui 1 1 be submitted 
by 821231 

MAIER.J E Rochester Gas 6 Electric Corp 82/06/30 SMITH. 0 H 
Division of Emergency Preparedness fi Operational Support 22pp 
19739 314 24V Piche 90-244, 82/10/07. 821 0190500 


--B210190647 Responds to NRC 811215 itr re violations noted in IE Insp 
Rept 50-244/01-22 Corrective actions revision of Emergency 
Plan SC-1 completed prior to startup after 1902 refueling 
shutdoun 

HAIER.J E Rochester Gas I Electric Corp 02/10/07 HAYNES. R C. 
Region 1, Office of Director Ip 15739 336 84X 

Fiche 50-244.82/10/07,0210190900 


B210290212 AcV receipt of 821015 Itr informing NRC of stops taken to 
coirect violations noted in IE fnsp Rept 50-244/02-15 
STARCISTECKI, R Division of Project ^ Resident Programs 82/10/25 
flAIER. J E Rochester Oas i: Electric Corp Ip 15053 279 24X 

Fiche SO -244. S2M0/25. 0210290212 


— 8210290217 Responds to NRC 020914 Itr re violations noted in IE Insp 
Rept 50-244/82 -15 Corroc tive actions situation reviewed 
4 determined to be Isolated case Further action unnecessary 
MAIER. J C Rochester Gas fi. Electric Corp 62/10/15 DRUNN£R,E J 
Region 1< Office of Director 2pp 15653 2B0 24X 

nche 50-244,82/10/25,0210290212 


L, Adjudicatory correspondence 


6210280060 Updates 020730 status rept on NRC Issuances Final Integrated 
plant safety assessment rept to be issued on 021029 
Conversion safety evaluation rept fi< update to FES to be 
issued in Nov 

YOUNG. M A Hearing Oranch 4 02/10/26 ORQSSMAN.H , UUEBKB.E A . 
COLE.R F Atomic Safety and Licensing Soard Panel ip 15037 262 
24X Fiche 50-244. 02/10/26, 0210280060 


0 Advisory Committee on Reactor Safeguards reports fi. correspondence 


Q2O029OO10 Suuimarlios 26Bth ACRS meeting on 020812-14 in Washington. DC 
re full power OLs for Grand Gulf I & Watts Dar I fi« II, 
systematic evaluation Integrated reliability assessment 
or Gmna 6 control room habitability 

SKEWMONfP ACRS - Advisory Committee on Reactor Safeguards 
82/08/06 PALLADINO. N J Commissioners 3pp 15649 233 24X 

Fiche SO-OOOr 82/00/26, 82002900 1 0 


B21O10OO74 Forwards 020917 response to ACRS comments t' recommendations 
per facility SEP review 

CRUTCHFIELD, D Operating Reactors Dranch 5 02/10/07 MAIER.JG 

Rochester Gas t> Electric Corp 2pp 1S719 347 24X 

Fiche 50-244.02/10/07.0210180074 


— 8210100003 Responds to ACRS 820810 comments fi. recommendations re 
facility SEP review Draft NUREG-0821 will be revised to 
reflect agreements 

DENTON, H R Office of Nuclear Reactor Regulation. Director 
62/09/17 SHEWMONrP S ACRS - Advisory Committee on Reactor 
Safeguards Spp 15719 349 24X Fiche 50-244.02/10/07. 

□210180074 


P Operating license stage documents & correspondence 


B2100100D8 Responds to FOIA request for 19 categories of documents re 
nuclear reactor events fic safety problems Forwards documents 
1 1 5 ted In App A 

FELTON. J M Division of Rules and Records 82/06/26 UDELL. R A 
Critical Mass Energy Project I5pp 15727 005 24X 

riche 50-000. 02/06/201 8210010000 


— 0003310179 Foriiiardi NRC tvaluation nf use of four mixed oxide fuel 
assemblias for Cycle 10 Use of assemblies Is acceptable u/no 
changes For future cycles NRC will require increase in 
nuclear uncertainty re total peaking factor 
CHECK. P 6 Reactor Safety Branch. 00/03/11 ZIEMANN. D L 
Operating Reactor* Branch 2 (Pre 8004201 0pp 15727 036 24X 

Fl ch# 50-000. 02/06/28, 0210010008 


8S10120103 Addl feepense to FOIA requ’ast for nine categories of recordi* 
generated by pre^ant NRC Coriwnls i loner s. prlmarl Ig Chairman 
Pailadino fie Comtni si inner Roberts & UMte House Forward* 

App 0 documents 

FELTON. J ri Division of Rules and Records 82/07/12 UDELL. R A 
Critical Mass Energy Project 3pp 1 9690 1 17 24X 

Fiche 50-000,82/07/12.0310120103 


— 6210120151 Agree* w/pplnt raised in 020201 memo re NRC incident 
response program Points raised by staff will be addressed 
in rept on lessons learned at Incident response ctr from 
f ac 1 1 1 ty event 

PALLADINO.N J Commissioners 82/02/16 ROBERTS, T M 
Commissioners Ip 15690 136 24X Fiche 90-000, 02/07/1 2. 

8210130103 


82100700D7 Respond* to FOIA request for eight categories of record* rn 
steam generators fi< steam turbines App A documents provided 
in 8 Ud«U FOIA Request 01-313 Forwards documents Listed Jn 
App B 

FELTON. J M Division of Roles and Records 02/00/10 LONG. D J 
Winthrop, Gtimsan. Putnam fi< Robert* 9pp 15645 063 34X 

Fiche 30-000, 02/08/10,8210070007 


— 0203170310 Forward* background summary of operating expanence w/ 
steam generators prior to 830135 tube rupture 

JOHNSTON. U U Assistant Director for Materials fic Oua 11 f i c atl ona 
Engineering 62/01/20 LAINAS.G C Assistant Director for Safetij 
Assessment Spp 15645 104 24X Fl che. 50-000. 62/00/10. 

0210070007 


— 0203240397 Submit* daily highlight re 820203 insp of steam generator fl 
to determine location of 020125 ruptured tube event Eddy 
current tests performed on tube near periphery on hot leg 
side it four adjacent tubes 

LYONS, J E Operating Reactors Dranch 5 02/02/03 DENTON,]! . 

CARTER, J , BrSENHUTrD NRC - No Detailed Affiliation Given Ip 
15645 009 24K Flch* 50-000.02/08/10.8210070007 


—8203020267 Submits dally highlights for 820210 meeting w/util ra 
requirements for restart Prior to r estar t. uti 1 should finish 
fiber optic insp of secondary side of D steam generator fic 
obtain designer opinion on effects of plugging 

LYONS, JE Operating Reactor* Branch 5 82/02/11 DENTON. H R . 

CARTER. J » ei0ENHUT, D NRC - No Detailed Affiliation Given Ip 
19649 092 24X Flch«. 50-000. 02/08/10, 0210070007 


— B2D304D502 Submits daily highlight re television insp of D steam 
generator revealing mi s s Ing. partla 1 ly missing & damaged 
tubes fic presence of foreign objects Meeting w/NRC planned 
LYONS. JE. Operating Reactors Branch 9 82/02/19 DENTON. H . 

CARTER, J . EI8ENHUT. D NRC - No Detailed Affiliation Given. tp 
15645 096 24X Flcha 90-000.82/00/10,8210070007 


— 0203100593 Submits dally highlights re insp of ruptured tube uslnp 
fiber optics Flve^inch kite shaped rupture caused by stress 
corrosion linked to differential expansion between tube fic 
tube wrapper wedye Tube being plugged 

LYONS. J.E Operating Reactors Branch 5 02/02/08 DENTON. H j 

CARTER. J . E18ENH0T. D NRC - No Detailed Affiliation Given Ip 
19643 091 24X Fiche 50-000.82/00/10,0210070007 


— 8203110334 Submits highlights r# fiber optic investigation of secondary 
side of B steam generator revealing damage to previously 
plugged tubes Preliminary indications show me tube severed 
Investigation of peripheral area continuing. 

LYONS, J E Operating Reactors Branch 5 B2/02/I2 DENTON. H ♦ 

CARTER. J . EI8ENHUT. D NRC - No Da tailed Affiliation Otven Ip, 

15645 094 24X flcb# 90-000. 02/08/10.0210070007 


— 0203110339 Submits dally highlights re insp of periphery of B steam 
generator hot leg Insp results indicate approx 7-10 
previously plugged tubes in peripheral area severly damaged 
TV insp planned for A t< B generator*. 

LYONS, J E Operating Reactors Branch 5. 82/02/16 DENTON. K t 

CARTER, J » ElBENHUr. D NRC “ No Da tailed Affiliation 01 vsn 2pp 
15645 099 24X Flcha 90-000.02/08/10.0210070007 


— 0203110403 Forward* response to VO Dumele, cha Irman «f Pollution Control 
eoardi State of ILi qua* t Ions in 030137 Itr 

JONNBTON. LI, V Asiistanit Dlractor for Materials S< Ouali f ica tl on* 
Engineering 83/02/32., LAfNAS. 0, Aisisient Director for Safety 
Aisessmant. 2pp, 15649 126 24X Fiche, 90 -000. 03/00/10. 

0210070007; 
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-'-8206070250 PorLirardv Operating Reactors AssOisment Jlranch input for 
Oinna restart safetg evaluation rapt. Section 5rre steam 
penarator (nsp program. failur » analysis & repairs 
IPPDLITO. T*A Operating Reactors Assessment Branch 82/05/13 
CRUTCHFIECDj D Operating Reactors Branch S 15645 130 

24X Fiche 5 0-000,92/08/10,0210070007 


— 0206290655 Forwards Mechanical Engineering Drench input to restart SER 
Sections 4 S through 4 8. 5 1. 5 2.5 4,6 1 & 6 2. per 020423 
r egue s t 

I^NIOHTiJP Assistant Director for Components h Structures 
Engineering 32/06/15 LAINAS. G C Assistant Director for Safetg 
Assessment £3pp 15645 IB3 24X Flche 50-000.82/03/10, 

B2i0070007 


— 8210070030 Util handout from 020210 meeting ui/NRC re 020125 steam 
generator tube rupture at facility 

• Rochester Oas tc Electric Corp 82/02/10 17pp 15645 072 
24X Fiche 50-000. 02/00/10, B210070007 


— 821007D06B Submits daily highlight re 020210 meeting u/util concerning 
requirements to 6e met prior to restart of facility 
sufficient basis presented at this time to permit plant to 
return to operation 

LYONS. J E Operating Reactors Branch 5 32/02/11 DENTONj H , 

CARTER, J , EISENKUT. D NRC - No Detailed Affiliation Given Ip 
1 5645 24X Ficho 50-000.82/03/10,8210070007 


— 8210070073 Submits daily highlight re util B20219 press conference 
presenting update on recovery activities at facility 
Keating u/NRC scheduled for 020302 

LYONS. U E Operating Reactors Branch 5 82/02/22 DENTON. H . 

CARTER. J . EIBENHI/T, D NRC - No Detailed Affiliation Given Ip 
15645 097 24X Fiche 50-000, 82/00/10,0210070007 


—8210070076 Submits daily highlight re 020301 meeting u/util & 020302 
meeting w/Nestinghouse in Oethesda. MD to discuss recovery 
activities at facility 6 generic steam generator tube 
degradation. respectively 

tYaNB.^i E Operating Reactors Branch 5 82/02/26 DENTON. H . 

CARTER, J . EI5ENHUT, 0 NRC - No Detailed AfflLiatlun Given ip 
15648 098 24X Fiche 50-000,82/08/10,8210070007 


—8210070000 Submits daily highlight re 020301 meeting u/ufcll re proposed 
recovery pregram for facility NRC concurred u/proposal to 
remove small number of steam generator tube sections for 
metallurgical eiam 

LYONS. J E Operating Reactors Branch 5 82/03/04 DENTON. N , 

CARTER, J , EISENHlfT, D NRC - No Detailed Affiliation Given Ip 
15645 099 24X Fiche 50-000.82/08/10,3210070007 


— 6210070083 Submits daily highlight re util camplettnn of cutting 3-knch 
hole in steam generator D an 620300 Burst tube it tubes 
R44C54, R43C 54 fr R43C56 removed for metallurgical exam 
ffeeting tentatively scheduled for 820322 

LY0N8.U. E Operating Reactors Branch 5 82/03/10 DENTON. H . 

CARTER, J . EI8ENNl^r, D NRC - No Detaileif Affiliation Given Ip 
15645 100 24X Fiche 50-000,82/00/10.8210070007 


— 8210070087 Submits daily highlight re BS0323 meeting w/util S> 
Nestlnghaus e concerning status of proposed repair 
activities Twenty-four tubes removed from steam generator B 
Foreign abject found in Medgt Area 4 

LYONS. J E Operating Reactors Branch 5 82/04/03 DENTON, H , 

CARTER, J r EI8ENHUT, D NRC - No Detailed Affiliation Given 2pp 

15645 lOl 24X Fiche 30-000. 82/08/10.821 0070007 


—8210070090 Submits daily highlight r* restart of facility Plant 
expected to be raady for operations above 5X power upon 
complstion of startup physics testing on 820525 
LYONS. J E Operating Reactors Branch 3 82/05/25 DENTON. H , 

CARTER, J , EISENHlfT. D NRC - No Detailed Affiliation Given Ip 

15645 103 24X Fiche 50-000, 82/08/10,82 1 0070007 


— 8S10070121 Forwards prellminarg estimate of leak rate vs time during 
Ginna 820125 steam, generator tube rupture event plot 
showing important parameters & status of sys 
IPPaLITOiT A Opsrating Reactors Assessment Branch 82/02/05 
RDE, J, NRC - No Detailed Afflliatian Given 3pp 15645 121 24X 

Fiche 50-000,02/08/10,0210070007 


■0210070135 Btvil rept input ra Oinna 820125 steam generator tube 
rupture event NRC 16th monthly status rept to Congress ra 
restart end 

* NRC - Nq Detailed Affiliation Given 82/03/11 Gap 
15645 120, 24X Fiche 30-000, 02/08/ lOr 02 1 0070007 


■8210070165 Bevll rept input re removal of selected tube eamples through 
two access ports drilled in side of steam generator to 
obtain meta 1 lurglcal data for evaluation of steam generator 
B tube failure mechanism 

* NRC " No Detailed Affiliation Given 82/04/00 2pp 
15645 136 24X Fiche 50-000, 82/09/10,8210070007 


0210010444 Responds to NRC 620902 request fur revieu of NUREC-0737, 
Item II D 3, "Post-Accident Sampling " Criterion will be 
adequately addressed by 830213 

NAIER, J E Rochester Oas Electric Corp 02/09/23 CRUTCur IFLD, D 
Operating Reacto-rs Branch 5 Ip 15570 174 24X 

Fiche 50-244,62/07/23.0210010444 


8210010357 Forwards application to amend App A of License DFR-10 I, 
proposed T«ch Specs to permit reorgan i ration of plant staff 
HAiER. J E Rochester Gas 6 Electric Corp 02/09/26 DENT DN. II fl 

Office of Nuclear Reactor Regulation, Director Ip 15574 14-1 Pax 
Fiche 50-244.82/09/26,0210010357 


— 0210010365 Application to amend App A of License DPR- 1 0, c ha ng ing leth 
Specs to permit reorgan i lat ion of plant staff 
HAIER. J E Rochester Gas & Electric Corp 02/09/28 2pp 
15574 145 24X Fiche 50-244.82/09/20,8210010357 


— 0210010369 Proposed Tech Spec changes to permit reurg am i a ti on of 
plant staff 

» Rochester Gas 6 Electric Corp 02/09/20 llpp I5S74 147 
24X Fiche 50-244.82/09/28,8210010357 


0210040281 Forwards application to amend License DPR-ID, revi s ing 
containment Isolation boundary requirements 

HAIER. J E Rochester Gas & Electric Corp 02/09/20 DENTON. H If 
Office of Nuclear Reactor Regulation. Director Ip 15507 16V 24X 

Fiche 50-244,62/09/28.0210040201 


— 82100402B4 Application to amend License DPR-10, revi s mg cDutainieant 
isolation boundary table 

HATER, J E Rochester Gas it Electric Corp 02/09/20 4pp 
15507 170 24X Fiche 50-244,82/09/20,021 0040201 


— 6210040268 Proposed change to Tech Spec Page 3 6-6 re containment 
isolation boundary table Safety evaluation enc 1 

« Rochester Gas it Electric Corp 82/09/28 3pp 15587 L74 24t 

Fiche 50-244,62/09/20,0210040281 


B2100S0214 Notifies that except for occasional transient specics.no 
federally listed or proposed threatened or endangered 
species exist in project impact area, in response to 020902 
request Federal list of endangered species end 

HAHILTOM.P P Interior. Dept of, Fish it Wildlife Service U2/09/J0 
CRLPfCRFIELO. D Operating Reactors Branch 5 3pp 15611 257 24X 

Fiche SO-244, 82/09/26, B2I00503I4 


021DOSOO59 Approves 000220 request for withholding info re use of mixed 
oxide fuel assemblies for Cycle 10 from public disclosure 
<ref I0CFR2 790) 

CRLITCHFIELO. D Operating Reactors Branch 5 82/09/29 

UlESEHANN. R A Weitinghouse Electric Corp 3pp 1S60S 171 24X 

Fiche 50-244,82/09/29,8210050059 


0210130326 Comments on proposed scope of Phase III of SEP as reflected 
in individual topic definitions appended to 020909 Itr 
Staff encouraged to develop 6 implement means to incorporate 
positive attributes of Phase III in licensee/NRC interface 
KACICH. R H SEP Owners Group 62/10/07 EI5ENKUT. D 0 Division of 
Licensing 7pp 15682 179 24X Fiche 50-000. 82/10/07. &210130J26 


0210180074 Forwards 020917 response to ACR8 comments li recommendations 
per facility SEP review 

CRUTCHFIELD. D aperating Reactors Branch 5 02/10/07 HAIER. Jt 

Rochester Gas & Electric Corp 2pp 15719 347 24X 

Fiche 50-244.82/10/07,8210100074 


— Q2101B0093 Responds to ACR8 020818 comments it recommendations re 
facility SEP review Draft NURE0-0B21 will be revised to 
reflect agreements 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
02/09/17 SHEWHON. P 3 ACRS “ Advisory Committee on Reactor 
Safeguards 2pp 15719 349 24X Fiche 50-244,03/10/07, 

8210180074 


0210190082 Forwards Amend 54 to License DPR-16, safety evaluation it 
notice of Issuance availability Amend approves provisions 
updating containment isolation valve in Table 3 6-1. to 
reflect plant lye mod 

CRUTCHFIELD, 0 Operating Reactors Branch 5 02/10/07 HAIER, J E 

Rochester Oas B, Electric Corp 2pp 15719 294 24X 

Fiche 50-244,92/10/07,8210100002 


—8210160037 Amend 54 to License DPR~18. appro vlng provisions updating 
containment Isolation valvh In Table 3 6-1, to reflect plant 
sys Mod 

CRUTCHFlELDi D Operating Reactors Branch 5 B2/I0/07 Ip 

19719 296 24X Fiche, 50-244. 82/10/07, 921 0100082 


— 8210160090 Safety evaluation supporting Amend 54 to Llcenee DPR-IB 
a Office of Nuclear Reactor Regulation, Director 02/10/07 3pp 
19719' 300 24X Fiche 50-244,02/10/0719210100082 
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--B210180094 Notico of issuance t availabilitg of Amend 54 to License 
DPR-IB 

crutch;^ r ELD, D Operating Reactors Branch 5 H2/I0/07 ap p 

15717 303 24X Fiche 50-344,02/10/07,6210180002 


8210100112 Foruards 021004 FR not ice. announc 1 ng ACRS Subctimtni tt ec nn 
Eitrcme External Phenomena B21021 & 22 meetings in Santa 
Konica#CA to discuss flooding U seismic hoiards 

CROTCHFIELDi D Operating Reactors Branch 5 62/10/07 IIAtER, J E 

Rochester Oas L Electric Corp 3pp 15717 322 a4X 
Fiche 50-244.82/10/07.0210100112 


8210180149 Foruards Amend 55 to License DPR-1 0. safety evaluation tt 
notice of issuance U availabililg Amend incorporates neui 
License Condition 3 C(10) to confirm that nert steam 
generator tnsp mill he performed during refueling outage 
CROTCHFIELD. 1) Operating Reactors Branch 5 82/10/00 KAIER. E 

Rochester Oas L Electric Carp 2pp 15717 105 24X 

Fiche 50-244. 03/10/00,8210180147 


-'-62S01801 53 Amend 55 to License DPR-10< incur porat Itig new License 
Condition 2 C(1D) to confirm that next steam generator insp 
involving eddy current & visual tnsps C, water lancing will 
he performed during refueling outage 

CRliTCHF lELD, D Operating Reactors Branch 5 02/10/00 2pp 

15719 107 24X Fiche 50-244,02/10/00,62 1 0160149 


— 8210180150 Safety evaluation supporting Amend 55 to License DPR-18 
* Office of Nuclear Reactor Regulation, Director 03/10/00 3pp 
15719 109 24X Fiche 50-244,02/10/08,8210100149 


'-831 01 80 1-61 Notice of issuance L availability of Amend 55 to License 
DPR-ie 

■CRUTCHFIELD, 0 Operating Reactors Branch 5 02/10/00 2pp 

15719 112 24X Fiche 50-244,82/10/08.8210160149 


82l0180iGl Clarifies 62D902 request for addl info re NUREG-0737, Item 
II B 3. "Post-Accident Sampling Sys " Clarification section 
of 020902 Itr provides staff gu i del ines, not roqulremcnts 
on meeting NURE(r-0737 criteria 

CRUTCHFlELDi D Operating Reactors Branch 5 62/10/08 MAIER.J E 

Rochester Oas L Electric Corp 3pp 15717 145 24X 

Fiche 30-244. 02/10/00,6210100101 


8210320105 Advises that review of util 810904 response to NUnEO''0737, 
Item 111 D 3 4j "Control Room Nab t tab 1 1 1 tij, " completed Issuo 
satisfactorily resolved except for single failure criterion 
□f intake h oxhaust ductwork 

CRUTCHFIELO. D Operating Reactors Branch 3 02/10/16 MAIER,J E 

Rochester Oas Sc Electric Corp 3pp 15775 100 24X 

Fiche 50-244,82/10/10,0210320105 


— 0209140037 Inforftis that info submitted by licensee in response to 
KURE0-0737i Item III D 3 4. "Control Room Habitability" 
accop table 

HUHPH7, 0 W Battolle Memorial Institute, Pacific Northu)est 
Laboratory FIN B-2323 03/03/23 HULMANiL 0 Accident 

Evaluation Branch 2pp 15775 102 24X Fiche 50-244,82/10/10, 

8210320105 


0310250275 Foruards status rept re unresolved safety issues, per NRG 
820£tI7 r^Ruett Info includes description of problem based 
on NRC documentation 

KAIER, J E Rochester Oas 8. Electric Corp 02/10/17 CRUTCHriELD, D 
Operating Reactors Branch 5 47pp 15791 047 24X 

Fiche 50-244 , 03/10/17,0210250275 


0 Inspectioci reports, IE Bulletins tt correspondence 


G210070007 Responds to FDIA request for eight categories of records re 
steam generators It steam turbines App A documents provided 
in R Udell FOtA Request 01-313 Forwards documents listed In 
App B 

FELTON, U M Division of Rules and Records 82/08/10 LONG, D J 
Ulnthrap, Stimson, Putnam U Roberts 9pp 15645 063 24X 

Fiche 5 0-000. 83/00/ 1 0, 82 1 007000 7 


--&31Q070038 Submits dally highlight re May 1901 Insp of ruptured tube in 
Oinne steam generator Failed tube located in wedge area of 
steam generator 

UVQNB, J C Operating Reactors Branch 5 03/03/04 DENTONtH , 

CARTER, J. . EIBEKHUr, D NRC - Ng Detailed Affiliation Given Ip 

15645 070 24X Fiche 50-000, 02/08/10, 021 0070007 


— B21O07-0139 Forwards tebulated data on steam generator intp tt maint at 
facilities Data should be provided to licensees 
IPPOLITQ. T Operating Reactors Assessment Branch B2/04/01 
UAROA, S Operating Reactors Branch 1 5pp 15645 131 34X 

Fiche 50-000, 83/00/10. 8210070007 


"-8210070172 Forwdids info re gonetator integiity L insps at .il) 

operating PURa, per 750320 t 31 requests Details of msps, 
including defect indications tube plugging ciitcria tubes 
plugged will not be provided except for Point Beach 1 
GOLLER, K R Division of Reactoi Licensing (NWR-1775 only) 

75/03/24 riACCARV. R R Division of lechnical Fleview (NRR-1775 
only) 5pp 15645 196 24X Fiche 50-000,02/00/10.0210070007 


0308190233 IE Info Notice 80-35, Sup p 1 1. 'Leaking >j Dislodged I -135 
Implant Seeds " Sve list end 

COBD.L 1 Division of Fuel Farilities. Materials tt <aafcguards 
82/10/06 Consolidated Edison Co of New York A6pp 15/61 2DO 

24X Fiche 50-000.82/10/06 ti20Ql 90233 


0210130439 Discusaea results ol- eddy cui rent fibei optics.video b 
visual maps Burst in inactive tube in B-steam generator 
inlet probably caused by reduction in wall due to wcai & 
pi easur 1 zation ft am primary aide through leaking plug 
MAIER.J E Rochester tias V Electric Corp 02/10/06 CRU FCHF irLJ), JJ 
Operating Reactors Branch 5 3pp 15662 010 24X 

Fiche 50-244, 02/10/06, 6210130437 


0210210201 Forwards IE Insp Rept 50-244/BJ-16 on 020030 0903 No 
noncomp 1 lance noted 

MARTIN,! T Division of Engineering t, Technical Programs 02/10/06 
MAIER, J E Rochester Gas 6 Clectnc Corp 2pp 15/66 34b J4X 
Fiche 50-244,83/10/06,6210210201 


--0210210213 IE Insp Rept SO-344/03-16 on 620030 0703 Nn none omp 1 1 aiic e 
noted Major areas inspected followup on previously 
identified map f ind ing s, admi ni s tra 1 1 ve controls foi design 
changes 6 mods 6 mod 6 design program 

BLUMQERG. N , BlSSETT, P , CAPMTOH, D I Division of Project fc 
Resident Programs 62/10/05 9pp 15766 147 24X 

Fiche 50-244,62/10/06,8210210201 


0210190500 Ack receipt of 820224 Hr informing NRt of steps taken ti» 
correct violations noted in 1C Insp Rept 50-244/01-22 
ALLAN, J M Region I, Office of Director 82/10/07 MAlf-R.J C 
Rochester 0a« ^ Electric Coi p Ip 15737 107 24X 

Fiche 50-244,02/10/07.6310170500 


— 0310190591 Responds to NRC 011315 Hr re violations noted in II Insp 
Rept 50-244/81-22 Conectivo actions emergency plan tr, lining 
program will be realigned by 030115 bo be consistent w/ 
functional area requirements 

MAIER. J E Rochester Oas 6 Elerlric Corp 62/02/34 IfAYNES, R « 
Region 1, Office of Director 4pp 15739 300 347 

Fiche 50-24 4, 02/10/07, 0210190080 


— 6310190610 Responds to NRC 811215 Itr re violotiuns noted in IL Iiiup 
Rept 50-344 /81-23 Corroc i Ivo actions clarified required 
act Ion, el im mated existing amb igui t i es, incunsi stenc los U 
errors for emergency functions 

MAIER, J £ RochesF-or Gas 4 Electric Corp 03/04/19 HA/flEH. R < 
Region 1, Office of Olrectoi 2pp 15739 24X 

Fiche 50-244,82/10/07,0210190580 


—8210190637 Responds to NRC 020530 Hr re vinlatiuns noted In 11 In«ip 
Rept 50-244 /Qi-22 Gorrec t ive actions committee established 
to evaluate & Inventory supplies Rept will be submitted 
by 921331 

MAIER.J E Rochester Gas f< Electric Corp 0,2/06/30 bMITM, 0 M 
Division of Emergency PropAiedness L Gporational Support ^^Jpp 
15739 314 34X Fiche 50-344 . 82/10/0/, 021 0190580 


—0310190647 Responds to NRC 811215 Hr re violations noted In IE Insp 
Rept 50-244/81-32 Corrective actions revision of Emergency 
Plan SC-I completed prior to startup after 1762 refueling 
shutdown 

MAIER, J E Rochester Oas «c Electric Corp 62/10/07 HAYNC8, R C 
Region 1, Office of Director Ip 15737 336 24X 

Fiche 50-344,02/10/07.0310190500 


8210180149 Forwards Amend 59 to License DPR-16. safety evaluation 1* 
notice of Issuance tt availability Amend incorporates new 
License Condition 2 C<10l to confirm that next steam 
generator insp uill bo performed during refueling outage 
CRUTCHFIELD, D Operating Reactors Branch 5 02/10/03 MAIER.J b 

Rochester Oas 6 Electric Corp 2pp 13719 105 24X 

Fiche 50-244, 83/ 10/00. 621 0180- 149 


— 8310180153 Amend 55 to License DPR-lO, incor poratlng new License 
Condition 3 CllOl to confirm that next steam generator insp 
involving eddy current (< vl sual insps it water lancing will 
be performed during refueling outage 

CRUTCHFIELD, D Operating Reactors Branch 5 02/10/00 2pp 

13719 107 24X Fiche 30-244,82/10/08,8210100149 


— 8210180158 Safety evaluation supporting Amend 55 to License DPR-18 
« Office of Nuclear Reactor Regulation, Director B2/I0/08 3pp 
15719 109 24X Fiche 30-244.03/10/06,8210100149 
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f'fokjce oF issuance a^at lab il it<j of AniBnd> 55 to Licen&e 

DPR- IB 

CRUTCHFIELO. D Operating Reactors Branch 5 82/10/08 2pp 

15719 tl2 24X Fithc 5 0-244,83/10/08.0210180149 


e2t022034<; AcV receipt oi B20915 1005 Itrs informing NRC of steps 

faken to correct violations nabetf in IE Insp Rept 
50-244/82-14 

STARDSTECKI. 8 Division of Project t Resident Programs 83/10/13 
MAJER, J* E Rochester Oas i, Electric Corp Ip 15777 35 5 24X 

Fichs 50-244.82/10/13,8210320344 


--8210220352 Responds to MRO 620816 Itr re violations noted in IE Insp 
Rept 50-244/82-14 Corrective actions all four 4a0-volt 
safagoard buses tested & draft test procedure issued to 
offsite engineering dept for revieni 

HAIER.J E Rochester Gas I Electric Corp 83/09/15 DRUUhrER.E j 
Region 1. Office of Director 2pp 15777 356 24X 

Fiche 50-34 4.62/10/13^821022034 4 


—8210220360 Responds to NRC B20Q16 Itr re violations noted In IE Insp 
Rept 50-244/82-14 Corrective actions ail four 480-volt 
safeguards buses tested & draft test procedure issued to 
offsite engineering dept for revieui 

mater. J E Rochester Gas I Electric Corp 82/10/05 ORUNNER, E J 
Region I. Office of Director 2pp 13777 358 24X 

Fiche 50-244,02/10/13,6210220344 


8208190338 IE Oulletin 82-03. "Stress Corrosion Cracking in Thsck- 
tla 11 . Larg e-Di ameter. Stain less Steel, R ec ircu laftion Sgs 
Piping at RWR Plants " Svc list end 

CEVflUhIG.R C Director’s Office, Office of Inspection and 

Enforceinent 82/10^14 Consolidated Edison Co of Neuj Vor k 

ItSpp 15810 135 24X Fiche 50-000.82/10/14,8200190238 


8210290171 Forwards IE Insp Rept 50-244/82-10 on 020901-0930 No 
noncomp 1 lance noted 

STAROSTECK I r R Division of Project h Resident Programs 82/10/14 
MAIER.3 E Rochester Gas 6 Electric Corp 2pp i5853 2 96 24X 

Fiche 50-244.02/10/14.8210290171 


--821029DI73 lE Insp Rept 50-244/62-18 on 830901-0930 No noncompl lanco 
noted Major areas insperted plant operati one. survei 1 lane 0 
tes 1 1 ng. LERs. 1 1 censed ’ nonliccnsed employee training 
programs 6 follouug of TNI lessons learned implementation 
ZIMMERMAN, 8 P . BAUNACK, M H . KISTER. H Q Division of Project Sc 
Resident Programs 82/10/13 llpp 15853 296 24X 

Fiche 50-244. B2/ 10/ J 4. 9210290171 


8210290212 Ac\ receipt of 821015 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-344/62-15 
STAROSTECKI. R Division of Project I Resident Programs 83/10/25 
MAIER.J E Rochester Gas it Electric Corp Ip 15853 379 24X 

Fiche 50-244.82/10/25.6210290212 


— 8210290217 Responds to fJRC 820914 Itr re violations noted in It Insp 
Rept 50-244/02-15 Corrective actions situation reviewed 
t. determined to be isolabed case Further action unnecessary 
HAIER. J E Rochester Cas t Electric Corp 62/10/15 BBUMNER.E j 
R egion 1. Office of Director 3pp l5053 200 24X 

Fiche 50-24 4,02/10/25,6210390213 


8210190703 LER e2-022/0lT on 821001. one tube of A steam generator InlU 
found uj/crevice intergranular attack indication above 
plugging limit D steam generator inlet had 28 tubes above 
plugging limit 2 u/stress corrosion Rept follows 
SNQM. B A Rochester Cas &> Electric Corp 63/10/04 HAYNES. R C 
Region 1, Office of Director Ip 15736 154 24X 

Fiche 50-244,62/10/04,8210190703 


8210250334 Forwards LER 63-022/017-0 

KAIER.J £ Rochester Oas it Electric Corp 62/10/15 HAVNEQ, Ft C 
Region i. Office of Director Ip 15790 001 24X 

Fiche 50-244.63/10/15,6210250334 


— 8210350343 LER B2-022/01T-0 on B2100l.Bddy current exam of steam 
generator A Inlet indicated one tube u/crevice intergranular 
attack indication above plugging criteria tc 32 tubes on 
steam generator B ui/ind 1 cations All 33 tubes plugged 
BODINE.J C Rochester Gas Electric Corp 82/10/15 Region I 
Office of Director 2pp 15790 002 24X Fiche SO-244. 02/10/ J5. 

8210250334 


DOCKET 50-245 MILLSTONE NUCLEAR POWER STATION. UNIT I 


F Security, medical, emergency U fire protection plans 


8210040120 Discusses util compliance w/SEP Topic VlIl-3 D, -"DC Power 
Sys Dus Voltage Monitoring &< Annunciation "Sufficient 
monitoring equipment provided in control room or locally to 
alert operators of dc sys trouble No mods needed 
COUMSfL.W O Northeast Nuclear Energy Co (subs of Northeast 
Utilities! COUNSIL.W G Northeast Utilities 82/09/23 
CRUTCHFIELD, D Operating Reactors Branch 5 3pp 15501 204 24* 

Fiche 50-245,02/09/23,8210040120 


8210210182 Forwards IE Insp Rept* 50-245/02-17 it 90-336/82-19 on 
620806-0925 No noncompl iance noted 

STARQSTECKl, R Division of Project i Resident Programs 62/10/0/ 
COUNSIL, U 0 Northeast Nuclear Energy Co (subs of Northeati 
Utilities! 2pp IS766 041 24X Fiche 50-245.02/10/07,8210 210102 


—6210210196 IE Imp Rept* 50-245/QS-I7 it 50-336/02-19 on 62000 8-09,.* 9 N 
noncompliance noted Major areas inspected plant it refueling 
op era 1 1 ons, ec^uipment alignments it r ead iness. rad iatlon 
protection U physical security 

SHEDLOSKV.J T , LlPINBKl.DR . ELASSER. T C Division of Pre/tci I 
Resident Programs 82/10/05 15pp 15766 043 24X 

Fiche 50-245. 02/10/07,0210210182 


P Operating license stage documents L correspondence 


0210010312 Rec^uests that processing of 820612 license amend appUc4tl&^ 
be postponed Revised application changing radiological 
affluent Tech Specs will be docketed on or about 021115 for 
both facllltle* 

COUhiaiL, M 0 Connecticut Yankee Atomic Power Co CDUNBIL, W 0 
Northeast Nuclear Energy Co (subs of Northeast Utilltiok) 

COUNSIL, (4 0 Northeast Utilities 62/09/22 CLARK, R A Optratkr.| 
Reactors Branch 3 CRUTCHFIELD. D Operating Reactors Brunch 5 
3pp 15974 0 47 24X Fiche 90-000, 82/09/22, 0210010312 


8210050116 Forwards summary of differences for SEP topics L dtiCMptlc*, 
of intendtif actions Schedule provided for topics reciuiring 
addl info Topics mill be addressed in detail in topic- 
specific correspondence 

COUNSILi U 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUN9IL,WO Northeast Utilities 82/09/22, 
CRUTCHFIELD. D Operating Reactor* Branch 5 4Bpp 15604 102 J4X 
Fiche 50-245.62/09/22,82100 50118 


B210010320 Nummary of 820915 meeting u/util In Bethesda.MD re poil-L'Di.a. 
combustible gas control evaluation - fuel/clad gap iodine 
release vs water radiolysis rates Calculati onal methodology 
presented in util 620806 submittal acceptable 

SHEA. J J Operating Reactors Branch 5 B2/09/23 Qperalinj 

Reactors Branch 5 6pp 15974 040 24X Fiche 90-249,82/07/23. 

8210010320 


0210050177 Comments on NRC evaluation of 8EP Topic Vlir-2, "Emyrginiy 
□niite Power Sys " Protective trips of gas turbine 
interlocks should he bypassed under accident conditions 
unless bypassing trip would result in machine destruction 
COUNSILtU 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL.HO Northeast Utilities 82/09/27 
CRUTCHFIELD, 0 Operating Reactor* Branch 5 4pp 15603 390 
Fiche 50-245.82/09/2718210090177 


8210040233 Informs that SEP Topic V-6. "Reactor Ucssel Integrity. ** 
meets current criteria Evaluation will be basic input to 
integrated safety assessment for facility, 

SHEA. Operating Reactor* Branch S 82/09/29 C0UN8IL,M 0 
Northeast Nuclear Energy Co (subs of Northeast Utilltiei) SfP 
15581 360 24X Fiche, 50-249. 02/09/29. 8210040233. 
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621004039^3 Informs thdt licensee response to Item la) of NRC 820620 1 tr 
re SEP Topic II 1-5 fl. 'Pipe Dreat Outside Containment," 
acceptable NRC draft evaluation facttiaUy correct & 
consiidereiJ final NRC evaluation of topic 

SHEA, J Operating Reactors flranch 5 82/09/29 COUNSIL, W 0 

Northeast Nuclear Cnergi) Co (subs of Northeast Utilities) 3pp 
15587 135 24X Fiche 50-245.82/09/29.8210040293 


S2lO(J60O4a Comments on NRC evaluation of SEP Topic 1II-4 B, "Turhine 
Nissiles " Current insp C« testing schedules adequate to 
provide assurance that turbine missiles not safety concern 
COUNSII-'W G Northeast Nuclear Energy Co (subs of Northeast 
Utintiesl COUNBIL.WG Northeast Utilities 82/09/29 
CRUTChff lELD, 0 Operating Reactdi^ Branch 5 2pp I56I4 332 24 

Fichfl 50-245.82/09/29.8210060040 


B210060094 Responds to open items identified in 020630 safety 
evaluations for 6EP Topics 111-6, "Seismic Design 
Considerations*' i iri-Jl. "Componenl Integrity " Corrections 
i status of IE Bulletin 79-14 program mods end 
COUNSIL. U 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) caUNSIL.H 0 Northeast Utilities 82/09/29 
CRUrCHF lELD, D Operating Reactors Branch 5 9pp 15615 013 24X 

Fjche 30-245.82/09/29.8210060094 


5210290405 Responds to request for estimate of amount of lodtne 
released to coolant following LHCA Total caro inventory of 
iodine, both stable U radioactive i sotopes* a ppro* 10 kg, 
w/varsation depending on fuel burnup 

NULMAN. L G Accident Evaluation Branch 82/09/29 CRUTCHFI ELD, 0 
Operating Reactars Branch 3 3pp 15863 307 24X 

F i c he 50-245 , 82 /09/27, 0210290405 


5210150302 Adsises that gas turbine generator bldg can adequately 
resist design basis tornado loadings, per SEP Topic 111-2 ro 
ia,ind & tornado loadings Technical evaluation rept $< final 
SER enc I 

ShEA. J Operating Reactors Branch 5 82/09/30 COUNSIL, W 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 9pp 
J5710 244 24X Fiche 50-245,02/09/30.0210150382 


— 0206230020 ’Wipd 6 Tornado Loadings." technical evaluation rept 
BARRETT. D J , AOAftWAL,R Franklin I nsti tute/Frank Hn Reswarch 
Center NRC-03-79-t 10 TER-C5257-403 82/06/21 PCRSINKO. D 

IiRC - No Detailed Affiliation Given J20pp 15710 254 24X 

Fiche 50-24 5 , 82/09/30. 82i0l50382 


0210130331 Discusses revision of administrative procedures to 
incorporate revised working hour guidelines 8« provisions 
for authoriJing deviations per 020200 4- 0613 requests, TMI 
Ifem I A 1 3. "Shift Nanning" 4 Generic Utr 02-12 

COUNSIL N G . CAGNETTA J P Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNSIL, W 0 Connecticut Vankee Atomic Power 
Co 82/10/01 EISENHUT, D 0 Division of Licensing 3pp 
15679 J27 24X Plche 50-000. 82/10/01 . 82101 30331 


8210130073 Forwards request for addl info tc containment purge it vent 
operability (0-24) necessary to complete review 

CRUTCKFICLD, 0 Operating Reactors Branch 5 02/10/05 COUNSIL. U 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 4pp 
15673 115 24X Fiche 50-245,02/10/05.0210130093 


0210130326 Comments on proposed scope of Phase III of SEP as reflected 
in individual topic definitions appended to 020909 Itr 
Staff encouraged to develop 6 implement means to incorporate 
positive attributes of Phase III in licensee/NRC interface 
KACICH, R N SEP Owners Group 02/10/07 EISENHUT. D G Division of 
Licensing 7pp 15683 179 24X Fi che 50-000. 02/10/07. 82101 30326 


8210220486 Forwards Final evaluation of SEP Topic VI-4, "Containment 
Isojatiofl Sys '* Deviations from review guidelines listed 
Implementation of administrative controls on valves 
recommended 

SHEA. J J Operating Reactors Branch 5 02/10/00 COUNBIL, M 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 34pp 
15779 036 24X Fiche 50-245,02/10/08.0210220486 


0210270200 Forwards summary of NRC positions on 26 unresolved safety 
issues, const s ti ng of excerpts from NRC publications 6 repts 
to Congress t assessment of generic app licab 1 1 1 ty Adequate 
basis exists to warrant continued plant operation 
COUNSIL, M G . OPEKAi J F Connecticut Yankee Atomic Power Co 
COUNSIL, W 0 northeast Nuclear Energy Co (subs of Northeast 
Utilities) 02/10/13 CRUTCHFIELD, D Operating Reactors Branch 5 
40pp 15924 354 24X Fiche 50-000,02/10/13,0210270200 


9210260194 Discusses utifc review of rod control circuitry No credible 
single failure could cause inadvertent movement of more than 
on* control rod at time Info should resolve concerns re 
SEP Topic iV-a, "ReactCvlty Control Sys " 

COUNBiLi U 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) CDUNSiLiW 0 Northeast Utilities 02/10/14 
CRUTCHF IELD, D Operating Reactors Branch 5 2pp 15799 019 24X 

Fiche 50-245.32/10/14 8210260194 


8210260414 Provides addl Info re 2-phase degraded grid undervoltags 
protection scheme for Class IE power sys, in response to 
820623 request Mods will be deferred until 1984 refueling 
outage Next rept will be submitted during Jul 1983 
COUNSIL, W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) CaUNSIL,N O , OPEKA. J F Northeast Utilities 
82/10/14 CRUTCHFIELD. D Operating Reactors Branch 5 6pp 
15006 144 24X Fiche 50-245, 02/lO/i4, a2>02604l4 


9210250124 Forwards draft integrated plant safety assessment rept Draft 
provided for 6£P Subcommittee 821026-27 meeting 

CRUTCHFIELD. D Operating Reactors Branch 5 02/10/15 C(3UNSIL,W O 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 79pp 
15707 164 24X Fiche 50-245,92/10/15,8210250124 


0210260519 Forwards proprietary "9TR Bundle Subml ttal, Mi 11 stono-l 
Segmented Test Rod Bundle. Suppl 6, " as app to 021015 Reload 
0 license amend submittal Rept withheld (ref 10CFR2 790) 

COUNSIL, W O , OPEKA. J F Northeast Nuclear Energy Co (subs of 
Northeast Uti 1 Itles) COUNBIL, U O Northeast Utilities 82/10/15 
CRUTCHFIELD, D Operating Reactors Branch 5 3pp 15805 220 24X 

Fiche 50-245.02/10/15,0210260519 


0210260459 Forwards corrections to draft evaluation of SEP Topic III-l. 
"C lassi f Icati on of Struc tures, Components 6 Sys," in response 
bo O20S0S request 

COUNSIL. W G . BfSHDR.R W Northeast Nuclear Energy Co (subs of 
Northeast Uti litlBs) COUNSIL, W 0 Northeast Uti I i t lea 92/10/19 
CRUTCHFIELD, D Operating Reactors Branch 5 I3pp 15806 310 24X 

Fiche 50-245.02/10/19,0210260459 


8210250217 Advises that SEP Topic Vl-6 "Containment Leak Testing," 
considered complete to conduct integrated assessment 
Multi-plant Item A-4 review will be conducted independent of 
SEP 

SHEA.J Operating Reactors Branch 5 02/10/22 COUNC IL, H Q 

Northeast Nuclear Energy Co (subs of Northeast Utilities) ip 
15700 344 24X Fiche 30-245. 92/10/22. 0210250219 


0 Inspection reports. IE Bulletins b correspondence 


8210060233 Advises that masonry wall mods will be complete by Nov 1902 
it const will be completed by June 1903, per IE Bulletin 
00-1 1 

COUN0IL.W G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) CDUNSIL.N 0 Northeast Utilities 82/09/24 

HAYNEB, R C Region 1, Office of Director 2pp 15620 000 24X 

Fiche 50-245, 02/09/24, 0210060233 


8210150699 Forwards request for addl info to complete review of 001104 
response to IE Bulletin 80-11, "Masonry Wall Design " 

Response expected within 60 days of Itr receipt 
CLARK. R A Operating Reactors Branch 3 82/09/28 C0UN81L, W 0 

Connecticut Vankee Atomic Power Co COUNSIL, W G Northeast Nuclear 
Energy Co (subs of Northeast Utilities) I3pp 15716 IGO 24X 
Fiche 50-000, 88/09/20,02101506 99 


8210060040 Comments on NRC evaluation of SEP Topic 111-4 B, "Turbine 
Missiles " Current insp 6 testing schedules adequate bo 
provide assurance that turbine missiles not safety concern 
COUN01L, W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL, W 0 Northeast Utilities 82/09/29 
CRUTCHFIELD, D Operating Reactors Branch 5 2pp 15614 332 S4X 
Fiche 50-245, 82/09/29, 0210060048 


0210070352 Ac k receipt of 620914 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-245/02-10 6 
50-336/02-14 

MARTIN,! T Division of Engineering it Technical programs 82/10/09 
C0UNSIL,M 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) ip 15634 OS I 24X Flc ho 50-245, 02/10/05, 8210070352 


— 0210070356 Rfspondi to NRC 020813 Itr re violations noted in IL Insp 
Repts 50-245/02-10 (< 50-336/02-14 Corrective actions 
controlled documents updated ^ Unit 1 control room drawing 
deficiencies corrected 

COUNBIL, U 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL# W 0 Nor theas t Uti 1 ities 82/09/14 

martin,! T Division of Engineering k Technical Programs Spp 

15634 052 24X Fiche. 30-845, 02/10/05, 0210070352 


8200190233 IE Info Notice 80-35, Suppl 1, "Leaking k Dislodged 1-125 
Implant Beeds " Bve list end 

COfiB,L I Division of Fuel Facilities, Materials k Safeguards 
82/10/06 Consolidated Edison Co. gf New Vork 66pp 13761 250 
24X Fiche 50-000,82/10/06.0200190233 


0210210102 Forwards IE Insp Repba 50-24 5/02-17 t< 50-336/02-1? on 
820800-0925 No noncompliance noted 

STARa0T£CKl,R Division of Project k Resident Programs 02/10/07 
COUNSIL, W G Northeast Nuclear Energy Co (subs of Northeaet 
Utilities) 2pp 15766 041. 24X Fiche 50-245,62/10/07,0210210182 
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— S210210(96 IE Insp «ep*'» 50-34 5/32-17 k 30-33&/e2~i«? on 020800-0925 No 
noncompi l^nce noted Hdjor inspected pl^nt & refueling 

op«r Jtion^t equ 1 P<n»nt alignments & r eadtnee s< radiet i on 
protection phgsical aecuritg 

SHEDLOSKY, Jl T , LIPINSKE-D R » ELABSFR. T C Division t>t Project U 
Resident Progremt 82/10/05 iSpp 1576& 043 Z4X 
Fiche 50-245.82/10/07,9210210192 


9200190338 IC Qulletin 82-03* "Stress Corrosion Cracliing in Thick- 
Inia I l< Lorge-Df ome ter> Sta i nl est Steel, Rec ircu I ation 0gs 
Piping at BWR Plants " Svq list end 

DEYOUMO.R C Director's Office, Office of Inspection and 

Enforcement 82/10/14 Consolidated Edison Co of New York 

tISpp 15910 125 24Jf Fiche 50-000.92/10/14,9200190236 


0210220479 Notification of 821029 meeting w/i» 1 1 1 in Detbesda.MD to 
discuss spray sparger crack indications detected during 
Visual insp using underwater television equipment 
SHEA, J J Operating Reactors Branch 5 02/10/21 CRUTCHFIELD. D 

Operating Reactors Branch 5 3pp 15779 075 24X 

Fiche 50-245*32/10/21.9210220479 


S Reportable occurrences, LERs & related correspondence 


aSlOOlQDOa Responds to FOlA request for 19 categories of documents re 
nuclear reactor events ^ safety problems Forwards documents 
1 1 sted 1 n App A 

FELTON. J h Division of Rules and Records 82/06/29 UOEC.L.R A 
Critical Mass Energy Project !5pp 13727 005 84X 

Fiche dO-OOD, QS/0d>/3a. G21Q010008 


— 8103190719 Operating Reactor Event Memo Bt-29 re cracking tn seveial 
ASHE Code Cla^s ( Ir Class 2 piping sys Affected sys are 
isolation c ohdenser, shu tdowh cool mg. cleanup (tLRCI 
subsystem Defective sections are under repair 
EIEENHUT.D 0 Division of Licensing 91/03/05 VOLLMER.R 
Division of Engineering 4pp 15720 259 24X 

Fiche 50-000,82/06/26.92100)0000 


8210000015 Addi response to FDIA request for 19 categories of info ro 
nuclear reactor events t* safety problems Forurards documents 
listed in App A Documents in App 6 completely withheld iref 
FOIA Exemption 5) 

FELTON, J » Division of Rules and Records 92/07/12 UDELL iR A 
Critical Hass Energy Project 9pp 15665 027 24X 

Fiche 50-000, 82/07/12,9210080015 


— 0SO6O7O1O6 Operating Reactor Event he mo 82-01 re 0)0910 reactor scram 
w/water hamn^er event Study of Unresolved Safety Issue A-l 
shows no other water hammer events in SHR isolation 
condensers 

EIBENHUT, D 0 Division of Licensing 62/05/35 VOLLNER, R H 
Division of Engineering HATTGDN, R J Division of 9-ysterns 
Integration (post 811005) HANAUER.SH Division of Safety 
Technology 7pp 15665 ISO 24X Fiche 50-000,92/07/12, 
8210030015. 


G210070360 LER 82'’O10/OiP on 920925, while performing remote visual insp 
af core spray sparg ers. or ac fc indication identified on one 
core spray sparger to junction box welds, Add] info will be 
provided in 14 -day follouup rept 

KROCZKAi E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities! MROCZKA.Ev) Northeast Utilities 62/09/27 

HAVf/ES. R C Region I, Office of Director Ip 15634 059 a4X 

Fiche 30-24 3. 82/09/27* ea 1 0070360 


— 8210210430 LER 82-019/011-0 on B30925. crack indication identified 
Cine cure spray sparger to junction box weld Caused by high 
weld residual stresses Stress corrosion cracking may have 
initiated indication Sparger hold clamp will be installed 
ThULL. T S Northeast Uti liti e« 82/10/12 Region i< OffLc* el 
Director Ip 13763 089 24X Fiche 30-245,02/10/12,821021042 3 


8210220103 Forwards LER 02-O2l/O3L'O Detailed event analysts tnc I 
MROCZKA, E J Northeast Nuclear Energy Co (subs of Northoaii 
Utilities) MROCZKA.E J Northeast Utilities 02/10/13 

HAYNES. R C Region t. Office of Director 2pp 15770 Iftt? ,MiC 

Fiche 50-245.02/10/13.0210220103 


--9210220109 LER aS-02l/03L-0 on 8209 13. d i e s e I generator inppid durj-j 
operational readiness demonstration test Caused by broksn 
ring type wire lug at current transformer secondary 
cannectio-n due to flexing during installation 
TMULL, T S Northeast Nuclear Energy Co (subs of Norttioait 
Utilities) 82/10/13 Region 1, Office of Direr tor In 
15770 171 24X Fiche 50-245.82/10/13,8210220103 


8210220112 Forwards LER 02-020/017-0 Detailed event anaiyui #ni 1 
MRQCZKA, E J . MROCZKA. E J Northeast Nuclear Energy Co Huts of 
Northeast Utilities)- 82/10/15 HAYNES. R C Region ], l|ffir» of 
Director 3p p i5778 164 24X Fiche 50-2 45.03/10/15,82)0/^011*’' 


—8210220116 LER 82-020/01T-0 on B20930, four ITT Or nine]) tnuhtiors fiiii 
to fail within reccirnmended range Fu) ther analysis shourd 
that only one snubber failed design acceptance range Leuiei 
by oil leakage through cracked reservoir 

THULL, T G Northeast Nuclear Energy Co (subs nf Northeail 
Utilities) 62/10/15 Region 1. Office of Directqi Ip 
15778 167 24X Fiche 50-245.02/10/15.0210220112 


8210220195 Forwards LER 02-O19/OIT-O Detailed event analysis em 1 
MRacZHA. E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities} MROCZKA* E J Northeast Utilities 82/lO/i^i 

HAYNES. R C Region 1. Office of Director 2pp 15/// ,>/() .JJl* 

Fiche 5(J-24 5. 82/10/15.8210220195 


— 0S 1 0220201 LER 92-0 19 /01 T-0 on 920928. five safotij tclief valves failii 
to open at required setpoint Cause being invest iga ieiJ by 
Tuo valves will be replaced or rebuilt Other three will be 
reworked t, retested 

THULL. T 6 flortlieast Nuclear Energy Co (subs of Nnrlhaait 
Utilities) a2/lO-/15 Region 1. Office of Director Ip 
13777 272 24X Fiche 50-245,02/10/15.0310920195 


DOCKET 50-247 INDIAN POINT STATION. UNIT 2 


F Security, medical, emergency ^ fire protection plans 


6210{!60145 Forwards "Testing L Repair of Siren Portion of Mirt h 
Notification Si|s for Indian Point Nuclear Power Generaiiiip 
Plant," per discussion at 020900 status meeting 
KELLY* J J Power Authority of the State of Neui York irU/OY/ J.‘. 
DAVIDDFF, D New Yark, State of Ip 15614 295 24X 

Fiche 50-247,82/09/15,021006014 5 


-8210060148 "Testing L Repair of Siren Portion of Alert U Nutiliiati 
Sys for Indian Point Nuclear Power Generallng Plani " 
e Power Authority of the State of New York 09/09/M Hp-c- 
15614 296 24X Fiche 50-247.02/09/15.8210060145 


021OO7D3O4 LEft 82-019/01P on 030928. three safety relief Valves failed 
to open at required setpoint pressure during bench test 
Cause under investigation Three remaining safety relief 
valve* will be removed ht bench tested. 

MROCZKAiE J Northeast Nuclear Energy Co <subs of Northeast 
Utilities) MROCZKA. E J Northeast Utilities 82/09/29 

HAYNES, R C Region 1* Office «f Director Ip 15634 245 24X 

Fiche 50-245,82/09/29.8210070304 


8210070250 Telecopy me* sage of lER 82-020/OLP ■ on 820930, ITT Orlnnell 
snubbers Falleif ioctup 6 b!*«d rate requirement* Snubber* 
will be made operable op replaced prior to reactor startup 
MRDCZKA.E J Northeast Nuclear Energy Co (subs of Northeas t 
Utilities) NROCZKAiEU Northeast Utilities 82/10/01 

HAYNES* R C Region I. Office of Director la 15634 287 24X 

Flche^ 30-243* 82/10/01. 021 0070S 90 


8210210423 Furuard* LER 02-018/011-0 Detailed event analyeis end 
E J Worthiast Nuclear Energy Co (sub* of Northeeet 
MROCZKA, EJ Northeast Utilities 82/10/12 
HAYNEg.ft C. Region Ir Office of Director, 2pp 15763 087, 24 

rich* 30-249,82/10/12,0210210425 


82102B014Q Releases public Version of revised emergonty plan 
imp lementlAp procedures 

FELTON, J M Division of Rules and Records 02/10/12 niicii«eri 
Management Branch Ip 1 5062 27 1 24X Fiche bO-OOJ, (12/ if)/ 1 ./ 

8210260140 


— 8210280154 Forwards public version of revisions to Emergency k'le-i 
Implementing Procedures IP-1020 r* airborne radlolodtne 
determination U fP-l046 re util personnel respons i bl I i t tie 
during Unit 3 emergencies 

O'TOQLEjJ D Coniolldated Edison Co of New York 02/lO/Ul 
HAYMEB.R C Region 1. Office of Diretlop 3pp tSD6a 2/J iit 
Fiche 50-003.82/10/12.0210200140 


— 0210280139 Public version of revisions to Emergency Plan lapltai-ti' 
Proeedures lP-1020 re airborne radiotodine determination 6 
IP-1046 re util personnel responsibilities during Un>t 3 
emergencies 

•* Consolidated Edison Co of New York 02/09/01 l/.pp 
15062 275 a4X Fiche 50-003,02/10/12.0210200140 
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t3tl05000l9 Advises that serious deficiencies in emergencij preparedness 
will not be corrected since State of & FEMA not 
addressing concerns of local officials by involvement in 
current changes 

HQL,TpJ Public Interest Research Group, Neiii York POSNER* P 
Parents Concerned About Indian Point FUEISHERjZ S West Branch 
Conservation Association 02/10/15 PAtLADINQ, N J , AHEARNEi J F , 
GIIIN5KY </ Commissioners 5p p 15755 0Q3 2d3C 
Fjche 50-247* B 2 / 10 /lSi 3210200019 


t# Adjudicatory correspondence 


5LOb2307e8 Ac k receipt of 000416 memo u/insp repts verifying intoiim 
actions required of facilities in 80021] confirmatory 
orders Requests verification that Item F 2 in orders is met 
irem E 5 in H GammiU 800317 memo should be F 5 

NQVAK. T 11 Assistant director for Operating Reactors 80/06/13 
SRVAIhB £ Division of Reactor Operations Inspections ip 
02765 285 SAX Fiche 50-247,80/06/03*8006230780 


3^10060235 Declines invitation to appear before Subcommittee on 
Energy Conservation Rower Subcommittee investigation is 
intrusion into ongoing regulatory proceeding & threatens 
independence of Comnission 

MGROAN, C Morgan Associates MORGAlh C F’ouier Authority of the 

State or Neu York 02/09/30 OTTINOFR.fl L House of Rep ♦ Energy ^ 

Commerce lOpp 15619 360 24X Fiche 50-247,82/09/30.0210060235 


11^10040108 Order CLI-a2~2a( r eques 1 1 ng ASLD reconstituted by 
C.LI-S2-24 to estimate uihen recommendations called for by 
CLI''0I“23 can be provided 

CillLH.S J Office of the Secretary of the Commission 02/lO/OJ 
Atomic Safety and Licensing Board Panel Ip 155S0 350 24X 

Fiche 50-247, 02/10/01,8210040100 


9210050254 Memorandum 6 order leslatmg contentions & establishing 
procedures based on Commission guidance 

OLEASOlh J R • PARIS/Q H , &H0Ni F J Atomic Safety and Licensing 
Board Panel 02/10/01 42pp 15609 211 24X Fiche 50-247, 

82/10/01 , 8210050254 


3210130335 Motion for ASLR to direct NRC to reschedule 821013 meptinq 
w'utils I Bandia in Aib uquorqoe* NM to eithor New York, NY or 
K'a sh mg ton, DC Intervenor unable to attend meeting in NM 
U’tlSB, E /? Union of Concerned Scientists WEISS, E R Public 
Interest Research Croup* Mew York 82/10/07 Atomic Safety and 
Licensing Board Panel 3pp 156S2 050 24X Fiche 50-247,82/10/07, 

0210130335 


' -G2 10 130337 Motion for Commission to direct that all future meetings on 
issues be held in NY oi Wash i ng ton* DC 6 that intervenors be 
given notice concurrently w/other parties 

WE155,£ R Union of Concerned Scientists WEISS, E R Public 
Inteost Research Group, Neu York S2/10/07 CommJ ssionors 

2pp 15682 053 24X fiche 50-247*02/10/07,8210130335 


8210180203 Reply to A6LB 821001 memopandum fc order Plant should bo 
totally reinspected u/appropi la te tests of pi p mg* e 1 ec tr lea) 
control sys conducted List of parties should be shortened 
to actise participants Certificate of Sve encl 

FLCISHER.Z S West Branch Conservation Association 82/10/11 4pp 
15710 124 24X Fiche 50-247*02/10/11,8210180203 


0210150092 Order denying UCS/NY PIRC 021007 motion to direct NRC to 
reschedule 021013 meeting in A1 buquer quo* NM to NY or 
Wa sh mg t on* DC Only Commission has jurisdiction over NRC 
pertormance of administrative responsibilities 

PARIS. □ H * SH0N*F j , GLEASON* J P Atomic Safety and Licensing 
Board Parvet 02/10/12 Union of Concerned Scientists 3pp 

13701 194 24X Fiche 50-247*02/10/12*8210150092 


0210150141 Order scheduling 021103-04 prehearing conference in White 
Plains, NY re oral argument on responses to ASLB 021001 
memorandum t order restating contentions 

GLEASON* J P Atomic Safety and Licensing Board Panel 02/10/12 
2pp 15690 306 24X Fiche 50-247< 82/10/12, 82101 50141 


0210100130 Motion in response to A8LD 021001 order, reques t ing 
c lar I f Ication t importance of term '*d i scuss ion" t' extension 
of time to determine position re issue of c onsol idati on 
Certificate of 6vc end 

KAPLAILC Neu York. NY 82/10/13 Atomic Safety and Licensing 
Board Panel 7pp 15719 123 24X Fiche 50-247, 02/10/1 3, 021 0180130 


0210200069 Telegraphic order granting licensee request for extension of 
t l*Tie to file responses to 021001 order All party responses 
due 021019 

GLEASON* J P Atomic Safety and Licensing Board Panel 02/10/14 
Perer Authority of the State of New York Ip 15757 200 24X 

Fiche 50-247,82/10/14,6210200069 


6210200019 Advises that serious deficiencies in emergency preparedness 
will not be corrected since State of NY & FEMA not 
addressing concerns of local officials by involvement in 
current changes 

HOLT, J public Interest Research Group. Neu York POSNER* P 
Parents Concerned About Indian Point FLEISHER,Z S West Branch 
Conservation Association 02/10/15 PALLADINO, N J # AH EAR NE, J F * 
0IL1N3KY, V Commissioners 5pp 15755 003 24X 

Fiche 50-247.02/10/15*0210200019 


62102203B9 Submittal of comments on ASLB B210D1 memorandum h order 5* 
motion for ASLB to issue reformulated contentions on 
Co.Ttnission Ouestions 3 Jc 4 by 821115 & to restore 
Contention 6 2 Certificate of Sve enc i 

TQ3CANI*K Parents Concerned About Indian Point 62/10/15 
Atomic Safety and Licensing Board Panel 2pp 15777 307 24X 

Fiche 50-24 7* 82/ 10/ I 5* 02 1 0220309 


6210210390 Requests destruction of West Branch Conservation Assor 
821011 reply to 821001 memorandum t order t substitution of 
end version 

FLEISHER* 2 B West Branch Conservation Association 02/tO/lO 
NRC - No Detailed Affiliation Given Ip 15764 099 24X 

Fiche 50-247. 82/10/10,8210210390 


— 0210210397 Response to 021001 memorandum 6 order Certificate of Sve 
enc 1 

FLEISHER, Z 6 West Branch Conservation Association 82/10/13 
4pp 157.64 100 24X Fiche 50-247,82/10/10*0210210390 


8210200059 Response to ASLB 821001 order ASLB should narrow language 
or ABLD Question I i V adopt proposed schedule for 
continuation of proceeding Certificate of Sve end 
MOORE, J * MCOURREN, H J Hearing Branch 1 02/10/19 9pp 

15757 290 24X Fiche 50-247,62/10/19,8210200059 


8210220375 Request for mod of ASLB 821001 order, to permit Rockland 
County to continue presentation of witnesses re Commission 
Questions 3 4 prior to taking evidence on Questions 1,2,5, 

6 7 

THORSEN, E D Rockland County. NY 02/10/19 Atomic Safety anil 
Licensing fioard Panel 2pp 15779 187 24X Fiche 50-247,02/10/19. 

0210220375 


8210220410 Joint response of intervenors to ASLB 021001 order Meaning 
of “discussion" of probability should be clarified & ASLB 
should immediately reformulate contentions on Questions 
3 i’ 4 Certificate of Sve end 

WEISS.E R. Onion of Concerned Scientists WEISS, E R Harmon j< 
Weiss 02/10/19 Atomic Safety and Licensing Board Panel I2pp 
15778 313 24X Fiche 50-247,82/10/19*0210220410 


0210250081 Proposed hearing schedule Certificate of 8vc end 
DRANDENBURO. 0 Consolidated Edison Co of Neu York HGRGAN. C 

Power Authority of the State of New York MORGAN. C Morgan 

Associates 02/10/19 9pp 15707 049 24X Fi Che 50-247. 82/ 10/19, 

0210250001 


0210250216 Response to ASLB Q21001 order reformulating contentions 
Opposes admission of new Contention 1 1 . Content! ons 2-I(a)- 
(d),2 2<a} t 2 2<b) ^ ASLp Question 2 2 1 Notice of 
appearance & Certificate of Sve encl 

MORGAN, C Power Authority of the State of New York MORGAN* C 
Morgan Astodates 82/10/19 Atomic Safety and Licensing Board 
Panel OSpp IS7B9 166 24X Fiche 50-247.02/10/19,0210250216 


6210250265 Notice of appearance in proceeding 

BAUM, 6 L Power Authority of the State of New York BAUM, B L 
Morgan Associates 02/10/19 Ip 15791 152 24X 

Fiche 50-247162/10/19,8210250265 


6210250207 Motion for order reversing ABLD 021001 memorandum it 
order re taking of testimony on Questions 3 & 4 & 
establishing schedule for presentation of testimony upon 
expiration of 120-day dock Certificate of Sve end 

VETERE, L A Westchester County, NY 02/10/19 Atomic Safety and 
Licensing Board Panel 7pp 15791 165 24X Fiche 50-247,62/10/19, 

8210250207 


8210250324 Memorandum re ASLB 6210D1 order reformulating contentions 
Objects to new Contention 1 l>Bases la & lb , Contentions 
2 l(al,2 Kb), 2 Kd,2 i<d},2 2<a} It 2 2(b) Certificate of 
Sve encl 

DRANDENBURO., 8 Commonwealth Edison Co 02/10/19 Atomic Bafety 
and Licensing Board Panel 49pp 15790 243 24X 

Flch# 50-247, 02/10/19, B210250324 


021O2SOO99 Motion for leave to file memorandum in response td ASLB 
021001 order 1 day ^4te Mechanical difficulties encountered 
w/uord processing equipment Certificate of 6vc end 
DRANDENBURO^ B Consolidated Edison Co of New York 02/10/20 
Commlii loners 6pp 15787 062 24X Fiche 50-247,02/10/20, 

82lO250079v 
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821Q5S024S Reqt CniHQiss i on is«ue< ordcT directing all meetings 

betuesn NRC ^ lic«hii»n be held ih IJash itkg ton. DC or NY. that 
Intervenon receive notice of n^eetings concurrently u/util& 
i< that intervenors be provided u/minwtet of 021013 meeting 
UlEias.E N Hannon & Ne M s UEIS5. E R Union of Concerned 
Sc lent lets 85/10/25 PALLADINO, N J . AHEARNE. J . OlLINSHY, V 
Corr.-nissianers 2pp 15937 058 34X FUhe 50-247.02/10/25. 

6210300542 


0007310117 Forward* requeet for addl info required to compUtB Iranis 
Research Ctr evaluation of adequacy of steam generator & 
reactor coolant pomp supports Request should be sent to 
1 icenaee 

WlCHriAM.K R Operating Reactors Assessment Branch BO/07/14 
VARGA. S A Operating Reactors Branch l 7pp 0305A 2iQ 
Fiche 90-247.80/07/14,8007310117 


9210300230 Advises that NRC does not intend to respond to intervenor 
motions filed in response to ASLD 621001 order until after 
621103^04 prehearing conference 

HOGREi J E Hearing Branch i 92/10/27 0LFA3ON. d P . SHOW, T J . 

PARIS. 0 H Atomic Safety and Licensing Qoard Panel ip 158J7 002 

24X Fiche 50-247,83/10/27,8210200230 


8210290353 Response opposing UCS/NY PIRO 021013 motion to direct NRC tn 
reschedule all future meetings on hearing issues in NY or 
Vlashing ton. DC NRC should be permitted flembiUty to 
deternlne most appropriate location N/Certi f icate of Sv< 

KCGURREM. H J Hearing Branch 1 92/10/27 Commissioners 9pp 

15839 048 24!< Fiche 30-347,02/10/27.0210280353 


0210290271 Advises that licensees 
responses/ntot ions re ASLB 02100 
a21l03''04 prehearing conference 
GRANOENDURO. 0 C a nSQ 1 id a ted Ed 

Power Authority of the State of 
Associates 62/10/27 GLEASON 
Safety and Licensing Board Pane 
Fiche 50-347,02/10/27,821039027 


plan to address all matters raised 
I memorandum it order at 

Ison Co of New York HOROAN, C 

Neiu York HORQAN.C Morgan 

,J P , ■SHON. F J , Paris, 0 H Atomic 
I 2pp 15853 012 P4X 
1 


in 


H General correspondence 


8008050320 Requests LD Marsh be permitted to continue reviewing 
overpressure protection eys & associated Tech Specs 
naVAK- T Assistant Director for Operating Reactors QO/0// JO 
ERhSTiM L Assistant Director for Technology Review jp 
03079 175 34X Fiche 50-2.17,80/07/30.80080 50220 


8008130744 Summary of 800617 meeting u/utils in DethesdaiMD re 
coniainment structural response to core molt accident 
sequenc es 

MEYER.J F Power Systems Branch 90/07/31 Power Sgstvmi Hr 
3pp 03266 243 24X Fiche 50-247.00/07/31.0000130744 


0009100104 Approves Tech Specs revision proposal re insp of hydrauli 
rluid of snubbers supplied by common reservoir 6 eicessive 
fluid loss due to external tubing leakage 

GARRETT. L H Operating Reactors Assessment Dranch 00/08/05 
VARGA. & A Operating Reactors Branch i tPre D00426) Ip 
03SI& 0/4 2 4 j< riche 50-247,80/08/05.0009100104 


8009310627 Forwards request for addl info re spent fuel pool rerariirp 
Info needed to complete review of util application for 
license amend 

RUDENSTEIN, L S Assistant Director for Core 6 Con to l iim o ni 
G0/08/0Q NOVAK. T M Assistant Director for Opeiating Re,Rtvis 
3pp 03382 306 24X Fiche 50 247.00/00/08.8000210637 


G,3103S0272 Requests substitution of SL Baum Ul/TR Frey on official sve 
list for proceeding -Related correspondence 

COLARULLIfP F Morgan Associates COLARULLI.P F Power Authority 
of the State of Mau York 82/10/19 SWCHV.S W Docketing b 
Services Branch Ip I579i 190 24X Fiche 50-247.02/10/19. 

021O2SO272 


0009100100 Forwards recommendations on staff task action plon to be 
sent to licensees for review 4 response 

DAR-RETT,L M Operating Reactors Assessment Branch UO/OlJ/OEl 
VAROA, S A Operating Reactors Branch I (Pre □Q042G) npp 
03516 066 24 X Fiche 50-247, 80/00/08 . 0009 1 00 1 00 


0 Advisory Conmittee on Reactor Safeguards reports 6 correspondence 


8207180077 Forwards comments on PRA study dealing u/selsmlc hatard 
Validity of conclusions rest on quality of primary data 
bases it assumptions in both studies Repts are not valid risk 
assessments due to data base limitations 

POMEROY. P U Rondout Assocletes POMEROV, P M ACRS - Advisory 
Cornnlttee on Reactor Safeguards 92/00/24 OKRENT. 0 ACRS - 
Advisory •Committee on Reactor Safeguards 7pp 15876 OOl SdX 
Fiche 50-003,02/08/34.0207180077 


8009030334 Forwards Reactor Fuel Section questions to LOPAR fuel in 
core previously containing HlPAR fuel Questions shoulil lie 
l^orwarded to licensee 

RUBCN6TCIN, L S Assistant Director for Core 6 Contain™en| 
00/09/18 NOVAK,! M Assistant Director for Oporoiing Reactors 
3pp 03465 052 24X Fiche 50-247.00/00/10.8009030314 


8009080466 Forwards response to 600820 request 
Zion/Indian Point task action plan Responsibi 
area of sever® accident mitigation features & 
operational actions portion 

MEYtR. J r Reactor Systems Branch 00/00/35 
Director for Operating Reactors 2pp 03404 
riche 30-003. ao/00/25, eoo9oeo466 


for status 
litlfts are 
not in in 

NOVAK, T 
009 24 X 


rep t I A 
In 

I * I’ i in 

M Ai«isia> 
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Pf/1024064^ Forwards safety evaluation re electrical override of manual 
actuation Features For containment ventilation isolation & 
o*^lier ESF sys 

OLSHINSKI.J A Operating Reactors Assessment Hranch QO/lO/06 
VAflCJA, E A Operating Reactors Branch ] 3pp 03661 072 2AX 
Fiche 50-247,60/10/06.8010240644 


8710270312 Advises that FranVlm Research Cir uas notified to proceed 
M/ Pinal evaluation of frac turo toughness of steam generator 
reactor coolant pump supports Due to util BOOB2B request 
tor do lay , app ropr I ate conservative assumptions uiill be made 
t>LSHtN3l<i J A Operating Fteactors Assessment Branch NRC'03-79~J 18 
QO/10/06 VAROA, S A Operating Reactors Branch J 2pp 
03661 209 24X Fiche 50-247. BO/ 10/06. BO 1027031 3 


pnij(.jG&94 Requests Instrumentation b Control Bgs Branch evaluation of 
ulil responses to questions le incore instrumentation tubes 
at facilities Info ui 1 I aid branch evaluation mitigation 
features re backfltting oh severe mitigation features 
EPEIS. T P Rvactor Systems Branch 80/10/09 SATTERFIELD, R 

1 ns tru rentat 1 un S' Control Systems Branch Ip 02227 001 24X 

Fiche 50-247 00/10/09 B01U100B4 


E0102B0098 Foruards NRC questions *< u> i I answers re backfltting of 
severe accident mitiqation features Evaluation needed In two 
ul s 

SPEIS. T P Reactor Systems Branch BO/lO/17 SCHAUER. F P 
TFructural Engineering Branch Ip 65767 184 24X 

Fiche 50-247.00/10/17,8010260090 


hlQnsC'OOSS Forwards Power Sys Branch evaluation of differences between 
Indian Point 2 3, in response to technical assistance 

le'quest Requests meeting w/licensee prior to formal response 
ho evaluation 

tHECi* P S Assistant Director for Plant Systems QO/IO/21 
roVAP.T Assistant Director for Operating Reactors 2lpp 
03 743 ni 24X Flcbe 50-24 7,00/10/21.8011200025 


>i0liS]0284 Forwards draft safety evaluation of licensee response to 
lasV Action Plan Iten 11812 Automatic initiation logic, 

1 h 5 t r O'* 0 ti ta 1 1 on ^ associated circuitry x, automatic feedwater 
flow indicaLiaii channels meet safety-grade requirements 
EATTERF lELD. R Instrumchtatl on V Control Systems Branch 00/10/32 
VAROAi S Opciating Reactors Branch 1 8pp 03744 123 24X 

n trlie 50-247. 6)0/10/22. BOl 1210284 


B1O1O5O5S0 Forwards questionnaire to be completed by each near** term UL 
f each licensed plant by 601107 Objective is to assess best 
collective judgment re extent of problems recently 
eiperienced at facility 

■DR DAN. E L Office of Inspection t Enforcement, Office of the 

Directoi 80/10/30 BRUNNER. E J Region I, Ph i ladel ph la, Reactor 

Operations Nuclear Support Branch LEWIS, R C Region 2. Atlanta, 
F)eactor Operations Nuclear Suppait Branch HE|SHMAN,R F Region 3, 

Chicago. Reactor Operations Nuclear Support Branch 2pp 745SJ 106 

24 < Fiche 50-24 /. 80/ 10/20. BlOl 050520 


8011070327 Requests all operating reactor project managers to conduct 
telephone survey w/licensees to determine If plants are 
susceptible to sve water leaks Results of survey requested 
by 001031 

OLSNAN. L H Operating Reactors Branch 1 80/10/29 Operating 

Reactors Branch 1 Ip 03715 124 24X Fiche 50-247,80/10/29, 

001 1070227 


8011120679 Forwards response to request for determination of licensing 
basis for reactor pressure vessel & containment fan cooler 
sys re FSAR requirements & current NRC criteria Licensee 
must perform thermal ?. stress analysis of vessel 
LAINAS.G C Assistant Director for Safety Assessment 00/10/29 
EISENHUT, D Q Division of Licensing 6pp 03719 357 24X 

Fiche 50-247, BO/10/29. eon 120679 


8011100165 Submits revision of relative concentration for short-term 
release follouing an accident Facilities exclusion radius 
found to be 520 meters resulting in relative concentration 
equal to 0 00051 sec/cu meter in southwest direction 
HOUSTON. R U Accident Evaluation Branch 80/10/30 VARGA, S A 
Operating Reactors Branch I ip 6576B 021 24X 

Fiche 50-247,00/10/30.8011)00163 


9207050095 FDIA request for eight categories of records re steam 
generators ^ steam turbines 

LONO, D J Winthrop, Stlmson, Putnam &> Roberts 02/07/13 Office 

of Adffll nistration 3pp 15645 060 24X Fiche 50-247,02/07/13, 

0207050085 


0210070007 Responds to FOIA request for eight categories of records re 
steam generaters steam turbines App A documents provided 
in R Udell FOIA Request 81-313 Forwards documents listed in 
App 0 

FELTON, J H Division of Rules and Records 82/08/10 LONO, D J 
Minthrop,. Dtimson, Putnam ^ Roberts 9pp 15645 063 24X 

Fiche 50-000, 02/08/10, 021007000 7 


8210010401 Forwards application to amend Licenses DPR-26 2, DPR-5, 
changing Tech Specs re facility organization 8c Unit 2 
Tech Specs 3 6 & 4 4 re containment isolation valves 3 12 8, 

4 12 in pipe lines Class I, II tt MI fees end 
O'TOGLEiJ D Consolidated Edison Co of New York 02/08/31 
VARGA, S A Operating Reactors Branch J 3pp 15572 211 24X 

Fiche 50-003,02/08/31,8210010401 


— 8210010409 Application to amend Licenses DPR~26 8, DPR-5, r evi s i ng Tech 
Spec Figures 3 2 & 6 2-2 re facility organization for 
Units 1 8^ 2, respective! y 

O'TBOLE, J D Consolidated Edison Co of New York 82/06/31 2pp 
15572 214 24X Fiche 50-003,02/00/31,8210010401 


— 8210010414 Proposed revisions to Tech 5pec Figures 3 2 8« 6 2-2, 
reflecting change in organizational structure to include 
position of operations superintendent Safety assessment 
enc 1 

* Consolidated Edison Co of New York B3/0B/31 App 
15572 216 24X Fiche 50-003,82/06/31,8210010401 


— 0210010425 Application to amend License DPR -26, revising Tech Specs 
36644 to establish requirements for action required when 
containment isolation valves are inoperable 8, reflect 
changes to isolation valve provisions 

O'TOOLE. J D Consolidated Edison Co of New York 82/08/31 2pp 
15572 222 24X Fiche 50-003,82/08/31,8210010401 


— 0210010438 Proposed revisions to Tech Specs 3 6 4, 4 4, establ i sh ing 
specific requirements for action during inoperability of 
containment isolation valves 8. reflecting changes 8, additons 
to isolation valve provisions Safety assessment end 
« Consolidated Edison Co of New York 82/08/31 20pp 
15572 224 24X Fiche 50-003.82/08/31,8210010401 


— 0210010443 Application to amend License DPR -26, revising Tech Spec 
Sections 3 12 & 4 12 to defflect editorial change 
safety-related pipe lines 8c to effloct editorial change 
Q'TaOLE,J D Consolidated Edison Co of New York 02/08/31 2pp 
15572 244 24X Fiche 30-003,62/00/31,0210010401 


— 6210010449 Proposed revisions to Tech Spec Sections 3 12 l< 4 12, 
reflecting redesigned support sys for safety-related pipe 
lines 8- to effect editorial change Safety assessment end 
» Consolidated Edison Co of New York 02/08/31 IBpp 
15572 246 24X Fiche 50-003.82/08/31.8210010401 


6210080049 Notification of 820929-30 meeting u/util 8, Franklin Research 
Ctr in Ouchanan.NY to discuss contractor review of util 
radiological effluent Tech Specs 

THOMA, J 0 Operating Reactors Branch 1 82/09/23 VARGA, S A 

Operating Reactors Branch 1 2pp 66367 336 24X 

Fiche 50-247,82/09/23,0210080049 


6310130602 Informs that review of 810731 response to Generic Ltr 81-01, 
"Qual if ications for Insp,Exam 4- Testing it Audit Personnel," 
complete Commitments 8* exceptions to Revision 1 to Reg Guide 
i 58 & Reg Guide 1 146 acceptable 

VARGA, 0 A Operating Reactors Branch 1 02/09/27 O'TOOLE, J D 

Consolidated Edison Co of New York 2pp 15692 347 24X 

Fiche 50-247,02/09/27,0210130602 


62(0130455 Forwards responses to Items 1,3,4 8( 8 of NRC 820315 request 
for addi info re control of heavy loads (NUREG-06121 Info 
addressing Items 2,5,6 it 7 will be submitted fay 030131 
O'TOOLEi J D Consolidated Edison Co of New York 03/09/30 
VARGA, S A Operating Reactors Branch 1 7pp 15682 019 24X 

Fiche 50-247.82/09/30.8210130455 


6210120253 Forwards Initial comments on Sandia Natl Labs 820825 
prelininary draft Itr rept on review 8c evaluation of 
probabl listic safety study , addressing wind, seismic, fire, 
pressurized thermal shock it fan cooler issues 

□ 'TOOLErJ D Consolidated Edison Co of New York BAYNE, J P Power 
Authority of the 8tate of New York 02/10/06 VARGA, 8 A Operating 
Reactors Branch 1 62pp 15652 215 24X Fiche 50-247,82/(0/06, 

02(0120253 


0210190693 Advises that results of 820920 sve water sys test prove that 
Indian Point probabilistic safety study reflect actual 
plant conf iguratlon Remaining plant Improvemints in 020305 
ltr. except ATWS mod, to be complete by return to sve 
O'TOOLE. J D Consolidated Edison Co of New York 02/10/08 
VARGA, B A Operating Reactors Branch 1 2pp 15738 141 24X 

Fiche 50-247,82/10/08,0210190693 


8210210032 Forwards request for addl info to complete review of TMI 
Item tl K 3 25, "Power to Pump 0eais " Areas of conformance 
or deviation from stated position should be identified Ic 
info re design it operation of cooling sys provided 
VARGA, 8 A Operating Reactors Branch 1 02/10/13 O'TOOLE, J D 

Consolidated Edison Co of New York 3pp 15774 360 24X 

Fiche 50-247,02/10/15,0210210032 
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8210260242 Ftec^ije&tf Comnnssion * 9 -&ub order directing aM meetings 
^«^u;e 0 n FlRC t/ Ltcencee be held in Mash ington* DC or NV^that 
inbervenors receive notice op meetings concuerentlg u/utils 
t that Intervenors t>e provided w/mlnutes Qf G210I3 meeting 
M&ISS. £ H Harmon Sr U£IS3. E R Union of Concerned 

Scientists 82/10/25 PAUtADINO.N J . AHEARME. J . GILiN&KV* V 
ComDi sv loners 2pp 15837 059 24X f-iche 50-247,93/10/23* 

8210230242 


8210200230 Advises that MRC does not intend to respond to intervenor 
motlpni fil 0 d in response to ASLD BSiOOl order until after 
B21 103-04 prehearing conference 

MOORE. J e Hearing Branch J 82/10/27 OLEASON. J P . SHON. F J . 

PAfllSrO H Atomic Safeti^ and Licensing Board Panel Ip 13Q37 032 

24X Fiche 50 -247, 02/ I 0/27.821 0280230 


8210280353 Response apposing UC8/NY PIRO 821012 motion to direct NRC to 
reschedule all future meetings on hearing issues in NY or 
Wash i ngton* DC NRC should be permitted fUiabilitg to 
deterriine most appropriate location W/Ctrti f i cate of Svc 
MCCURftEM, H J Hearing Branch 1 92/10/27 Comni ss loners 9pp 

15B37 048 24X Fiche 50-247,32/10/27.8210280333 


8210290271 Advises that licensees plan to address all matters raised m 
responses/mat ( ons re A5UB 821001 (tiemorandum order at 
621103-04 prehearing conference 

DRAKDENDtiRQ, D Consol tda ted Ed ison Co of Neu Vorl MORGAN, C 

Pojar Author itg of the State of Heii> York hGRGAKl. C Morgan 

Associates 82/10/27 GLEASON, JP . SHON, F U , PARlS,aK Atomic 
Safatg and Licensing Board Panel 2pp 15353 012 24i( 

Fiehe 50-247,02/10/27.0310290271 


H General correspondence 


821025027S Reciuests substitution of SL Baum u/TR Frog on official svc 
list for proceeding Related correspondence 

CQLARULLIiP F Morgan Associates COLARULLI.P F Poiuer Authorstg 
of the State of Neu York 02/10/19 STUCKY, 8 W Docketing Ic 
Services Branch Ip 15791 190 24X Flche 50-247,02/10/19, 

aai 02 S 027 S 


Q Advisory Conmiitee on Reactor Safeguards reports ft correspondence 


&2O7i0OO77 Foruards CQfTwnen.bg on PRA study dealing u/selsmic haiard 
Validity of conclusions rest on quality of primary data 
bases & assumptions in both studies Repts are not valid risk 
assessments due to data base limitations 

POKeROV, P W Rondout Associates POMEROY, P W ACR8 - Advisory 
Committee on Reactor Safeguards 82/00/24 OKRENT, D ACR8 - 
Advisory Committee on Reactor Safeguards 7pp 1507^i ool 24)C 
Flche 53-003, 02/08/24. 8207180077 


P Operating license stage documents (. correspondence 


0007310117 Forwards request for addl info required to complete Friinllji 
Research Ctr evaluation of adequacy of steam generator t. 
reactor coolant pump supports Request should be sent to 
1 icensee 

WICHMAN.R R Operating Reactors Assessment Branch 00/07/14 
VARGA, S A Operating Reactors Branch 1 7pp 03054, 2*0 .jqK 
Fiche 50-247. 80/07/14,8007310117 


9CO0OSO22D Requ ests LD Marsh be permitted to continue revjciuingi 
overpressure protection sys b associated Tech Specs 
NOVAK, T Assistant Director for Operating Reactors Q0/Q//'J<1 
ERNST, H L Assistant Director for Technology Revieu ip 
030/0 175 2 4X Fiche 50-247* B0/0//3O, 00000 50220 


8009130744 Summary of B00617 meeting u/utils irr Qethesda*hO re 
containment structural response to core melt accident 
sequencer 

MEYER. J F Power Systems Branch 00/07/31 Power (byiietns |]r«r % 

3pp 03266 243 24X Flche 50-247*60/07/31,8000130744 


6009100104 Approves Tech Specs revision proposal re msp of hydraulic 
fluid of snubbers supplied by common reservoir & excessive 
fluid loss due to eiternal tubing leakage 

BARRETT, LH Operating Reactors Assessment Branch OO/O0/l>'S 
VARGA, S A Operating Reactors Branch 1 (Pre 80042[H ip 
03516 074 24X Fiche 50-247, 80/00/05,8009100104 


0OOQ21O627 Forwards request for addl info lo spent fuel poni itraOkr, 
Info needed to complete review of util application for 
license amend 

RUDENSTEIN. C S Assistant Director for Core 6 Containment 
60/08/08 NOVAK, T M Assistant Director foi Opeiating RsaiLms 
3pp 03392 306 24X Fiche 30-247,90/00/00.000821062/ 


B009100100 Forward* recommendations on staff task action plan tn be 
sent to licensees for revigw f, response 

BARRETT.L H Operating Reactors Assessment Branch CiO/Oi3/(lll 
VARGA, 8 A Operating Reactors Branch I <Pre □0042(11 (Ip p 
03916 066 24X Fiche 50-247,00/00/08,0009100100 


8009030334 Forwards Reactor Fuel Bection questions re tlll'AN fuel i-, 
cere previously containing HIPAR fuel Questions should be 
forwarded to licenseu 

RUOENSTEIN«L S Assistant Dircctar fpr Core Contflinmeni hyiiaai 
00/08/16 NQVAKiT M Assistant Director for Qperallng 
3pp 0346S 022 247 Fiche 50-247, 00/08/10, 00070301 M 


0CO9OBO466 Forwards response to 000020 request for »latu» rept rm 
Zion/Indian Point task action plan Rospons i b i U ti as qn m 
area of severe accident mitigation features ft not In HUaT ki«h 
operational actions portion 

MEYhR.J r Reactor Systems Branch BO/OQ/25 NOVAK. T h Astisk 
Director for Operating Reactor* 2pp 03404 007 ^4X 

Fiche 50-003. 60/08/25,0007080466 


8006240851 Disevsie* po^twlated fuel handllno accident inside 
conta inment, based on licensee 770619 accident analysis 
Analysis includes worst single failure during accident 
Safety evaluation it containment purge sys Tech Specs end 
BARRETT. L Operating Reactor* Assessment Branch 60/06/06 
VARGA, S Operating Reactor* Branch 1 3pp 02767 167 24X 

Fiche 50-247, 30/06/06, 8006940051 


8007010658 Operating Reactor Event Memo 00-7 re nearly s 1 mu 1 tan eons 
trips of C/nits 2 & 3 Event was of negligible safety 
significance & trips were unrelated It coincidental 
EISENKOT, D 0 Division of LIcaniing 60/06/13 VOLLMER.R H 
Division of Englnsorlng MATTSON, R J Division of Safety 
Technology HArfAUER.B H Division of Human Factors Safety Sop 
02615 145 34X Flche 50-247.80/06/13,0007010658 


90101S01Q3 Discusses union representative allogation re liaressnii* « 
security guard personnel Add] info necessary prior to NiR 
investigation of allegations 

WARD.M J Office of Inspection 4( enforcement, Office of ihe 
Director 80/08/20 Office of Inspection 8, Ciifoi c tmtnt . 
the Director 2pp 03630 960 24X Flcho 50-247, 00/ OJ) 

8010150103 


0007290234 Bubmlts description of work being done on analyiie uk 
releases from facilities Simple I-D mul ticompartment lhrra>al 
hydraulic code being written to analyie variety of 1 VHl 
designs Related data end 

FENSTERMACHER Reactor Systems Branch 00/ 09/ JO DPLID. | F 
Reactor Systems Branch 4pp 03589 257 24X FJeJ*# W 

0009250234 



0OO7O7O44B Operating Reactor Evenk Memo 80-0 re lost of offsite power 
Effect* of thunderstorm reiultsd in total loss of offalti 
power Emergency diesel generators functioned properly 
E18ENHUT, D 0 Division of Licensing 80/06/13. VOLLMER.R H 
Division of Engineering ROSS, D^F Division of Systems IntegTation 
fpre 6110091 HAffA</ER.S S Division of Hu men Factors Safety Bpp 
02081 349. 24X Fiche 50-247,80/06/13,0007070448 


6010220534 Responds to 000917 request re control room review k0lC if 
Itr detallei# five addl item* to near-term OL rpqujramenis 
Item HI 0 3 4 requires analysts of control room 
hahltebllity by 01010] 

MOUBTON. R W Accident Evaluation Branch BO/09/25 VAROa S * 
Operating Reactors Branch 1 Ip 03360 OOl 24X 
Fiche 50-247,80/09/25.0010220234 


8007150303 Notifiit that review will be conducted of Offshore Power Sue 
ffhert-terai riefc studies u»fng varipw* T*sourceif In response 
to ^00605 requtft Eva luatf on ui 11 be submitted by 000922 
MATTsaN, R J Division qf Sefety Technology, 00/07/02. 

EfSENHUr, 0 0 Division of Licensing 2pp 02992 301 24X 

Fiche 50-247.00/07/02,0007130303 

0OD720O312 Summary uf 000629 mi e ting u/utll re implications of Class 9 
accidents on liquid pathways at facility, 

^ HydroZegic 6 Geoticlinfcal Engtnterina Branch 00/07/00 
^ OeotechnlcaJ Engineering Branch 9pp. 
03Gf6'253* 24X Fiche 50-247, 80/07/00, 0007280312 


6010210703 Fnruards recommendations fur meeting auiiljary 
min flow requ irements Licensee must demonstrate decay ha*4 
removal for 10 minutes w/o operator action or reset (fl-ntrol 
valve throttled position 

CHECK. P g Asiiitent Director for Plant By stem* 00/09/5<3 
NOVAK, r M Assistant Director for Operating Reactors Sum 
03647 104 24X Fiche 30-247,80/09/20,0010210783 

9010240329 Dlscusiei liuman factors control room deeJon ir«a« aeer 
on 800219-22 ft 800310-11 Corrective action* procedural i, 
Implementation schedule provided. Con Ed 8* PASNY conlrol pb«« 
design repts found iricomplete 

MODRE, V. A Division of Human Factors Safety, 80/09/29 
OLSHlNSKJiJ Division of Licensing 3ap 03699 35/ 

Flche- 50-247. 00/09/29,0010240329. 
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EAto?4064<1 Foru^rdf safety evaluation re electrical override of manual 
actuation features for contain^ner t ventilation feotation t- 
n ♦ ^ er ESF s y s 

0L?HI1JE»^ [ . J A Operating Reactors Assessment Hranch BO/lO/06 
VAFJGA E A Operating Reactors Brancli 1 3pp 03661 092 24/ 

Fiche 50~247< 00/10/06. B010240644 


3i''l02703|2 Advises that rranHin Research Ctr teas notified to proceed 
I* ' fira! evaluation of fracture toughness of steam generator 
' reactor coolant pump supports Due to util Q00S28 request 
tor delay • ap p ropnate conservative assumptions mill be made 
□L SHf ! . J A Operating Reactors Assessment Rranch NRC-03-79--1 IB 
BO/10/06 VAROA, S A Operating Reactors Branch J 2pp 
03661 20a 24X Fiche 50*247.80/10/06.8010270312 


S01111C094 Requests Instrumentation ^ Control Sys Branch evaluation of 
util responses to questions le incore instrumentation tubes 
at facilities Info will aid branch evaluation mitigation 
reatuires re backfitting of severe mitigation features 
SPEJS 1 P Pifactor Systems Branch 80/10/09 SATTERFIELD. R 

I n s t r u Tie n ta 1 1 uti %< Control Systems Branch ip 02337 001 24X 

Fiche 50-247. 00/10/09, BOl I 1 10004 


!0lOCa009B Formards NRC questions L util answers re backfitting of 
severe accident mitigation features evaluation needed in two 
u» s 

EFEIG. T P Reactor Systems Branch BO/lO/17 SCHAUER, F P 
E»ructural Engineering Branch Ip 65767 104 24X 

Fiche 50-247.00/10/17.8010280098 


JOM200325 Forwards Power Sys Branch evaluation of differences between 
Indian Point 2 * 3» i n response to technical assistance 
lequcst Requests meeting u/licensce prior to formal response 
to evaluation 

Ch£Ch. P S Assistant Directo? for Plant Systems 00/10/21 
hCLAi'.T Assistant Director for Operating Reactors Slpp 
03743 IM 24X Fiche 50-247.80/10/21,8011200025 


lOl 1210204 Forwards draft safety evaluation of licensee response to 
task Action Plan Item II E 1 2 Automatic initiation logic. 

I tr uron ta*- 1 an i< associated circuitry ^ automatic feedwater 
flow mdicatiiin channels meet safety-grade requirements 
EATTERFIEiO, n Instrumentation i> Conti oi Systems Branch BO/lO/22 
VARGA. S Operating Reactors Branch 1 8pp 03744 123 24X 

Fiche 50-247. 00/10/22.8011210304 


1101050528 Forwards questionnaire to be completed by each near-term UL 
L each licensed plant by 801107 Objective is to assess best 
collective judgment re extent oh problems recently 
experienced at facility 

lORDAM, E L Office of Inspection t Enforcement. Office of the 
Director 00/10/20 BRUNNER. £ J Region I, Philadelphia. Reactnr 
Operations Nuclear Support Branch LENIS.R C Region 2. Atlanta. 
Reactor Operations Nuclear Support Branch HEISKMAN.R F Region 3. 

Chicagoi Reactor Operations Nuclear Support Branch 2pp 945B1 106 

24X Fiche 50-247,00/10/28.8101050528 


011070227 Requests all operating reactor project managers to conduct 
telephone survey w/licensees to determine If plants are 
susceptible to sve water leaks Results of survey requested 
by 001031 

OLSHAN. L H Operating Reactors Branch I 00/(0/29 Operating 
Reactors Branch 1 Ip 03715 124 24X Fiche 50-247,80/10/29. 

8011070227 


011120679 Forwards response to request for determination of licensing 
basis for reactor pressure vessel & containment fan cooler 
sys re FSAR requirements {< current NRC criteria Licensee 
must perform thermal l« stress analysis of vessel 
LAINAS, C C Assistant Director for Safety Assessment 80/10/29 
FlSENNJT, D Q Division of Licensing 6pp 03719 337 24X 

Fiche 50-247. 80/1 0/29i 801 1 120679 


011100165 Guhmits revision of relative concentration for short-term 
release fnllouing an accident Facilities exclusion radius 
found to be 530 meters resulting in relative concentration 
equal to 0 00031 sec/cu meter m southwest direction 
HOUSTOM. fl W Accident Evaluation Branch 80/10/30 VAROA, 3 A 
Operating Reactors Branch 1 Ip 65768 021 24X 

riche 50-247,60/10/30.0011100163 


207050085 FOIA request for eight categories of records re steam 
generators &< steam turbines 

LONO. D J Nlnthrop. Stlmson, Putnam & Roberts 92/07/13 Office 
of Administration 3pp 15649 060 24X Fiche 90-247.02/07/13. 

8207050085 


210070007 Responds to FOIA request for eight categories of records re 
steam generator* b steam turbines App A documents provided 
in R Vdell FQIA Request 01-313 Forwards documents listed In 
App D 

FELTON I J M Division of Rules and Records 83/08/10 LONO. D J 
Hinthrop, Stimsorii Putnam << Roberts 9pp 15645 063 24X 

Fiche 50-000. 82/08/10. 0210070007 


8210010401 Forwards application to amend Licenses DPR-26 b DPR-5. 
changing Tech Specs re facility organ i latlon 6 Unit 2 
Tech Specs 3 6 6 4 4 re containment isolation valves 3 12 8. 

4 12 in pipe lines Class 1, 11 6 III fees end 
a 'TOOLE. J D Consolidated Edison Co of New York 02/08/31 
VARGA. 5 A Operating Reactors Branch 1 3pp £5572 2i 1 24X 

Fiche 50-003.02/00/31.0210010401 


— 6210010409 Application to amend Licenses DPR-26 DPR-5, r evi s mg Te 
Spec Figures 3 3 tit 6 3-3 re facility organization for 
Units 1 tc 2, respec t ivel y 

O'TOOLE, J D Consolidated Edison Co of New York 62/08/31 3p 
15972 314 24X Fiche 50-003.02/08/31.6210010401 


— 0210010414 Proposed revisions to Tech Spec Figures 3 2 8< 6 2-2. 
reflecting change In organizational structure bo include 
position of operations superintendent Safety assessment 
enc 1 

* Consolidated Edison Co of Now York 92/00/31 6pp 
15572 216 24X Fiche 50-003.82/00/31,0210010401 


— 0210010425 Application to amend License DPR -26, revi s Ing Tech Specs 
3 6 2c 4 4 to establish requirements for action required when 
containment isolation valves are inoperable S. reflect 
changes to isolation valve provisions 

O'TOOLE. J 0 consolidated Edison Co of New Yark 82/08/31 3p 
15572 222 24X Fiche 50-003. 82/08/31. 82 J 001 0401 


— 0210010438 Proposed revisions to Tech Specs 3 6 Jc 4 4. establ 1 shing 
specific requirements for action during inoperability of 
containment Isolation valves it reflecting changes 1. additans 
to isolation valve provisions Safety assessment end 
* Consolidated Edison Co of New York 82/08/31 20pp 
15572 224 24X Fiche 50-003,03/00/31.0210010401 


— 0210010443 Application to amend License DPR-36. revising Tech Spec 
Sections 3 13 & 4 12 to defflect editorial change 
safety-rela ted pipe lines U to efflect editorial change 
O'TQQLE.J D Consolidated Edison Co of New York 02/09/3 1 2|; 

15572 244 24X Fiche 50-003,02/09/31.02 10010401 


— 0210010449 Proposed revisions to Tech Spec Sections 3 12 & 4 13. 
reflecting redesigned support sy* for safety-related pipe 
lines tt to effect editorial change Safety assessment end 
e Consolidated Etftson Co of New York 82/09/31 iQpp 
15572 246 24X Fiche 50-003,82/00/31.8310010401 


8210080049 Notification of 920929-30 meeting w/util S< Franklin Reseat 
Ctr in Buchanan. NY to discuss contractor review of util 
radiological effluent Tech Specs 

THOMA.J 0 Operating Reactors Branch I 82/09/23 VAROA. 9 A 
Operating Reactor* Oranch 1 2pp 66367 356 24X 

riche 90-247.92/09/23.8210080049 


8210130603 Informs that review of 010731 response to Generic Ltr Gl-< 
"Oualif ications for Insp.Exam ^ Te*ting 8t Audit Per«onneli** 
complete Commitments t. exceptions to Revision 1 to Reg Quide 
1 58 6 Reg Guide 1 146 acceptable 

VAROA. 8 A Operating Reactors Branch I 02/09/27 □'TOOLE, J D 
Consolidated Edison Co of New York 2pp 19692 347 24X 

Fiche 50-247.02/09/27.8210130602 


8210130499 Forward* responses to Items 1)3.4 0 of NRC B20319 requei 

for addl Info re control of heavy loads (NUREO-0613) Info 
addressing Items 2.5.6 7 will be submitted by 830131 

O'TOOLE. J D Consolidated Edison Co of New York 83/09/30 
VAR0A.8 A Operating Reactors Branch 1 7pp 15682 019 24X 

Fiche 90-247.83/09/30.0210130459 


8210120293 Forward* initial comments on Sandia Natl Lab* 820825 
preliminary draft ltr rept on review U evaluation of 
probabilistic safety study. addressing wind, seismi c. fir e. 
pressurized thermal shock it fan cooler issues 

O'TOOLE. J D Consolidated Edison Co of New York BAYNE. J.P Pdi 
A uthority of the State of New York 62/10/06 VARGA. 8 A. Dperat 
Reactors Branch t 62pp. 19692 219 24X Fiche 90-247.82/10/06, 

8210120253 


9210190693 Advises that results of B2D920 sve water syt best prove t 
Indian Point probab i 1 iitic safety study reflect actual 
plant conf Iguration Remaining plant improventents In 920305 
Itr.flxcapt ATN8 mod, to be complatv by return to sve 
O'TDQLE, J D Consolidated Edison Co of New York 92/10/08 
VAROA, S A Operating Reactor* Branch I Spp 15730 141, 24X 

Fiche 90-247. 82/10/08. 02101 90693 


8810210032 Forward* request for addl info to complete ravieu of TMI 
Item II K 3,29. ’'Power to Pump Beals ” Area* of conformance 
qr deviation from stated position should be Identified |< 
info re design it dperatiDn of cooling sy* providsd 
VAR0A.8 A Operating Reactors Branch 1 62/J0/19 D'TODLE, J D 

Consolidated Edison Co of New York 3pp 19774 360 24 X 

Fiche 90-247.83/10/19.9210210032 
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Qi2l028O4ai3 ForijArd^ iafoty ev*lvjatiOfv of of stdfcion electric 

distributtoii sijs voltages ba»Pd on util 020709 J tr Sy^ 
voltage? ader^uafce Roview tla««d 

VARQA« S A Operating Reactors DrancN 1 02/10/10 O-TOOLe, J D 

Consolidated EdlSOTi Co of lieu Yorlc 2pp ISO/»0 0l9 24)( 

FLche 50 ?47, tl2/ to/ 10. 8210200420 


02$O13O55& Ack Receipt of 020915 Itr informing NRC of steps 
correct violation? noted m IE Insp Rept 50^247/02^] <9 
STAROSTECKI, R Division of Project i Resident Programs 
Q'TGOLE. J 0 Consolidated Edison Co of New York jp 
245C Fiche 50-247.02/10/06,0210130556 


tdien to 

□2/10/06 
156BJ 30* 


■0210200430 ■fla fety evaluation supporting adei^uadj of station electric 
distribution sys voltages 

■* Office of IJijclQdr neactoi negulatlon. Director 02/10/16 7pfi 
15060 021 24 X f'iclio 50 -247. 02/10/ I 0, 0? 10200426 


— 0210200432 “Adeiiuacy uf Station Electric Distribution 6y& Voltages. 
Indian Point Nucloor Station, Unit 2 " 

UOV. A C . UCllFR, U A EO^^O, Inc FIN A-A429 E00-6A-5307 ROl 

62/07/30 PREUATTE.R L Division df Systems Integration (post 
at 10051 14pp 15060 0.20 24)f Flcho SO-347. 02/10/ 10* Q31O2QO420 


0210260332 Mots Pies of changes in estimated schedule of completion for 
TMI Items 11 f I, "M&blo Ooa Hon i tor ing . ” I I D 3, "Fost- 
Accident Sarnr I ing. ” Hi I) ’1 ‘h ‘'CantroJ Honni 
Habitability Hods will be conpleted by end of refueling 
tr 1 DOLE, J D Consolidated Edison Co of Mow York 02/10/19 
VARGA, Q A f] pot at lag Heactar* Drnnch 1 Spp 15002 357 24X 

riche 50-247, 03/ lO/l 9- 02 i (K»6033? 


□ Inspection reports, IF llunetin? l> coTreypondence 


■0210130559 Foruiards rssponse to NRt 620016 Itr re violations nnt*d 
IE Insp Rept 50—247/03-14 Corrective actions post-mamt 
tests/ln«p per COL-51 will be ensured All pobt-mamt 
activities after 82J10I will be verified 

□ 'TOOLE.U Consalidated Edison Co of New Yoi k 03/09/15 
STAROSTECKI , R Division of Project S, Resident Programs ic 
15603 305 24X Firhe 50-247, 62/10/06, 0210130556 


6310210300 forward* IE Insp Ropt 50-247/02-19 on 82090J -30 No 
hone Pinp 1 lance noted 

STAROSTECI^ 1 , R Division of Project 4' Resident Progiams 02/10/07 

O'TGOLEis/ D Cons q 1 1 {|at ed Edison Co of New York 2np J57/>J 24& 

24X Ficbe 50-24./, G3/10/O7 . 8210210300 


'-&2102I0307 IE Insp Rept 50-247/62-19 on 020901-30 Mo noiicompl c 
no-ted Itajor areas inspected licensee mgt changes, gperationaj 
safety ver i f icat i on, p la nt tours , operab l 1 i ty of ESP, safety 
sys challenges ■!< LER follourups 

REBELOWSKI.T , FOLEY. T . KISTER.H Division of Project bflesitfent 
Frograms 82/10/06 I7pp 15764 250 24K Fiche 50-247,02/10/0? 

n^i 09 I fi'ino 


0310060010 Addl response to FOlA request fni 19 categories ef Info re 
nucloai reactor ovonts 6 Scifety problems For-wards documents 
libt<}d in App A Daciimfliits in App D cPmplotely uilhlield (ref 
FOlA Esonp t ion 51 

FEi.rQN, J II Dlviaiun of Rules and Records 02/07/12 UDELL. R A 
Critical Haas Energy Project 7pp 15/69 027 24X 

rich® 30 - 00 ( 1 , D2/0// 12, naioonoolo 


--G2l00n0l37 Rystspiptlc asses Sinefit of licensee performance notes re 
facility evaluation for 1900 

» NFIC ^ Nn Detailed Affiliation Given GO/12/31 7pp 
19667 35Q a4X rithO 90 '000. 02/0// 12. 1121 OOROO I 3 


G210070007 flesponds to FOlA request for eight categories of records re 
steam generators i. steam turbines App A documents provided 
In 6 Udell FOIA Requoot ill “313 ronjiardi documents listed in 
App 6 

FELTON, J M Divio I on of Rules and Records 62/08/10 LONO, D J 

Winthrop, aiinsuri, Putnam 6 Roberts 9pp 19645 067 34X 

Ficho 90-000, 02/On/10,R./I00'/O00/ 


—0210070139 Forwards tabulated data on steam generator Insp te mnlnt at 
facilities Data Should be provided to licaTtsoas 
IPPQLITD, r Gperatlngi Reactors Assessment Oranch 02/04/01 
VARQAiQ Operating ncactors Qranch t 9pp 15645 131 ?4X 

Ftcba 30-000, 82/00/10, GrMOO70007 


— 0210070172 Forwards Info re steam generator integrity 8c intps at all 
operating rWRs, per /5O3?0 k 21 requests Details of insps. 

Including defect indtca 1 1 ons, tube plugging! criteria 8, tubes 
plugged will not be provided sicept for faint Reach 1 
QOLLERiK n Division of Reactor Licensing (NRR-1975 only) 

7S/03/2A (1ACCARY, R R Division of Technical flovieu lNflR-1975 
only) gpp 15649 I9A SAX Fie bo 50-000, 82/OB/ 10. 0210070007 


&31OSOOO70 Forwards steam gonerat-or exam program for 1902 refueling/ 
maint autegs 

Q^TODLEiU D Commonwealth Edison Co 02/00/10 VAROA.- 8 A 
Licenilng Branch I, 2lpp JS793 179 GAX Fiche SO-847. 82/09/10. 
8210200076 


0210060024 Forwards IE Insp Rept 90-247/02-10 on 920001-31 & notice 
of violation 

STAROSTECKI, R Division of Project 8< Resident Progrems 02/09/17 

O'TGDLE.J D Consolidated Edison Co of Neu Vurt 2pp 13615 054 

a4X Fiche 90- a47r 02/09/ 17. 0210060024 


-“&2t006004l Notice of violation from insp on &20aoi-3l 

# Division of Project 6 Resident Programs 02/09/17 ip. 
15619 036 24X Fiche 90-247.82/09/17,0210060024 


■B2I0060046 IE Imp Rept 50-247/02-18 pn 020001-31 Noncemp 1 i ance noted 
failure ta maintain con tainment integrity for itoiation 
valves 

REDELOWSKIiT . KOLTAY.P , KIQTEfl.H Division of Project 6 Resident 
Programs. 02/09/16 ISpp 19619 097 a4X Fi e he 50 - 247 . 82/09/ J7, 
0210060024 


0a08l70233 IE Info Notice 00-35. Buppl 1. ^Leaking «< Dislodged I-IS5 
Implant Deeds " Bve list end 

COBBiL 1 Division nf Fuel FaclUtles. Keterlals U 9»faguardi 
02/10/06 Consolidated Edison Cp of New Vorl 66pp 15761 250 
24X Fiche 30-0-00.82/10/06,0208190233 


0200190230 IE Bulletin 02-03, “Streas Cortosion Cracking i/> fbitt' 
Ua 1 1. Large-D i ame ter I Sta i n 1 ess Steel, Rcc ircu lation Sys 
Piping at DHR Plants " Sve list end 

DEYOUNO, R C Director's Office, Office of Inspection ond 

Enforcement B2/10/H Conaolidated Edison Co of Ne^ ,arl 

llSpp 15810 125 24X Fiche 50-000,02/10/14,0200190210 


S Reportable occurrences, LERs 6 related correspondence 


G2L0010006 Responds to FQIA request for 19 categories of documents re 
nuclear reactor events it safety problems Forwards documunts 
listed in App A 

FELTON, J H Division of Rules and Records B2/O6/20 UDH I , R A 
Critical Hass Energy Project 15pp 15727 003 a4X 
Fiche 50-000. 02/06/2(3. 8210010000 


--QOH120679 Forwards response to request for determination of licens 
basis for reactor pressure vessel (. containment fan cooler 
sys re F6AR requl rpme-nts 6 current NRC criteria Licensee 
must perform thermal 6. stress analysio of vessel 
LAINAS. (J C Assistant Director for Safety Assessment (10/10/^9 
CtSENHUr, D 0 Division of Licensing 6p p 157,20 04s 24 X 

Fiche 50-000^62/06/28,0210010008 


— 8011240024 Forwards Containment Sys Branch discussion paper compar 
facility evant w/current licensing criteria 

RUCENSTEiri, U Assistant Director for Core 6 Containment Rystems 
00/11/07 LAINA8.0 Assistant Director for Safety Atsestment 
6pp 15730 051 24X Fiche 50--000, 02/06/20, 02 1 OOIOOO0 


— □1010-90296 Describes sequence of events leading to containment fl* 
at Unit 2 Unit 3 should be allowed to return to power 
operation pending long-term actions IE Info Notice 80-07 re 
containment cooler leaks V press release end 
WOODS. H M Office of Inspection 6 Enfoi c ement. Office of the 

Director 00/11/13 JORDAN, E L Office of Inspection t 

Enforcemetit I Office of the Director 6pp 15720 035 24X 

Fiche 50-000,02/06/28.0210010008 


-—0103090309 Informs that Safety Program Evaluation Dranth does not 
develop requirements for non-RCS leakage detection Branch 
evaluates proposed requirement adequacy in terms of 
Cost-benefit analysis Ik possible adverse consequences 
MURLEY. T E Division of Safety Technology 01/02/27 
EISENKIPT. D O Division of Licensing 2pp 15720 ODD a4X 
Fiche 50-000.02/06/28.0210010000 


8210060015 Addl response to FOIA request fbr 19 categories of inf-o 
nuclear reactor events & safety prob I ems. Forwards documents 
Hated in App A Documents in App D completely withheld (ref 
FOIA Ekemption 5) 

FELTON, J M- Division of Rules and Records 02/07/12 UDEH-.J^ f 
Critical Mass Energy Project 9pp 15665 027 24X 

Ft Che 50-000, 02/07/12, 82 1 008001 5 


— 6205030617 Forwards '*Eng ineering Evaluation of Indian Point Ursii 
Flooding Event of 901017 •' 

LANHINO.W D Director's Office 02/04/22 MlCHELeONiC 
Director's Dffice fp 1S665 239 a4X Fiche 50-000, 82/07 / s 
8210000015 


— 6205030617 ^'Engineer ing Evaluation of Indian point Unit 2 Fl-ociai, 
Event of 801017 " 

LANNINO, W D. Dlractqr^i Office 82/04/30 25pp 15665 a^rs 
Fiche 50-000.92/07/12.8210080015, 
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021006039* Forwards LER B3-03A/03L-0 

0 Consolidated Edison Co oP Neu York 83/09/24 
HAYNES^R C Region 1. Of-P(te of Director Ip I5&I5 326 24X 

F I c h e SO -247 , 82/09/ 34 . 62 1 0060396 


— 6210060400 LER B2-036/03L-0 on 820B25. temporary change procedure 
difthorired to permit simultaneous operation under load of 
tu° diesel generators during surveillance test< potential ly 
reducing degree oP redundancy Test procedure PTM-21 changed 
SttCTSi^H C Consolidated Edison Co op Neu York 83/09/24 

Region li Office of Director 2pp 15615 327 24X 

Fiche 50-24 7-03/09/24,6210060396 


521007D361 Foruiards LER 92-034/03L-*0 

a 'TOOLE- J D Consolidated Edison Co of New York 02/09/27 
HAYNESpR C Region 1, Office oF Director Ip 15634 060 34X 

Fiche 50-247. 82/09/27,0210070361 


--8210070366 LER 82-034/03L-0 on 020830, during normal operation , charg ing 
pufnp 23 developed leak Ik was declared inoperable Caused by 
defective gasket on cylinder head 4 Gasket replaced ^ pump 
returned tn sve 

a Consolidated Edison Co of New York 02/09/27 Region I, 
Office of Director Ip 15634 061 24X Fiche 50-247.82/09/27, 

8210070361 


0310040141 Forwards LER B2-032/01T-0 

O'TOOLE.J D Consolidated Edison Co of New York 02/09/36 
HAVNCSi n C Region I, Office of Director Ip 15503 080 24X 

Fiche 50-247r 02/09/20.8310040141 


--8210040145 LER B2-032/01T-0 on 020817. b lowd own outer isolation valve 
PCV 12I5A failed closed due to failure of solenoid valve 
SOV L315A Caused by open circuit In pilot solenoid valve 
SQV* 1315A coil Coil replaced 

FITZPATRICK, D Consolidated Edison Co of New York 02/08/31 
Region i, Office of Director 3pp 15563 009 24X 

Fiche 50 - 24 7.82/09/28,6210040141 


0210130411 Forwards LER 02~O35/O3U-O 

O'^raO-LE, J D Consolidated Edison Co of New York 82/09/26 
HAVN£6.R C Region 1. Office of Director Ip 15680 241 24X 

F j c he SO-34 7. 82/09/28, 021013041 1 


— 021OJ3O4I9 LER a2-035/03L-0 on 620029, nuc leap power range 
I nd IruAienia t ion channel N4| became inoperative due to 
failure of power supply unit Cause of unit failure not 
stated Defective high voltage power supply removed 
NaDIPURAN.P Consolidated Edison Co of New York 02/09/26 
Region 1. Office of Director Ip 15600 242 24X 

Fiche 50-24 7.02/09/28, 02 101304ii 


0210-290267 Fart 21 deficiency rept re potential galling problem between 
stem & bonnet of 1 25-inch & larger A105 carbon steel & 

Aia2--F22 valves supplied Feb J90l-Aug 1902 Valves should be 
serviced & stem 6/or bonnet replaced 

ISAGELLE. U 8 Conval, Inc 82/JO/ll HAYNES, R C Region Office 
of Director I7pp 15854 232 24X Fiche 50-000, 82/10/1 1, 

6210290267 


821025014 5 Forwards LER 82-039/031-0 

D'TODUE.J D Consolidated Edison Co of New York 02/10/12 
HAYNES, R C Region I, Office of Director Ip 15707 354 24X 

Fiche 50-247,62/10/12,8210250145 


—8210250149 LER 02-O39/O3L-O on 020910, cheml cal sampling indicated 
13 157. concentration of boric acid in storage tank 22 Doric 
acid transfer pump also out of sve for malnt Cause not 
stated Contents diluted 

HrNRICHS, O Consolidated Edison Co of Now York 02/10/12 
Region 1. Office of Director Ip 15707 355 24X 

Fiche 50-247,02/10/12,0210250145 


T Hearing transcripts on non-ant i trus t matters 


G210060232 Testimony of JD Q'Toole before US House of Representatives 
Subcommittee on Energy <, Conservation of Committee on 
Energy % Commerce re role of public participation in NRC 
proceedings W/C«rtl f Icate of Bve Related correspondence 
O^TOOLErJ D Consolidated Edison Co of New York 82/10/01 21pp 
15621 204 24X Fiche SO-247, 02/10/01 , 0210060232 


DOCKET SO-249 DRESDEN NUCLEAR POWER STATION. UNIT 3 


F Becurlty. medical, emergency Sc fire protection plans 


0209290125 Releases public version af revised generating station 
emergency plan corporate commend ctr emergency plan 
implementing procedure 

FELTON, J.M Division of Rules and Records 09/09/16 Docu/neni 
Hanagement Dranch Ip i5564 122 24X Fiche 50-000,82/09/16, 

0209290125 


— B2092901B9 Forwards public version of Revision 4 to generating station 
emergency plan corporate command ctr Emergency Plan 
Implementing Procedure EDF-3, "Envi ron/Emergeneg 
Coordinator " Receipt form end 

PAJaWBKI,J E Commonwealth Edison Co 02/09/01 DENTON, H R NRC 
- No Detailed Affiliation Given Ip 15S64 123 24X 

Fiche 50-000,02/09/16,0209290125 


— 0209290225 Public version of Revision 4 to generating station 
emergency plan corporate command ctr emergency plan 
Implementing Procedure EQF-3, ''Environ/Emargencyi 
Coordinator " 

PAJ0WSKI,J E , LITERSKI.L A , FLESBNER, S A Commonwealth Edison 
Co 82/08/31 lipp 15564 124 24X Fi ehe 80-000, 02/09/ 1 6, 

0209290125 


8210010009 Forwards info to suppl 020701 request for exemption from App 
R per 820917 telcon Request applies to Sections III 02a 
&> III 0 3 b re installation of fire suppression sys 
RAUSCH, T J Commonwealth Edison Co 82/09/23 EISENKUT,D 0 
Division of Licensing 0pp IS565 152 24X Fiche 50-000,02/09/23. 

8210010009 


8210130376 Advises that installation of offsite dose calculation sys 
program fully operational tracking model tc operational 
A-ntotfel will be delayed until 821231 to complete prime 
computer installation 

SWARTZ. £ 0 Commonuiealth Edison Co 02/10/06 DENTON. H R Office 
of Nuclear Reactor Regulation, Director 2pp 15662 098 24X 

Fiche 50-*000, 82/10/06,8210130376 


8210290047 Releases public version of revisions to Quad Cities, Zion 
ti Dresden emergency plan annexes & revised generating 
station emergency plan telephone diroctory 

FELTON, d M Division of Roles and Records 02/10/00 Document 
Management Dranch Ip 15677 313 24X Fiche 50-000,02/10/08, 

8210290047 


—8210290060 Forwards public version of Revision 3 to Quad Cities Sc Zlun 
emergency plan annexes* Revision 2 to Dresden emergency plan 
annex, Revls Ion 0 to Qyron emergency plan annex 4c revised 
generating station emergetiey plan telephone directory 
MOORE, R D Commonwealth Edison Co 02/07/30 DENTON, H R NRC - 

No Detailed Affiliation Given 5pp 15077 314 24X 

Fiche 50-000,82/10/06,0210290047 


— 0210290077 Public version of Revision 3 to Quad Cities t< Zion 
emergency plan annexes, Revi si on 3 to Dresden emergency plan 
annex & Revision 0 to Byron emergency plan annex 
a Commonwealth Edison Co 82/06/30 I02pp 15Q77 319 24X 

Fiche 50-000,02/10/08,8210290047 


— 8210290008 Public version of revised generating station emergency plan 
telephone directory 

GALLE, D P Commomuea 1th Edison Co. 82/08/12 43pp 15078,210 
24X Fiche 50-000, 6S/10/08. 8210290047 


8210220358 Provides info re organ i tatlon performance of depts 
responelbla for radiation protection activi ties, per 020702 
commitment Training coordinator assigned in Apr i902 to 
improve health physics training programs, 

TRAMM.TR Commonwealth Edison Co 82/10/14 DENTQN, H R Office 
of Nuclear Reactor Regulation, Director 9pp 15776 207 24X 

Fiche 50-000,82/10/14,6210220358 


6210250170 Advises that plans t, preparedness for offsite protection 
near facility adequate will be applied In event of 
radiological emergency IL State it local plans approved subj 
to verification of adeq.uacy of alerting i, notification tys 
THOMAS, UH Federal Emergency Management Agency 82/10/14 
DIRCK8, W J Office of the Executive Director for Operations Ip 
I5760{205 24X Ficha 50-010,82/10/14,0210250170. 


0 Adjudicatory correspondence 


0210010257 Decision ALA0-695 affirming Lap-81-37 UaP-82-65. 

sanctioning mod to OL for Unit 3 to permit installation of 
five high density spent fuel storage racks S, authorizing 
Issuance of amends to OLs , respective 1 y. 

TOMPKINS, B A Atomic Safety and Licensing Appeal Panel 82/09/29, 
2pp 15574.056 24X Fiche:: 50-237, B2/09/29f 8210010257 
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P Operating lictnse stag* docwnrnt* corrt^pondance 


B21-OOQOOOI Advi »e» that board notification i»»ijtd on 020903 r a use of 
auxillarfj ovarhaad cran» rathar than main, ovtrhtad cran* to 
novo apsnt fuel pool rack*, ihowld have bran isfiued w/i{ufnber 
llN-92-92 

MIRftCLlA^F A»si*tant Director for Safety Aatiaiwent 02/09/14 
Atomic Safetif and Liceoalng Board Panel 4pp 15660 341 24X 

Flche 50-237. 02/09/14.8210090001 


— Q2l00a0002 Board Notification 82'92 Informi of ufell failure to tarrg 
out fuel pool rack ramoval imtallatlon in manner 
deatrihed in taitimong at hearings Auilllarg overhead crane 
used Instead of redundant mam overhead crane 

rpPOLITQ..T A Assistant Director for Safatg Aesesiment 02/09/03 
Atomic Safety and Licensing Board Panel 2pp 13660 345 a4X 
Piche SD-237rQ2/09/14.82100B0001 


— 0209210383 fte c oiwmend e board notification re util use of aussliarg crane 
instead of main redundant crane to install fuel rackiiiS 
described In bestimong before ASLB Licensee has committed to 
follou bestlmang In completing remaining uork, 

IPPOLITD. T A Assistant Director for Safetg Assessment B2/09/03 

EISENHUT^D 0 Division of Licensing app 15669 349 24J( 

Fiche 50-23 7. ea/0?/l4i 8210000001 


8210120105 Re^ussts delay of imp 1 ementetlan due dates re NURE0-0737i 
items tl D 3. "Plant Shielding." II fl 3, ♦♦Poit-Acc irfent 
Sampling" -I* II F l t. "Noble Oas Effluent Monitor " 

SWARTZ. E D Commonwealth Edison Co 02/10/04 EISENHUT.D 0 
Division of Licensing 5pp 15&51 237 a4X Piche 50-000182/10/04. 
8310120105 


82 102 1)0 52-6 Forwards Revision 3 of Chapter 9 of "Offsite Dose 
Calculation Manual " 

OOLDEfl. J C Commonuaalth Edison Co 82/10/06 CASE. E 0 Office of 
Njckear Reactor Regulation! Director 2pp 15805 137 24X 

Ft c h e 50-000. 02/ 1 0/06. B 2 1 0360526 


—0210260542 Revision 3 of Chapter 9 of ^Offsite Dost Calculation 
Manual " 

« GommonwaaltH Ed lean Co 02/09/30 8Jpp 15005 13? 24X 

riche 50-000.02/10/0610210260526 


82101B005^ Provides add! guidance ib c lar if ication re G20606 request 
for addl infp per NLfR EG -0737. It em It H 3, "Pgit-Acc ident 
Sampling 3gs " Detailed rellabilltg analysis not required 
bo satisfy NRC concerns 

CRUTCHFIELD. D Operating Reactors Branch 9 eS/lO/OB DELOEQROE.L 
Commonwealth Edison Ca 3pp 15720 0<?4 24X Fie he 50-000. 

82/10/08. 0210180059. 


0210190680 Foruards safefcg evaluation of licensee 080414 & 0611 
responses to NURGO-0737. 1 tem II £4 2. “Purge/Vent Valve 
Isolation D«p endabi I ity " Responses acceptable Topic 
review completed 

CRUTCHFIELD. D Operating Reactors Branch S 02/10/13 DELOEOROE.L 
Canvmonueal th Edison Co 9pp i5730: 1?2 34X FUht* S0-337i 

82/ J 0/ 1 3# S21 0 J 90600 


Q210190445 Forwards supplemental response to Generic Ltr 02-05 re 
implementation status of NUREG-0737. I terns 1 1 B 3. II F 1 2. 

11 F t.Sril F I 5 It F 1 6. in response to 021006 niiuest 
SHARTZi E D Commonuealth Edison Co 62/10/14, EISENHUT. D Q 
Division of Licensing 5pp 15741 202. 24X Fiche 50-0-00.82/10/14. 

8210190445 


0210220335 Forwards Info re NURE0-0737» Item 11 D 1. "Performance 
Testing of BHR 8af ety/Re 1 lef Valves^" per 020727 n^ueib. 

Info adeiiuatelg demonstrates applicabilltg of results of BVIR 
owners group generic test rept NEDE*'24?B8-P to fecllltg 
8tlARTZ>E D Commonwealth Edison Co. 82/10/13 EIBENHUTj D G, 
Division of Licensing I7pp 10776 011 24X Fiche 50-237.02/10/15. 

821023G33S 


6210250155 Forwards corrections to propotid Tech 8pac Papas 1, 2/2. 2-1 & 
3 3/4 3-54 support ing revUu of future reloade t( revised 
Figure 3 5 1. Sheet 1. providing extended HAPLHOR ys exposure 
curvet for harrier lead test asssmblg fuel 

RAUSCH. T if Commonwealth Edison Co 83/10/10 DENTDN.HR Office 
of Nuclear Reactor Regulation. Director 2p|i 19788,233 24X 

FI che^ 50-000r 82/10/18. 9210250195 


-8210290177 Errata h Addenda Sheet 6* replacing Page 4-10 to "LDCA 
Analgsli Rept for Dresden Units 3 (< 3 It Quad Cities 1 It 2 
Nuclear Pouer Stations " 

a Oenera I Electric Co NEDa-24l46A ERR 08. 82/09/30 3pp^ 

15708*239. 24X Fiche- 50-000. 02/ 10/18.8310250193 


9210250069 Provides addl info re reactor water cleanup room area terj 
monitors Temp elements cause no autontatic plant response 
begond control room alarms 

RAUSCH. T J Commonwealth Edison Co 02/10/ V9 EISENHUT. D G 

Division of Licensing 2pp 15787 001 24X Fiche 50-000. ff?/ 1 0'/ 

8310250069 


0210260296 Forwards lafaty evaluation of BUR owners group generic 
response to NURE0-O737> Item II K 3 25. "Effect of Lois t>f 
AC Power on Pump Seals " No mods to seal cooling for 
rec ii'cuUt ion pumps required Item resolved 

CRUTCHFIELD. D Operating Reactors Branch 3 03/10/21 DCl 

Commonwealth Edison Co 7pp 1 5Q03 010 24X Fiche 50-2J7i 

02/10/21. B2 1 026029 6 


0 Inspection reports. lE DulUtins L correspondence 


0210060329 Forwards IE Insp Repts 50-010/82-03. 50-237 /DH-Ol U 
50-2^7/92-03 on 9201 19-02 IB No npnt omp 1 lanc a noted 
LITTLE. M S Oiviiinn of Engineering & Technical Progradii 
REED.. C Commonwealth Edison Co 2pp 15619 331 24X 

Fiche 50-010.82/09/82.8210060329 


—8210060335 IE Insp Ropts 50-010/02-02.50-237/08-03 6 9D 249/0.4 Die 
030119-0218 No noncomp 1 iancB noted Mojot araas inspected 
open L unresolved items 6 items of noncomp I lancr re 
integrated leak rat* test 

REIMANN.F W Region 3. Office of Director JACKIW. I N Dieisi,. 
of Engineering 6 Technical Programs 02/09/21 /pp iShSli 3). 
24X FJcb* 50-010.02/09/22.0310060329 


B21015D523 Forward* IE ln»P Repts 50-010/82-13.50-837/88 \f l> 
50-249/02-18 on B2070B-OB09 it notice of violation 
STREETER. J F Division of Project 4* Resident Program* 

REED. C Comrnonuaalth Edison Co 2pp 15713 099 24X 

Fiche 90-010/ 92 / 09 / 38 , 021 01 50923 


—0210150930 Notice of violation from insp on QS0700-OC1D9 
STREETER. J F Division of Project 4. Resident Programs 
ip 19713 101 24X Fltht 50-010, 02/09/80. 02lOiyO53'| 


■0210150539 IE Insp Ropts 50-010/82-13.50-237/02-17 4. 10 349/ik-' 
82O7OB-O0O9 Noncomp I iance noted failure to issue 4, perfqr-xs 
air pressure test procedure 

TONGUE. T H . JORDAN. M J , WALKER. R D Division of I'rujqcl I. 
Resident Program* 82/09/20 Opp 15713 108 J4X 
Fiche 50-0 J 0/ 82/09/20. 021 01 50523 


021006035? Ack receipt of 020910 ltr informing NRC of steps t 

correct violations noted in IE Iii*p Repts 50-237/(11'^ 39* 
30-849/01-32. 50-254/01-23. 50-865/81-23. 50-295/ni-'ll «, 

50-304/01-29 

SPE33ARD. R L Division of Project U Resident Program* liV/|C'sl 

REED. C CoiTinotiuea 1 th Edison Co Ip 19610 394 IfiX 
Fiche 50-000. 02/ 1 0 /0 1 . 021 0060399 


—8210060367 Respond* to NRC 020712 ltr re violation* nnUd in u i 
Rtpti 30-237/01-39. S0-249/8l~32. 50-894/01-23, 90 *26^/111 8 1 
50-295/81-31 4) 50-304/0 1 •>29 Corrective ectloni training) fjjt 
mgt prlorltle* re plant availability will be conducisl 
flEED. C Cetnmona/eaUh Ed i eon Co 02/09/10 KEFFU «. ,1 « -fin 
3. Office of Director I3pp 15610 333 24X 

Fiche 50-000,02/10/01.8210060359 


0210080170 Forward* listing of piping ty« which fail ta n«ei 
requirament*. per MRC 000010 confirmatory actien lir Ih 
Bulletin 79-14 operability evaluation update* win not 
provided for Dresden 6 Quad Citle* Final update by Det 
RAU8CN. T J Comnonweaith Edison Co 82/10/01 KlPPlIR j c 
a. Office of Director 6pp 15640 15? SAX Fiche 30 CK.i? 
8210000170 


0210150539 Forward* lE Imp Repts 50-010/02-1 5. 30-237/0/ ^ I '■y ^ 
3O'24?/02-2O en Ba0B30-0?03 No noncompliance noted 
PAPERIELLO.C J Dlviiion of Emergency Preparedneti h Ope r alia 
support 08/10/01, REEDiC. Commonwealth Ed If on Co Vj. 
15714.173 84X Fiche 80-010. 82/10/01,8210 1 3093? 


-0210150543 IE Insp Repts 50-010/82-15.50-237/02-1? I, 50 
020030-0903 4( 0? No nontomp I i ante noted Major areat 
Inspected confirmatory meaiurement* pragram.OC jr»^ 

analytical measurement* St environ monitoring progtea 
aCKUHACHER^H G i NICH0L8ON. N A . JANUEKA. A G 
Emergency Preparedness 6 Operational Bupport y 

15714’ 177. 24X Fiche 50-010. 02/10/011021019093? 


8210080190 Confirms 821103 enforcement conference at % m 

a«pect* associated w/procurement. Instal latl on k us# of 
non-qual If ltd vaWe guides in electromagnetic reUtf vet,».«. 
at facilities. 

0PE88ARDj R. L. Division of Project tt Resident Progre&i g^,, 
REEO.G. Commonwealth Edison Co Ip 19640:101. ^ 

Fiche, 90-000. 82/10/04.0210090190 
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ai08|‘?0333 IE Info Notice 80-35, Suppl 1- “Leaking & Dislodged 1-125 
t<np]ent Seeds “ Svc list end 

C03Qi L I Division of Fuel Facilities. Materials & Safeguards 
92/10/06 Consolidated Edison Cn of New York 6App 15761 250 

24/ Ftche 50-000.62/10/06,8208190233 


6209190238 IE Bulletin B2-03. "Stress Corrosion Cracking in Thick- 
Mall . La r ge-D i ame t er , Sba t n ] e ss Stee li Rcc ircu lation Sgs 
Piping at BWR Plants " Svc list encl 

DEYOU/IOiR C Director's Office, Office of Inspection and 

Enforcement 02/10/14 Consolidated Edison Co of Neu) York 

llSpp 15910 125 24X Fiche 50-000.02/10/14.0208190238 


F? Periodic operattng reports & related correspondence 


6210180097 Foruards monthiij operating repts for Sept 1982 

SCOTT. D J C ommontijeai th Edison Co 82/10/01 Director's Office, 

Office of Inspection and Enforcement Jp 15710 001 24X 

Fiche 50-010,82/10/01,0210100097 


— 8210180100 Monthly operating repts for Sept 1902 

SCHROEDERiB A Cnmmonii/ea 1 th Edison Co 82/10/01 S2pp 
15710 002 S4X Fiche 50-010,02/10/01.0210100097 


5 Reportable occurrences. LERs & related correspondence 


©210150097 Forward* LER 81-026/OaL-0 

SCOTT. D J Coir man wealth Edison Co 01/10/13 KEPPLER, J 0 Region 
3, Cfiicago. Office of the Director <01/03/01) Ip 15701 162 24X 
Fiche 50-24?, 81/10/13, 0210150097 


— 8210150102 LER 81-026/03L-0 on 010915, while shutting down. rod P-10 
showed wrong position on rod worth minimi ler Caused bg 
several diode failures on two digital output printed circuit 
boards Boards removed, repaired ft tested satisfactorily 
SCHR0E0ER,fi Commonwealth Edison Co 01/09/2? Region 3, 
Chicago, Officii of the Director (81/03/01) 2pp 15701 103 24)( 

Fiche 50-249, 81/10/13,0210150097 


G2i0270251 For ward* LER 81-040/01 T~0 

ECOTTrD J Commonwealth Edison Co 01/12/15 KEPPLER, J 0 Region 
3. Chicago, Office of the Director <81/03/011 Ip 15829 233 24X 
Fiche S0-24<?, D1 / 12/ 15, 8210270251 


— 0210270254 LER Bl~040/OIT-0 on 81 1201 , when Rx pressure decreased to 
32 psig.rad N-9 notched from position 02 to 04 & then to 
position 06 Cai^ie unknown Work request issued to check 
single notch control switch during next refueling outage 
SCHROEDER, 0 A Commonwealth Edison Co 81/12/07 Region 3i 
Chicago, Office of the Director <01/03/01) 3pp 15029 234 24X 

Fiche 50-249.81/12/15,6210270251 


0210040126 Forward* LER 82-03 S/03L-0 

SCOTT, D J Conimonuealth Edison Co 02/09/16 KEPPLER, J 0 Region 
3, Office of Oirector Ip 15581 207 24X Fiche 50-249,02/09/16. 

0210040126 


— 0210040129 LER e2-035/03L-0 on 820905. dur Ing testing of control rod 
drive H-4 for ovtrtrave 1, over travel alarm came up position 
Indication lost, ind Icat ing uncoupling of control blade from 
drive Probablg caused by inner filter becoming detached 
WHALCN. R Commonwealth Edison Co 02/09/16 Region 3, Office 
of Director 2pp 15581 20B 24X Fiche 30-249, 02/09/ 16< 

8210040126 


0210250306 Forwards updated LER e2-029/01X-l 

SCOTT, D J Commonwealth Edison Co 02/09/22 KEPPLER, 0 0 Region 
3, Office of Dlractor ip 13791 030 24X Fiche. 50-249, B2/09/22i 

8210250306 


--B2102S03I6 ilpdated LER 02-029/OlX-l on 0207 1 2, magnetrol switched 02C 8f 
82D did not trip when tested for proper tripping upon water 
loading Cause fiot known Visual Insp, review (, weekly testing 
revealed no abnormalities Vendor review end, 

WHALEN, R Commonwealth Edison Co 82/09/22, Region 3, Office 
of Director 3pp 15791 039 24X Fiche 50-249,82/09/22, 

8210230306 


e210250328 Forward* updated LER 02-023/01 X-l 

BCOTTi D J Commonwealth Edison Co 02/09/22 KEPPLER, J <» Region 
3, Office of Director Ip 15790 082 24X Fiche 30-249,82/09/22, 

0210250320 


— B21025034B Updated LER 82-023/01X-1 on 020510, no low power range 
monitor Input to rod block monitor <RBI1} noted during DOP 
1 700-EO Caused by shorted steering diodes on several RBM 

cards Defective diodes replaced 

MOfiOAN, W Comitionwealth Edison Co 02/09/22 Region 3, Office 
of Director, 2pp 15790 003 24 X Fiche 50-249,02/09/22, 

1 8210250326 


0210 130197 Forwards LER B2-034/03L-0 

SCOTT, 0 J Commonwealth Edison Co 82/09/20 KEPPLER. J O Region 
3, Office of Director Ip 15674 117 24 X Fiche 50-249.82/09/28. 

8210130197 


—0210130201 LER B2-034/03L-0 on 820901. investigation revealed that 
substandard eltctromatlc relief valve main valve disc guide 
sleeve utilized on ERV 3~203-3G Caused by personnel error in 
ordering sleeve Sleeve will be replaced 

HOLLAND. P Commonwealth Edison Co 82/0 9/20 Region 3. Office 

Df Director 2pp 15674 110 24X Fiche 50-249.82/09/20, 

8210130197 


9210190450 Forwards LER 82-036/O3L-0 

SCOTT, D J Commonwealth Edison Co 02/10/05 KEPPLER. %/0 Region 
3. Office of Director Ip 15735 319 24X Fiche 50-349.82/10/05. 

021O19O4SB 


—0210190471 LER 82-036/03L-0 an 020912, dur In g startup at 45'4 p awer, 
annunciator 903-5-N-4 indicated turbine pressure operator 
load rejection turbine stop valve scrams bypassed on one 
subchannel of Channel A half icram circuitry 
TURN0VE8T.L Commonwealth Edison Co 02/10/05 Region 3, 
Office of Director 2pp 15735 320 24X Fiche SD-249, 02/ 1 0/05. 

8210190430 


8210190403 Forwards LER a2-037/03L-0 

SCOTT, D J Commonwealth Edison Co 02/10/06 KEPPLER, J 0 Region 
3. Office of Director Ip 15740 336 2*»X Fiche 50-249,02/10/06. 

8210190403 


—8210190412 LER B2-037/O3L-O on 020922, trans 1 ent in-core probe ball 
valve 3E would not reclose Caused by loss of tension in 
high tension spring in drive mechanism Valve closed 8< spring 
retensioned 

MORGAN, LI Commonwealth Edison Co 82/10/06 Region 3, Office 
of Director 2pp 15740 357 24X Fiche 50-249,02/10/06, 

8210190403 


DOCKET 50-250 TURKEY PQJNT PLANT, WNIT 3 


F Security, medical, emergency & Fire protection plans 


6209170062 Forwards Revision 6 to physical security plan Revision 
withheld <rtf 10CFR73 21) 

UHRIO, R.E Florida Power & Light Cp 02/09/06 EISENHUT, D 
Division of Licensing 2pp 14910 069 24)f Fiche 50-250,82/09/00, 

a209170dE2 


0210190176 Releases public version of emergency plan implementing 
procedure 

FELTON. M Division of Rules and Records 02/09/30, Document 
Kanagement Branch Ip 15750 062 24X Fiche 50-250,82/07/301 

0210190170 


— 0210190186 Forwards public version of Emergency Plan ImplementlnD 
Procedures 20104, "Emergency Roster, " SOlOl, ''DoHes of 
Emergency Coordinator, " 20107, ‘’Fir e/Exp 1 os i on Emer gene ie a" 

9( 20127 "Duties of Assembly Area Supervisor " 

UHRI<?iR E Florida Power Ic Light Co, 82/07/24 O'REILLY, P. 
Region 2, Office of Director ip. 157 58,0 63. 24X 

Fiche 50-250,02/09/30,0210190178 


— 02IO19OI94 Public version ot Emergency Plan Implementing Procedures 
aOlOli "Duties of Emergency Coordinator, " 20104, “Efflergency 
Roster," 20107, "Plre/Exp lost on Emergencies" & 20127, "Dut 1 e i 
of Assembly Area Supervisor “ 

» Florida Pauer & Light Co 82/09/16 SOpp 15758:064 24X 

Fiche 50-250,82/09/30, 8210190173 


8210190440 Extends invitation to observe 021019 demonstration of 
emergency response sys at Technology for Energy 
Corp, Knoxvi 11 e, TN 

UHRIO.R E Florida Power & Light Co. 02/10/12 EISEMHUT, O. <^. 
DlvitioTi of Licensing Ip 15741:186. 24X Fiche 50-000.02/10/12, 

0210190440 


8210S50244 Forwards revisions to physical security p Ian. Revis ions 
withheld iref 10CFR73 21) 

KAMMER,D.e Tennessee Val ley Authorl fcy 02/10/19 DENTON, H R 
Office of Nuclear Reactor Regulation, Director. Ip 15709.343. 24X 

Fiche 50-250,02/10/19,0210250244 


B210S80291 Forwards Revision 1 to lOCFRSO App R fire protection review 
Revision corrects typographical errors In 020701 submittal 
UHRIDiR E. Florida Power b Light Co 03/10/22 EI8ENHUT, D. 

Division of Licensing, Ip 15030>OBO, 24X Flch a' 50-2SOi 02/ 10/22, 

8210280291. 
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— B2102Q0293 REvitian 1 to 10CFR50 App R fire protection revicu 

« FtorldA Po^er $< Lighl; Go 02/10/22 6api> 15030 001 24X 

Ficf^e S0'250, 02/10/22. 0210200291 


P Operating llcci^ee stage documenti & carresponiiencc 


0210070007 Respondf to FOIA request for eight categories of records re 
steam generator* steam turbines App A documents provided 
in R Udell FOIA Request 01-3J3 Forward! documents listed In 
App fl 

FELTON, J a Division of Rules and Records 02/08/10 LONG, D J 
Uinthrop. Stlnitonr Putnam & Roberts 9pp 15^45 063 24X 

F f c h e SO -GOO, 82 /08/ 1 0 , 82 1 Q070 007 


B210120&21 Summary of exit Interview follotJlng 020713-15 audit of 
pressuriied thermal shock in-plant training programs If 
operating procedures 

CROTENHUIS, H Operating Reactors Dranch 1 02/09/15 Operating 

Reactors Branch t Spp 15672 261 24X Flche 50-250, 82/07/ 19. 

8210120621 


0210280013 Responds to FOIA request for all i nterna 1. non-pub I Ic 
documeti tfi nemoi. eva luation repts & other matl dealing ui/ 
nuclear plant operations Forwards documents listed In App A 
FELTON. J M Division of Rulei and Records 82/09/17 fiCINNlS. 0 
News h Observer 9pp 15860 069 24)( Fic6e 30-000.82/09/17. 

8210200013 


--820B310034 Foruiards draft info notice re deficiencies in air filtration 
ventilation sys Notice based on radioactive resin release 
at Pilgrim 1 ^ on four related events at other plants 
involving d ef tclenc Iss in ^lalnt 8< testing of filter sqs 
MATTeONr R J Division of Rgstems Integration ipost 8110091 
82/08/09 JORDAN, E L Division of Engineering & Oualltg 
Assurance. app 15B61.024 24X Flche 50-000.82/09/17,0210280013 


— 8210200100 Notlfiei that on 820224. € Alderson advised that rept sent re 
pestible willful violation of reporting requirementi 6r 
falsification of OA b guard qualification records at 
faci lltias 

RESNERrM E Office of Inspector I, Auditor 82/03/01 Office gf 
Inspector & Auditor Ip 19861 039 24X Flche 50-000,02/09/17. 

0210200013 


8210090989 Requests submittal of fees for 820606 request for Tech Spec 
changes re degraded grid voltage 6 020810 request for 
approvil of mods to turbine runback sys 

DIOOBift H License Fee Management branch 62/09/23 UHRIO. R>E 

Florida Fowir Light Co Ip 19626 290 24)[ Ftche 90-230i 

02/09/23, 0210050509 


8210010292 Forwards response to N0C 020219 Itr requesting addl info re 
environ qualification of TNI action- Items contained In 
NUREO-0737 

UHRtO, R E, Florida Power U Light Co, 02/09/24 VAnOA,9. A. 
□psTating Reactors Branch ) 56pp 19973 125 24X 

Flche ' 9Q-250I 02/09/24. 0210010292 


8210060201 Forwards revised schedule for providing final response re 
control of heavy loads on Ouldtllnt 4 (special lifting 
devicpsl & Guideline 7 Icrant design) Only manufacturers 
can obtain requested Info 

UKRIOiR E Florida Power u Light Go, 02/O9/qo, VAROA. 8 A. 
Operating Reactors Branch l. 2pp, 19621.162. 24X 

F i < h • t BO-a 50, 62 /09/30i 62 1 006026 1 . 


0210150407 Revised appUcatton for Amends 67 It 8l to Licenses DPH-31 & 
DPR-41. respec tlvelUrcorre cting typographical errore re OHR 
sys. 

l/HRIOrR.E Florida Power J< Light Co 82/10/11 EIBENHUTiP 0, 
Division of LUentlng Ip. 19704;029. 24X Flche; 90-250.62/ tO/ll. 

6210190407. 


-’-8210190413 Oorrectid pages to Tech Eptci re DHR sgsrrepkaclng pages in 
801230 submittal. 

a Florida Power Light Co 02/10/11, Spp, 19704.026 a4X 
Flche; 50"a5O, 82/10/1 1 1 0210190407. 


0210190439 Advliss that review of current status of nuclear power plant 
staff uorltng hdurt par Oentric Ltr 02-22 IndUetee 
requirements adequately enforced bg Incorporation in 
administrative procsduris Amend to Tech Specs unnocessary. 

UHRIOiP, e. Florida Power (. Light Cp. 82/10/12. EieEWHUT^O. 0. 
Division ef Licensing. Ip. 19705 004. 24X Flche. 90-250i 62/10/ 12, 

8210190439, 


0210190999 Farwards payment of proposed llcenee amend fee re 
redundancy In RHR eye. 

UHRlO.R.e Florida Power it Light Cp, 82/10/12. W. e. 

License Fee Management Branch, 2pp. 15735:014. 24X 

Flche; 9D-290* «2/lO/12»02lpi9O999. 


B21027-0253 Feruards utit 651012 Itr containing payment of LUinsa jti-- 
fee re redundancy in RHR sys requested in NRC 020016 | tp 
UHRIO, H E Florida Power & Light Co 82/10/21 DIGGS. R M LlcsriF 
Fee Management Branch Ip 15020 278 34X Fiche 50-250.82/10^3]. 

0210270253 


Q Inspectien reports. TE Bulletins It correspondence 


0210070007 Responds to FQIA request for eight categories of rtcordi Fi 
steam generators L steam turbines App A documents provided 
in R Udell FOIA Request 01-313 Forwards document* listed In 
Ap p B 

FELTON.-J M Division of Rules and Records 02/09/10 LONG, D J 
Ninthrop, Stimson, Putnam % Roberts 9pp 15645 063 24X 

Ficfie 50-000. 92/08/10, 8210070007 


— 8210070139 Foruiards tabulated data on steam generator insp b mjlnt 
facilities Data should be provided to licensees 
IPPOLITO, T Operating Reactors Assessment Dranch 02/04/01 
VAROA, 9 Operating Reactors Branch 1 5pp 19645 131 24X 

Flche 90-000.82/00/10,8210070007 


— 8210070172 Fo-rwards info re steam generator integrity L *t all 

operating PNRs.ptr 790320 & 21 requests Details of insps, 
including defect Indi ca t ions, tube plugging criteria It lubes 
plugged will not bp provided except for Point Beach 1 
OOLLER, K R Division of Reactor Licensing <NRR-]979 only! 
79/03/24 MACCARYfR R Division of Technical Review (N:RR-I979 
only) 5pp 13645 196 24X Fiche 50-000,82/00/10.0210070007 


0210010316 Ack receipt of 820825 ltr informing NRC of steps taken ts 
correct violations noted in IE Insp Repts 50-250/02-24 tc 
50-291/62-24 

DANCE, H C Division of Project it Resident Programs 02/09/13 

UHRI0,« e Florida Power t Light Co Ip 19568 224 241f 

Flche 30-250,82/09/13,6210010316 


--8210010321 Responds to NRC 020726 ltr re violations noted in IL 
Repts 60-250/02-24 6 50-251/02-24 Corrective actions plant 
manager discussed need for increased control of actlviliii 
affecting fire barrier penetrations u/const personnel 
UHRIO.R E Florida Power U Light Co 02/00/29 a'HCULV. J P 
Region 2, Office of Director 3pp 15968 225 24X 

Fiche 50-290, 82/0?/13i 6210010316 


—8210010329 Forwerds IE Insp Repts 50-250/62-24 L 50-251/02 24 on 
020926-0625 It notice of violation 

LENrSjR C Division of Project it Resident Programs ()2/07/J6 

UHRrO.R E. Florida Power U Light Co 2pp 15568 220 2IK 

Flche 50-250,02/09/13,0210010316 


— 8210010339 Notice of violation from insp on 020586-0625 

LEUISiR C Division of Project l< Resident Programs 02/07/26 
Spp 19568 230 24X Fiche. 50-250, 02/07/ 13, 0210010316 


—0810010346 IE Insp Repts 50-250/02-24 8t 50-251/82-24 on 920526 Ot;J 
Noncomp llance noted inadequate corrective action allowed 
recurrence of reportable condition re failure to adhere lo 
radiation urark permit 

VaOT^LOWELLi R , JULIAN, G Division of Project h Reildint Pregratk 
02/07/26 6pp 15560.232 24X F i che 50-250, Q2/0?/ 13. 62100 tC] a 


0209190233 IE Info Notice 00-35, Guppl 1, ’’Leaking I, Dislodged 
i;nplant 9e*ds ” avc list end 

COBBrL, I. Division of Fuel Faciiitiesr Materials it Bafeguarft 
62/10/04 Consolidated Edison Co of New York 66pp 19761 2M 
24X Flche. 50-000, 02/10/06,0200170233 


0210220294 Ack receipt of 080927 ltr informing NRG of steps tat in ti 
correct violations noted in IE Imp Repts 50-250/82-00 L 
50-291/82-28 

LENIG, R C. Division of Project 4 Resident Programs 02/lO/OD 
UHRlOrR E Florida Power L Light Co Ip 15776 073 24X 

Flche; 90-250, 82/10/00. 0210220296 


--6210220304 Responds to NRG 020024 ltr re violations noted in 1C T'u 
Repts 50-250/88-2B li 50-251/02-28 Corrective acttoni acctis 
log eetablished to control access to high radiation areas 
Alarm s-ys inetalied on Unit 3 RHR pit access gate 
UHRlOrR.E. Florida Power 4 Light Co 02/09/27 a'RElLLY, JF 
Region 2, Office of Director 2pp. 19774*094. 24X 

Fiche. 50-290, 02/10/0019810220294 


—8210220310 FoTwartff IE Insp Repts 90-290/82-20 t> 90-291/62-20 9^ 
820426-0725 4 notice of violation. 

LEWISiR.G. Division of Project 4 Resident Programs 82/00/24 

UHRlOtR E Florida Power it Light Co. 2pp 19776* 094 24 1 

F i C h a : 50-29 0, 82/ 1 0/06' 621 0220276 


--B210220317 Notice of violetion from insp on 020626-0729 

ft Dlvifinn of Project Resident Programs. 02/00/26 Ip 
19776;Q98. 24X Flchf ' 50-290, 02/10/08, 821 0220896 
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—as 1022032? le In«p R«pts 50-250/02-20 U 50-251/02-^28 on 02OA2i-O725 
IJonc Qjnp lijnct not«d on 820701 1 ground Isvol gat«i to Unit 4 
RhOl pvt ita survoyed at date ratet axceadlng tiOOOi 

/ound open unattended 

V DOT -LO WELL , R . JULIAN, C Dlviiion of Project & Retident Progra/n» 
02/00/24 5pp 1577A 0?? 24X Ficte 50-250.02/10/00,0210220296 


621019035( Advittt that util review of current nuclear plant etaff 
uorklng houre indicetce that overtime rcatrictiohs meet 
intent of revleed NRC policij Requirements incorporated in 
administrative procedures t need not be added to Tech Specs 
UHRIO.R £ Florida Power & Light Co 02/10/12 EISENHUT, D 0 
Division of Licensing Ip 15742 111 24X Fiche 50-250,82/10/12, 

8210190351 


0208190239 IE Bulletin 02-03, “Stress Corrosion Cracking in Thick- 
Mall ■ Large-Di ameter, Stain less Steel I Rec ircu lation Sgs 
Piping at BUR Plants “ Sve list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 82/10/14 Consolidated Edison Co of Neu York 

llSpp, isaio 125 24X Fiche 50-000.82/10/14,0200190230 


S Reportable occurrences, LERs 8< related correspondence 


0210080104 Forwards ''Engineering Evaluation of Feedwater Transient t, 
Sgs Pipe Break at Turkey Point Unit 3 on 801119i" In 
response to request re Congressman DR FascslI 010129 1 tr 
MiCHELSQNiC Director's Office 81/03/02 REHtl. T A Office of the 
Executive Director for Operations Ip 15&70 001 24X 

Fich* 50-250101/03/02,0210000104 


9210090252 Forwards LER 02-012/011-0 

WILLIAMS, J W Florida Power & Light Co 02/10/01 O'REILLY, J P 
Region 2, Office of Director Ip 15630 112 24X 

Flehe' 50-250, 02/10/01.8210000252 


- -021 0080257 LER 02-O12/O1T-O on 020917, Insp revealed that electrical 
penetration did not meet double barrier criteria of lOCFRSO 
4, testability requirements of App J Caused by failure to 
properly document plant changes Plant change implemented 
PACE.P L Florida Power U Light Co 62/10/01 Region 2, Office 

of Director 3pp 15630 113 24X Fiche 50-250,02/10/01, 

8510000252 


&210SA0116 Forwards LER 02-01 3/03L-0 

WILLIAMS, JU Florida Power Light Co 02/10/10 O'REILLY, J P 
Region 2, Office of Director Ip 1S799 1 05. 24X 

Fiche 50-250, 02/10/10,02102601 1 A 


--BSSOSAOl 17 LER 02-O13/O3L-O on 820917, steam turbine pressure control 
valve CV-3707 did not close completely, resulting In poor 
pressure A causing safety relief valve to trip auxiliary 
feedwater pump C Caused by foreign matter under valve seat 
PACEiP, L Florida Power t, Light Co 82/10/18 Region 2, Office 
of Director 3pp 15799 106 24X Fiche . 50-250, 02/10/18, 

8210260116 


DOCKET 50-251 TURKEY POINT PLANT, UNIT 4 


F Security, medical, emergency 8, fire protection plans 


0209170062 Forwards Revision 6 to physical security plan Revision 
withheld <ref 10CFR73 2U 

UHRtO, A E Florida Power (b Light Co 02/09/08. ElBENHUT, D 0 
Division of Licensing 2pp 14910,069 24X Fiche 50-250,02/09/00, 

0209170062 


G2IO19O170 Releases public version of emergency plan Implementing 
procedure 

FELTOM, J M Division of Rules and Records. 82/09/30. Document 
Management Branch Ip 15750 062 84X FI che. 50-250, 82/09/30, 

0210190178 


— 9210190106 Forwards public version of Emergency Plan Implementing 
Procedures 20104, '‘Emergency Roster," 20101, "Duties of 
Emergency Coordinator, " 20107, "Fire/Exp 1 osion Emergencies" 

& 20127 “Duties of Assembly Area Supervisor " 

UHR IO,R E Florida Power S, Light Co 02/09/24 G 'REILLY, J P. 

Region 2, Office of Director Ip 15758 063 24X 

Fiche. 5D-250, 82/09/30,8210190176. 


““0210190194 Public version of Emergency Plan Implementing Procedures 
20101, "Duties of Emergency Coordinator," 20104, "Emergency 
Roster," 20107, “FlTe/Exp loti on Emergencies" k 20127, "Duties 
of Assembly Area Supervisor " 

* Florida Power k Light Co 82/09/16 SOpp 15750*064 24X 

Flehe 50-250,02/09/30,8210190178 


0210190440 Extends invitation to observe 021019 demons tra t i an of 
emergency response sys at Technology for Energy 
Corp, Knoxvi 1 1 e> TN 

UHRIO, R E Florida Power «, Light Co 82/10/12 EISENHUT, 0 0 
Division of Licensing Ip 15741 186 24X Fiche 50-000.02/10/12. 

8210190440 


8210260291 Forwards Revision 1 to lOCFRSO App R fire protection review 
Revision cornets typograph ica 1 errors in 620701 submittal 
UHRIO, R E Florida Power k Light Co 82/10/22 EISENHUT. D 0 
Division of Licensing Ip 15038 000 24X Fiche 50-250.02/10/22. 

0210280291 


— 0210200293 Revision 1 to iOCFRSO App R fire protection review 

* Florida Power 6 Light Co 02/10/22 63pp 1 5030 001 24X 

Fiche 50-250,02/10/22,8210200291 


P Operating license stage documents 6 correspondence 


0210070007 Responds to FOIA request for eight categories of records re 
steam generators 8, steam turbines App A documents provided 
in R Udell FOIA Request 01-313 Forwards documents listed in 
App B 

FELTON, J M Division of Rules and Records 02/00/10 LONO, D J 
Minthrop, Stimion, Putnam & Roberts 9pp 15645 063 24X 

Fiche 50-000,02/08/10,0210070007 


0210200013 Responds to FOIA request for all 1 nternal, non-publ ic 
documents, memos, evaluation repts 6 other mail dealing w/ 
nuclear plant operations Forwards documents listed in App A 
FELTON, J M Division of Rules and Records 02/09/17 MCINNIS, D 
News & Observer Spp 15060 065 24X Fiche 50-000,02/09/17. 

0210280013 


—0210280100 Notifies that on 020224. C Alderson advised that rept sent re 
possible willful violation of reporting requirements t, 
falsification of OA L guard qualification records at 
fac 1 1 i ties 

R£SNER,ri E Office of Inspector 6 Auditor 02/03/01 Office of 
Inspector k Auditor Ip 15061 039 24 X Fiche 50-000,02/09/17, 

82102B0013 


0210050509 Requests submittal of fees for 020606 request for Tech Spec 
changes re degraded grid voltage L 020010 request for 
approval of mods to turbine runback sys 

DIOOS.R M License Fee Management Branch 02/09/23 UHRIO, R E 
Florida Power k Light Co Ip 15626 290 24X Fiche 50-250, 

02/09/23, 0210050509 


0210010292 Forwards response to NRC 820219 Itr requesting addl info re 
environ qual 1 f icatlon of TMI action items contained in 
NUREO-0737 

UKRIO, R.E Florida Power k Light Co 82/09/24 VAROA, S A 
Operating Reactors Branch 1 56pp 15573 125 24X 

Fiche 50-250,82/09/24,8210010292 


0210060201 Forwards revised schedule for providing final response re 
control of heavy loads on Ouldeline 4 ispecia] lifting 
devices) 9, Ouldeline 7 (crane design) Only manufacturer s 
can obtain requested info 

UHRIO, R E Florida Power «, Light Co 02/09/30 VAROA, 8 A 
Operating Reactors Branch 1 2pp 15621 162 24X 

Fiche 50-250,82/09/30,0210060201 


0210150407 Revised application for Amends 07 tt 81 to Licenses DPR-31 h 
DPR-Ali respec tively, correct ing typographical errors r* DHR 

sys 

UHRIO, R E Florida Power k Light Co 02/10/11 EISENHUT, D 0 
Division of Licensing Ip 15704 025 24X Fiche 50-250,02/10/11, 

0210130407 


— 0210150413 Corrected pages to Tech Specs re DHR sgs, rep lacing pages in 
001230 submittal 

e Florida Power k Light Co 82/10/11 2pp 15704 026 24X 

Fiche 50-250,82/10/11,8210130407. 


8210150439 Advises that review of current status of nuclear power plant 
staff working hours per Oenertc Ltr 02-22 indicates 
requirements adequately enforced by incorporation in 
adminiitrative procedures Amend to Tech Specs unnecessary 
UHRIO, R E Florida Power l< Light Co. 02/10/12 EISENHUT, D 0 
Division of Licensing. Ip 15705 004 24X Fiche 50-250,02/10/12, 

82 101 30439 


8210190559 Forwards payment of proposed license amend fee re 
redundancy In RHR eye, 

UHRIO, R E. Florida Power St Light Co 62/10/12 HILLER, N 0 
Llcenet Fee Management Branch 2pp 15735 014 24X 

Fiche, 50-250, 02/10/12, 0210190359 
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iSSlOSaoO^O that nrj^teduries/plan « tubmitted for Unit 3 for 

steim generator repair project apply to Unit 4 & neeii not 

beresubmitted 

UHfl[0*R E FI or Ida Power fr Light Co 82/ SO/ 15 EISENHUT* D G 
Division of Licensing Ip 1577B 163 
6210320090 


24X Fiche 50-251.62/10/15, 


0210270253 forward 1 util 021012 1 tr containing payment of license anend 
fee re redundancy in RHR eys requcated in NRC 820816 Itr 
U>miOrR E Florida Power & Light Co 82/10/21 DICGS.R M Licenie 
Fee Hanagenent Branch Ip [5B2Q 278 243< Fiche 50-250. B2/ 10/21 1 

G2 10270253 


Q Irs-pection reports* IE Bulletins 8* correspondence 


0210070007 Responds to FOIA request for eight categories of records rp 
steam generators ^ steam turbines App A documents provided 
in ft Udell FOIA Request 01-313 Forwards documents listed m 
Ap D- B 

FELTON. J « Divlsio-n of Roles and Records 02/00/10 UOWO. D U 
Wintbrop. Stinson. Putnam t< Roberts 9pp 15643 063 24X 

Fiche 50-000,02/08/10,8210070007 


--0210070139 Forwards tabulated data on steam generator insp ti maint at 
facilities Data should he provided to licensees 
[PPCLITO. T Operating Reactors Assessment Branch OS/04/01 
VAROA. S Operating Reactors Branch. 1 5pp 13645 131 24X 

Fiche 50-00 0.82/00/10,8210070007 


— 0210070172 Forwards info re steam generator integrity fc insps at all 
operating PWRs. per 750320 h: 21 requests Details of insps, 
including defect ind ica t ions, tu-be plugging enter I a St tubes 
plugged ui 1 1 not be provided eicept for Point Beach 1 
GOLLER. K R Division of Reactor Licensing <NftR-l975 only) 

7S/03/34 MACCART, R R Division of Technical Revleu {NRH-1975 
only) 5pp 15645 196 24X Fithe 50-000,03/00/10,0210070007 


8310010316 Act receipt of 020325 Itr informing NRC of steps taken to 
correct violations noted in EE Insp Repts 30-250/82-24 & 

50-25 1 /82-24 

DANCE, H C Division of Project i Resident Programi 02/09/13 

UHR10,R E Florida Power 6 Light Co Ip 1S56Q 224 24)C 

Fiche 30-250, 82/09/13, 02 1 0010316 


— 9210010321 Responds to NRC 020726 Itr re violations noted in !E tnsp 
Repts 50-250/02-24 fr 50-251/82-24 Corrective actions plant 
.manager discussed need for increased control of activities 
affecting fire barrier penetrations u/const personnel 
UHRIO, R e Florida Rower t* Light Co 02/00/23 O'REILLY, J P 
Region 2. Office of Director 3pp 15560 225 24X 

Fiche 50-250,02/09/13, 0210010316 


— 0210010329 Forwards IE Insp Repts 50-250/82-24 it 50-251/82-24 on 
620526-0625 6 notice of vipjation 

lewis, R C Divisinn of Project i Resident Programs 82/07/26 
OHRIO.R E Florida Power & Light Co 2pp 15560 220 24X 

Fiche 50-250,02/09/13,0210010316 


—0210010330 Notice of violation from insp on 620526-0625 

lewis. R C Division of Project l< Resident Programs 02/07/26 
2pp 15568 230 24X Fiche 50-250,02/09/13.0210010316 


—0210010346 IE Insp Repts 50-250/02-24 h 50-251/82-24 on 820526-0625 
Noncoinp lian c e noted inadequate corrective action allcued 
recurrence of reportable condition re failure to adhere to 
radiation work permit 

VOOT-LOWELL, R j JULlANrC Division of Project & Resident Programs 
02/07/26 6pp 15568 232 24X Pichs 50-250.02/09/13.0210010316 


02095 90233 IE I nf u Notice 00-35, Suppl 1. '‘Leaking t< Dislodged 1-125 
Implant Seeds " Syc list end 

CODB.L I Division of Fuel Facilfties. Materials 6 Safeguards 
82/10/06 Consolidated Edison Co of New York 66pp 15761 250 

24X Fiche 50-000.82/10/06,0200190233 


0210220296 Ack receipt of 0S0727 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts SO-2SO/82-80 & 
50-251/82-20 

LEHIG.R C Division of Project ^ Resident Programs 82/10/08 

UHRIO.R E Florida Power tc Light Co ip 15776 093 24X 

Fiche 50-250 , 82/ 1 0 /Oa. 02 1 0220296 


— 0210220304 Responds to NRC 020826 Itr re violations noted in IE Insp 
Repts 50-250/82-28 L 50-251/82-28 Corrective actions access 
log established tq control access to high radiation areas 
Alarm sys installed on Unit 3 RHR pit access gat* 

UHRfO, R e Florida Power 6 Light Co 82/09/27 O'REILLY. J P, 

Region 2, Office of Director 2pp 15776 094 24X 

Fiche 50-250,02/10/08.8210220296 


—8210230310 Forwards IE Insp Repts 50-250/02-28 h 50-251/02-20 an 
020626-0725 & notice of violation 

LEi-irS.R C Division of Project & Resident Programs 02/03/26 
UHRIO, R E Florida Power 6 Light Co 2pp 15776 096 24X 

Fiche 50-250,82/10/08,8210220296 


— 021-0320317 Notice of vloietion from insp on 830626-0725 

a Division of Project & Resident Programs 82/00/26 Ip 
15776 098 24X Fiche 50-250,02/10/00.0210220296 


—021032032? IE Insp Repts 50-250/02-28 «» 50-251/02-28 on 020626-0725 
Noncomp Hance noted on 820701 , groun d level gates to Unit 4 
RHR pit stairways, surveyed at dose rates exceeding 1,000, 
found open & unattended 

VaOT-LOVIELL,R , JULIAN, C Division of Project it Resident Prograet 
02/OB/24 Spp 15776 099 24X Fiche 50-250.02/10/00,0310220396 


8210190351 Advises that util review of current nuclear plant staff 
working hours Indicates that overtime restrictions meet 
intent of revised NRC policy Requirements incorporated In 
admlnii tratl v« procedures St need not be added to Tech Epees 
OHRIO. R E Florida Power it Light Co 02/10/12 ElSENHUTiD 0 
Division of Licensing ip 15742 111 24 X riche' 50-250, 82/ 10/ I 3, 

0210190351 


820&190238 IE Dolletin 02-03, "Stress Corrosion Cracking in Thlci- 
Nal 1 < Larg e-Oiameter, Sta inlest Steel, Rec ircu latiun Sys 
Piping at flWR Plants " Sve list encl 

OEVOUNO. Jl C Director's Office. Office of Inspection and 

Enforcement 02/10/14 Consolidated Edison Co of New York 

tl5pp 15810 125 24X Fiche 50-000,83/10/14,0300190238 


S Reportable occurrences. LGRs it related correspondence 


8209210425 Responds to FOIA request for eight categories of LEHi 
Forwards documents listed in Ap p A 

FELTON. J M Division of Rules and Records 02/00/20 ARNOtD.J 
(liami Herald 3pp 14946 262 24X Fiche 50-000,82/00/20, 

0209310425 


— 0209210539 Forwards draft FR notice re AO pressure transients during 
shutdown at nuclear power plant for approval 
OIRCK-E, W J Office of the Executive Director for Operations 
03/07/29 CHILKi 8 J Office of the Secretary of the Commlsikon 
lipp 14946353 24X Fiche 50-000.02/08/20.8209210425 


8210270083 Addl response to FOIA request for eight categories of I LHi 
Forwards documents listed in App A App D documents withheld 
(ref FOIA Exemption 5) 

FELTON, J K Division of Rules and Records 82/09/20 ARNOUO. J 
Miami Herald 4pp 15836 221 24X Fiche 50-251.03/09/20, 

e21027i>0S3 


— 9210370096 Concurs w/draft Commission paper proposing faclUtij law 
temp overpressure event as AO 

DENTONrH ft Office of Nuclear Reactor Regulation. Director 
01/06/16 MICHELSON.C Director 's Of fic e 2pp 15036 270 HfX 
Fiche 50-351.02/09/20.8210270083 


— 0206240119 Requests approval of AO determination re pressure tranele 
while unit shutdown in preparation for startup 
DIRCK8,U J Office of the Executive Director for Operations 
SECY-e3-2&5 82/06/17 lOpp 15036 272 24X 

Fiche 50-351.83/09/20, 8210270003 


8310060209 Forwards LER G2-013/03L-Q 

NiLLf AMB, J H Florida Rower & Light Cn 02/10/01 O'REILLY.J P 
Region 2. Offics of Director Ip 15614 043. S4X 
Fiche 50-251.83/10/01.0310060209 


—8210060212 LER e2-013/03L-0, on 020906. RC8 experienced rapid decrsan 
pressure Caused by failed open pressurlxer spray valve 
Raactor manually tripped it automatic safety injection 
actuated Pressure control regained using charging pumps 
PACE. P L Florida Power h Light Co 82/10/01 Region S. Offic 
of Director. 3pp. 15614 044 84X Fiche 30-251, 02/ iO/Ol. 

0210060209 


8310190376 PNQ- 11 ”82- 107* on 831010, unit shut down for scheduled 
refueling h malnt for 6 months, Al 1 three steam generators 
will be replaced Licensee plans news release. 

LANOre, H D, JULIAN. C A Region 2. Office of Director 03/10/12 
Ip I5740<315 24X Fiche 50-2SI. 02/10/12, 0210190376 
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DOCI-ET 50-254 OUAD-CITIES STATION. UNIT 1 


f S^curLtij. medicali emergency t> fire protection plans 


Fleleeses public version of revised generating station 
energenev pt^n corporate comcnend c tr emergency plan 
inp letnent ing procedure 

FELTQNj J rt Division of Rules and Records □2/09/16 Document 

Jtanagenont Branch Ip 15564 122 24X Fiche 50-000.02/09/16, 

S209290ia5 


— 6209290109 Forwards public version of Revislnn 4 to generating station 
srergency plan corporate command ctr Emergency Plan 
Implementing Procedure EQF-3, "Envi ron/Emergenc y 
Coord iTiator '* Receipt form end 

PAvO.JbKI.J E Commonwealth Edison Co 02/09/01 DENTON, H fl NRC 
- Ho Detailed Affiliation Given Ip 15564 123 24X 

Fiche 50-000. 02/09/16, 3209290125 


--6209290225 Public version of Revision 4 to generating station 
emergency plan corpoiate command ctr emergency plan 
Implementing Procedure EDF-3r "Environ/Emergency 
Coordinator ' 

PAJOIISKI/J E Commonwealth Edison Co 02/08/31 Hpp 
JS564 124 24X Fiche 50-000,02/09/16,0209290125 


02iOOlOOO9 Forwards info to suppi 020701 request for exemption Prom App 
P per 020917 telcon Request applies to Sections III 0 2 a 
it in G 3 b re installation of fire suppression sys 
RAUSCH, T J Commonwealth Edison Co 02/09/23 EI8ENHUT,D 0 
Division of Licensing 0pp JS565 152 24X Fiche 30-000,82/09/23, 

8210010009 


0210120546 Releases public version of revised cover sheet to facility 
prsc ed ures 

FELTON. J M Division of Roles and Records 02/09/24 Document 

ftanagenent Branch Ip 13672 219 2,1X Fiche 50-254,02/09/24, 

8210120546 


--8210120551 Forwards public version of revision cover sheet to facility 
procedures Completion of enci checklist requested 
HALi^/lANAKIS, N Commonwealth Edison Co 02/09/15 DENTON, HR 
Office of Nuclear Reactor Regulation, Director App 15672 220 
24X Fiche 50-254,02/09/24,0210120346 


0210150497 Forwards IE Insp Repts 50-254/82-14 U S0-26S/02-16 on 
020023-25 U 0903 K 09 No noncompliance noted 

t^EPPLER.JG Region 3, Office of Director 02/09/30 REED, C 
Con-nomjealth Edison Co 3pp 15721 289 24X Fiche 50-254.02/09/30, 

0210150407 


■ -02101 S0495 IE Insp Repts 50-254/82-14 8, 50-265/82-16 on 020823-25 i 
0903 U 09 No noncomp 1 lance noted Major areas inspected 
emergency preparedness exercise & licensee actions on 
previously identified emergency preparedness items 
PMILLIPS,M P . SMITH. M J . AXELBON. W U Division of Emergency 
Preparedness i< Operational Support 02/09/29 I3pp 15721 292 
24X Fiche 50-254.02/09/30,8210180407 


□ 210130376 Advises that ins tal l.it Ion of offsite dose calculation sys 
program fully operational tracking model & operational 
A-modet will be delayed until 021231 to Complete prime 
computer installation 

5WARTZ.E D Commonwealth Edison Co 02/10/06 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 156B2 098 24X 

Fiche 30-000,02/10/06.0210130376 


□ 210290047 Releases public version of revisions to Quod Cities, Zion I, 
Dresden emergency plan annexes it revised generating 
station emergency plan telephone directory 

FELTON, J H Division of Rules and Records 02/10/00 Document 
Management Branch Ip 15077 313 24X Fiche 80-000,02/10/08, 

8210290047 


--82I0290060 Forwards public version of Revision 3 to Quad Cities & Zion 
emoTsency plan annexes, Revi s i on 2 to Dresden emergency plan 
ann* xi Revis i on 0 to Dyron emergency plan annex 8( revised 
generating station emergency plan telephone directory 
HaORE, R D Commonwealth Edison Co 02/07/30 DENTQN.H R NRC - 
No Detailed Affiliation Given 5pp 15077 314 24X 

Fiche 50-000,02/10/00,8210290047 


— 0210290077 Public version of Revision 3 to Quad Cltiei & Zion 
emergency plan annexes, Rovls i on 2 to Dresden emergency plan 
annex U Revision 0 to Dyron emergency plan annex 
» Commonwealth Edison Co 02/06/30 325pp 15077 319 24X 

Fiche 50-000,82/10/00,8210290047, 


03t02900B8 Public version of revised generating station amergency plan 
telephone directory 

DALLE, D P Commonwealth Edison Co 02/00/12 43pp 19070 210 
24X Fiche 30-000,02/10/00,0210290047 


8210190753 Forwards 820922 1 tr re late submittals of exercise 
scenarios & failure to adhere to FEHA Guidance Memo 17 If 
FEMA does not observe exorc lie, of f s it e authorities will not 
participate 

HIND, J A Division of Emergency Preparedness £t Operational Bupport 

02/10/12 REED.C Commonwealth Edison Co 2pp 13736 247 24X 

Fiche 50-234,02/10/12,8210190753 


— 6210190760 Discusses concerns re late submittals of emergency exerciou 
scenarios ti failure to adhere to FEMA Guidance Memo 17 
Future exercise not meeting intent of advance notification 
guidance should be postponed or canceled 

BREHENY, P J Federal Emergency Management Agency 02/09/22 
KEPPLER, J 0 Region 3, Office of Director Ip 19736 249 84X 

Fiche 50-254,02/10/12.8210190793 


0210200361 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 02/10/12 Document 
Management Branch tp 15859 204 24X Fiche 50-254,02/10/12, 

0210280361 


— 0210280364 Forwards public version of revised emergency plan 
implementing procedures, Including Procedures OEP 200-0 re 
emergency c ond i bions, OEP 200-Tl re emergency action levels it 
OEP 330-3 re SPINO control terminal operation 
KDVACK, T 8 , OERNER, L F Commonwealth Edison Co 82/09/23 

DENTON, H R NRC - No Detailed Affiliation Given 2pp 15059 205 

24X Fiche 50 '254, 02/10/12, 0210280361 


—0210280375 Public version of revised emergency plan implementing 
procedures. including Procedures QEP 200-0 re emergency 
cond i ti ons, OEP 200-Tl re emergency action levels i QEP 330-3 
re 8PING control terminal operation 

« Commonwealth Edison Co 02/09/23 21 pp 15059 207 24X 

Fiche 50-294.82/10/12,8210280361 


8210220350 Provides info re organization & performance of depts 
responsible for radiation protection ac tivl ti es, per 020702 
commitment Training coordinator assigned in Apr 1902 to 
improve health physics training programs 

TRAMM. T R Commonwealth Edison Co 02/10/14 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 9pp 15776 207 24X 

Fiche 50-000, 02/10/14, 0210220358 


8210250309 Responds to 820917 telcon request for Info re fire 
protection safe shutdown rept Items 2 3 are preliminary 

results, suhj to revision following engineering review 
RAUSCH, T J Commonwealth Edison Co 02/10/10 EISENHUT, D G 
Division of Licensing App 15790 215 24X Fiche 50-254,02/10/10, 

8210230309 


P Operating license stage documents it correspondence 


8210050142 Requests that charcoal adsorber F64-Dytt2 be counted within 
2 wks of rece ipt, decay corrected to 790319 levels & 
returned Liquid beta analyses results received in NRC 
620917 Itr will be incorporated in rept addendum 
PAPERIELLOiG J Division of Emergency Preparedness 6 Operational 
Support 02/09/20 KALIU14NAK 18, N Commonwealth Edison Co ip. 
15605 167 24X Flcho 50-254,82/09/28,02100 50142 


8210120105 Requests delay of implementation due dates re NUREG-0737f 
Items II 0 2, “Plant 0hieldlng,“ II D 3, <'Post-Accident 
Sampling” 5« II F 1 I, "Noble Gas Effluent Monitor " 

SNARTZrE D Commonwealth Edison Co 62/10/04 EISENHUT, D 0 
Division of Licensing 5pp 15651 237 24X Fiche 30-000,02/10/04, 

8210120105 


0210260526 Forwards Revision 3 of Chapter 9 of ''Offsite Dost 
Calculation Manual. " 

GOLDEN, J C Commonwealth Edison Co 02/10/06 CASE,E 0 Office of 
Nuclear Reactor Regulation, Director Epp 15005 137 24X 

Fiche* 50-000, 62/10/06, 0210260526 


— 8210260542 Revision 3 of Chapter 9 of "Dffslte Dose Calculation 
Manual ” 

e Commonwealth Edison Co 82/09/30 83pp 1 9005 < 139 24X 

Fiche 50-000,02/10/06,0210260526 


8210180059 Provides addl guidance & clarification re 620806 request 
for addl info per NUREO-0737, Uem 11 D 3, “Post-Accident 
Sampling Sys ” Detailed reliability analysis not required 
to satisfy NRC concerns 

CRUTCHFIELD, D Operating Reactors Branches 02/10/08 OELOEQROE, U 
Commonwealth Edison Co 3pp 15720 004 24X Fiche; 50-000, 

02/10/08, 0210100059 


48 


DOCKETED ITEMS 


G210t907B0 Foruard* "CE BWf? Eittcnded LoaiJ Lin( Lirtifc Ana 3 v*»* 

Citl 9 « Nu-cltftir Pouer Station 4/nit liCyclff 7 & Unit 2iCgcIt 
6 " 

RALSCHp T -J Comflionwaalth Edison Co B2/10/I2 EISENKUT*D 0 
Diviilofi o/ Lic«n»ing Ip 15736 20-6 24X Fiche 50-254* 02/10/12* 

02 1 0190760 


—8210190705 ''GE BWR Eitended Load Lins Limit Analysis Fpr <H>ad Citlas 
Ki;cl»ar Pouar Station*Un4t i* Cgcic 7 !< Un 1 1 2« Cgcl » 6 " 

* Oanaral ElffCtric Co NEDa-22192 82/07/31 31 pp 15736 207 

24X FichB 50-254,82/10/12*0210190700 


0210190445 Faruards gupplomental response to Oenerlc Ltr 62-05 re 
itnp lamentation status of NUnE0-O737» 1 terns II fl 3, II F 1 2* 

II F I 3*11 F 1 3 8t ir F 1 6, in response to 021006 request 
SlVARTZi E 0 Cojumonwca 1 th Edison Co 02/10/14 ElSENKUT*D C 
Division of Licensing Spp 15741 202 24X Fiche 30-000*82/10/14* 

0210190445 


8210250114 Application far amend to License DPR-29. chang ing safefcg 
relief actuating setpoint of Target Rack valve to 1*135 psig 
8- changing setpoint of two el ec tromat 1 c relief valves to 
1*113 ps 1 g 

RAUSCH, T -J Commonwealth Edison Co 62/10/ IB DENTON* K R Office 
of Nuclear Raactor Regulation* Director 3pp 1S707 032 24X 

Fiche 50-254,02/10/18*0210250114 


— 02102S0126 Proposed changes to Tech Specs changing safety relief 
actuating setpoint of Target Rock valve to 1*135 psig i 
setpoint of two clectromatic relief valves to 1*115 psig 
e Commanwealth Edison Co 62/10/19 3pp 15787 035 24X 

Fiche 50-254.02/10/10*6210250114 


8210250155 Forwards corrections to proposed Tech Spec Pages 1 2/2 2-1 & 
3 3/4 3-S* sup porting review of future reloads tt revised 
Figure 3 5 1, Sheet i* providing eitended NAFLK6R vt erposure 
curves for barrier lead test assembly fust 

RAUSCH* T J Commonwealth Edison Co 62/10/10 OENTON.H R Office 
of Nuclear Reactor Regulation* Director Spp 13700 233 24X 

Fiche 50-000*62/10/16*6210250155 


—6210250169 Revised proposed Tech 8pec Pages I 2/2 2-1 & 3 3/4 3-5, 
fupporting review of future reloads L revised Figure 351* 
Sheet 1, providing eibsnded MAPLHCR vs exposure curves for 
barrier lead best assembly fuel Supersedes 620019' version 
« Commonwealth Edison Co 02/10/10 4pp 1S7G3 239 24X 

Fiche 50-000*62/10/10*0210250159 


—0210250177 Errata It Addenda 9heet 6* replacing Page 4-10 to ’*LOCA 
Analysis Rept for Dresden Units 2 & 3 Ouad Cities 1 4t 2 
Nuclear Power Stations *' 

e General Electric Co f«D0-2414&A ERR 08 02/09/30 3pp 

15768 239 24X Fiche 90-000.62/10/16,8210250193. 


6210250069 Provides add! info re reactor water cleanup room area temp 
monitors Temp elemsnti cause no automatic plant response 
beyond control room alarms 

RAUSCH* T J Commonuealth Edison Co 82/10/19 EIBENHUT* D 0 
Division of Licensing 2pp 15767 O0( 24X Fiche 50-000*82/10/19* 

6210250069 


Q Inspection reports, IE Bullsbins & correspondence 


8210150407 Forwards IE Insp Repts 90-294/82-14 50-269/82-16 on 

620823-25 tt 0903 it 09, No noncomp llanc e noted 

KEPPLERiJQ Region 3, Office of Director 82/09/30 REED* C 
Commonwealth Edison Co 3pp 15721 269 24X Fiche 90-294.82/09/30* 

0210150407 


—6210150495 IE Insp Repts 90-254/82-14 U 90- 265/02-16 on 620023-29 b 
0903 U 09 No- noncomplianc e noted. Major areas inspected' 
emergency preparedness exercise b licensee actions on 
previously identified emergency preparetfness itims 
PHlLLlPOiH p * 8KtTH*H J , AXELSON* N L Division of Emergency 
Preparedness b Operational Support 62/09/29 19pp 19721 292 
24X Fiche 50-254*02/09/30,6210190407 


6210060359 Ack receipt of 820910 ltr Informing NRC of stops taken tp 
correct violations noted in lE Insp Repts 90-337/01-39* 
50-249/81-32* 50-294/01-23. 90-269/81-23* 80-295/81-31 b 
50-304/81-29 

SPESBARO, R L Division of Project b Resident Programs. 02/10/01 
REED. C. Commonwealth Edison Co Ip, 15618 354 24X 

richer 50-000* 82/10/01 , 0210060399 


'8210060367 Responds to NRC 020712 ltr re violations noted in lE Inap 
Rep ts 50-237/01-39, 50-249/01-32, 90-254/81-23, 50-265/81-23, 
90-295/01-31 b 9O-3O4/01-29, Correct Iv* ac tions’ braining for 
mgt priorities re plant availability will be conducted 
REEDiC Coflimonwealtli Edison Co 82/09/10 KEPPLER, J.O Begion 
3. Office of Director 13pp 15610.355 24X 

Fiche 50-000182/10/01,8210060399. 


82)0000(78 Forwards listing of piping sys which fail to meet fOWf 
requirements* per NRC BOOBJO confirmatory action ltr IE 
0ullfftin 79-14 operability evaluation updates uilJ not be 
provided for Dresde-n b Quad Cities Final update by Dec ]963 
RAUSCHi-T J Commonweal th Edison Co 82/10/01 KEPPLER, j 0 Bsilt- 
3. Office of Director 6pp 15640 159 24X Fiche 30-000,0.^/10/011 

8210080178 


8210000190 Canf irmi 821103 enrnreement conference at Region 3 off re '.A 
aspects assoc lated w/proc ur emen t* ms ta 1 la 1 1 on b use of 
rtun-qual i f 1 ed valve guides in electromagnetic relief valves 
at facilitlas 

5PE0SARD. R L Division of Project b Resident Programs Ha/lO/OI 
REED. C Commonwealth Edison Co Ip 1564D 101 
Fiche 50-000,82/10/04,0210080190 


0200190233 IE Info Npti.ee 80-35. Suppl 1* “Leaking b Dislodged 1 ISI 
Implant Seeds ’■ Bve list end 

CQDB.L I Division of Fuel Facilities, Materials b Bafeguardi 
82/10/06 Consolidated Edison Co of New York 66pp 15761 

24X Fiche 50-000. 02/ 10/06. 0200190233 


9200190236 IE QulLatin 02-03. “Stress Corrosion Cracking in Thick 
Hal i * Large-Di ameter* Stainless S tee 1 , R ec i rc u lat i on Sy s 
Piping at BUR Plants '* 5vc list end 

DEYOUMO* R C Director's Office, Office of Inspection and 

Eniforcament 02/10/14 Consolidated Edison Co of New York 

lISpp 15810 125 24X Fiche SO-000, 02/10/14*8208170238 


R- Periodic operating reports b related correspondence 


0210130386 Forwards monthly operating repts for Qept 1962 

KALfVrANAKtS* N Commonwealth Edison Co 82/lO/Oi Dirsdflr % 
Office, Office of Inspection and Enforcement ip 15680 3)9 /M 
Fiche 50-254*82/10/01*0210130306 


— 6210130390- Monthly operating repts for Sept 1982 

SUSS. R D Commonwealth Edison Co 82/10/04 |3pp 15MJ0 341 
24X Fiche 50-254.02/10/01.8210130306 


0 Reportable occurrences. LERs b related correspondence 


0011060561 Discusses facility 770103 loss of air event b efftct on 
scram capability Conservative analysis of data indicates 
short operator response time Immediate scram on loss of 
control rod driveline air header should be required 
LANIK.G Director's Office BO/lO/20 M1CHCLS0N*C DiTidor't 
Office 3pp 1969 2 260 24X Fiche 50-254* 80/10/20. 801 I0A0361 


-60J 1060565 Forwards senior resident inspector 0OOQ29 memo r# sTfecI 
of facility 770103 lost of air event b its effect on i<T 4 in 
capab 1 1 1 ty 

KEPPLER* U 0 Region 3. Chicago, Office of the Director OO/wf/4^ 
rtlCHELSDN. C Director's Office ip 15692 271 2Ai 
Fiche 50-254*00/10/20*0011060561 


—8011060560 Discusses facility 770103 loss of air event b 

scram capability Event indicates that scram discharge vol. 
although filled to approx 59X capacity.uas capable of 
accepting vol of water to shut down reactor safely 
CHRI880TIMOSrN Region 3, Chicago* Qffice of the DirtcUr 
80/00/2? 8PE88ARD1 R L Region 3, Chicago, Reactor 8piralli.ni 
Nuclear Support Branch 2pp 19692 272 24X 

Fiche 50-254*80/10/20,8011060361 


8210060395 Forwards LER e2-026/03L-0 

KALIVIANAKra. N CammonweaUh Edison Co 82/09/27 KFf>fltfl. J 
Region 3. Qffice of Director Ip 15616 017 24X 

Fiche 50-234. 82/09/27,8210060395 


—8210060405 LER B8-026/03L-0 on 820706* flange seal gasket Ifik self 
found exceeding 30 8CFH b possibly exceeding Tech Epee limit 
of 36 72 8CFH for double-gasket seals Caused by sea] 
gasket deterioration Gasket to be repaired/replaced 
MENOENHALL.ee Commonwealth Edison Co 82/09/27 RegLona. 
Oflica of Director Ip 19616 018 24X Fiche 90-254, 8,?/ 09/^7, 

8210060395. 


0210130324 Forwards LER 02-029/017-0 

KALlVtANAKia. N Commonwealth Edison Co 62/09/28 KEPPUER* J 
Region 0, Office of Director Ip 19670 292 24X 

Fiche 5C -254. 02/09/28, 8210130324 


—8210130320 LER B2-029/01T-0 on 620916. two snaU cracks found tn Hui 
affected sone of welds 12S-F9 6 FIO of reactor water cleanup 
syi piping Caused by stress corrosion Piping to be replaced 
w/stalnless steel pipe t fittings prior to startup 
lflL0U8*0 Commonwealth Edison Co 82/09/20 Region 3, Off ill 
of Director. 4pp 13670 293. 24X Fiche 30-234* 82/09/20* 

8210100324. 
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&?L0130413 Forwards LER 02-O27/O3L“O 

» Comnonuealth Edison Co 02/'O9/a9 KEPPLER> J 
of Director Ip 1 5&BO 343 24J( 

fiche 50-254,03/09/29,8310130413 


-“03iOl3042T LEft 82-027/03L-0 on 020902, e lec fcromagnettc relief valve main 
/alv« guides & piston rings inadvertently ordered as 
nonsa f e ty-T e lated Caused hy inadequate implementation of 
ppOLOrement requirements Procedures revised 

TIETZ'O C ommontjealth Edison Co 02/09/23 Region 3i Office of 

Director Ip 15600 244 24)( Flthe 50-254.83/09/29,0210130413 


0210130501 Forujards LER 02-O35/O3L-O 

KAt IVIAIIAKIS, M Cammonwe a 1 th Edison Co 02/09/29 KEPPLER, vf 
Region 3, Office of Director Ip 1 5&03 109 34X 

Piche 50-254.82/09/39,8210130501 


— G21O1305M LER a2-0?5/03L-0 on 030907, 1/2A standby gas treatment train 
heater found tripped dui ing Procedure OOP 020-1 Caused by 
conservative switch setting due to inadequate setpoint 
differences Heater trip reset 

LIHOU. M Commonwealth Edison Co 02/09/39 Region 3, Office of 
Director 3pp 15603 190 24X Flche 50-334,02/09/29,0210130501 


0210130251 Forwards LER a2-oai/03L-0 

KAL I VI ANAK I S, IJ Commnnuiea I th Edison Co 02/09/30 KEPPLER. J 
Region 3. Office of Director Ip 15670 094 24X 

Fichc 30-254, 62/09/30,0210130351 


*“0210130253 LER 02-031/03L-0 on 020905, RCIC sys taken out of Bve to 
uncouple turbine from pump Caused by need to perform 
scheduled turbine overspeed surveillance test 

LlHDUi H C ommonuiea 1 th Edison Co 03/09/30 Region 3, Office of 
Director Ip 1S67S 095 34X Fi c he 50-354. 63/09/30, 02101 30251 


3210t30464> Forwards LER a2-032/03L“0 

H ALIVIARAKIS, N Commonje a 1 th Edison Co 02/09/30 KEPPLER, J 
Region 3, Office of Director Ip 156,02 136 24X 

riche 50-354,03/09/30,0210130466 


-0210130473 LEH B2-032/03L-0 on D20905.HPCr removed frofii sve w/o 
actuation of etectromatic relief valves Caused by need to 
perform scheduled turbine overspeed surveillance test HPCJ 
sys will be tested operable upon return to pouier 

LfHQU, H Commonuealkh Edison Co 02/09/30 Region 3i Office of 
nit ec bar tp 15602 137 24X Flche 50-254,02/07/30.0210130466 


131 0130192 Forwards LCR Q2-0a0/03L-0 
KALlVlAf'IAKIB, N Commonwealth Edison Co 02/10/01 KEPPLER, J 0 
Region 3, Office of Director Ip 15674 100 24X 

Fl Che 50~2S4, 02/10/01, 02IO13OI92 


0310130196 LER 02-030/03L-0 on Q20905. while testing RHR sve water 
pumip 1 -tool -6SDi pac t ing found burned Caused by excessive 
tightening in packing to limit leakage Hods installed to 
protect bearings from seal leakage 

SCHNI TZMEVEh, J Commonwealth Edison Co 02/09/05 Region 
Office of Director Dpp 15674 lOl 34 X Flche 50-354,02/10/01, 
G2IOldO'l92 


1210190650 Forwards LER a2-020/03L-0 
KALIVIAfMKra. M Commonwealth Edison Co 82/10/04 KEPPLER, J 0 
Rogion 3, Office of Director Ip 15737 367 24X 

Flche 30-254,02/10/04,0210190658 


-0210190700 LER 02 -030/03L-0 on 030920 t. 21.RCJC area high temp 
isolation QiS-20,3 switches 1 -1 J60- 14A, 1- 1360-17D it 
1-1360- i 6Cr would not trip Cause not specifically determined 
Failed switches returned to manufacturer for analysis 
FREUBS, n Commonweal th Edison Ce 83/10/04 Region 3, Office 
of Director 3pp 15737 360 24X Flche 30-254,02/10/04, 

0210190650 


310250148 Forwards supplemental LER 82-022/03L-1 
KALIVIANAKia, N Commonwealth Edison Co 83/10/07 KEPPLER, J 0 
Region 3. Office of Director Ip 15787 360 24X 

Flche 50-254,62/10/07,0210250140 


“021.0250133 Supplemental LER G2-022/03L— ] on 820816, malnt outage for 
1/2D diesel fire pump exceeded 7-d«y limit Cause not stated 
Diesel pump wear rings replaced 

LIHOU, H Commonwealth Edison Co 82/10/07 Region 3, Office of 
Director Ip 15707 361 24X Fiche 30-254,02/10/07,0310250148 


310260467 PNP- 1 1 1-02-1 12 util notified that high density fuel storage 
racks installed do not meet design criteria for spacing due 
to bowing condition Manufacturer reanalyzed seismic response 
of racks concluded bowed distance acceptable 
ORDDE.^f r WALKER, R , STREETER, J Region 3, Office of Director 
82/10/10 ip 13006237 24X Fichtf 50-834,02/10/10,8210260467 


DOCKET 50-855 PALISADES MUCLEAR PLANT 


F Security, medical, emergency 8, fire protection plans 


0310050302 Updates status i, schedule for responses to NUREO-0737. Items 
1 D 2, *’Plant Safety Parameter Display Console*' & III A 2, 

"Improving Licensee Emergency Preparedness - Long-Term " 

JOHNEON. B D Consumers Power CO 82/09/30 CRUTCHFIELD, D 
Operating Reactors Branch S 2pp 15602 359 34X 

Fiche 50-235, 02/09/30, G2 1 0050302 


031O2BOO5S Releases public version of revised emergency plan 

FELTON, J M Division of Rules and Record* 02/lO/OB Due umont 
Management Branch Ip 15662 ( 24 24X Fiche 50-255, 02/10/08, 

8310280058 


— 0310300061 Forwards public version of Revision 1 to emergency plan 
« Cnnsumers Power Co 02/09/24 NRC - No Detailed Affiliation 
Oiven 3pp 15862 J25 24X Fiche 30-235,82/10/00,02102000 58 


— 8310280063 Public version or Revision 1 to emergency plan 

RAN/, J Consumers power Co 02/09/14 105pp 15862 127 24X 

Flche 50-255,02/10/00,0210280058 


0210200107 Submits response to NRC questions re util 020701 fire 
protection submittal 

JOHNSON, 0 D Consumers Power Co 02/10/23 CRUTCHF lELD. D 
Operating Reactors Branch 5 3pp 15037 I9l 24X 
Fiche 50-255,02/10/23,0210280107 


G Adjudicatory correspondence 


0210190460 Requests assistance in representing Great Lakes Enargij 
Alliance in steam generator replacement proceeding Author 
deeply involved in Midland proceeding 

SINCLAIR, M Great Lakes Energy Alliance 02/10/04 GARDE. 0 
Government Accountability Project 2pp 15735 333 24X 

Flche 30-255. 02/10/04, 0210190480 


0210000082 Motion for indefinite continuance of proceeding Need for 
steam generator replacement alleviated due to better than 
expected corrosion performance of steam generator tubes 
Future rat# of corrosion unpred Ictahl e W/Certif Icato of Sve 
STEPTOE.P P Consumer* Power Co STEPTOE, P P laham. Lincoln 6 
□eaie 02/10/05 Atomic Safety and Licensing Board Panel 6pp 
15640 203 24X Ficho 50-233,03/10/05,0210000082 


8210000099 Notice of appearance in proceeding 

8T£PT0E,P P Consumers Power Co STEPTOE.P P isharai. Linen Iri 6 
Oeale 82/10/05 Ip IS640 075 24X Flche 50-255,02/10/05, 

0210080099 


B210270067 Response to applicant 021003 motion for Indefinite 
continuance NRG does not object to motion Certificate of Bve 
end 

BARTH. C A Hearing Branch 1 82/10/25 Atomic Safety and 

Licensing Board Panel 2pp 13022 330 24X Fiche 50-235,02/10/25. 

0210270007 


P Operating license stage documents U correspondence 


6210130033 Ack receipt of 620830 application proposing Tech Spec 
changes rt ESF filtration sgs Application provides 
supplemental info to 750306 pre-fee application No addl fee 
required Refund of B30Q30 application fee authorized 
HILLER, W □ License Fee Management Branch 82/09/23 
VANDEMALLE. D J Consumers Power Co. Ip 1 5609' 202 24X 

Fiche 50-335, 82/09/23, 02101 2003 3 


8210050072 Discusses 620200 final asseiiment rept for SEP Topic rx-4» 
“Boron Addition Sys " Check valves 3400,3409 & 3410 should 
be added to Tech Spec Table 4 3 1 Response requested within 
45 days 

CRUrCHFIELD, D. Operating Reactors Branch 3 02/09/29 

VANDEWALLErD J Gonsumars Rawer Co 2pp 15603 106 24X 

Fiche 50-255,82/09/29,8210050072 


0210070013 Forwards draft "Offsite Dose Calculation Manual" for 
facilities 

9ANDEWALLE,D J, Consumers Power Co 03/09/29 CRUTCHFIELD, D 
Operating Reactors Branch 5 Ip 19626 233 24X 

Flche* 50-000, 82/09/29,8210070013 


—6210070016 Draft ^'Offsite Dose Calculation Manual," Palisades Plant 
a Consumers Power Co 02/09/24 55pp 15620 276 24X 

Flche, 30-000. 02/09/29. 8210070013 
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8310030269 Conflnm* khat a\t%il\avq f**dw«Ur ig* wod providti for pompe 
P‘-8A tt P-BC ko bo loadfd on •morpin'CV rfioiol ptnorator* upon 
lasf of off tf pouftr 

JOHMSON. B D Con»uinor* PonJir Co 82/09/30 CRUTCHFIELD* D 
□poratinj Raactori Branch S Ip 19610 233 24X 

rich* 50-258*62/09/30*8210050265 


92100SD302 Updabai ilatui *« schadolfr for rtsponifti to KURE0-0737( Items 
I D 2i ''Plant Safetg Paratneter DtspUg Console" S< III A 2* 

"Improvins Lic»ni«» Etnorgericg preparedness - Long^Terfn " 

JOHMSQNrS 0 Consumer* Poiuor Co Ba/0?/30 CRUTCHFIELD* B 
Operating Rsactori Branch S 2pp 15602 359 24X 

Fiche 50-255* 62/09/30,8210080302 


0210120078 Submits Snfo re failur* of control rod to fullg ineort 
during testing in hot shutdown condition Lodcing paw & pin* 
piston guido tube* rack assimblg t> bevel gear housing 
replaced All defective uncoupling tools removed from »vc 
JOHNSOMi B D Consumer* Power Co 32/10/06 CRUTCHFIELD* D 
Operating Reactor* Branch 5 4pp 15651 846 24X 

Fiche 30-255.82/10/06.8810120078 


92102B0276 Informs of new comtnitment dates for NUnEG-0737r Ilemi 
II FI I, H F i 2, II F 1 3, II F 1 6 le II Q 3 
JOHNSOK. D D Consumers Power Co 82/10/25 CRUTCHFIELD* D 
Operating Reactors Branch 5 3pp 15937 304 24X 

Fiche 90-255, 82/10/35, 9210260276 


0 Inspection reports. l£ Bulletin* 6 correspondence 


0210000015 Addl response to FOIA request for 19 categories of Info re 
nuclear reactor events 6 safetg problems Forwards documents 
tilted in App A Documents in App B completely withheld (ref 
FOIA Esemption 51 

FELTON* J H Division of Rules and Records 02/07/12 UflELL.R A 
Critical Hass Energy Project 9pp 15665 027 24X 

Fiche 90-008.82/07/12*0210080015 


— 0210080144 Systematic assessment of licensee performance notes le 
facility evaluation for 790901 ’■800901 

tt NRC - No Detailed Affiliation Given 80/09/01 lOpp 
15669 015 24X Fich* 50-000, 02/07/ 12, 0210000015 


8210120323 Forwards suppl to safety evaluation of SEP Topics 11-3 A. 
jI-3 a 6 Jl-3 C reanalgilng design basis surge level for 
facility Unresolved differences now considered acceptably 
resolved it topic reviews camplete 

WAHBACH, T V Operating Reactors Branch 5 82/10/07 

VANDEWALLE*D J Consumer* Power Co, 5pp 15653 033 24X 

Fiche 50-2S5. 02/10/07,8210120323 


8210070007 Respond* to FQtA request for eight categories of record* le 
steam generators te steam turbine* App A documents provided 
in R Udfll FOIA Request Bl-313 Forwards documents listed in 
App 0 

FELTON. J H Diviaion of Rules and Records 02/00/10 LONO, 0 J 
VJinthrop* Stimson* Putnam 6 Roberts 9pp 15649 063 24X 

Fiche 50-000*02/00/10*8210070007 


6210130326 Camment* on proposed •cope of Phase HI of SEP as reflected 
in individual topic definitions appended to 820909 Itr 
Staff encouraged to develop tt implement mean* to incorporate 
poeitive attribute* of Phase III in llc#n*ee/NRC interface 
HACJCH, R H SEP Ouners Group 02/10/07 ElSENHUTtD 0 Division of 
Liteniing 7pp 15602 179 a4X Fiche 50-000*82/10/07,8210130326 


8210190110 Provides addl guidance re purpose of NRC B20630 request 
for addl Info cpTicerning NUREO-O737i 1 tsm 11. D 3 re 
post-accident sampling sys 

CRUTCHFIELD, D Qparating Reactor* Branch 5 02/10/07 

VANDEWALLE, 0 J Consutnirs Powtr Cb 3pp 15719 319 24X 

Flche:S0-255. 82/10/07,8210160110 


—6210070172 Forward* info re »team generator integrity 6 ln«p* at all 
operating PURi* per 750320 h 21 requests Details of msps. 
including defect Indications* tube plugging criteria i* tube* 
plugged uill not be provided except for Point Beach 1 
00LLER*K R Division of Reactor Licensing <NRR-1975 only) 

79/03/24 MAGCARY, R R Division of Technical Review {NFlR-1975 
onig> 5pp 15649 196 24X Fiche 50-000,02/00/10.6210070007 


6210190421 Forwards IE Insp Rept 50-295/62-20 during Aug 1982 it notici 
of violation 

STREETERrJ F Division of Project 6 Resident Program* 02/09/39 
DELHTT, n B Consumers Power Co 2pp 1S741 034 24X 

Fiche 90-255*62/09/29.0210190421 


0210130334 Forward* evaluation* of open item* Identified in NRC 820218 
Itr re SEP Topic 11 1-’? B« "Oeiign CQd««,Detign Criteria 6 
Load Combinetian** " per util 620917 commitment Code change 
uiHI not affect safety margin of plant etructures 
UANDEHAULEtD J Coneuener* Power Co B2/IO/O0 CRUTCHFIELD. D 
Operating Reactor* Branch 5 12pp 15679 140 24K 

Fiche 50-295*02/10/08,6210130334 


8210190459 Forwards current status of program to evaluate adequacy of 
overload Ic chor t-clrcul t pTotectlon for electrical circuits 
that pass through reactor containment per SEP Topic uni-4 
"Electrical Penetration* of Reactor Containment “ 

TONER, K, A Goncumers Power Co 62/10/12 CRUTCHFIELD. D Operating 
Reaeter* Branch 5 21pp 19740 268 24X Fiche 50-000,62/10/12* 

02 I 0190 489 


62t.019'0535 Forward* summary of action* taken to address spaclFic 020412 
draft NURE0-0Q20 concerns re eccentric loads 8t valve 
f unctionab i 11 ty in email bore piping Summary of plan* to 
perform addl enalyat* o-n control valve CY-3003 anck 
TONER* K. A Confumers Power Co 02/10/13 CRUTCHFIELD, D Operating 
Reactors Branch 8 31pp 15751 255 24X Elcha 90-255*62/10/13* 

8210190539 


B210190546 Summarlie* itatus of uttl commltmant re 8EP Topic lX-3i 
'"Station 0VC ti Cooling Hatir Gy* " Atialytit verifying that 
component cooling water tamp limit* art not orcaaded under 
poftulated condltloni will ta eubmlttad by 821119 

TONER, K A Coniumare Pow«r Co 62/10/15 CRUTCHFIELD, D Operating 
Reactor* Branch 9 2pp. 18751.361. 24X Flcha 50-259*82/10/19, 

6210190546 


6210220166 Provide* addl info re control room toxic chemical analysis 1* 
self-contained breathing apparatus In retponae to NUREO- 
0737* lien Ilt.D 3 4 on contol room habltabi 1 Ity. per 820720 
rtques t 

JOHNSON, B D. Coniixmttri Power Co 62/10/19. CRUTCHFIELD, D, 

Operating Reactor* Branch 9. 9pp, 15777.264. 24X 

Fiche 50-259, 02/10/19,0210220186 


0210260179 Respond* to 020617 roquast for ramoval of administrative 
limit on auxiliary fcedwatqr flow rate to etaam generator. 

Limit* discutitif in NRC SOlOOt Immediate action Itr no 
longer appropriate New flow rate* should be astabliahtd, 

KEPPLER«U. O Region 0. Office bf Director. 62/10/20. JOHNSON* 8 D 
Consumer* Power Co, Ip. 15799:036 24X F icha: 50-238, 02/10/80, 

6210260179. 


—8210190427 Notice of violation from insp during Aug 1902 

STREETER, J F Division of Project it Resident Programs 82/07/29 
Ip 15741 036 24X FI the 50-259*02/09/29*0210190421 


—0210190449 IE Insp Rept 90-2S5/B2-20 during Aug 1903 Moncemp L lane* 
noted, on 020031. DBA Sequencer Test Procedure T-157 revised 
during Implementation new steps involving bypass of safety 
function* performed w/o permisilon of shift tupervitor 
JOROEN8EN,D U « HELLER* J K * REYES. L A Division of Project I 
Resident Program* 92/09/29 7pp 15741 037 84X 

Fiche 50-295102/09/89,0210190421 


0210190699 Forwards IE Hgt Meeting Rept 50-255/02-21 on GROIOB No 
noncompUance noted 

KEPPLER.J 0 Region 3* Office of Director 02/10/04 DRWITT^R B 
Consumers Power Co 2pp 19737 276. 24X Fiche 90-255,02/10/04. 

9210190699 


—8210190707 IE Mgt Meeting Rept 50-295/02-21 on Q20900 Mo noitcon^U 
noted Major areas discussed current statu* of util program 
for meeting requirements of 010309 confirmatory order rt 
regulatory improvement program 

JORGENSEN* D L. , 8PE5SARD*R.L Division of Project U Residsni 
Program* 02/10/01 3pp 19737 270 24X Fiche 50-299.82/10/, 

8210190699. 


0208(90833 IE Info Notice 00-39* Suppl 1, "Leaking L DI*lodgid E-IS'l 
Implant Btede. " 8vc list end. 

COBB, L. I Division of Fuel FaclUtiesr Material* It Baftguardt 
02/10/06 Consolidated Edison Co of New York 66pp 15761 i 
24X Fiche* 50-000*62/10/06, 0208190233 


G20B19023B IE Bulletin e2-'03i "Stress Corroiibn Cracking in Thiel- 
Well, Large-Di ameter, Bta In lets Steel , Roc ircu latlon 0yt 
Piping at BWR Plants." 8vc list enc I 

DEYQUNOjR C Director's Office* Office of Inspection and 

Enforcement. 62/10/14. Consolidated Edison Co of New Yqrl 

llOpp 15610:129. 24X Fiche. 50-000 J 88/10/14.6200190230 


0210260176 Acit receipt of supplemental 020929 Itr Informing NRC 4f 
steps taken to correct violation* noted in IE In«p Rept 
50-259/92-07 

NQRELJU9*G E, Division of Engins«rlng It Technical Prepreai. 
92/10/19. DEVJITT, R>B Coniumert Power Co. ip. 15799 045 2l 
Fiche* 90-255. 02/10/101 6210260176. 
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— 82103^0163 Suppls response bo K^C B30412 Itr r0 violations noted in 
IE Insp Rept 50-295/02-07 Coi rective actions NDS-traceab 1* 
htjdriaineteT received fc compared ui/hy drome t er s used for 
surveillance Calibr results end 

JOHriBONp B D Consumers Pot^jer Co 02/09/29 KCPPLER, J <3 Region 

3, Office of Director 2pp 15799 046 24X Fiche 50-255. 

03/10/10.6210260176 


? Periodic operating reports t related correspondence 


’210i3013& Forij/ards monthlij operating rept for Sept 1902 
V<ENriEDY. 0 t1 Consumers Power Co 02/10/06 NRC - No Detailed 
Affiliation Given Ip 15673 090 24 X Fi cho 50-255,02/10/06. 

8210130130 


-&210130145 Monthly operating rept for Sept 1902 

PETERSON. D A . VANDENBERG. D Consumers Power Co 02/10/04 4pp 
15673 091 24X Fiehe 50-255,02/10/08.0210130138 


} Reportable occurrences. LERs V related correspondence 


1210150146 Forwards LSR 01-On/O3L-O 
HDFFMAN, 0 P Consumers Power Co 01/03/27 KEPPLER. J 0 Region 3. 
Chicago. Office of the Director (01/03/011 Ip 15697 003 24X 

Fiche 50-255. 01/03/27.0210150146 


-B210150152 LER 81-011/03L~0 on 010304. d lese 1 generator 1~1 overspeod 
low air pressure alarms actuated V would not reset after 16 
cylinder leak test Caused by broken micro-switch due to 
high impact resulting from improper use of trip lever 
» Consumers Power Co 81/03/27 Region 3. Chicago. Office of 
the Director <01/03/011 ip 15697 0B4 24X 

riche 50-255.01/03/27.8210130146 


210070415 Discusses abnormal wear encountered on ALOYCO swing chock 
valves installed in low pressur« safety injection sgs IE 
should issue info notice to inform licensees of problem 
MICHELSQN. C Director's Office 01/12/23 DEyoUNO, R C Director's 
Office, Office of Inspection and Enforcement 5pp 15637 327 24X 

Fiche 50-255.01/13/23.8210070415 


21001000Q Responds to FOIA request for 19 categories of documents re 
nuclear reactor events safety problems Forwards documents 
listed in App A 

FEtTOM, J rt Division of Rules and Records 02/06/28 UDELL. R. A 
Critical Hass Energy Project I5pp 15727 005 24X 

Fiche 50-000.82/06/26.8210010000 


-0201200653 Recommends issuance of info notice to inform licensees of 
problems w/ALOVCO swing check valves as encountered at 
facility Abnormal wear reported in LER 01-037 
MICWELSDM, C Director's Office 01/12/23 DEYOUNG. R C 
Director's Office. Office of Inspection and Enforcement 5pp. 
15732 076 24X Fiche 50-000.82/06/28,0210010000 


210060213 Forwards LER 02-O26/O3L-O 
JOHNSON. 0 D Consumers Power Co 02/09/27 KEPPLER. J 0 Region 3, 
Office of Director Ip 1 5615 097 24X Fiche 50-295.02/09/29. 

8210060213 


-8210060216 LER 82-026/03L-0 on 020901 . determined that four fire doors 
mfg by Protective Matls Co not documented to confirm testing 
approval by nationally recogniied lab Caused by vendor 
failure to obtain certification following mods 

a Consumers Power Co 02/09/29 Region 3, Office of Director 
1$) 15619 098 24X Fiche 90-259.02/09/29.0210060213 


210130146 Forwards LER B2-027/03L-0 
JOHNEaW. 0 O Consumers Power Co 02/09/30 KEPPLER. J 0 Region 3. 
Office of Director Ip 19673 004 24X Fiche. 50-299. 92/09/30. 

8210130146 


-8210130156 LER 02-O27/O3L-O on 020901 . procedural inadequacies 
discovered whirh could cause reduction In degree of 
redundancy in containment cooling sys Procedures revised 
to require fans to be declared Inoperable If stopped 
* Consumers Power Co 82/09/30 Region 3. Office of Director 
Ip 15673 005 24X Fiche 50-255.02/09/30.0210130146 


210180186 Forwards LER 82-031 /03L-0 

JOHNSON, D D Consumers Power Co, 02/10/06 KEPPLER. J 0 Region □. 
Office of Director Ip 19710 177 24X Fiche 50-259.82/10/06. 

8210180106 


-8210160191 LER 82-031/03L-0 on 020909.1-1 dicieJ generator water jacket 
heater found inoperable Caused by corrosion of heater 
element. Hea ter replaced w/tlmllar type element Mod developed 
to replace heater element 

* Coniumeri Power Co 82/10/06 Region 3. Office of Director 
Ip 15716 170 24X Fiche 50'-299, 82/10/06.0210100186 


0210190604 Forwards LER 02-O2a/O3L-O 

J0HN8ON.BD Consumers Power Co 02/10/11 KEPPLER. J- (J Region 3. 
Office of Director Ip 15739 357 24X Ficfie 50-255.92/10/11. 

0210190604 


—0210190615 LER e2“02a/03L-0 on 020915. b on c acid heat trace circuit 401 
(gravity feed line ta charging purnpsl failed Redundant 
channel remained operable Caused by failed heater element 
Heater element replaced 

* Consumers Power Co 82/10/11 Region 3. Office of Director 

Ip 19739 350 24X Fiche 50-259.82/10/11,0210190604 


0210190620 Forwards LER e2-029/03L-0 

JOHNSON. B D Consumers Pauier Co 02/10/11 KEPPLER. J G RsQion 3. 
Office of Director Ip 15737 219 2 4X Fiche 50-259.02/10/11. 

8210190620 


—0210190620 LER S2-029/03L-0 on 020916. T-82D (lafoty injection tank 11} 
level reached Tech Spec limit of 199 inches three times in 
24-h period Caused by minor leakage past loop check valve 9( 
fill 6 drain valve Fill ^ drain cycled to stop leakage 
a Coniumert Power Co 82/10/11 Region 3. Office of Director 

Ip 19737220 24X Fiche 50-255.82/10/11.0210190620 


0210190639 Forwards LER 8 2-03 0/03 L-0 

JOHNSON, D D Consumers Power Co, 02/10/11 KEPPLER. J O Region 3, 
Office of Director Ip 15740 044 24X Fiche 50-259, 02/10/ ll» 

0210190639 


--021OI 90649 LER e2-030/03L-0 on 820927. boric acid heat trace circuit 432 
failed Redundant channel remained operable Caused by blown 
fuse in controllar Circuitry tested & fuse replaced 
a Consumers Power Co B2/£0/tt Region 3. Office -of Director 

Ip 19740 049 24X Fiche 30-255. 02/10/1 1,8210190639 


DOCKET SO-299 DROWNS FERRY NUCLEAR POWER STATION. UNIT I 


F Security, medical, emergency & fire protection plans 


0209170101 Forwards minor revisions to proposed physical security plan 
Revisions withheld (ref 10CFR73 3U 

MILLS. L H Tennessee Valley Authority 02/09/31 DENTON, H R 
Office of Nuclear Reactor Regulation. Director, app 14910 O0l 
24X Fiche 50-239,02/00/31.8209170101 


0210210034 STATION BLACKOUT AT DROWNS FERRY UNIT ONE- IODINE AND NQ0LE 
0A8 DISTRIBUTION AND RELEASE 

UlCHNER.R P . WEBER. C F. . LORENZ. R A Oak Ridge National Laboratory 
FIN B-0452 NUREO/CR-2102 V02 02/09/30 Division of Accident 

Evaluation 261pp. 13773,001 34X Fiche 50-259.02/09/30. 

8210210034 


8210250236 Forwards security plan teble of contents Table of contents 
withheld (ref 10CFR73 21 1 

KAKMER.D8 Tennessee Valley Authority 02/10/19 DENTON.H.R 
Office p# Nuclear Reactor Regulation! Director Ip 15780 362 24X 

Fiche. 50-299. 82/10/19. B21 0250236 


0 Adjudicatory correspondence 


8210120291 Response to ASLAD 020920 order to provide any supplemental 
info re questions posed to util Author L lat 1 on in for S-gr 
storage of low level radwastatu/o limit on use of modules 
for interim use on backup basis 

RAWSQN. R.J Hearing Branch 4 02/10/08 0pp 13652 071 24 X 

Fiche, 50-299, 02/10/00, 0210120291. 


— 0210120299 Affidavit of P Logeen re application for storage of low 
level radwatte Ho restriction requested or contemplated 
limiting use of modules only to interim use on backup basis 
LQV8EN.P Advanced Fuel tcBpent Fuel Licensing Drancb 02/1(7/00 
23pp 15692.079 24X Fiche , 50-299. 02/10/08. 8210120291. 


— 6210120308 Affidavit of JR McOrath Ttmelg request for renewal of 
facility license filed far Deatly.NV low level raduiaite 
disposal facility NV Stata Board of Health voted not to 
renew facility llcensa. 

MCGRATH. J.R Assistant Director for State Agr*>menti Programs 
02/10/06 2pp 19692,1(72 24X FI c he. 50-25?. 02/ 10/00. 821 0 12(7291 


— 6210120316 Affidavit of 8N Salomon 8outhea.et Intsrstate Low Level 
Raduaste Mg t Compact agreed to close Barnwell. 8G facility 
on 921231 6 open new site on 91 1231 . Cer ti f icate of Gvc end. 
SALOMON* B, N Assistant Director for State Agreements Pro-grart»s, 
02 / 10/00 4pp, 19692 104 24X Fich e; 30-239, 02/10/00. 0210120291 
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62102500^3 Tclffcopg mestaga of ^nation far ASLAO to grant 30'-dag 
aitiniion to raipond to ASLB B20920 ordar Tima racatsarg to 
oiplora sfittlamant post ib i 1 Iti a » of aU matterfi in 
controversy 

PYLE.» B Pyle, R B 62/10/20 Backeting Sarvices Branch 
t57H7 O&I 24X Ficha 50~259i 32/10/20, 8210250063 


Ip 


6210260429 Motion for eitansltin of time until &21121 to raspond to 
620920 order Tl<na necattary to explore poss 1 b i L i tiet of 
settlement Certificate of Bve end 

pyt-£«R B Pylfij R D 92/10/20 Atomic Safety and Licensing 
Appeal Panel 2pp 19606 036 24X Fiche 50-259.62/10/20, 

6210260429 


K Utility Final Safety Analyeit Report (FQARl & amende 


6203170297 Chapter 2 to Browns Ferry updated F6AR* "Site " 

» Tennessee Valley Authority 62/08/12 346pp M352 202 24J( 

Fiche 50-257. 82/06/12. B 203 170297 


— 82100801 IB Systematic assessment of licensee performance notes re 
facility evatuatian for Apr i 979-Mar 1980 
* NRC - No Detailed Affiliation Given 80/03/31 6pp 
15667 315 34X Fiche 50-000,92/07/12,3210080015 


B2101 50105 Not I f i es that corrective actions re IE Insp Repts 
50-239/BI -13. 50-260/31-13 t- 50-296/81-13 delayed Procedure 
OPH NB0E3 re esam of CSSO items to be revised by 02D915 
DOrtfeR.J A Tennessee Valley Authority 82/07/13 O'fiElLLV. JP 
Region 2, Office of Director Ip 15701 159 24X 

Fiche 30-239.32/07/13,8210150105 


8310220151 Provides supplemental response to NRC Itr re violatian-t 
noted in le Insp Repts 50-299/82-10,50-260/ 82-10 ^ 

5-0-296/92-10 Div of procedures Manual NB2A3 uiill not hr 

revised until 621001 due to scope of effort involved 

MIUUS.L M Tennessee Valley Authority 8R/OD/10 a'RElLL>,JP 

Region 2, Office of Director Ip 15770 106 24X 

Fiche 30-259,82/00/16.8210220151 


P Gperatlng license stage documents & correspondence 


B210050269 Application to amend License DPR-33r revising Cycle 5 mai 
critical pouer ratio values Error discovered in active fuel 
length used in original Cycle 5 analysis Approval requested 
by 821119 

MILLS, L H Tennessee Valley Authority 83/09/21 DENTON, H R 
Dffice of Nuclear Reactor Regulation, Director 2pp 15611 231 
24X Fiche 50-259,82/09/21,0210050268 


0210010035 Confirms 920906 site meeting to discuss recent vlaUtions 
re radwflste shipments Agenda end 

O'REILLY, J P Region 2, Office of Director 82/09/03 PARfllfMl { 
Tennessee Valley Authority 2pp 15565 166 24X 

Fiche 50-259, 82/09/03,8210010035 


8210010430 Forwards IE Insp Repts 50-259/82-25,50-260/82-25 I, 
50-296/62-25 on 020810-11 Np noncomp 1 1 ance noted 
VERRELLI.D M Division of Project V Resident Programs 62/09/01 
FARRFS.H 0 Tennessee Valley Authority 2pp 15570 2M ^4X 
Fiche 50-259, 82/07/03,8210010430 


--8310050271 Proposed Tech Specs re max critical power ratio 

a Tennessee Valley Authority 62/07/21 3pp 15611 233 24X 

Fiche 50-259.62/09/21.0210050260 


8S10060301 Application to amend License DPR-33, updating curve of 
pressure vs temp to extend app i icahi I 1 ty through SO 
effective full power yrs Approval of change requested by 
821126 

MILLS, L H Tennessee Valley Authority 02/07/33 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 15619 39J 
24X Fiche 50-257. 82/09/23, 0310060301 


--B210060304 Proposed Tech Spec Figure 3 6-1, updating curve of pressure 
vs temp to extend applicability through 5 0 effective full 
power yrs 

« Tennessee Valley Authority 32/07/23 3pp 15619 295 a4X 
Fiche 50-259,82/07/23, 921 CX)60 301 


8210070255 Foruards response to NRC request for addl Info on 
NURE0-06I2. ''Control of Heavy Loads of Nuclear Power 
Plants " 

MILLS, L h Tennefsee Valley Authority 83/09/20 VASSALLO, D 8 
Operating Reactors Branch 2 S6pp 15635 243 24X 

Fiche 30-259 , 82/09/23. 02 1 007025 5 


6210080218 Foruards addl info In response to NRC 830003 request re 
NUREO -0737, Item IJ K 3 24, "Adequacy of Space Cooling for 
HPCl RCIC, " 

HILLS, L H Tennessee Valley Authority 03/10/04 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 15633' 091 
24X Fiche* 50-259. 82/10/04. 8210000218 


3210130142 Foruards description of final mods it changes to BUR scram 
sys tt short— terin Interim commitments for Unit 2 Mods wilL 
be implemented for Unit 2 before startup from Reload 4 
outage 1. subsequent Units 1 & 3 outages 

HILLS. L H Tennessee Valley Authority 82/10/06 DENTON, H, R 
Office of Nuc leap Reactor Regulation. Director 4pp 15673 006, 
24X Fiche 50-259, 82/10/06, 3210130142 


8210250096 Foruards revision to 821006 implementing procedures 
HILLS, L K Tennessee Valley Authority, 03/10/15 DENTON, H R 
Office of Nuclear Reactor Regulation, Director. Ip 15793:058 24X 

FI c h e ’ 50-S57, 82/ 1 0/ 1 5, 02 1 0250096 


— 6210250101 Revised implementing procedures, 

a Tennessee Valley Authority 82/10/15 I6pp 15793,059 24X 

Fiche 50-259,82/10/15.8210250096 


Q, Inspection reports, IE Bulletins k correspondence 


8210080015 Addl response t« FDIA request for 19 categories of info re 
nuclear reactor events t( safety p rob 1 emi. Forwards documents 
listed In App A Documinti in App B completely withheld (ref 
FOIA Exemption Sh 

FELTON, U H Dlviiion of Rules and Records 62/07/12, UDELL.R A 
Critical Mass Energy Project 9pp, 15665 027 24X 

Fiche - 50-000, 02/07/12, 0210080015 


—0210010432 t£ Insp Repts 50-259/02-25.50-260/02-25 k S0-2'?6/8?-a5 cn 
020010-11 No none omp I lance noted Major areas Inspected 
reactor secondary containment integrity problem U MCIV 
testing 

DRQ3KS. E M , JAPE. F Division of Engineering 6 Technical Prngraas 
02/06/27 4pp 15570 213 24X Fiche 50-239, 02/07/03, 021001 04 -ij 


0210150397 Forwards IE Insp Repts 50-259/82-20,50-260/02-20 k 
50-296/62-28 on 620830-0903 No noncompliance noted 
VERRELLI.D M Division of Project 8, Resident Programs W2/07/J0 
PARRIS.N 0 Tennessee Valley Authority 2pp 15704 027 24X 

Fiche 50-259, 62/09/20.6210150399 


—8210130406 IE Insp Repts 50-259/82-20,50-260/02-20 U 50-296/02-20 c-i 
820630-0903 No noncompliance noted Major areas inspected 
Inservice Insp program L mservice testing program review 
QIRARD, E H , BLAKE, J Division of Engineering k Technical 
Programs 92/07/16 4pp 15704 031 24X Fiche 50-359, 02/09^2f 

82101 S(?397 


62i00t0077 Approves revised commitment dates for Item 29 of App t tc 
IE Insp Repts 30-259/81-19,50-260/01-19 k 30-296/01-17 k 
Item C 2 of App A to IE Insp Repts 50-259/62-12.50-260/02-12 
k 50-276/62-12 

LEtffS, R C Division of Project & Resident Programs 02/09/22 
PARRIS, H 0 Tennessee Valley Authority ip 15563 001 24X 

Fiche 50-259. 82/07/2218210010097 


— 8210010104 Requests extension to respond to App C, Item 23 In IE Imp 
Repts 30-257/01-17. 30-260/01-19 k 50-296/31-19 k Item C 2 in 
IE Insp Repts 50-259/82-12,50-260/82-12 8< 50-296/02-12 
Responses will be submitted by B30101 k 82t 101, respec tlvily 
MILLS, Lh. Tennessee Valley Authority 02/09/01 D'REILLV.^P 
Region 2. Office of Director Ip 15565 002 24X 

Fiche 50-269,62/07/22.0210010097 


6210010326 Forwards summary of 820900 enforcement meeting u/utl 1 ie 
discuss corrective actions re leakage during shipment of low 
level waste & util plans for improving employee training 
□ 'REILLY, JP Region 2. Office of Director 02/09/22 PARR 15, H 6 
Tennessee Valley Authority 4pp 1556? 183 24X 

Fiche: 5'0-257, 82/07/22,8210010326 


32100L0290 Ack receipt of supplemental 820701 Itr Informing NRC of 
steps taken to correct Violation 8 noted In IE Insp Repte 
30-257/81-26, 50-260/82-26 k 50-296/81-26 

LEUIB.R C Division of Project It Resident Programs 82/09/24 
PARRISjHO Tennessee Valley Authority tp 15373 183 24X 

Fiche. 30-257, 02/07/24,0210010290 


—8210010304 Forwards revised response to NRC 0UO2B Itr re VlBlatlc*! 
noted (n IE Insp Repts 50-259/82-26.50-260/82-26 l< 

30-S96/82-S6 Corrective actions R factor returned to within 
limits k revision to Tech Spec approved 

MILLS, L,H Tennessee Valley Authority 82/07/01 D'RElLLV.Jf 
Region 2, Office of Director 3pp 15573*184 24X 

Fiche 50-257,82/09/24,0210010290 
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0210^20390 Foruarrf^ IE Insp Repts 50-259/82-29. SO-360/82-29 «« 
50-296/82-29 on 820906-10 No noncompllance noted 

VERIRELLJ.D Division of Project 15i Resident Programs 82/09/30 
PARRIS. H G Tennessee Va 1 1 ei| Authority 2pp 15779 220 2^X 

fiche 50-259. 82/09/30. 8210220390 


--8210220^01 IE Insp Repts 50-259/02-29,50-260/82-29 tf 50-296/82-29 on 
820906-10 No none omp 1 i anc e noted Major areas Inspected Unit 
2 refueling 6 maint outage 6 procedural compliance of 
health physics-related practices by tuorkers 

COLLlr^S.T R , QARR.K P Division of Engineering t> Technical 
Programs 82/09/27 5pp 15779 222 24X Fiche 50-259-82/09/30. 

5210220390 


rj2l00a0219 Forwards revised request for relief from Inservtce Insp 7 re 
inaccessible uelds in piping penetrations 6 under rigid pipe 
restraints Dest effort visual exam ui I 1 he performed during 
sys hydiostatic pressure test 

MILLS. L M Tennessee Valley Authority 62/10/04 DENTON. H R 
Oftite of Nuclear Reactor Regulation. Director 3pp 15638 0B3 
24/ Fsche 50-259. 82/10/04. 8210080219 


5205190233 IE Info Notice 80-35, Suppl 1. ^'Leating t/ Dislodged 1-125 
Implant Seeds Sve list end 

CQDBpL I Division of Fuel Facilities. Materials & Safeguards * 
82/10/06 Consolidated Edison Co of New York 66pp 15761 250 
24/ Fldia EO-OOO. 02/10/06 8208190233 


S2101S0218 Forwai ds update of present work schedule for 
implementation of insps required under IE Bulletins 79-02 & 

79-14 Phase II evaluation will not be completed until 
940B01 

MILLS. L M Tennessee Valley Authority 82/10/07 O'REILLY, J P 
Region 2. Office of Director 2pp 15703 276 24X 

Fiche 30-259.82/10/07,8210150218 


8209190230 IE Bulletin 92-03. "Stress Corrosion Cracking in Thick- 
Ida n. Large-Di ameter. Stain 1 ess Steel . Rec irc u la tl on Sys 
Piping at DWR Plants " Sve list enc I 

DE\ QUNO. R C Director's Office. Office of Inspection and 

Enforcement 02/10/14 Consolidated Edison Co of New York 

lispp 15810 125 24X Fiche 50-000,82/10/14,0208190230 


8 Reportable occurrences, LERs L related correspondence 


0210120129 Advises of need for in-depth evaluation of potential for 
unacceptable interaction between control rod drive sys 
nonessenfcial control air sys Margin of safety inherent in 
licensed design basis should be promptly restored 

MICHELSOM.C Director's Office 80/08/18 DENTON, H fl Office of 
Nuclear Reactor Regulation, Director 3pp 15692 130 24X 

Fiche 50-296,80/00/18.9210120129 


Q209300170 Forwards LER 02-071/01 T~0 

GfiEtN.H J Tennessee Valley Authority 02/09/24 O'REILLY, JP 
Region 2, Office of Director Ip 15553 281 24X 

Fiche 50-259, 02/09/24. 0209300170 


--02O93OO175 LER 82-071/01T-0 on 820909. HPCI condensate storage tank 
low level switches LS-73-56A it LS-73~66D failed to operate 
Caused by dirty it corroded level switches activating plates 
Plate points cleaned 

IrtDY. B J Tennessee Valley Authority 02/09/24 Region 2, 
Office of Director 2p p 15553 282 24X Fiche 50-259.02/09/24, 

6209300170 


0210060409 Forwards LER 02-O67/O3L-O 

GREEN, H J Tennessee Valley Authority 02/09/30 □ ^REILLY* J P 

Region a. Office of Director Ip IS615 319 24X 

Fiche 50-539,82/09/30.0210060409 


--8210060412 LER 02-O67/O3L-O on 820901 . during normal operati on, tiih i le 
performing fire protection surveillance insp, heat detection 
lone 6 for spreader room A common to Units 1 8< 2 found 
Inoperable Caused by loose fire protection panel relay 
MURPHY. D E Tennessee Valley Authority 82/09/30 Region 2, 
Office of Director 2pp 15615 320 24X Fiche 50-259,02/09/30, 

3210060409 


G2 10060414 Forwards LER 82-06a/03L-0 

GREEN, H J Tennessee Valley Authority 02/09/30 O'REILLY, J P 
Region 2, Office of Director Ip I56I5 004 24X 

Fiche 50-259.82/09/30.8210060414 


6-2 1 0060422 LER 02-O68/O3L-O on 620902, while performing primary 
containment isolation valve teak rate test, A hydrogen 
analyier became inoperable Caused by failed hydrogen sample 
inlet pump power relay contacts 

CARTER, 8 D Tennessee Valley Authority 82/09/30 Region 2, 
Office of Director 2pp 15615 005 24X Fiche 50-239,02/09/30, 

02(0060414 


8210(30565 Forwards LER 82-069/03L-0 

GREEN, HJ Tennessee Valley Authority 02/10/05 O'REILLY, J P 
Region 2, Office of Director Ip 15683 110 24X 

Fiche 50-259,82/10/05.0310130565 


—8210130569 LER 02-O69/O3L-O on 820907 , d ur i n g startup testing, rod 
sequence control sys found Inoperable Caused by failure of 
GE sequence generator card Model 195D940GAA Card replaced St 
testing satisfactorily completed 

IRBY. 0 J Tennessee Valley Authority 82/10/05 Region 2. 
Office of Director 2pp 13683 111 24X Fiche 50-239,82/10/03. 

0210130565 


0210130165 Forwards LER 82-072/03L-0 

GREEN, H J Tennessee Valley Authority 82/10/07 O'REILLY, J P 
Region 2, Office of Director Ip 15673 054 24X 

Fiche 50-259,82/10/07.6210130165 


—8210130169 LER fl2-072/03L-0 on 020908, during startup, rod worth 
minimlzer (RUM) applied rod blocks when rod SO-Sl selected 
Caused by listing two rods twice in Rl^ sequence due to 
typing error RUM sequence corrected it returned to sve 
NAVE, £ Tennessee Valley Authority 02/10/07 Region 2, Office 
of Director 2pp 15673055 24X Fiche 50-259,02/10/07, 

8210130165 


8210130172 Forwards LER 92-075/01 T-0 

GREEN. H J Tennessee Valley Authority 02/10/07 O'REILLY- J P 
Region 2, Office of Director Ip 15673 046 24X 

Fiche 50-259,82/10/07,8210130172 


-0210130176 LER 82-075/01T-0 on 020924, four degraded voltage relays, 
three timers l< one 1 oss-of-vo I tage relay found to be outside 
allowable Tech Spec setpoint range Caused by setpoint drift 
Relays recallbr 5 returned to sve 

CHR 1 8T0PHER , U Tennessee Val ley Author i ty 02/10/07 Reflion2, 

Office of Director 2pp 15673 047 24X Fiche 50-259,82/10/07, 

8210130172 


8210130429 Forwards LER 82-070/03L-0 

GREEN, H J Tennessee Valley Authority 02/10/07 O'REILLY, J P 
Region 2, Office of Director Ip 15601 160 24X 

Fiche 50-259,02/10/07,9210130429 


— B21013043B LER 02-O7O/O3L-O on 820908, while calibr reactor protection 
sys high-wetcr level switches on scram discharge tank, level 
switch LS-B5-45E operated at 27 ga 1 Ions, c ontrary to Tech 
Specs Caused by calibr drift on level switch SL-305~EI-X 
IRDY, D J Tennessee Valley Authority 82/10/07 Region S, 
Office of Director 3pp 15681 161 24X Fiche 50-259,92/10 /07, 

8210130429 


8210220053 Forwards LER 82-073/03L“0 

GREEN, HJ Tennessee Valley Authority 02/10/08 O'REILLY, J P 
Region 2, Office of Director Ip 15770 204 24X 

Fiche 50-259,82/10/00,8210220053 


— 0210220057 LER 92-073/03L-0 On 820910, while performing malnl on dlesol 
generator A, fuel oil flowed out discharge filter drain valve 
when transfer pumps supplied oil to day tank Caused by 
perionnet error Responsible person roinstructed 
PORTER.M R Tennessee Valley Authority 02/10/08 Region 2, 
Office of Director Ip 15770 205 24X Fiche 50-257,02/10/08, 

0210220053 


8210290054 Forwards followup LER 82-023/O3X-2 

(7REEN, H V Tennessee Valley Authority 82/10/13 O'REILLY, J P 
Region 2, Office of Director Ip 15B54 050 24X 

Fiche 50-259,02/10/13,8210290054 


— B210290057 Followup LER B2-023/03X-2 on 820327, recircu lation pump lA 
tripped due to spurious generator starter relay operation 
Caused by Hi-temp relay trip Relay reset In 20 minutes it 
pump returned to sve No recurrence control planned 

CHR I STOPHER , W Tennessee Valley Authority 82/10/13 Region a, 

Office of Director 3pp 15054 051 24X Fiche 50-259, 82/ lO/ 13, 

8210290034 


8210290062 Forwards updated LER 82-042/03X-1 

GREEN, H J Tennessee Valley Authority 82/10/13 O'REILLYrvI P 
Region 2, Office of Director Ip 15853 339 24X 

Fiche 50-259,02/10/13,9210290062 


—0210290066 Updated LER B2-042/03X-i on B206 18, quarter 1 y Surveillance 
Insp 3 2 8 for testing of HPCI RCIC vacuum relief valves 
not performed per ASME Section XI Caused by personnel error 
Foreman misplaced performance reminder 

CAMPBELL,©. Tennessee Valley Authority 02/10/13 Region 2, 
Office of Director 2pp 15053 340 24X Fiche 50-259,02/10/13, 

8210290062 
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92102?(?317 Forurariii updated LER e2-03l/Q3X-2 

GREEW. H J rffnnrs«e« Valltg Authorifeg 82/10/13 O'REILLV. J P 
RcgUn 3, Office of Director ip 15853 060 S4X 
riche 30“25?. 82/10/13, 021O29O31 7 


--a210S'?03ai Updated LER 82~031/03K-a on 820510. hydrogen analyier B 
inoperable due to failure -of hydrogen eample iviJet puoip 
Caused by failure of Allen Bradley relay Model 700-N^O0Al 
contacts Relay 1 nveet Igat ion reauJti eepetted 830215 
CARTER, S Tennessee Valley Authority 82/10/13 Region 2- 
Office of Director 2pp 15033 081 24X Ftche 50-239*62/10/13. 

0210290317 


B2 102903^8 Foruardi lEH 82-077/03L-0 

GREEN. H J Tennessee Valley Authority 82/10/15 O'REILLV. J P 
Region 2. Office nf Director Ip 15653 003 24K 

Fiche 50-259. 82/10/1 5. B2I02?03b6 


— B210290371 LER 82-077/03L-0 on 820918. control rod 3B-39 declared 
inoperable due to fuse failure alarms A high-uater level 
alarm indicating Caused by control rod drive hydraulic 
control unit accumulator level switch being grounded 
fll/RPHY. 0 E Tennessee Valley Authority 82/10/13 Region 2. 
Office of Director 2pp 15B53 084 24X Fiche 50-259,02/10/15. 

6210290369 


8210260381 Forward* LER 02-O76/O3L-O 

GREGN, H J Tenneesee Valley Authority 62/10/19 0>'REILLY. J P 
Region 2. Office of Director Ip 15903 359 24X 

Fiehe 50-259.82/10/19.8210260391 


— 0210260407 LER 82-076/03L-0 on B20925. turb i ne bldg roof vent monitor 
CAM 1-90-251 became inoperable Caused by failure of pomp 
drive motor. model 6K562C due to end of natural life Drive 
motor replaced, 

THORPE. A A Tennessee Valley Authority 82/10/19 Region 2, 

Office of Director 2p 15803 360 24X Ficbe 50-259.82/10/19, 

8210260361 


0210260212 Forward* updated LER e2-067/03X-l 

OREEN.H J Tennessee Valley Authority 02/10/20 O'REILLY, J P 
Region 2, Office of Director ip 15799 153 24X 

Fiche 50-259. 82/10/20,8210260212 


—8210260222 Updated LER 82-067 /03X-1 on 820901. heat detection lone 6 for 
spreader fpom A A preactian sprinkler automatic initiation 
circuit found Inoperable Caused by loose fir# protection 
panel relay Relay repositioned << clipped In place 
HURPHY, D 0 Tennessee Valley Authority 02/10/20 Region S. 
Office of Director 2pp 15799 194 24X Fiche 50-259,02/10/20. 

6210260212 


T Hearing transcripts on non-antl trus t matter* 


6210070133 Testimony of JW Hutton answering ASlAQ questions on low 
level raduaste mgt options Availability of adequate space 
to dispose of low level wastes in next S gri uncertain 
Certificate of Svc end 

HUTTON. J M Tennessee Valley Authority 02/iO/Ol L2pp. 

15627 03 J 24X FUhe 50-259.82/10/01,8210070133 


DOCKET SO-260 DROWNS FERRY NUCLEAR ROWER STATION, UNIT 2 


F, Security, medical, emergency A fire protection plans 


8209170101 Forwards minor revisions to proposed physical security plan 
Revisions withheld Tref 10Cni73 21) 

HILLS. L M Tennessee Valley Author Sty 82/08/31 DENTON. H R 
Office of Nuclear Reactor Regulation. Director. 2pp 14910 001 
24X Flche‘ 50^259. 82/00/31,0209170101. 


8210250236 Forwards security plan tabic of contents Table of content* 
withheld Cref 10CFR73 211 

HAMMER. D 8 Tennessee Valley Authority 62/10/19 DEWrON.H ft 
Office of Nuclear Reactor Regulation, Director Ip 15700 362 24X 

Fiche S 0-259. 82/ 1 0/ 1 9, 821 0250236 


0210250244 FarWard* revisions to physical security plan Revisions 
withheld fref 10CFR73. 21) 

RAHMER.D a Tennessee Valley Authority 02/10/19 DENTON, H « 

Dfflce of Nuclear Reactor Regulation, Director Ip, 15700 349 24X 

Fiche. 50-250, 02/10/19, 0210250244 


C Adjudicatory correspondence 


8210120291 Response to A8LA0 820920 order to provide any » upp 1 e/rent a k 
info re questions posed to util Author i tail on is for 5-yr 
storage of low level radu/as te. u/o limit on uee of modules 
for interim use on backup bail* 

RAkSDW, R J Hearing Branch 4 B2/I0/08 Bpp 15652 D? ( 24* 

Fiche 50-239. 82/10/00,8210120291 


— 8210120297 Af fidavi t of P Loysen re application for storage of lev 
level raduasta Ho- restriction requested or contemplated 
limiting use of modules only to interim use on backup baiit 
LOYSEN. P Advanced Fuel t Spent Fuel Licensing Branch 8fc>/ICi/C-ta 
23pp «5652 079 24X Fiche 50-259.02/10/08.0210120291 


— 8210120300 Af fidavit of JR McGrath Timely request for reneii/a] ul 
facility license filed for Beatly.NV low level radwas te 
disposal facility NV State Doard of Health voted not to 
renew facility license 

MCGRATH, J R Assistant Director for State Agreements Progria* 
02/10/08 2pp 13652 i02 24K Fiche 50-259, 02/10/00, 0210 1 


— 6210120316 Affidavit of SN Salomon Southeast Interstate Lew Ltvel 
Raduaste Mgt Compact agreed to close BarnurellrSC facility 
on 921231 A open new site on 911231 Certificate of Svc enej 
SALOHON.S H Assistant Director for State Agreements Progromi 
02/10/08 4pp 15652 104 24X Fiche 50 -259. 02/10/00, 0210 IJ02 ,1 


82(0250063 Telecopy message of motion for A5LAD to grant 30-day 
extension to respond to ASLS 020920 oider Time necessary to 
explore settlement possibilities of all matters in 
controversy 

PYLEi R D Pyle, R D 02/10/20 Docketing A Services Qraiuh If 
15707 061 a4X Fiche 50-259,02/10/20.0210250063 


8210260429 Motion for extension of time until B21121 to respond to 
020920 -order Time necessary to explore possibilities of 
settlement Certificate of Svc end 

PVt€, R B Pyle, R 0 82/10/20 Atomic Safety and Llcentinq 

Appeal Panel 2pp 15806 0-36 24X Fiche 50-259,02/10/20. 

0210260429 


P Operating license stage documents A correspondence 


0210070255 Forwards response to NRC request for add! info on 
NUft£0-06l2. "Control of Heavy Loads of Nuclear Power 
Plants " 

MILLS. L M Tennessee Valley Authority 02/09/20 VASeAtLO, D 0 
Operating Reactors Branch 2 S6pp 15635 243 24X 

Fiche 50-299, 02/09/301 8210070355 


8210080216 Forwards addl info in response to NRC 820800 request r> 
NOREO- 0737. Item If K 3 24. "Adequacy of Space Cooling for 
HPCl A ncic " 

HILLS. L H Tennessee Valley Authority 82/10/04 DENTON.H H 
Office of Nuclear Reactor Regulation. Director 2pp IS630 091 
34X Fiche 50-259102/10/04,0210000218 


8210130143 Forwards description of final mods A changes to QWH if **4 
sys A short-term interim commitments for Unit 2 Mod* will 
be implementid for Unit 3 before startup from Reload 4 
outage A subsequent Units 1 A 3 outages 

MILLS, LH Tennessee Valley Authority 82/10/06 DENTON, H I) 
□-ffica of Nuclear Reactor Regulation, Director 4pp 15673 0D6 
24X Fiche 50-359,02/10/06.8210130142 


0210250067 Application to amend License DPR-52 tp accomodate Reload 4 
Cycle 5 operation (t outage-rela ted mods Approval by 030113 
requested to avoid Impacting refueling 1; startup 
MILLS, L.M Tennessee Valley Authority 02/10/15 DEN TON- H R 
Office of Nuclear Reactor Regulation, Director 2pp 15792 149 
34X riche 50-260,82/10/19.0210250067 


— 0210250070 Proposed Tech Spec c hanges, accomodating Reload 4,Cyc]i 9 
operation L outage-related mods 

a Tennessee Valley Authority 82/10/15 02pp 15792 147 Hi 
Fiche: 50-260, 02/10/15,8210250067 


—0210250074 "Supplemental Reload Licensing Submittal for Drowns F*trq 
Nuclear Plant, Cycle 5, Unit 3, Reload 4 " 

HILF, C, L , ZARBIB, N, A , CHARNLEYrJ S General Electric Go 
YI003501A40 02/07/31 36pp 15792 230 24X 

FUhs SO-260. 62/10/15, 0210250067 


— Q210S30077 Errata S> Addenda Sheet 4 to NEDD-24O0B'l, “LOCA Analyili 
for Browns Ferry Nuclear Plant, Unit 2 " 

a Oeneral Electric Co NEDO^24Oe0-l N04 ERR 82/07/31 BfP 
19792.293. 24X Fiche 50-260,02/10/19,02 1 0230067 
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--021O25OO7B Errata Addenda Sheet 5 to NEDa-2408Q-l . "LOCA Analysis 
roi Drouns Ferry Nuclear Plant. Unit 2 ’* 

« General Electric Co NEDO~24O0B-1 N05 EHR 82/08/31 2pp 
15792 2ii3 24X Fiche 50-2*0. B2/ 10/ 1 S. 8210250067 


P210250096 Forwards revision to 821006 implementing procedures 
hlLLS.U M Tennessee Valley Authority 82/10/15 DENTON. N R 
O^Tice of Nuclear Reactor Regulation. Dircctoi Ip 15793 058 24X 

riche 50-259. 82/10/15. 0310250096 


d2i0250lD] Revised implementing procedures 

* Tennessee Valley Authority B2/10/J5 lApp 15793 059 24X 

Fiche 50-259 83/10/15.8210250096 


0 InspeckJOti reports. IE DuUetins U correspondence 


liilOOBOOlS Addl response to FDIA req^ucst for 19 categories of info re 
nuclear reactor events I' safety problems Foruiards documents 
listed in App A Documents in App B completely uithheld Iref 
FCIIA Exemption 5> 

FELTON. J M Division of Rules and Recouls B3/07/12 UDELL. R A 
Critical Mass Energy Project 9pp 15665 027 24X 

Fiche SO-'ODO, 82/07/12. 021000001 5 


“0210090118 Systematic assessment of licensee performance notes re 
facility evaluation for Apr l979-Mar 1900 
a NRC - No Detailed Affiliation Given 00/03/31 6pp 
15*67 315 24X Fiche 50-000.82/07/1^.0210000015 


a2tO|50105 Notifies that corrective actions re IE tnsp Repts 
5a'2S9/ai-l3 50-2*0/81-13 I- 50-296/01-13 delayed Procedure 
DPH NB-0E3 re exam of C5S0 items to be levised by 820915 
or‘*ER.J A Tennessee Valley Agthoiity 82/07/13 O'REILLY, J P 
Region ?. Office of Director Ip 15701 159 24X 

Fiche 50-259. 82/07/13. 8310150105 


r.Pl0220l5l Provides supplemental response to NRC Itr re violaliono 
noted in EE insp Repts 50-259/02-10. 50-260/82-10 t* 

50-296/82-10 Div of procedures Manual N02A3 will not be 

revised until 021001 dud to scope of effort involved 

mills. L ri Tennessee Valley Authority 82/00/10 Q^REILLV, J P 

Region 2 Office of On #c tor Ip 15778 106 24X 

Fiche 50'aS9. B2/OB/I0. 8210220151 


Df 10010035 Confirms 020900 site meeting to discuss recent violations 
re radijiaste shipments Agenda end 

□ 'REILLY J P Region 2. Office of Director 82/09/03 PARRIS, H 0 
TeTincssee Valley Authority 2pp 15565 166 24X 

Fiche 50-859.82/09/03.8210010035 


E^310010430 Forwards IE Insp Repts 50-259/02-2 5.50-260/03-25 U 
50-296/B3-25 on 030010-11 No none onp 1 i anco noted 

VFRRELLI.D M Division of Project A Resident Programs 82/09/03 
PARRIS. H 0 Tennessee Valley AUthoilly 2pp 15570 21 J 24X 
Fiche 50-259,02/09/03.0210010430 


“8210010432 IE Insp Repts 50-259/62-25,50-260/02-25 8, 50-296/02-25 on 
830910-11 No noncomp ] lance noted Major areas inspected 
reactor secondary containment integrity problem ^ M0IV 
*^es t iriQ 

□ flCO.;s.E H , JAPE. F Division of Englnaoring 6 Technical Programs 
82/08/27 4pp 15570 SI3 24X Fiche 50-259.82/09/03,8210010430 


8210150399 Foruapd* IE Insp Repts 50-259/82-20.50-260/82-28 
50-296/82-28 on 020830-0903 No noncompliance noted 
VEflRELLE.O M Division op Project 6 Resident Programs 82/09/20 
PARRIS. H O TenOBssea Valley Authority 2pp 15704 029 24X 

Fiche 50-25 9. 82/09 /20, 0210150399 


-'9210150406 IE Insp Repts 50-259/82-20,50-260/02-20 ti 50-296/02-20 on 
820830-0903 No noncomp 1 1 anc e noted Major areas inspected 
inservice insp program 6 Inservice testing program revieui 
GIRARD. E H . BLAKE. J Division of Engineering Technical 
Programs 82/09/16 4pp 15704 031 24X Fiche 50-257.82/09/20. 

E21 01 50399 


9210010097 Approves revised commitment dates for Item 25 of App C to 
IE rnsp Repts 50-259/81-19,50-260/01-19 6 50-296/01-19 6 
Item C 2 of App A to IE Insp Repts 50-259/82-12,50-260/82-12 
h 50-296/82-12 

LEWIS. R C Division of Project & Resident Programs 02/09/22 
PARRIS. H G Tennessee Valley Authority Ip 15565 OOi 24X 
Fiche 5 0-259 . 82/09/22. 02 1 00 1 009 7 


8210010104 Req^ueSts extension to respond to App Crltem 25 in IE Insp 
Repts 50-259/01-19.50-260/81-19 6 50-296/01-19 «. Item C 2 in 
IE Insp Repts 50-259/82-12.50-260/82-12 6 50-296/02-12 
Responses uill be submitted by 030101 & 821 101. respec tively 
MILLS. L « Tennessee Valley Authority 82/09/Oi O'REILLY.UP 
Region 2. Office of Director Ip 15565 002 24X 

Fiche 50-259.02/09/22,8210010097 


0210010326 Foruiards summary of 020900 enforcement meeting u/uti 1 to 
discuss corrective actions re leakage during shipment of low 
level waste tt util plans for improving employee training 
□ 'REILLV.jp Region 2. Office of Director 02/07/22 PARR IS. H G 
Tennessee Valley Authority 4pp 15569 100 24X 

Fichs 50-259,02/09/22,0210010326 


0210010270 Act receipt of supplemental 020901 Itr informing NRC nf 
steps taken to correct Violation D noted in IE Inep Repts 
50-359/81-26, 50-260/02-26 6 50-296/01-26 

LEWIS. R C Division of Project tt Resident Programs 82/09/24 
PARRIS, H G Tennessee Valley Authority Ip 15573 183 24X 

Fiche 30-259.82/09/24,0210010290 


— 0210010304 Forwards revised response to NRC 011020 Itr re Violation D 
noted in IE Insp Repts S0-259/82-26i 50-260/02-26 U 
50-296/02-26 Corrective actions R factor returned to within 
limits revision to Tech Spec approved 

MILLS. L « Tennessee Valley Authority 02/09/01 O'REILLY. J P 
Region 2. Office of Director 3pp 15373 184 24X 

Fiche 50-359.62/09/24.0210010290 


8210220390 Forwards IE Insp Repts 50-259/82-29.50-260/82-29 U 
50-296/02-29 on 620906-10 Mo noncomp I lance noted 
VERRELLI, D M Division of Project fc Resident Programs 02/09/30 
PARRIS, H O Tennessee Valley Authority 2pp 1577? 220 24X 

Fiche 50-257, 02/09/30.0210220390 


—8210220401 IE Insp Repts 50-259/62-29,50-260/82-29 ii 50-276/82-29 on 
830906-10 No noncompliance noted Major areas inspected Unit 
2 refueling (i maint outage & procedural compliance of 
health phys Ics-re latad practices by workers 
COLLINS, T R , BARR, K P Division of Engineering 8. Technical 
Programs 02/09/27 5pp 15777 222 24X Fiche 30-257,82/09/30. 

8210220390 


8210080219 Forwards revised re<iuBst for relief from Inservice Insp / re 
inaccessible welds in piping penetrations It under rigid pipe 
restraints Dest effort visual exam will be performed during 
sys hydrostat Ic pressure test 

MILLS, L M Tennessee Valley Authority 03/10/04 DENTQM< H R 
Office of Nuclear Reactor Regulation, Director 3pp 13636 083 
24X Fiche 50-259,82/10/04,8210000219 


0208190233 IE Info Notice 80-33, 8uppl 1, ‘‘Leaking Ic Dislodged 1-123 
Implant Seeds " Sve U>t encl 

COBD.L I Division of Fuel Facilities. Materials & Safeguards 
82/10/06 Consolidated Edison Co of New York 66pp 15761 230 
24X Fiche 60- 000.02/10/06,0208190233 


0210150218 Forwards update of present work & schedule for 
implementation of insps required under IE Bulletins 79-02 & 

79-14 Phase II evaluation will not be completed until 
040001 

MILL0.L.M Tennessee Valley Authority 82/10/07 a'RElLLYiJP 
Revlon 2, Office of Director 2pp 15703 276 24X 

Fiche 30-259,82/10/07.8210130218 


8208190238 IE Bulletin 02-03, "Stress Corrosion Cracking in Thick- 
Wall. Larg«-Di ameter. Sta in] ess Steel , Recircu lation 8ys 
Piping at BWR Plants “ 5vc list encl. 

DEYOVNO.R C Director's Office, Office of Inspection and 

Enforcement 02/10/14 Consolidated Edison Co of New York 

nSpp 13010 125 24X Fiche 30-000.02/10/14,0206190238 


8 Reportable occurrences* LERs It related correspondence 


G2I012012? Advises of need for in-depth evaluation of potential for 
unacceptable 'Interaction between control rod drive sys & 
noneseentlaj control air sys Margin of safety inherent in 
licensed design basis should be promptly restored 

MICHEL60N.C Director's Office 00/00/10 DENTON. H R Office of 
Nuclear Reactor Regulation, Director 3pp 15692 ISO 24X 
Fiche 30-296.80/00/10.8210120129 


0210070490 Discusses 810406 deliberate pump trip Control swltcheo 
manipulated for two trains of circulating water sys 
resulting In pump trip FBI Ii util investtga tions failed to 
find culprit Event listed in safeguards watch list 
LANNINO.WO. Director's Office 81/06/24 Director 's Of f ice. 
Ip 15644 330 24X Fiche* 50-260, 81/06/24. 8210070490 


8210010008 Responds to FOIA request for 19 catagories of documents re 
nuclear reactor events I* safety problems Forwards documents 
listed in App A, 

FELTON. J.M DIvleion of Rules and Records, 02/06/20 UDBLL.R, A 
Critical Mass Energy Project 15pp 13727.005 24X 

Ficfie* 30-000. 0S/O6/20. 0210010006 
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-'0107160079 In^arfflS. that manipulation a( contml sti>itches for tun trams 
of circulating uater sys resulted in ttipping of tua 
circulatms ujator pumps locatsd in Intake structure Rill 
Investigated Ic found no evidence of uho operated siuitclies 
LAfJWiNOi W D Director's Office Gl/06/S'4 Olrector'i Office 

Ip 15729 250 24X Fic6e 50-000,62/06/20.0210010008 


82 $0260349 Foruiard* LER e2-0?9y03L-0 

GREEN. H J Tennessoft Vatle-y Authority 62/10/19 O'flElLLV, J P 
neyion 2i Office of Director Jp 1 5003 347 24X 

Fiche 50-260. 62/10/19.0210360349 


--021O26O353 LEfi 82-039/03L-0 en 020921 . pinh o 1 o leak discovered in 3-inch 
fire pratectian line supplying Uater to cable-traif fiied 
itiater spray sijs Caused ty through-ujal) pitting corrasion 
attack Ulirasanic testing to be done by 030201 

KECKerSEN. T Tennessee Valley Authority 92/10/19 Region 2. 
Office of Director 2pp 15903 349 24X Fithc 30-260,62/10/19. 

6210260349 


8210260417 Forwards LER G2-02a/03L-0 

GREEN. H J Tannessen Valley Authority 02/10/1? O'REILLV. JP 
Region 2. Office of Director ip 15B06 150 24X 

Fiche 50-260.03/10/19.9210260417 


— 6210260446 LGR 8^-02G/03L-0 on 820921 , during ref uel 1 ng. tur b i He to 
reactor bldg doors 237 t< 238 opened s iinul taneoua )g . brea k Ing 
fecondary containment Caused by Folger Adams interloclt lys 
failure due to loose door latch screws 

TAVLOR. D Tennessee Valley Authority Q3/10/19 Region 2. 
Office of OiTBCtor 2pp 1S0O6 JSl 24X Fiche 50-2*0. 82/ 10/ 17. 
9210260417 


T Hearing transcripts on non-ant i trus t matters 


9210070133 Testimony of JW Hutton ansucring ABLAB questions on low 
level raduaste ngt options Availability of adequate space 
to dispose of low level wastes in next 5 yrs uncertain 
Certificate of Sve end 

HUTT016J H Tennessee Valley Authority 62/10/01 12pp 
13627 031 24){ Fiche 50-297.02/10/01,0210070133 
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r Security, medical, energency & fire protection plans 


62102S0202 Forwards scenario for 821014 stnall-scole emergency 
preparedness exercise 

ZJHHERKAN.8 R Carolina Power 1< Light Co 62/09/02 STOHR, J P 
Division of Emergency Preparedness U Operational Support 5pp 
15780 272 24X Fiche 50-261.62/09/02.0210250202 


8210150396 Furwards IE Insp Rept 50-261/82-29 on 020016-19 No 
noncompl i ance noted 

LElflS, R C Division of Project U Resident Programs 02/09/17 

JONES, J A CaroUna Power Si Light Co 2pp 13704 035 24X 

Fiche 30-261,82/09/17.0210150396 


—8210150401 IE Insp Rept 30-261/02-29 on 030016-19 Nq noncemp Uanco 
noted Major areas inspected radiol eglcal emergency 
preparednes s 

CLJNE. W E , JENKINS, 0 ft Division of Emergency Preparedness 8. 
Operational Support 82/D9/I6 ISpp 15704 037 24X 

Fiche 30-26 1.82/07/17.6210130396 




— S2I00603S4 ‘'Radiation Shielding Analysis for H0 Robinson rechnic*! * 
Support Ctr /Emergency Operating Facility " I 

DRODE.R U , NATHAN, S J . SCHMIDT, E R NUB Corp NUS-4LS4 1 

02/06/30 54pp 15619 134 34/ F icho 50-261 > 02/ 10/04. 021 0060 J + ’ ] 


H Genera! corresp undent e 


0210010028 Requests NRC direct all official c orrespondent a to LK Jtlx* | 
util vic«-p res 1 dent, due to 820930 retiremont or JA Jones ‘ 

JOKES. J A Carolina Power *< Light Co 02/09/27 HENfaN.H R | 

Office of Nuclear Reactor Regulation, Director Ip 155*5 314 2-ii i 
Fiche 30-000, 82/'09/a7, 821 0010030 , 


6210130323 Requests changes ta distribution list for NOIIEO-OOJO. ' 

•‘Licensed Operating Reactors - Status Summary Rept " 

ZlllMERHAN.S R Carolina Power fy Light Co 02/10/11 UtrSt.H R i 
ADP Systems Development Stanch 3pp IS6Q3 361 24X j 

Fiche 50-000, 92/ 10/8 1-8210 I 30333 , 


P Operating license stage documents 4 corres pandenc e 


6210060015 Addl response to FOIA request for 19 categories of info re 
nuclear reactor events J. safety problems Forwards documehts 
listed in App A Documents tn App 0 compieteiij withheld (ref 
FQIA Exemption 5> 

FELTON. J M Division of Rules and Records Q2/07/12 DDblLiR A 
Critical Mass Energy Project 9pp 15665 027 24X 

Fiche 50-000.02/07/12.8210080015 


-“0106220165 Provides results of discussion u/licensee re opparert 
problem tr/proper sealtn 9 of containment purge valves 
Licensee estimated that excessive leakage condition occurred 
at frequency of one time for every five valve cycles 
DANCEpH C Region 9, Atlanta. Office of the Director 7il/ I 0, 2? 
uDRDAN. E U Division of Reactor Operations Inspections .Jpp 
15668 165 a4K Fiche 50-000, 83/07/ 1 2. 021 OOBOOl 5 


0210070007 Responds to PDIA request for eight categories pf records re 
steam generators !< steam turbines App A documents provided 
in ft Udell FQIA Request 81-313 Forwards documents luted jn 
App B 

FLlTOK. J M Divisian of Rules and Records 82/00/10 iCNG-O J 
Uirithrop. Stimson, Futnam Roberts 9pp 15643 063 24X 

Fiche 50-000. 89 / 08 / 10 . 821 00-70007 


Q2O710OO44 FQIA request for all internal non-public dor umorts, « enas. 
evaluation repts other matl dealing u/nuc lear plant 
aperat 1 one 

KCINNIS. D News !< Observer 02/08/17 Office of Admim 1 1 T*t 
Ip 15060 064 24X Fiche 50-000.82/00/17,0207100044 

0210260013 Responds to FQIA request far all i ntcrnal, noii'pob 1 1 e 
documerits. memos, evalua t ion repts & other matl dealing u/ 
nuclear plant operations Forwards documents listed in App 4 
FELTON, J ti Division of Rules and Records 02/09/17 rtCiWHih 0 
News b Observer 5pp 15860 065 24/ Fiche SO^OOO. 02/07/ 17. 

8210200013 


— 7908130694 Recommen-ds licensee be requested to submit Idlld 

process control program 8( offsite dose calculation manual to 
aid in timely reviaw of radiological effluent Tech Sfecs 
Forwards guidelines 

COLLINS, J T Effluent Treatment Systems Dranch 79/06/21 
SCHNENCER, A Operating Reactors Branch 1 <Pre 791030} lOpp 
15860 072 24X Fiche 30-000. 02/09/ 17, 021 0200013 


$107010140 Harked-up memo re B10323 engineering evaluation rtpt pf, 
0^10129 RC8 leak Event ^ T ecommenda t i one will be taken into 
cunoidera 1 1 an for further evaluation Info has been 
transmitted to utils 

DENTON. H R Office of Kuclear Reactor Regulation, Director 
01/06/15 NICHEL6DN. C Director's Office Spp 15860 229- iij 
Fiche 50-000,82/09/17, 831 02B0013 


1106270422 Notifies that util B01201 request For licenit aair« re 
• pent fuel pool storage expansion is acceptable Safety 
evaluation % EIA input end 

KREOERi 1/ E Assistant Director for Radiation Protection 
01/07/23 NO-VAKrT Assistant Director for Operatirg Reiclprs 
6pp 15060 340 34X Fiche 50-000,02/09/17x8510280013 


ni2020652 FoTuards input to safety evaluation it EIA of proposij -^.f 
fuel pool storage capacity expansion Evaluation & sppriltaL | 

based on Info provided in 801201 Itr Proposed mod 
acceptab 1 a 

HOUSTON, R U Accident Evaluation Branch, Bl/ll/17, VAROA. s 
Operating Reactors Branch 1 3pp 15060 246 24/ 

Fiche. 50-000, 03/09/17. 82102G0013 
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-'G20l20065a Foru^rds technical evaluation of deviation in licensee 
510303 re^ponne to req^u trecncn ts of NUREO-0737 Item II F I”l 
Technical evaluation should be forwarded to licensee for 
JUS 1 1 f 1 ca ti on of deviations 

W £ Assistant Director for Radiation Protection 
81/12/15 NOVAK. T N Assistant Director for Operating Reactors 
2pp 15860 265 24X Fiche 50-000.82/09/17.0210200013 


““8201200662 ’Addl Accident Knnitonng Instrumentation." technical 
evaluation of response to Attachment 1 of Item II F 1 of 
MJREO'0737 Two major deviations from requirements 
unacc ep tab 1 e 

HUCnrCNtfl L Etxon Nucleat Co . Inc (subs of Exxon Corp ) 

01/ t 1/02 app 15960 ?67 2-1 X Flchc 50-000.02/09/17.0210290013 

- Q203220514 Forwards safety evaluation ( EIA supporting util 020120 
request lo allow use of circulating water pump discharge 
flow as backup source for dilution in calculating 
radioactive liquid effluent release when pump out of sve 
HOUSTON, fl U Assistant Director for Radiation Pratection 
02/02/26 NOVAK. T M Assistant Director for Operating Reactors 
7pp 15061 017 24X Fiche 50-000.82/09/17,0210200013 


--0205050400 Forwards audit of procedures fc training for pressuriieri 
thermal shock Control room emergoneg procedures remain 
weighted toward core cooling 6 do not go far enough in 
addressing pressuriied thermal shock issue 

I1A2ETIS, G R NRC - No Detailed Affiliation Given 82/04/15 
niOHPSDNr H L Division of Human Factors Safety 30pp 15061 045 
24/ Fiche SO'OOO. 02/09/17, 021028001 3 


0209150106 Provides requested addl info re 020730 power operated relief 
block valve failure Maint errors made during previous 
activities listed 

tlRQWN. E 0 . LANNING. W D Reactor Operations Analysis Branch 
02/08/25 SEYFHIT.K V Reactor Operations Analysis Branch 3pp 
15861 344 24X Fiche 50-000.02/09/17,8210280013 


-8210283042 Responds to end E Urley 701229 request for extension to 
suhnit draft effluent Tech Specs Request unacceptable Util 
reason for extension not valid Draft Tech Specs must be 
submitted by 790215 

COLLIHB. J T Effluent Treatment Systems Branch 79/OI/OB 
SCHWENCER.A Operating Reactois Branch I (Pre 791030) Ip 
15960 009 24X Fiche 50-000. 82/09/ 1 7, 021 0280013 


--82102900B2 "Dosimetry Placement foi Steam Generator Workers " 
HARNnCK, 0 Institute of Nuclear Power Operations 62/01/31 
I3pp ISB60 310 24X Fiche 50-000.82/09/17.8210200013 


Q210010051 Ac k receipt of 820823 Itr requesting temporary relief from 
c tmerits re training of shift technical advisors Program 
approved t request foiwarderf to NRR for evaluation 
O'REILLV, J P Region 2. Office of Director 02/09/20 JDNE8. J A 
Carolina Power Light Co ip J5S65 322 24X 

Fiche 50-000,02/09/20.8210010051 


5210290197 Requests addl info documenting how each criterion of 
(iUflEO-0737.- Ihem II D 3, "Post-Accident Sampling Bys" has 
been satisfied, (n order to conduct post-implementation 
review Schedule requested within 20 days 

VARGA.S A Licensing Branch I 03/09/24 JONES. J A Carolina 
Povrer 6 Light Co lOpp 15076 247 24X Fiche 50-261.62/09/24, 

9210290197 


8210050009 AdMses that response to 020318 request for addl info re 
NLREG-0737> Item 11 D 1. "RCS Vents," will be submitted 6 
.ivonths before end of first refueling scheduled to begin in 
Dec 19B3 

EUfiy. L If Carolina Power ^ Light Co 82/10/01 VARGA, S A 
Operating Reactors Branch i Ip 15605 192 24X 

Fiche 30-261.02/10/01,0210050009 


8210060013 Application to amend License OPR-23 consisting of revision 
to Tech Specs providing three auxiliary feedwater pumps 
operable prior tQ exceeding RCS temp of 350 F 
EORT, L IJ Carolina Power 6 Light Co 82/10/01 VARGA, S A 
Operating Reactors Branch 1 2pp 15615 074 24X 

Fiche 50-261.02/10/01.8210060013 


■0210060016 Proposed revision to Tech Specs providing three auxiliary 
feedwater pumps operable prior to exceeding RC8 temp of 
350 F 

* Carolina Power Light Co 82/10/01 5pp I56I5 076 24X 

Fiche 50-261.82/10/01,8210060013 


6210150264 Forwards addl info re plant-spec i f i c homogeneous number 
densities for matls 6 fluid in reactor vessel core region, 
per 020917 request for info re pressurised thermal shock 
ZIMNERHAN. 8 R Carolina Power 5 Light Co 82/10/07 VAROA, 8 A 
Operating Reactors Branch 1 7pp 15703 254 24X 

Fiche 50-261.82/10/07,0210150264 


8210150190 Responds to 020707 request for rep t documenting preesuriier 
power operated relief valve 6 pressurizer safety valve 
failures per NLlREO-0737, Item II K 3 3 No failures or 
challenges Identified from 810401 to present 

ZIMMERMAN, S R Carolina Power Light Co 82/10/00 VARGA. 8 A 
Operating Reactors Branch 1 2pp 15707 271 24X 

Fiche 50-261,02/10/00,0210150190 


0210190709 Forwards "Suppiementa 1 Info for Begraded Grid Voltage 
Analysis, CP 6 L, HB Robinson Nuclear Generating Btation 
Unit 2 " in response to 010131 request re adaquacy of 
electrical distrlbutipn sys voltage 

EURy,L U Carolina Power It Light Co 82/10/14 VARGA. 8 A 
Operating Reactors Branch 1 3pp 15737 207 24X 

Fiche 50-261,82/10/14,0210190709 


—0210190720 "Supplemental Info for Degraded Grid Voltage Ana I y s i s, CPfcL. 
MB Robinson Nuclear Generating Station Unit 2 " 

NARAYANI, I V . FIELDS, W W , CASEY, D J Ebasco Services, Inc 
(subs of Enserch Cprp ) 82/09/30 209pp 15737 290 24X 

Fiche 50-261,02/10/14,0210190709 


0210260475 App 1 Icatton to amend License DPR-23t revi s i ng Tech Space to 
clarify in-place testing criteria used on safety-related 
HEPA filter sys tt campliance u/mare recent ANSI s td 
EURY, L N Carolina Powar U Light Co 02/10/22 VARGA, S A 
Operating Reactors Branch I 2pp 15006 220 24X 

Fiche 50-261.02/10/22,8210260475 


— 9210260402 Proposed Te^h Spec changes clarifying in-place testing 
criteria used on safety-rela ted HEPA filter sys fe 
compliance u/more recant ANSI std 

e Carolina Power R Light Co 02/10/22 2pp 1 5006 230 24X 

Fiche 50-261,82/10/22.0210260475 


0210260508 Application for amend to License DPR-23, revising Tech Spec 
to clarify limiting conditions of operation for pressurizer 
code safety valves 

EURY.L g Carolina Power b Light Co 02/10/22 VARGA, S A 
Operating Reactors Branch 1 2pp 15005 1 33 24X 

Fiche 50-261.02/10/22,0210260500 


— 0210260511 Proposed Tech Spec 3 1 i 3 re pressurizer code safety 
valves 

« Carolina Power & Light Co 02/10/22 Ip 15005 135 24X 

Fiche 50-261,92/10/22.8210260500 


8210290350 Requests extansion until 821215 for submittal of schedule re 
TMI Item II D 3, "Past-Accident Sampling Sy S " NRC 020924 
request for addl info significantly expanded scope of work 
ZIMMERMAN.S R Carolina Power 5, Light Co 02/10/26 VARGA, S A 
Operating Reactors Branch I Ip 15053 047 24X 

Fiche 50-261.02/10/86,8210290350 


o Inspection reports, IE Bulletins %t c orrespondenco 


8210070007 Responds to fOIA request for eight categories of records re 
steam generators steam turbines App A documents provided 
in R Udell FOIA Request 81-313 Forwards documents listed in 
App 0 

FELTON, J K Division of Rules and Records 02/08/10 LONG, D, U 
Minthrop, Stlmson, Putnam & Roberts 9pp 15645 063 24X 

Fiche 30-000,82/00/10,8210070007 


—6210070139 Forwards tabulated data on steam generator insp iL maint at 
facilities Data should be provided to licensees 
IPPOLITO.T Operating Reactors Assessment Branch 82/04/01 
VARGA. 8 Operating Reactors Branch 1, 5pp 15645 131 24X 

Fiche 30-000.02/00/10,8210070007 


— 0210070172 Forwards Infd re steam generator integrity I< Insps at all 
operating PNRe, per 750320 & 21 requests Details of insps. 
including defect indications, tube plugging criteria h tubes 
plugged will not be provided except for Point Beach 1 
GOLLER, K R Division of Reactor Licensing (NRR-1975 only) 

75/03/24 MACCARY.R R Division of Technical Review (NRR- 1975 
only) 3pp 15645 196 24X Fiche 50-000,02/00/10,8210070007 


8210010173 Forwards IE Inep Rept 50-261/82-30 on 020810-12 No 
noncompliance noted 

VERRELLI,D H Division of Project U Resident Programs 02/09/00 
JONES. J A Carol Ina Power tt Light Co 2pp 15568 13S 24X 

Fiche 50-261,82/09/00,0210010173 


—0210010176 IE Insp Rspt 50-261/02-30 on 820810-12 No noncpmp 1 lance 
noted Major areas Inspected post-refueling startup teats 
& closeout of earlier enforcement item 

BURNETT, P T , JAPE.F Division of Enginedring ft Technical 
Programs 02/09/02 6pp 15560* 134 24X Fiche 50-261, 82/09/00, 

0210010173 
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eS;lOlS03?& ForuariS* IE Imp flspt 50-261/02-27 on 620016-19 No 
noncoEnp 1 lanc« noted 

LEWIS»R C Dlv»»ion Project & Revident Progrant 82/07/17 

J0f^ES» J A Carol 1114 Pouer & Light Co 2i)p 15704 035 24X 

FUhe 50-261 j 82/09/17. B2101 50376 


— 9210150401 IE Imp Repfc 50-261/02-29 on 830016-19 No noncowplUnce 
noted Major areae xnepected radiological emeraency 
preparednai « 

CLINE# W E j JENKINS. 0 R Divliion Emorgenci/ Preparedness !# 

Operational Support B2/07/16 t5pp 15704 037 24X 

Fiche 50-26 I #82/09/17# 8210150396 


8210150493 Requests addl info re util response to IE Bulletin 00-11* 
''Masonry Nall Design ” In^o required by 021122 to complete 
revieu 

VAR0A#S A Operating Reactors Branch 1 82/10/04 J0NE6> J A 

Carolina Potuir ft Light Co 4pp 15717 271 24X 

Flche 50-261# 82/10/04. 821 Cl 50493 


0208190233 IE Info Notice 60-35# Suppl 1# "Leaking 6 Dislodged 1-125 
Implant Seeds " Sve list end 

C08B*L I Division of Fuel Facilities# Materials 6 Safeguards 
02/10/06 Consolidated Edison Co of Nqu Vork 66pp 15761 250 
24X Flche 50 - 000*02/10/06 . 0208190233 


8200190238 IE Bulletin 02-03. "Stress Corrosion Cracking in Thick- 
Nal i* Lerge-Di ametar# Stain I est Steel # Recirculation Sgs 
Piping at BWR Plants " Sve list end 

DEVOUNO. R C Director's Office* Office of Inspection and 

Enforcement 82/10/14 Conin 1 idatsd Edison Co of New York 

llSpp, 15010 125 24X Fi Che 50-000# 82/10/14.8200190238 


8210220475 Ack receipt of 621006 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-261/02-27 
LEWIS. R C Division of Project Resident Programs 62/10/16 

UTLEYrE E Carolina Power Light Co Ip 13779 009 24X 

Fiche 90-261.32/10/10.0210220495 


—6210220499 Responds to NRC 820909 Itr re violations noted in IE Insp 
Rept 50-261/82-27 Corrective actions changes to plant 
operating manual included in permanent change book & 
operationi revisions status list updated twice uieeklv 
STARKEY* R B Carolina Power *« Light Co 82/tO/OO O'REILLY, J P 
Region 2t Office of Director 4pp 15779 OID 24X 
Fichs 50-261# 82/10/18. 82102204 95 


—8210220500 Forwards IE Insp Rept 30-261/02-27 on 820711-0810 6 notice 
of violation 

LEtflS. R C Olvitlon of Project 6 Resident Programs 02/09/08 

JONES. J A Carolina Power & Light Co 2pp 15779 014 24X 

Flche 50-261.82/10/18.8210220 495 


8210190240 Forwards updated LER aO-027/OIT-l 

STARKEY, R B Carolina Power 6 Light Co 62/10/11 O'nCiLLY.JP 
Region 2. Office of Director Ip 15742 196 24X 

Flche 50-261# 82/10/11,0210190240 


--021O19O244 Updated LER 90-027/011-1 on 001122, relay nT-9 m rcdctor 
protection train A failed to re-energiie during periodic 
test of reactor protection logic Caused by shorting of lead 
uire connection to coil wires Relay replaced 

COX#K T Carolina Power 6 Light Co 82/10/11 Region 2. Offic 
of Director 4pp 15742 197 24X Fiche 50-261.82/10/11, 

0210190240 


0210290074 Forwards updated LER 81-031/OlT-l 

STARKEY,R B Carolina Power 6 Light Co 82/10/22 O'RElLLY.jr 
Region 2# Office of Director Ip 15854 028 24X 

Fiche 50-26 1 . 02/ 1 0/22# 8210290074 


“6210290070 Updated LER 01-O31/O1T-1 on 811201, during hot shutdoun. 
pressuriier PCRV block valve operators did not fully shut 
block valves Caused by improper maint Valves closed 
nanua 1 Lg 

COX#ll T Carolina Power 6 Light Co 82/10/22 Region 2. Uffic 
of Director 3pp 15954 029 24X Fiche 50-261,82/10/22. 

8210290074 


6210290333 Forwards LER 82-01 3/03L-0 

STARKEY# R B Carolina Power 6 Light Co 02/10/22 0 'REILLY# J |» 

Region 2# Office of Director Ip 15853 103 24X 

Fiche 50-261,02/10/22,8210290333 


—6210290339 LER B2-013/03L-0 on 820923# sve water pump A failed to 
restart following periodic test Caused by failed control 
power fuses Fuses replaced 6 pump started 6 retested 
CQX.H r Carolina Power 6 Light Co 82/10/22 Region 2. iJffic 
of Director 2pp 1SGS3 104 24X Fiche 50-261# 02/10/22. 

0210290333 


DOCKET 50-263 HONTICELLO NUCLEAR OENERATINO PLANT 


F Security# medical, emergency 6 fire protection plans 


8210IS0395 Forwards IE Insp Ropt 50-263/S2-09 on 020703-0828 No 
noncompliance noted 

STREETER. J F Division of Project 6 Resident Programs 02/09/20 

LARSON# C E Northern States Power Co 2pp 1S703 272 24X 

Fiche SO-263# 02/09/28, 0210150385 


—9210150386 IE Insp Rept 50-263/02-09 on 02O7O3-OO2D No nancomp 1 lajici 
noted Major areas inspected LER followup# operational safety 
ver if 1 cat ion# f ire protection/prevention, s ccuri ty personnel 
quell fica ti ons. operator overtime 6 onsite review committee 
QRaMN#C H I KAOISQN#A L , NALKERrR 0 Division of Project 6 
Resident Programs 82/09/20 5pp 15703 274 24X 

Fiche 50-263.02/09/28*0210150305 
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^-6310010046 Propose!} Tech Specs re surve 1 1 lancet reac bor protection 
monitoring sgstjet pump s urvd 1 1 1 anc e < orga n 1 1 a 1 1 on & steam 
line area temp suiitch deviation 

# Northern States Potuer Co 62/09/24 60pp 15565 183 24X 

Fichff 50-2fa3* 82/09/24. 8210010036 


8210260209 Forwards check to complete fee pagment for Addendum 1 to 
601010 license amend request 

MUSOLF, D Northern States Pouer Co 82/10/22 DIGOSi R M License 
Fee Management Branch Ip 15799 152 24X Fiche 50'263, 82/ 10/22, 

8210260207 


8210060377 Forwards application for amend to License DPR‘'22jApp A 
Amend changes Pages 207 K 209 to remove 3-cgcle per minute 
min source range monitor count rate uthen tuo or Feuier 
adjacent assemblies eiist in quadrant 

MUSOLr. 0 Northern States Power Co 82/09/30 Office of Nuclear 
Reactor Requlation, Director Ip lS6tS 340 24X 

Fjche 50-263. 82/09/30. 0210060377 


'6210060380 Application far amend to License DPR-22.App A Amend changes 
Pages 207 It 209 to remove 3-cgcle per minute min source 
range monitor count rate when two or feuier adjacent 
assenblies exist in quadrant 

KUSGLF. D Northern States Power Co 82/09/30 4pp 15615 341 
24X Fiche 50-263,02/09/30.0210060377 


-'0210060306 Proposed Tech Specs 3/4 10, removing 3-cycle per minute min 
source range monitor count rate when two or fewer adjacent 
assemblies eiist in quadrant 

^ Northern States Power Co 82/09/30 2pp 15615 345 24X 

Pit he 50-263.82/09/30,8210060377 


8210130261 Submits addi info re application for single loop operation 
license amend, in response to NRC 820920 request MAPLHGR 
reduction factors reviewed by GE St found applicable to 
Cycle 10 

NUSOLF, D Northern States Pouer Co 82/10/05 Office of Nuclear 
Reactor Regulation, Director Ip 15676 014 24X 

Fiche 50-263,02/10/05,8210130261 


8210130260 Discusses implementation of NRC guidelines for working 
hoursi provi ded in Generic Ltr 82-12 Revised guidelines have 
been imp 1 emen ted, w/e icep 1 1 ons of 72-h per wk limitation 
relie-f from control board duties 

HOSOLF, D Northern States Power Co 02/10/07 Office of Nuclear 
Reactor Regulation, Director 2pp 15676 012 24X 

Fiche 50-000,82/10/07,8210130260 


82l0lS0'364 Forwards response to request for info in Sections 2 2 tt 2 3 
of Generic Ltr 81-07 re overhead handling sys Revised 9 
month submittal, "Control of Keavg Loads” review of 
special lifing devices also enc I 

MUSOLF, D Northern States Power Co 02/10/11 Office of Nuclear 
Reactor Regulation, Director i6p 13715 102 24X 

Fiche 50-263,82/10/11,8210150364 


-0210150377 "Evaluation of Conformance w/NUREG-0612 for Drgwel 1/Reactor 
Vessel Head 4, Dryer/Sepat ator SUng Lifting Devices " 

SMITH, SK , VOGEL. T N NUTECH INucloar Technology, Inc 1 
NoP-7 7-OOe 82/09/29 14pp J57I5 118 24X 

Fiche 50-263,92/10/11.8210150364 


-3210150500 "Design Spec for Reactor Vossel Head Lifting Device ” 
FISCHER, L , VOGEL, TN , SMITH, JK NUTECH (Nuclear Technology, 

Inc ) NSP-77-001 ROO 82/09/24 9pp 13715 132 24X 

Fiche 50-263,82/10/11.8210150364 


— 8210150504 "Evaluation of Selected Special Lifting Devices for 
Compliance w/NUREO-06 1 2 ” 

SMITH. JK , VOGEL, TN NUTECH (Nuclear Technology. Inc » 
NSP-77-007 ROO 82/09/24 |2pp 15715 141 24X 

Fiche 50-263,02/10/11,8210150364 


0 Inspection reports, IE Bulletins L correspondence 


8210080015 Addl response to FDIA request for 19 categories of info re 
nuclsar reactor events safety problems Forwards documents 
listed in App A Documents in App B completely withheld (ref 
FOIA Eiemptlon 5) 

FELTON, J h Division of Rules and Records 02/07/12 UDELLjR A 
Critical Mass Energy Project 9pp 15663 027 24X 

Flchft SO-OOOr 02/07/12, 8210080015 


-8105280476 Requests that regions confirm licensee submittal of rapt for 
satisfactory implementation of Item 4 of IE Bulletin 79-26, 

Revision I 

JORDAN, E L Division of Resident Regional Reactor Inspection 
61/05/18 GRIER, B H Region 1, Ph i ladel ph la, Office of the 

Director (81/03/01) O'REILLY, JP Region 2, Atlanta, Office of 

the Director (81/03/01) KEPPLER, J G Region 3, Chicago, Office 
of the Director (81/03/01) ip 15668 130 24X 

Fiche 30-000.82/07/12.8210080015 


8210150385 Forwards IE Insp Rept 30-263/82-09 on 020703-0828 No 
noncomp 1 lance noted 

STREETER. J F Division of Project it Resident Programs 02/09/20 
LARSON. C E Northern States Power Co 2pp 15703 272 24X 

Fiche 50-263,82/09/20,8210150385 


— 0210150386 IE Insp Rept 50-263/02-09 on 82O703-0B28 No noncompl lance 
noted Major areas inspected LER fol lowup, operational safety 
ver 1 f icat ion, fire protec tlon/prevention, s ecuri tg personnel 
qua 1 1 f icati ons, oporator overtime L onsite review committee 
BROUN. G K , MADISON, A L , (.^ALKER, R D Division of Project it 
Reoident Programs B2/09/SB Spp 15703 274 24X 

Fiche 50-263.82/09/28,0210150305 


0210130166 Confirms plans for 821014 meeting In Glen Ellyn, IL to 
discuss proposed corrective action for cracks in welds 
on endcap of recirculation Loop A 

SPES5ARD, R L Division of Project & Resident Programs 82/10/05 

LARSON, C E Northern States Power Co Ip 15673 053 24X 

Fiche 50-263,82/10/05,8210130166 


9200190233 IE Info Notice 80-33, Suppl 1, "Leaking Dislodged 1-1S5 
Implant Seeds ” 8vc list end 

CQOB, L I Division of Fuel Facilities, Materials ii Safeguards 
82/10/06 Consolidated Edison Co of New York 66pp 15761.250 
24X Fiche 30-000, 02/10/06, B2(J8 190233 


B2O019O238 IE Dullotin 02-03, "Stress Corrosion Cracking In Thick- 
Wall i Large-Dl ameter, Stain less Steel , Rec Ircu latlon Sys 
Piping at BWR Plants ” Sve list end 

OEYQUNO.R C Director's Office, Office of Inspection and 

Enforcement 82/10/14 Consolidated Edison Co of Neuf York 

U5pp 13810 125 24X Fiche 30-000,02/10/14.0208190238 


8210230320 Confirmatory action ttr re actions util will undertake as 
result of 8210(4 meeting at Region 3 ofc re crack 
indications found on welds on recirculation sys piping 
KEPPLER.J 0, Region 3, Office of Director 02/10/19 LARSON, C E 
Northern States Power Go 2pp 13790 224 24X 

Fiche 30-263,82/10/19,0210250320 


— 0210150509 "Design Spec for Dryer Steam Separator Sling Lifting 
Device ’■ 

FlShfER, L . VOGEL, T N . SMITH, J K NUTECH (Nuclear Technology. 
Inc ) NSP-77-003 ROO 82/09/24 9pp 15715 153 24X 

Ficho 50-263,82/10/11,8210130364 


8 Reportable occurrences, LERs L related correspondence 


0210130174 Forwards LER B1-020/03L-0 

MAYER, L □ Northern Btates Power Co 81/00/24 KEPPLER,J 0. 
Region 3, Chicago. Office of the Director (81/03/01) Ip 
13707 193 24X Fiche 50-263.01/08/24,8210130174 


B210190479 Informs that control room 8. technical support ctr 
habitability sys mod, per NUREG-0737, I tem II D 3 4 will be 
cfelaged until 830515 due to need for design work, untimely 
natl deiiverg h low productivity Revised schedule enc 1 
HUSDLF, D Northern States Power Co 82/10/13 Office of Nucloar 
Reactor Regulation, Director 3pp 15740 263 24X 

Fiche 50-263,02/10/13,8210190479 


— 8210150180 LEr 61-020/03L-0 on 310724, main steam leak revealed in 
drain line to condenser Caused by piping leaking immediately 
dounstream of 43 degree elbow due to erosion 6 impingement 
resulting from steam it water flow from restricting orifice. 

TOBIN. P A Northern States Power Co 01/00/24 Region 3( 

Chicago. Office of the Director (81/03/01) Ip 15707 194 a4X 
Fiche 50-263,81/00/24. 8210150174. 


8210230320 Confirmatory action ltr re actions 
result of 021OJ4 meeting at Region 3 ofc re 
indications found on welds on recirculation 
KEPPLERi J 0 Region 3. Office of Director 
Northern States Power Co 2pp 15790 224 
Fiche 50-263,02/10/19,8210250320 


util will undertake as 
crac k 

sys piping 

02/10/19 LARBON.CE 
24X 


6210D50182 PNO- 1 11-82-103 on 820920. rad log rap hs of recirculation loop 
cap A revealed four cracks extending from weld root into 
adjacent heat-af f ec ted zone No through-wall cracking 
evidvnt Repair procedures under evaluation 

NALKER.R , JORDAN. K Region 3, Office of Director 82/09/28 Ip. 
15603 344 a4X Fiche 50-263,82/09/28,8210050182 
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8210130394 Focu^rai lE InaC 50-241/82-39 -Ml 820814-19 Ha 

j P9u..r KisM 0. 2„ 15704 035 24* 

Flcl\< 50’-S6l' e?/0'>/'17' 


-eaiois&^oi IE iT>*p Sept sa'a&i<^es-2» on 

notstf Major Insprctei ra^iiolo^ic 

DTiparodnesi , 

CtIKEaVl E . JEiTitINS.O S Dwtiivoft ct 
Op«r#fcionoJ aopport E2^09/l& ISPP 
FUhe 50-26 1 182/09/1 7. 021 01 503*?i 


G20B16-19 Wo noncoiPP I lanco 

&,! tntr^ervcij 

Ewerjdncv Preparedness 8c 
J3704 037 a4)f 


0210190240 Forwards updated LER 00-037/01 T~1 

STARKEVjR B Carolina Pawer 8< Light Co US/M>/I1 [] KtJLl' 
Pwgton 2* Of/ica <Jf Director ip 19742 196 4,MI< 

Fithe S0-26li 82/10/n, 031OJ9O54O 


--8210190244 Updated LER BO-027/01T-1 on GaULVareU^ in V 
profcectian train A failed to re^cnorgiie during ppr^adlc 
test of reactor protection logic Caused Ig shurlinj o* lrj> 
(jire connection to coil uires Relay replaced 
C<7X/ H T Carolina Power & Light Co 02/10/11 I? ■ 1 1 1 
Of Dtractor 4 pp 15742 197 24X Ficho 30 .'/,| , iij/ (f . 1 1 

8210190240 


32101 S0493 Request* addl 
‘'Masonry Wall Design ” 


info re util response to IE OuHetiis flO-1 1 
Info required by B2I122 to complete 


62/10/04 


revlBU , ^ . . 

A Operating Reactors ‘ 2 -. 
Carolina Power 8. Light Co 4pp 15717 271 24Jr 
Fiche 50-26 1 4 82/10/04.6210150493 


JOKES. vJ A 


'‘Leaking 8. Distodg®d 1-125 


B20e 190233 IE Info Notice 80-35. Sop pi 1. 

62/10/06 Consoli^-»te<l Cdison Co of Wet# York 66pp 
24)C Fiche 50-000.02/ lO/0brS20B 190233 


89J029D074 Forwards u pda tod LER 91-031/ Oil- 1 

BTARKEY^fi B Carolina Power (t Light Co 83/l0/*?j 
Region 2. Office of Director Ip 1 SQ^il <)Jil .‘t* 
Flche 30-261.83/10/22.0210290074 


6310290078 Updated LER ai-031/OlT-l on B1 l20S . dut ih.g p I x\ ' 

pressorlter PORV block valve operators did nut is ,« 

block valves Caused by improper maint Valvus i Ir.Mj 
nanua I ly 

COXrH T Carolina Rower t Light Co UJ/ 1(1/2*: 
of Director 3pp 15854 029 24X Flcht 50 J6J . (f// ? i"/J 

83 (0290074 


8200190238 IE UulUtln 02-03, ‘'Btres* Corrosicn Cracking in Thick- 
gal IrLarga-Biameter. Stainless Steel. R*< irt ulation fiys 
Piping at BMR Plants " Sve list encl 

nrvnUNOifl C Ddrector'i Offjce. Office of Inspection ana 

SnfSr«i.ent 02/10/14 Coni nlldat.d Edison Co of Keu York 

liapp I59I0 125 24J( Flthe 50-000,62/18/14,6208190238 


B210220495 Ack reOipt 9f 021008 Hr 

correct vloUtians noted in IE Imp Rapt 30-261 /SB- 27 
LEWIB.R C DtvlHon nf Rr«iect J oo9 2« 

UTLEV.E E Carolina Power it Light Co Ip 13779 009 24X 

Flche 50-261,82/10/1810210220495 


BSIOEWDSO Forwards LCR 02-'Ol3/O3L-O 

STARKEY, R 0 Carolina Power & Light Cu Ri'/lU/,.,-' i* 
Region 2, Office of Director Ip 1585 J 10 1 „>4i 

Ficho 50-361,02/10/22,6210290333 


‘--0210290339 LER e2-0l3/O3L-O on 820923. svt water pu n# a 
rcstart following periodic test Cauiad by feilel 
power fuses Fuses replaced h pump started t, reteiied 
CDXtH r Carolina powor ^ Light Co IIJ/IO/J,^ 
of Director 2pp 15053 104 24X fiche f>0 *'ftl . KJ O 

8210390333 


-8210220499 Raspcadi to NRC 62090B Ur re violation* noted In IE Insp 
Rept 50-261/62-27 Corrective action* changes to plant 
ogeratlni manual included in permanent change baplr L 
operations revisions status list updated » . p 

STARKEY, R Q Carolina Poubp fc Msh* ^ ° REILLY, J P 

Region 2. OffUa o^ Director 4pp t5779 010 24X 

Flche 50-261,82/10/10,8^10230495 

—8210220500 Forward* IE In*p R«pt 50-261/02-27 on OBOytl-OBlO L notice 

LEWlfsiR C Division of Project it Resident Program* B2/O9/O0 
UQWE9*J A CaroHne Power tt Light Co 2pp 15779 014 24X 

Flche, 50-261.02/10/16.8210220495 


— B21022050I Notice of violation from insp on 620711-0010 

s Division of Project *» Resident Program* 02/09/00 app 
15779' 016 24X FiCha 50-261.02/10/16.0210220495 


DOCKET 30-263 MONTICELLO NUCLEAR OENCHATirW lU AM 


F Security# medical, emergency L fire proUcUon plexi 


8210150385 Forwards IE Insp Rept 30-263/82'OV on liJiWi i. j , . "j 
nencompl iance noted 

STRECreR.J F Division of Project 0 Reilderl f- - 

LARSOjY.C E Northern States Power Co 2pp H/.’ipS, ;u 
Flche 30-263,02/09/20,0210150385 


— 82101&0336 IE Insp Rept 50-263/82-09 nn IIJO /D 1 I'lUil r. ? • 

noted Wajor areas inspected UER f oU owup. op it h ' «t ikU't 
ver 1 f Ication, f ir* protec t ion/prevon t i un, ee* wii H '■< 

qual I f I cati ons. operator overllmo 8« on«lle i evi » v ♦ -<‘'*1 in. 
0ROi/W.C H , MADISON, A L , WALKER, R D DlvUiur- til f , • 1 

Resident Programs 82/09/20 5pp 19/0 1 JM ^4« 

Ficho 50-263,02/09/30.0210130365 


—0210220504 IE Insp Rapt 50-261/82-27 on 920711-0810 Hon P omp 1 1 anc e 
noted adssuete review procedure* not impi ettervted for ffalnt 
Procedure MPI-IO for laf ety-r * lated Instrument valve 


lineugt. 
UEISE. S I 
82/09/02 


BUROER, C 
18pp. 


Division df Project It Resident Programs 
13779 010 24X Flctie 50-261.92/10/18,0210220493 


R Periodic operating reports t, related correspondence 


9210130242 Forward* monthly operating rept for Bept 1982 

STARKEViR B Carolina Power b Light Co 02/10/00 DEYOUHO. R C 
Qlractnr^s Office. Office of Inspection and Enforcement Ip 
13670 096 24X fiche 30-261. 02/10/03.62101 30242 


3210260170 ftequesti that R Walker be added lu I m fe 1 t# i. ’1 
tti provide for unescorted access to vital I. prnteMu a, to 
KEPPLER.J 0 Region 3, Office of Director Oj/H’... i 
Northern 3tat** Power Co Ip 15799 160 24i I M^* 

02/10/20. 8210260193 


P Operating Hcenie stag* document* U correi pui>d*hf i 


8210040005 Responds to 820025 Hr re spent fuel fimSh i .. . 
notlf Icat Ion pequlremehts of shipment* of i rral laiif ■* ei ■ 
fuel contained in 10CFP73 37 , 

MENCZER.M B Region 3, Office of Director Zi * i 

Mlnneiota, Btateof 2pp 15577 262 84x)'lih*» *4'- fe,' 

8310040009 


— S2I0100244 Monthly operetlng ript for fiept 1982 

NOFRIB.H, R Carflllna Peuer 6 Light Co 82/10/03 3pp 
15670 097. 24 X Flche: SO-261 , 82/10/00,021 0130242 


S Reportable occurrences, LERs L related cerreepondepce 


3210010060 Forwards mudified info to 020707 * upplfscl e I ..Js i. 
801008 license amend request 

MUSOLF.D, Northern 0tate» Power Co D2/09/2J ii* 
Reactor Reguletlon, Director I3pp 15367 194 »*» 

Flche 90-263,02/09/23,0210010060 


0210220269 Forward# UER 02-O12/D3U-O, 

STARKEY. R.B CaroUn* Power 6 Light Co 02/10/06 
Region 2, Office of Director, Ip. 19776 202 24X 

F i c b « 90-261 . 02/ 1 0/05, 82 1 0220265 


O'REILLY, si. P 


— 8210220367 LER 02-01 a/oat-0, on 820906.*!; 94K power, letdown relief valve 
Ci/C-SOD lifted 6 would not reseat Caused by water hammer 
due to flpsreter errer In realignment ef charging pump from 
reclrculitlen to normal operallon. Operator counseled, 
caXiK T. CirnUna Power <« Light Co 82/10/06 RegHn 2. Office 
of Director 3pp 13776 203 243( Flche 50-261,02/10/06, 

3210220263, 


8210010036 Foriiiird* proposed amend to Licence OPR J'/ 

Spec* In area# of eurvel Uance, reac tor protdl t|e» fri” J 1 »" 'f 
sys, jet pump lurvell lance, organ i letlofi k ttdam M»'» 
temp switch deviation ^ . 

MUSOLF.D Northern States Power Co 82/09/94 t»*ue 
Reactor Regulation, Director Ip 19965 172 /f* 

Flche* 50-263, 02/09/24, 0210010036. 


— 0210010041 Proposed amend to LUen«# DPFt“a3Hh##>t^'*'P 

areas of *urv*ill*ncei reactor protection rtsfliUTHj *is>i 
pump lurvel IJance, organ! latlon k #team H#'* etei *e»s| 
switch deviation . _ 

MUSOLF, D Northern States Power Co OS/OWl Uff» 

24X Flche' 80-263102/09/2410210010036 
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““'8210010046 Proposed Tech Specs re surve 1 1 lance> reactor protection 
monitoring sv^'jet pump surve 1 1 lane ei ori^ani lation & steam 
line area tenyp switch deviation 

e Northern States Poujer Co 02/09/24 60pp 15565 103 24X 

Fiche 50- 26 3< 02/0^?/ 24, 8210010036 


0210060377 Forwards application for amend to License DPR-22. App A 
Amend changes Pages 207 V 209 to remove 3-cycle per minute 
mm source range monitor count rate uhen two or fewer 
adjacent assemblies exist in (Quadrant 

MUSOLFv 0 Northern States Power Co 02/09/30 Office of Nuclear 
Reactor Regulation, Director Ip 15615 340 24X 

Fiche 50-263,02/09/30,0210060377 


— 6210060380 Application for amend to License DPR-22, App A Amend changes 
Pages 207 V 209 to remove 3-cyc|e per minute min source 
range monitor count rate when two or fewer adjacent 
assenblies exist in quadrant 

PUSOLF, D Northern States Power Co 02/09/30 4pp 15615 341 
24X Fiche 50-263.02/09/30,0210060377 


— B21OO6O306 Proposed Tech Specs 3/4 10, removing 3-cgcle per minute tnin 
source range munitor count rate when two or fewer adjacent 
assemblies exist )n quadrant 

^ l/or»hern States Power Co 82/09/30 2pp 15615 345 a4X 
Fiche 50-263.02/09 / 30,0210060377 


021013026] Submits addl info re application foi single loop operation 
license amend, in response to NRC 020920 request MAPLHGR 
reduction factors reviewed by G£ tc found applicable to 
Cgcie 10 

HU5DLF, D Northern States Power Co 82/10/05 Office of Nuclear 
Reactor Regulation, Director ip 15676 014 24X 

Fiche 50-263. 02/10/05. 8210130261 


0210130260 Discusses imp 1 ementati on of NRC guidelines for working 
hours, provi de d In Generic Ltr 02-12 Revised guidelines have 
been i mp I emen ted, w/ex cep t ions of 72-h per wk limitation 
relief from control board duties 

MUSOLF. D Northern States Power Co 82/10/07 Office of Nuclear 
Reactor Regulation, Director 2pp 15676 012 24/ 

Fiche 50-000.03/10/07.0210130260 


e2l0]S0364 Forwards response to request tor info in Sections 2 2 {< 2 3 
of Generic Ltr 01-07 re overhead handling sys Revised 9 
month submittal, "Control of Heavy Loads" it review of 
special lifing devices also end 

KUSULF, D Northern States Powei Co 82/10/11 Office of Nuclear 
Reactor Regulation, Director I6p 15715 102 24X 

Fiche 30-263, 02/10/11, 02101 5036d 


-P2101 50377 "Evaluation of Conformance w/NUREC-0612 for Drywel 1/Reac tor 
Vessel Head 6 Dryer/Sepai ator Sling Lifting Devices " 

SHI TILS K , VOGEL, T N NUTECH (Nucloar Technology, Inc ) 

NSP-77-000 82/09/29 14pp 15713 110 24X 

Fiche 50-263,92/10/11,8210150364 


--8210150500 "Design Spec for Reactor Vessel Head Lifting Device " 
FlfiCHER^L , VOGEL, T N , SMITH. J K NUTECH (Nuclear Technology, 
Inc ) NSP~77-001 ROO 02/09/24 9pp 15715 132 24X 

Ftchc 50-263, 02/10/1 li 8210150364 


— 8210150504 "^Evaluation of Selected Special Lifting Devices for 
Compliance w/NURE0-06i2 " 

SMITH, J K , VOGEL, T N NUTECK (Nuclear Techno! pgy, Inc > 
NBP-77-0O7 ROO 02/09/24 I2pp 15715 1*41 24X 

Fiche 50-263.82/10/11,0210150364 


--8210150509 "Design Spec for Dryer ti Steam Separator Sling Lifting 
Device " 

FISHER, L , VDOEL, T N , SMITH. J K NVTECH (Nuclear Technology. 
Inc 1 NSP-77-003 ROO 02/09/24 9pp i57l5 153 24X 

Fiche 50-263,02/10/11,8210150364 


&210190479 triforms that control room S( technical support ctr 
habitability sys mod, per NUREO-0737, Item II D 3 4 will be 
delayed until 830515 due to need for design uiork, untime ly 
matt delivery & low productivity Revised schedule end 
Ml/SQLF. D Northern States Power Co 82/10/13 Office of Nuclear 
8eactor Regulation, Director 3pp 15740 263 24X 

Fiche 50-263.82/10/13,0210190479 


8210250320 Confirmatory action ltr rc actions util will undertake as 
result of 821014 meeting at Region 3 ofc re crack 
indications found on welds on recirculation *ys piping 
MEPPLERiJ O Region 3, Office of Director 82/10/19 LARSON, C E, 
Northern States Power Co 2pp 19790 224 a4X 
Fiche 5D-26a , 02/10/19,021 0250320 


0210260207 Forwards check to complete fee payment for Addendum t to 
901010 Ikcensa amend request 

MUSOLF, D Northern States Power Co 82/10/22 DtODS, R H License 
Fee Management Dranch. Ip 15799 152 24X Fiche 50-263,82/10/22, 

0210260209 


0 Inspection reports, IE Bulletins &> correspondence 


0210000015 Addl response to FOIA request for 19 categaries of Info re 
nuclear reactor events & safety problems Forwards documents 
listed in App A Documents in App D completely withheld (ref 
FOIA Exemption 5> 

FELTON- d M Division of Rules and Records 82/07/12 UDELL, R A 
Critical Mass Energy Project 9p p 1S665 027 24X 

Fiche 50-000, 02/07/12,8210080015 


-9105280476 Requests that regions confirm licensee submittal of rapt for 
satisfactory implementation of Item 4 of IE Bulletin 79-26, 

Revlsian 1 

JORDAN, E L Division of Rtstdent U Regional Reactor Inspection 
01/05/18 ORIER,B H Region 1. Ph 1 Bade 1 p h i a. Office of the 
Director (81/03/01) O 'REILLY, J P Region 2. Atlanta, Office af 
the Director (81/03/01) KEPPLER, J 0 Region 3, Chicago, Office 
of the Director <81/03/01) Ip 15668 130 24X 

Fiche 50-000*82/07/12.8210080015 


0210150385 Forwards IE Insp Rept 50-263/62-09 on QS0703-0BSG No 
noncompi i ance nated 

STREETER* J F Dlvlsian of Project S, Resident Programs 02/09/28 

LARSON. C E Northern States Power Co 2pp 15703 272 24X 

Fiche 50-263, 82/07/28. 8210150385 


— B2101S0386 IE Insp Rapt 50-263/82-09 on 820703-0928 No noncomp 1 lance 
noted Major areas inspected LER fol 1 owup, operational safoty 
verl f ication. f I re protec tinn/preven t i on. s ecur i ty personnel 
qual i f 1 catl ons. opera:tor overtime L onsite review committee 
ORONN.C M , MADISON, A L , UALKER, R D Division of Project «* 
Resident Programs 82/09/29 Spp 15703 274 24X 

Fiche 50-263,82/09/20,8210150385 


0210130166 Confirmi plans, for 821014 meeting in Olen Ellyn, IL to 
discuss proposed corrective action for cracks in welds 
on endcap of recirculation Loop A 

8PES0ARD. R L Division of Project B* Resident Programs 02/10/05 

LARSON. C E Northern States Power Co ip 15673 053 24X 

Fiche 50-?63, 92/10/05*8210130166 


8209190233 IE Info Notice 90-35* Suppl 1, "Leaking t, Dislodged I-12S 
Implant Seeds ** 8vc list end 

COOO.L I Division pf Fuel Facilities, Materials it Safeguards 
82/10/06 Consolidated Edison Co of New York 66pp 13761 250 

24X Fiche 50-000,62/10/06,8208190233 


0209190230 IE DuLletin 82-03, '^Stress Corrosion Crackirg In Thick- 
Ua 111 Larg«-Dl ameter, 9ta 1 n 1 ess 8 teel . Rcc Ircu latlon Bye 
Piping at DWR Plants Sve list »ncl 

OEYOUNO.R C Director's Office, Office of Inspection and 

Enforcement 82/10/14 Gonselidated Edison Co of New York 

llSpp 15010,123 24X Fiche 50-000, 92/10/14,8209190230 


0210290320 Cnnflrmattiry action ttt' re action* util will undertake as 
result of 621014 meeting at Region 3 ofc re crack 
indications found on welds on recirculation sys piping 
KEPPLER,J O Region 3* Office of Director 92/10/19 LARBON, C E 
Northern States Power Ce 2pp 15770 224 24X 

Fiche 50-263,82/10/19.8210250320 


8 Reportable oc currences, LERs b related correspundenc t 


8210130174 Forwards LER 81-020/03L-0 

MAYER, L 0 Nor thorn Btates Power Co 81/08/24 KEPPLER. J O. 

Region 3, Chicago* Office of the Director Cei/OG/Ol) tp 
15707 193 24X Fiche 50-263,01/08/84,9210150174 


—9210150100 LER B1-020/03L-0 on 61(^784, main steam leak revealed In 
drain line to condenser Caused by piping leaking immediately 
downstream of 45 degree elbow due to erosion 8, impingement 
resulting from steam it water flow from restricting orifice 
TOaiNiP A Northern Btates Power Do 01/00/24 Region 3, 

Chicago. Office of the Director (01/03/01) Ip (5707 194. 24X 

Fichff 50-263,01/00/24*0210150174 


8210030182 PNO-IJ 1-82-103. on 820928, rad tographs of recirculation loop 
cap A revealed four cracks extending from weld root into 
adjacent heat-af f ec ted tone. No through-ualL cracking 
evident Repair procedures under evaluation 

MALKER, R , JORDAN, M. Region 3, Office of Director 82/09/28 Ip, 
19603 344 S4X Fiche* 50-263, 02/07/20, 6210050182. 
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210090117 RQ on 020928. crack indication in end cap ot A recite u-lation 
rieer canfir^eif bij radiography Indication*- initially 
detected: by ultratonic exam during norr^at ineervice Imp 
Remedial meaiuree under investigation 

SHAIiLArH A Northern Gtatei Power Co 82709/20 KEPPUER. J 0 
Region 3i Office of Director ip I5A40 204 24X 

Flche 50-263,02/09/29^92 1 0080117 


210060259 Forwards LER B2-OO0/O3L-O 
MUSOLFi D Northern State* Power Cft 92/09/29 Region 3* afPice 
of Director ip tS62J 067 24 X Fiche 50-263,82/09/29.9210060290 


-aS1006'0260 LER Q2-009/03L-0 on BSOaSOiRCIC banarneter condenser cooling 
water supply valve failed Causeif by severed item due to 
Ratork motor operator torque tuitch xni sad jus tment Valve stem 
rep I aced 

tiaJCHQUSK I , A V Northern States Power Co 02/09/29 Region 3. 
Office of Director Ip 15621 06B 24X Fiche 50-263, 92/07/29« 

0210060250 


210190289 Forward* LER B2-016/01T-0 
MUSDLF,D Northern States Power Co 02/10/12 Region 3* Office 
□f Director tp- 15742 175 24X Fiche 30-263,82/10/12,9210190209 


-8210190293 LER B2-016/01T-O on B2092Si three indication! in 22-inch 
diameter reactor recirculation sys riser manifold and cap 
confirmed as rejectable Caused by intergranular stress 
corrosion cracking End cap to be replaced 

HANflER, S Northern States Power Co 82/10/12 Region 3, Office 
of Director ip 15742 176 24X Fiche 50-263,92/10/12. 

0210 190289 


aCKET 50-264 DOW CKEMICAL CO 


Insurance it indemnity infarmation 


2k0040S3i Forwards Endorsements 47 U. 48 to NELIA Policy NF-160 
Endorsement 47 amends description of facility to include 
Larkin Lab 

COALWElL,T M Dow Chemical Co 0S/O9/S9 BALTZMAN. J D Antitrust 
&< Economic analysis Branch iUtiiity Finance! 3pp 15596 111 24X 

Fiche 50-264, 02/O?/39,B2 10040231 


Operating license stage documents & correspondence 


21O160D2B Responds to FOIA request for seven categories of documents 
re Dow Chemical Co & incineration of low level radwaste 
Request for fee waiver granted Forwards listed documents 
FELTON. J H Division of Rules and Records 02/00/20 WILSON, A K. 
Affiliation Unknown 2pp 15748 002 24X Fiche 90-264,02/00/20, 

9210100020 


-0210100239 Application for renewal of tfatl/Byproduct Licenses 
2 1 - 0026S - 06 , 2 1 - 00265-02 1 2 1-00 263-04 » a 1 -00265- 07, 8NM- 1253. 
8T8-527 6 R-lOd authori ling any byproduct matl between 
Atomic Numbers 3 & 93. tri tium, Pa-210 & Am -241 
HOVLErH S Daw Chemical Co 73/06/23 2pp 15748 115 24X 

Fiche- 50-264, B2/0B/2O. 0210180020 


Reportable occurrences. LERi fc related correspondence 


210290202 RO on &21006,nal functl on qf Ebtrllne AttS-O continuous atr 
raonitar pump caused pump to be Inoperable for approx l-h. No 
loss of significant signals indicated Pump repaired Changes 
to procedures or equipment under rsvieu 

RAMPy, LW., KNOLL. F J Daw Chemical Co 02/10/30 HlLLERiU R 
Standard! lation <i Bpscial Projects Branch Ip 15853 354 24X 

Fiche 50-264,92/10/20,8210290202 


DCKET SO-265 QUAD-CITIES STATION, UNIT 2 


Security, medical, emergency ti fire protection plans 


1209290185 fttleaies public version of reviled generating station 
emergency plan corporate command clr emergency plan 
implementing procedure 

FELTON, J M. Division of Rules arvif Record* 02/09/16. Document 
Management Branch Ip. 15564: 122 24X Fiche 50-000, 02/09/16, 

6309290125 


-8209290189 Forwards pubUc version of Rtviiion 4 to generating station 
emerganicy p i^n corporate command ctr Emergency Plan 
Implemtnting Procedure EOF-3, **Envi ron/Em or gency 
Coordinator.** Racelpt fora end 

PAJOWSKTrJ e Commonwealth Edison Co 02/09/01 DENTON, H R NRC 
- No Detailed Affiliation Given Ip 15564* 123, 24X 

Fiche* 50-000, 02/09/16, 8209290125 


— 8209290225 Public version of Reviiion 4 to generating st 4 tJan 
emergency plan corporate command ctr emergency plan 
Implementing Procedure EOF-3, "Environ/Emergency 
Coordinator '* 

PAJDHSKIi J E Commonwealth Edison Co 82/08/31 Upp 
£5564 124 24X Fiche 50-000, 93/09/ 16. 9209290125 


0210010009 Forwards info to suppl 820701 request for exemption free 
R per 030917 telcon Request applies to Sections HI 0 2 a 6 
Iff 0 3 b re installation of fire suppression eys 
RAUSCH,! J Commonwealth Edison Co 03/09/23 EISENllUTp D 0 
Division of Licensing Bpp 15563 132 24X Fiche 50-000, 02 /O'?; 

&310010D09 


8210120546 Releases public version of revised cover shoe! to fsCLlltl 
procedur es 

FELTON, J H Division of Rules and Records 82/09/24 Docusiiril 
Management Branch Ip 15672 219 24X Fiche 50-254, Da/OVfJ 4 

G2I0ISD546 


— 0310120551 Forwards public version of revision cover shift lo fiiil'i 
procedures Campletion of end checklist requested 
KALIVI ANAKI 8, N Commonwealth Edison Co 02/07/15 I)iNl(3N,H-H 
Office of Nuclear Reactor Regulation, Director 6pp iHf-lJ 
24X Fiche 30-234.82/09/24,8210130346 


821D150487 Forward* IE Insp Repts 50-254/02-14 L 50-265/01! 16 on 
020823-23 t 0-903 *c 09 No noncomp 1 ianc e noted 
KEPPLEfi.J 0 Region 3, Office of Director 02/07/30 ffflO < 
Commonwealth Edison Co 3pp 15721 28? 24X F'lch* 50 

0210150487 


—0210150495 IE Imp Rept* 50-254/03-14 L 50-265/02-16 on 3 .^5 * 

0903 6- 09 No noncomp 1 lance noted Major areas inspeciid 
emergency preparedness exercise S. licensee action* on 
previously Identified emergency preparedness itonit 
PHILLIPS, H P Division of Emergency Preparedness 6 <!p«rat1 on* I 
Support B2/09/29 I5pp 15731 392 24X Fiche So 

8210190487 


821-0130376 Advises that installation of offsite dose calculftlior i*i 
program fully operational tracking model It operational 
A model will be delayed until 821331 to complete prims 
computer installation 

SifARTZiED Commonwealth Edison Co 03/10/06 DENT(]N. N II (NfLi* 
of Nuclear Reacto-r Regulation, Director 2pp 156Q2 0911 J4i 
Fiche 50-000,02/10/06,8210130376 


9210390047 Releases public version of revision* to Quad C 1 1 i«i. J i o'^ 1 
Dresden emergency plan anneits L revised generating 
station emergency plan telephone directory 

FELTON, J M Division of Rulss and Records 92/10/00 Dncuai’.l 
Management Dranch Ip 1SQ77 313 34X Fiche 50-000.03/10/00 

6210290047 


—6210290060 Forwards public version of Revision 3 to Quad Cillrs % J 
emergency plan annexes, Revi i i on 2 to Dresden emergency pken 
annex r Revi s Ion 0 to Dyron emergency plan annex I, revised 
generating station emergency plan telephone directory 
MOORE, R D Commonweal th Edison Co 82/07/30 DRirUN.tiR NS: . 
No Detailed Affiliation Given 5pp 15077314 24X 

Fiche 50-000, 02/10/00. 8210290047 


— 9210290077 Public version of Revision 3 to Quad Citlii L Tinn 
emtrgency plan anntxes. Revision 2 to Dresden omergincy plan 
annex & Revision 0 to Dyron emergency plan annex 
* Commonwealth Edison Co 62/06/30 325pp 15D77 319 341 

Fiche' 50-000, B2/IO/O0, 9210290047 


— 8210290098 Public version of revised generating station in*rBS>’'l* pc 
telephone directory 

OALLE, D P Commonwealth Edison Co 82/09/12 43pp l5QfBiKfr 
24X Fiche 50-000,62/10/09,9210290047 


8210190753 For ward* 820922 Itr re late submittals of tiercisi 
scenarios ft failure to adhere to FEMA Guidance Memo 17 If 
FEMA does not observe sxerc in, of f s i te authorities ul 1 1 not 
participate 

HIND, -J, A Division of Emergency Preparedness ft Operational Bwprssi 
02/10/12 REEOrC Commonwealth Edison Co 2pp I573& 247 341 
Fiche 90-254, 82/10/12,621 01 90753 


— 0210190760 Discusses concerns re late submittals of emsrgercy etux « 
scenarios ft failure to adhere to FEMA Guidance Memo 17 
Future exercise not mesting tntsnt of advance notiflcatien 
guidance should be postponed or canceled 

BREHENViP. J Federal Emergency Management Agency 82/09/22 
KEPPLER, J O Region 3, Office of Director Ip 15736 319 
Fiche 90-254. 82/10/12,8210190753. 
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e^t05B-036l R«l«daes public version of revised emergency plan 
imp ! etnen 1 ng procedures 

FELTOM( J li Division of Rules and Records 82/10/12 Document 

Managenont Branch Ip 15S5? 204 24X Piche 50-2S4. B2/10/L3. 

0210280361 


--0210280364 Forwards public version of revised emergency plan 
implementing procedures, me lud Ing Procedures QEP 300-0 re 
emergency c end 1 1 i onsr QEP 200-Tl re emergency action levels 8c 
QEP 330-3 re SPINO control terminal operation 
KOV^ACK, T 9 , GERNER.L F Commonuiea 1 th Edison Co 82/09/23 

DENTOMhH R NRG - No Detailed Affiliation Given 2pp 15057 205 

24X Fiche 50-254,82/10/12.8210280361 


--8210380375 Public version of revised emergency plan implementing 
procedures, including Procedures QEP 200-0 re emergency 
cand 1 b ions. OEP 200-TI re emergency action levels 8t OEP 330-3 
re SPING control terminal operation 

* Commonuieal th Edison Co 82/09/23 SIpp 15859 207 34X 

Fiche 50-254.82/10/12,0210280361 


0210220358 Provides info re organwation ^ performance of depto 
responsible for radiation protection ac ti vi t J es. per 820702 
comiBl^ment Training coordinator assigned in Apr 1982 to 
improve health physics training programs 

TRAMff. r R Commonuealth Edison Co 82/10/14 DEHTON, H R Office 
at Nuclear Reactor Regulation. Director 9pp 15776 207 34X 

Fichc 50-000.02/10/14.8210220398 


021.0250309 Responds to 820917 telcon rei^uest for info re fire 
prctection safe shutdoun rept I terns 2 6 3 are preliminary 
resu 1 ^s. stib j to revision follouing engineering revieiu 
RAUBCH. T J Commonuealth Edison Co 82/10/18 EISENHUT. D O 
Division of Licensing 6pp 15790 219 24X Fiche 50-254,82/10/10, 

8210250309 


P Operating license stage documents 6 correspondence 


Q2L0OSO142 Rei^uests that charcoal adsorber F64-DYIi2 be counted uilbhin 
2 Ltls of rec e ip t. decay corrected to 790319 levels & 
returned Li((uid beta analyses results received In NRC 
520917 Itr ui 1 1 be incorporated in rept addendum 

PAPERIELLOiC J Division of Emergency Preparedness 6 Operational 
Support 82/09/28 KALI VI ANAK 18. N Commonuealth Edison Co Ip 
LS605 167 24X Fiche 50-254.82/09/20.8210090142 


02L012010S Requests delay of implementation due dates ro NUREO-0/37. 
Items It D 2. “Plant Shielding." II Q 3. “Post-Accident 
Sampling" 6 I 1 F 1 1. "Noble Oas Effluent Monitor " 

SWARTZ, E D Commonwealth Edison Co 82/10/04 EISENHUT. D O 
Division of Licensing 5pp 15651 237 24X Fiche 50-000. 82/1 0/04i 

B210120105 


Fi 210260526 Forwards Revision 3 of Chapter 9 of "Offsite Dose 
Calculation Manual “ 

GOLDEN, J C Commonwealth Edison Co 02/10/06 CASE, E O Office of 
Nuclear Reactor Regulation. Director 2pp 15805 137 24X 

Fiche 50-000.82/10/06.8210260526 


—8210260542 Revision 3 of Chapter 9 of "Offsite Dose Calculation 
Manual “ 

« Commonwealth Edison Co 02/09/30 03pp 19805 139 24X 

rUhe 90-000.82/10/06.6210260926 


02LO1B-OO59 Provides addl guidance & clarification re 820806 request 
for addl info per NUREG-0737, Item 11 8 3, "Post-Accident 
Sampling Sys " Detailed reliability analysis not required 
to satisfy NRC concerns 

CRUTCHFIELD, D Operating Reactors Qranch 5 02/10/00 DELOEORQE. L 

Commonwealth Edison Co 3pp 24X Fiche 50-000. 02/ lO/OBi 821 01B0099 


B2L0190760 Foruiards "OE GNR Extended Load Line Limit Analysis for Quad 
Cities Nuclear Power Station Unit 1. Cycle 7 & Unit 2, Cycle 
6 ■ 

RAUSCH. T ^ Commonwealth Edison Co 82/10/12 EISENHUT, D O 
Division of Licensing Ip 15736 206 24X Fiche 50-254.82/10/13. 

8210190780 


--B2101907B5 "OE DWR Extended Load Line Limit Analysis for Quad Cities 
Nuclear Power Station, Uni t 1. Cycle 7 6 Unit 2.CycU 6," 

» General Electric Co NEDD-22192 02/07/31 31pp. 15736-207 

24X Fiche 5 0-294.82/10/12.8210190780 


8210190449 Forwards supplemental response to Generic Ltr 02-09 re 
imp 1 emen tatj on status of NUREG-0737i f terns II B 3.11 F 1 2. 

II F 1 3. I r F t 5 6 II F 1 6. in response to 821006 request 
SWARTZ. E D Commonwealth Edison Go 82/10/14 EISENHUT. D Q 
Division of Licensing 9pp 24X Fiche 50-000,82/10/14,8210190445 


0210290155 Forwards corrections to proposed Tech Spec Pages J 2/2 2-1 6 
3 3/4 3-9. sup porting review of future reloads 6 revised 
Figure 3 5 1, Sheet 1. providing extended MAPLHOR vs exposure 
curves for barrier lead test assembly fuel 

RAUSCH. T J Commonwealth Edison Co 82/10/18 DENTON.HR Office 
of Nuclear Reactor Regulation* Director 2pp 15768 233 24X 

Fiche 50-000,02/10/18.8210250155 


— 8210250177 Errata U Addenda Sheet 8, replacing Page 4-10 to "LOCA 
Analysis Rept for Dresden Units 2636 Quad Cities 162 
Nuclear Power Stations " 

« General Electric Co NEDD-24146A ERR 08 B2/09/30 3p p 

19788 239 24X Fiche 50-000,82/10/(8.8210250155 


0210250069 Provides addl info r« reactor water cleanup room area temp 
monitors Temp elements cause no automatic plant response 
beyond control room alarms 

RAUaCH.TJ Commonwealth Edison Co 82/10/19 EISENHUT,© 0 
Division of Licensing 2pp 15787 001 24X Fiche 50-000.02/(0/19, 

8210250069 


Q Inspection reports. IE Bulletins 6 correspondence 


0210150487 Forwards IE Insp Repts 50-354/82-14 6 50-265/02-16 on 
820823-25 6 0903 6 09 No noncemp 1 iance noted 

KEPPLER.J 0 Region 3, Office of Director 82/09/30 REED. C 
Commonwealth Edison Co 3pp 15721 2B9 24X Fiche 90-254.82/09/30, 

0210150487 


—0210150495 IE Imp Repts 50-2 54/82-14 6 50-269/03-16 on 820823-29 & 
0903 6 09 No noncompllance noted Major areas inspected 
emergency preparedness exercise 6 licensee actions on 
previously Identified emergency preparedness items 
PHILLIP8.M P , SMITH, M J , AXELSON, W L Division of Emergency 
Preparednes s 6 Operational Support 02/09/29 15pp, 19721 292. 

24X Fiche 50-394. 03/09/30. 821 01 50407 


0210060359 Ack receipt of 820910 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-237/81-39, 
50-249/01-32, 50-294/01-23, 90-265/81-23. 50-395/01-31 6 
50-304/01-29 

SPESSARDi R L Division of Project 6 Resident Programs 82/10/01. 
REED. C Commonuealth Edison Co Ip 15618 394 24X 

Fiche 50-000, 02/10/01,0210060359 


—8210060367 Responds to NRC 820712 ltr re violations noted in lE Insp 
Repts 50-237/81-39, 90-249/81-32. 90-294/81-23, 50-269/01-23, 
90-295/81-31 6 90-304/81-29 Corrective actions training for 
mgt priorities re plant availability will be conducted 
REEO,C Commonwealth Edison Co 82/09/10 KEPPLER. U. 0 Region 
3. Office of Director 13pp 15618 355 24X 

Fiche 50-000.82/10/01,8210060399 


0210080178 Forwards listing of piping sys which fail to mset F6AR 
requirements, per NRG 8008(0 confirmatory action ltr IE 
Bulletin 79-14 operabllltyi evaluation updates will not be 
provided for Dresden 6 Quad Cities Final update by Dec i9B2 
RAUSCH, T J, Commonuealth Edison Co 02/10/01 KEPPLER, J G Region 
3, Office of Director 6pp 13640-199 24X Fiche’ 90-000, B2/10/01, 

8210080170 


8210060266 Confirms 821103 enforcement conference at Region 3 ofc re QA 
aspects associated w/procurement, Installatl on 6 use of 
non-qual if led valve guides in e lectramagnat ie relief valves 
at facilities 

8PESSAR0, R L Division of Project 6 Resident Programs, 02/10/04 
REED, C Commonwealth Edison Go Ip 15640’ IBl 24X 
Fiche 90-000,02/10/04,0210000190 


0200190233 IE Info Notice 00-35, 8uppl i, "Leaking 6 Dislodged 1-125 
Implant Suds " Sve list end 

COBB.L f Division of Fuel Facilities, Hateriale 6 Safeguards, 
82/10/06 Consolidated Edison Co of New York 66pp 19761.250 
24 X Flch# 50-000,82/10/06,8208190233 


8208190230 IE Bulletin 82-03, "Stress Corrosion Cracking In Thick- 
Hall, Large-Dl ameter. Stain less Steel, Recirculation 8ys 
Piping at OHR Plante '* 8vc Hit end 

DEYOUNOrR C Director'i Office, Office of Inspection and 

Enforcement 62/10/14 Consolidated Edison Co of New York 

llSpp 19810’129 24X Fiche 90-000, 82/10/14,8208190230 


R Periodic operating reports 6 related corr eepondence 


8210130386 Forwarde monthly operating repte for 8ept 1902, 

KAL1V1ANAKI8,N Commonwealth Edison Co 02/10/01. Director 'i 
Office. Office, of Inspection and Enforcement Ip. 19600 339 24X 

Fiche. 90-294. 02/10/01,6210130306. 


— 0210130390 Monthly operating repts for Sept (962 

BUS8,R. D Commonwealth Edison Co 02/10/04 13pp 1S60O341. 
24X FUhe. 90-294.02/10/01,8210130306 
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6 Rvpartdbla- oc cijrr8nce«i LERi & related correspondence 


Q210S604&7 IPNO" 1 1 1-82-1 12 ut i 1 notlMed that high dentitv fuel storage 
racks installed do not meet design criteria lor spacing due 
to touing condition Manufacturer reanalgied seismic response 
of racks U concluded houed distance acceptable 
GROBE. J 1 WALKGfl* R ■ STREETER. J Region 3. Office of Director 
02/10/16 Ip 15Q06 237 24X Fiche 30-294. 82/ i 0/10. 821 02&0467 


DOCKET 50-266 POIMT BEACH NUCLEAR FLAMT, U41T 1 


F Stcuritg. medical, emergency fire protection plans 


8210040119 Oiccustes revision of plant emergency response procedures 
specifying necetiary precautions required before post- 
accident re-entry Into auxiliary bldg or facade, in response 
to 020914 request for info re NUREO-0737. Item II B 2 
FA/i C H His conein Electric Power Co 02/09/24 DENTON. H R 
Office of Nuclear Reactor RegulatiOin. Director CLARK. R A 
Operating Reactors Branch 3 2pp 15301 201 24X 

Fiche 30-26£>i 62/09/24. 0210040119 


0210120267 Forwards documentation re steam generator rspiacimni 
application filed prior to 020019 establishment of A8LD 
Documentation consists of steam generator repair repts it 
cor r eepondenc e between licensee L Commission \4/o encl 
HIDOWAV.DA Shew. Pittman. Potts & Trowbridge RIDOWAT.DA 
Hiscanstn Electric Power Co 82/10/07 KLINE. J R . PAXTON.If f 
Atomic Safety and Licensing Board Panel 3pp 15652 02? 

Fiche go -266. 82/10/07. 0210120267 


0210200027 Notice op 021117-20 evidentiary hearing in Two Riven. HI t* 
adequacy of inservice nondestructive testing of sleeves 
proposed to be used to repair corroded steam generator 
tubes Prehearing conference to be held after hearing 
□LOCH. P 0 Atomic Safety and Licensing Board Panel 02/10/19 |p 
15756 325 24X Fiche 30-266,02/10/15.0210200027 


0210200055 Response to HI Environ Decade 820920 amend to petition li 
intervene Decade established standing but affiant P Anderton 
must demonstrate authority to act on behalf of Decade 
Certificate of Sve encl 

BACHMANN.R O . HCGl/RREN.H J Hearing Dranch 1 82/10/10 Atcait 

Safety and Licensing Board Panel 4pp 15753 006 24)( 

Fiche 50-266.02/10/18.0210200053 


8210090272 Forwerdt addl info requested in NRC 820916 telcpn to 
support util 820630 App R exemption request Eight oversiie 
drawings encl Aperture card* are available in PDf? 

FAV. C M Ulsconiin Electric Power Co 02/09/29 DENTON. H R 
Office of Nuclear Reactor Regulation. Director CLARK. R A 

Operating Reactors Branch 3 I3pp 15606 047 24X 

Fiche 30-266. 82/09/29. 82J 0050272 


82100S0054 Forwards add! info re proposed mods for emergency support 
ctr 

FAV, C W Wisconsin Electric Power Co. 82/09/30 DENTON» N R 
Office of Nuclear Reactor Regulation. Director 16pp 15603 328 
24X Fiche 50-266.82/09/30.0210050054 


8210270256 Releases public version of revised emergency plan 
implementing procedures 

f ELTON, J H Division of Rules and Records 02/10/00 Document 

Management Branch Ip 15834 001 24X Fiche 50-266. 02/ 10/08. 

0210270256 


— 6210270259 Forwards public version of revised emergency plan 
implementing procedures. including Procedures EPIP 1 1 re 
initial c la ssif ication. EPIP 1 3 re estimation uf source 
term it EPIP i 4 re radiological dose evaluation 
FAV.C N Hi scons in Electric Power Co 02/09/10 DENTON. N R 
Office of Nuclear Reactor Regulation. Director CLARK. R A 
Opereting Reactors Branch 3 4pp J5834 002 24X 

Fiche 30-26 6. 82/10/08. 6210270296 


0210250120 Notice of appearance in proceeding Certificate of five enri 
ANDERBON. P Wisconsin's Environmental Decade 82/10/20 ipp 
15787 116 24X Fiche 50-266.02/10/20.8210250120 


0210220242 Notice of relocation of 821117-20 hearing from Twii rikverse 
to Mi Iwaukee, HI Limited appearance statements will be taken 
at original location on 821117 

QLOCH. P B Atomic Safety and Licensing Board Panel 82/10/3] || 

15775 391 24X Fiche 50-266.02/10/21.0210220242 


8210260406 Ack receipt of 821010 Itr requesting documenti lit U will 
cooperate but is not required to respond since nonpartlei 
not entitled to discovery 

CHURCHILL. B H Bhaw, Pittman. Potts L Trowbridge 82/10/72 
ANDERSON,? Wisconsin's Environmental Decade 3pp (S803 1I9 Hi 
Fiche 50-266.02/10/22.0210260406 


8210280253 Advises that util requested to send FSAR Chapter M “iUfrti 
Analyses*' to HI Environ Decade, in ref to 621018 telcon Dve 
list encl Related correspondence 

CHURCHILL. B W Shaw. Pittman. Potts 6 Trowbridge CliURCIIILl . 0 U 
Wisconsin Electric Power Co 82/10/25 ANDERSON. P IHsconiin'i 
Environmental Decade 2pp 15039 027 24X Fiche 50-266.83/10/49 

8210200253 


K Utility Final Safety Analysis Report <F8AR) L amends 


— 8210270261 Public version of revised tmergency plan implementing 
procedures. Includfing Procedures EPIP 1 1 re initial 
c Iasi i ficat ion. EPIP 1 3 re estimation of source term tc 
EPIP 1 4 rt radiological dose evaluation 

* Wisconsin Electric Power Co 02/09/10 244pp 13834 006 24X 

Fiche 50-26 6.82/10/08.6210270236 


6210190471 Forward* addl info re 020630 requests for evemptio'n from 
10CFR50 App R concerning Fire Area 9. control room L 
vertical cable trays, In response to 821001 4, 06 telcons 
w/NRC W/16 flverslxe drawings Aperture cards in PDR 
FAVrC W Wisconsin Electric Power Co 02/10/11 DENTON. H, R 
Office of Nuclear Reactor Regulation. Director CLARK. R A 

Operating Reactors Branch 3 ISpp 13734 330 24X 

Fiche; 50-266. 82/10/11.0210150471 


0 Adjudicatory correspondence 


8207290257 Chapter 4 to Point Beach updated FSAR, "RC8 " 

* triBconsin Electric Power Co 02/07/21 102pp 14921 074 Hi 

Fiche 90-266.82/07/21.0207290257 


0207290279 Chapter 11 to Point Beach updated FSAR. "Waste IHipOSiL b 
Radiation Protection 3ys ” 

» ifisconsin Electric Power Co 82/07/21 126pp 14823 311 2ti 

Fiche 50-266.82/07/21,0207290279 


P Operating license stage documents correspondence 


0210210009 Recommends review of design of interconce I ion- betwien 
redundant safety-related electrical load groups Design 
should be modified to assure full compliance w/Reg Quid's 
t 6 

HICHEL80N.C Director's Offics 00/00/27, DENTON. K R DirecUr * 
Office. 2pp 15702 208 24X Fiche’ 50-266. 00/00/27. 0210210009 


8210040129 Amend to WI Environ Decade 820010 petition to intervene 
including affidavits rsquesting Wl Environ Decade to 
intervene on affiant behalf CertiHcate of Sve encl 
ANDERSON. P Wisconsin's Environmental Decade 02/09/20 
Comml If loners 5pp 15581 196 24X Fiche. 30-266. 02/09/20. 

8210040125 


621001000B Responds to FOIA request for 19 categories of dacuatnli rr 
nuclear reactor events 4 safety problems Forwards documents 
listed in App A 

FELTON. K Division of Rules and Records 02/06/20 UDELLtR A 
Critical Mast Energy Project ISpp 15727 005 24X 

Fie he^ 50-000. 02/06/28.8210010008 


0210050251 Kemorandun L order granting suiwnary dlspoiltion of «U HI 
Environ Decade Issues sxcept issue of demonstration of 
adequacy of eddy current testing to detect cracking 
BLOCH. P 8 . KLINE, J R . PAXTON. H C. Atumic Safety end Licensing 
Hoard Panel. B2/10/0I. Wisconsin's Envlronmintal Decade. I9pp 
15610 306, 24X Fiche 50-266.02/10/01,0210050251 


8210030279 Decision ALA0-696 effirmlng A8LB 01UO5 order, psrftiit ting 
plant to return to ivc sfter refueling outage during which 
licensee iitenned to repair degraded steeoi generator by 
sleeving 

TOMPKINS. 0 A, Atomic Befety and Licensing Appeal Panel 02/10/01, 
34pp 19611:197. a4X Fiche- 30-266, 82/10/01. 0210050279. 


— 8002i40204 Forwards evaluation of proposed Tech Specs change ta «|S-r 
facility at 2250 or 2000 pile Proposed changes art 
acceptable W/o end 

CHECK. P 0, Reactor Safety Branch 79/12/26 BCHWENCER.A 
Operating Reactors Branch 1 (Pre 000420} 6pp 19727.030 2tl 
riche 90-000. 02/06/28. 8210010008 


8210-0'700D7 Responds to FOIA request far eight categories of records ri 
stsam generators it steam turbines, App A documents provided 
in B Udell FOIA Request 81-313 Forwards documents listed in 
App B 

FELTON, a H. Division of Rules end Records 02/08/10 LONC. D ^ 
Minthropi Stimsunr Putnam & Roberts 9pp 15645 063 24X 

Fiche' 90-000. 02/00/10.0210070007 
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63 


^'7312200285 Summariics atuam generator tube leak on 700920 & limp 
Leak rate reached 560 gpd at 5 00 AMi caused tuo 
tubes u^cracks located ui/in thickness of tube sheet & one 
tube ijj/'leaki^ plug General cau^e plant conversion to AVT 
S Engineering Branch <Pre 791030) 70/12/12 

grimes* D K Assistant Director #or Engineers & Projects <Pre 
790&25) 2pp 15645 244 24X Fithe 50-000*92/00/10,0210070007 


-“7909290105 Discusses steam generator tube leak inservice map Steam 
generator caused bg deep crevice cracking of three tubes 
luithin tube sheet Hot leg tube tests Indicated 52 tubes ui/ 
deep crevice cracking in eicess of SOX plugging limit 

V S Engineering Branch (Pre 791030 ) 79/09/17 

EISENKUT. 0 G Division of Operating Reactors 3pp 15645 254 
24X flche 50-000,82/00/10*8210070007 


— £004300616 Requests that util provide QM_ u/tubc samples for 
examination Forwards list of tubes 

lOGNANiV S Engineering Branch 90/04/14 SCKWENCER, A 
Operating Reactor^ Branch I (Pre 000420} 2pp 1564S 266 24X 

Fiche 50-000, B2/0«/I0i 8210070007 


-0009a404’93 Forwards safetg evaluation of Aug 19Q0 steam generator Insp 
Concludes generators mag be operated safelg per 791130 
B00103 orders 

PAMLlCii.I,S S Materials Engineering Branch 90/00/08 CLARK* 0 A 
Operating Reactors Branch 2 Ip 15645 309 24X 

Fiche 50-000.92/00/10-9310070007 


--£009040497 Safety evaluation supporting operation of steam generators 
per 791130 L B00103 orders 

Materials Engineering Branch 00/09/00 7pp 15645 310 a4X 
Fiche 50-000, 82/08/ 1 0* B21 0070007 


-“8110290050 Advises that technical reviewers providing input for BEK 
,nust be available to testify at 011O29-3J hearings Schedule 
f/ agenda info encl 

CLARK, 0 A Operating Reactors Branch 3 01/10/20 HURPHY,E * 

f'EHEHlAS, J * MO* T NRC - No Detailed Affiliation Given 3pp 
15645 271 24 X Fiche 50-000*02/08/10,0210070007 


0110300460 Requests evaluation by 011023 of util 010702 application for 
license amend to permit steam generator tube sleeving Info 
to be presented at ASLO 011029-30 hearing 

COLBURN, T 0 Operating Reactors Branch 3 81/10/19 DALLARDi R L 

Environmental Engineering Branch Ip 15645 270 24X 

Ficho 50-000,02/00/10.0210070007 


--81 1 1090062 Foruards safety evaluation for proposed steam generator 
sleeving demonstrat ion covering radiation protection St 
A1 ARA aspects 

KR EGER, 1(1 E Assistant Director for Radiation Protection 
81/10/22 NOVAK, T A Assistant Director for Operating Reactors 
4pp J5645 276 24X Fiche 50-000.82/08/10,0210070007 


--fill 1240071 Submits review of util request to demonstrate tube sleeving 
program Activities of proposed demonstration will not result 
in any significant environ impact 

BALLARD, R L Environmental Engineering Branch 01/10/23 
CLARK- R A Operating Reactors Branch 3 Ip 15645 280 24X 

Fiche 50-000, 82 / 08 / 10* 0210070007 


-*“82021 20L29 Discusses environ review of application for steam generator 
tube sleeving program Environ impact insi gnif leant 
DALLARD,R L Division of Engineering 02/01/25 CLARK. R A 
Oparating Reactors Branch 3 Ip 15645 282 24X 

Fiche 50-000,02/08/10,0210070007 


— Q210070LB5 Responds to 750320 question concerning licensing action re 
facility steam generator tube rupture incident W/o encl 
preliminary results of tube imp performed by 1 icens ee. Tech 
Specs related info 

GOLLER, K R Division of Reactor Licensing (NRR-1979 only) 

/5/03/31 OALLO. J Hearings Division Ip 15645' 201 24X 

FI Che 50-000,82/00/10,0210070007 


-“0210070107 Informs of incorrect info contained in third paragraph of 
Encl S to 750331 memo re facility steam generator tube 
rupture incident Corrected paragraph submitted 
GOLLER, K R Division of Reactor Licensing <NRR“1975 only) 

75/04/09 OALLO, J Hearings Division 2pp 13645*202 24X 

Ficho 30-000, 02/00/ 1 0, 82 1 0070007 


—0210070191 Requests technical assistance re 750226 steam generator tube 
leakage incident Review of end Info 4( current regulatory 
requirements re steam generator tube integrity requested by 
750530 W/d ends 

LEARiG Division of Reactor Licensing (NRR-1975 only) 75/04/10 
SCHROEDER,F Division of Technical Review (NRR-1979 only) 3pp 
15643 204 24X Fiche 50-000,02/00/10,8210070007 


— 8210070205 Submits summary of findings comments re facility steam 
generator tube leak incident & insp results contained in 
Annual Operating Rept 1976 Recommends that licensee be 
requested to submit insp program for next scheduled insp 
EHAO. L C Engineering Branch (Pre 791030) 77/07/25 

EISENHUT, D 0 Division of Operating Reactors 2pp J564S 235 
24X Fiche 50-000, 02/00/10.0210070007 


— 0210070208 Forurards request for addl info re 780524 steam generator 
tube leak, per LER 70-OlO/OlT-O LER does not clearly 
indicate evaluation of exact location 

* Engineering Branch (Pre 791030) 70/07/13 8DHUEKCER, A 

Operating Reactors Branch 1 (Pre 790625) 3pp 15645 241 24X 

Fiche SO'OOO, 02/00/10, 0210070007 


— 8210070217 Expresses appreciation for 791130 effort to perform 
essential licensing work on steam generator matter 
EI8EKHUT. D 0 Division of Operating Reactors 79/12/03 
TRAMMELL. C M Operating Reactors Branch 1 (Pre 800428) Ip 
15645 257 24X Fiche SO-000. 02/08/10, 0210070007 


— 8210070218 Forwards A 8chwenc«r & CM Trammell statements re 791116 
LER 79-017. per 791220 request 

SCHKENCER.A Operating Reactors Drench 1 (Pre 000428) 79/12/31 

EISENHUT, D 0 Division of Dparating Reactors 6pp 15645 250 
24X Fiche 50-000, 02/00/10.0210070007 


8210040414 Forwards Amends 63 1, 60 to Licenses DPR-24 6 DPR-27i 
raspectively, safety evaluation & notice of issuance 6 
availability Amends revise inservice insp Tech Specs 
CLARK, R A Operating Reactors Branch 3 02/00/31 FAy,C K 

Wisconsin Electric Power Co Spp 15597 134 24X 

Fiche 50-266, 82/00/31* B2100404I4 


— B210040420 Amends 63 6 69 to Licenses DPR-24 6 DPR-27i r aspect ively, 
revising language of Tech Specs re inservice insp 
requirements of safety class components to conform 
U/10CFR50 55 

CLARK, R A Operating Reactors Branch 3 02/08/31 16pp 

15597 139 24X Fiche 50-266.02/08/31.8210040414 


— 0210040425 Safety evaluation supporting Amends 63 & 68 to Licensos 
DPR-24 (( DPR-27, respectivelg 

a Office of Nuclear Reactor Regulation, Director 02/08/31 4pp 
15597 155 24X Fiche. 50-266.02/00/31*8210040414 


— 8206210571 *'Point Beach Nuclear Plant Lfnlts 1 & 2 Inservice Insp 
Program Technical Evaluation Rept " 

e Science App Heat Ians* Inc Nnc-03-82-096 SAI- 106-020-22 
82/06/15 NRC - No Detailed Affiliation Given 20pp 
15597 159 84X Fiche 50-866, 82/00/31, 8210040414 


—8210040427 Notice of Issuance << availability of Amends 63 & 60 to 
Licenses DPR-24 6 OPft-27, respective I y 

CLARK, R A Operating Reactors Branch 3 02/08/31 Spp 

15597 179 24X Fiche 50-266.02/08/31,0210040414 


0210050005 Advises that error analysis of reactor vessel water level 
instrumentation syt requested in NRC 020619 Hr will be 
available by 030115 

FAV,0 M. Wisconsin Electric Power Co 08/09/29 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARK. R A 
Operating Reactors Branch 3 ip 15605 200 24X 

Fiche 50-266, 02/09/89, B2I0050005 


0210050055 Forwards info requested In NRC 820630 Itr re implementation 
of THI Item 1 1 D 2, ”Post-Acd dent Sampling Bys " Addl 
requirements re backup power sources for lab are beyond 
scope of original NUREO-0737 Imp lamentation schedule 
BUR8T£1N,8 Wlicontln Electric Power Co 02/09/30 DENTON. N R 
Office of Nuclear Reactor Regulation, Director CLARK, P A 
Operating Reactors Branch 3 Slpp 15603 307 24X 

Fiche 50-266, 02/09/30, 0210050055 


8210050222 Application to amend Licenses DPR-24 DPR-27, revising spent 
fuel pool poison surveillance specimen location (« clarifying 
conditions for operating power-operated relief valves 
FAY,C M Wisconsin Electric Power Co 02/09/30 DENTON, H.R 
Office of Nuclear Reactor Regulation, Director, 3pp 15609.056, 

24X Fiche. 50-266, 02/09/30, 8210050222 


— 0210030231 Proposed Tech Bpecs revising spent fuel pool poison 
surveillance specimen location tc clarifying condition for 
operating power-operated relief valves 

« Wisconsin Electric Power Co. 02/09/30 3pp 15609' 059 24X 

Fiche 50-266*82/09/30,8210030222 
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8210290^26 Torwards Amflni* 6-4 69 to Lic«n«R-t DP^^-24 I* DPR-27. 

Tstpvct iv« Igi «af ev^luatian & notice of iisuance it 
avallabinty Amend* modify operatloni & •orvei U ance teifclnfi 
Teoifirafinnti of cont-a 1 ninent purge tupply t exhaust valve* 
COLBURNj T 0 operating Reactors Branch 3 62/10/04 FAY.C W 

Miiconeln Electric PoLrer Co 4pp 15863 143 24X 

Fich.0 SO-266. 82/ 10/04 r 0210290426 


9210290431 Amondi 64 & 69 to Licenie* DPR~24 & DPtt-27/ rempec t ively* 

modifying operation U surveillance testing req,uiremint« of 
containment purge supply t rrhaust Isolation valves 
termlnologij of Tech Spec 15 4 4 on testing 
CLARKfR A Oparatioff Reactor* Branch 3 02/10/04 I2pp 

I5B63 154 a4X Fiche 50-266.82/10/04.8210290426 


— 8310290436 Safety evaluation supporting Amends 64 It 69 to Licenses 
DPH-24 6 DPR-a/. respectively 

s Office of ffuclear Reactor Regulation^ Director 82/10/04 Spp 
13063 146 24X Fiche 50-266,82/10/04,8210290426 


— 8210290441 Wot ice of issuan'Ce U availability of Amends 64 tt 69 to 
Licenses DPR-24 t DPR-27, respec t* vely 

CLARK. B A Operating Reactor* Branch 3 02/10/04 2pp 

15063 131 24X Fiche 30-266.83/10/04.8210290426 


8210120267 Foruiard* documentation re steam generator replacement 
application filed prior to 820019 astab lishment of ASLD 
Documentat i on consists of steam generator repair repts 6 
correspondence between licensee ft Commission H/o etitl 
RJDOMAV. D A Shaw. Plttmanj Potts ft Trowbridge. RtOOlfAY. 0 A 
Wl a con* in Electric Power Co 02/10/07 KLINE, J R , PAXTON. H C 
Atomic Safety and Licensing Board Panel 3pp 19652 327 24X 

Fiche 30-266,82/10/07.9210120267 


6210150430 Advisfts that refueling sbutdouirt at end of Cycle 10 planned 
to begin 821022 Startup of Cycle 11 eipected to occur in 
early 1902 Cycle 11 reload core designed to operate 
under current no-minal design paraineterfi ft Tech Spec* 
fay* C W Wisconsin Electric Power Co 82/10/11 DENTOM. H R 
Office of Nuclear Reactor Regulation, Director CLARK. R A 
Operating Reactars Branch 3 2pp 13704 019 24X 

Fiche 50-266. 82 / 10/11. a2l0JS0430 


8210190284 Advises of mod to RC8 gas vent sys to prevent operation of 
power operated valves during normal plant operation. per 
921013 teUon Physical restraining device fitted on or over 
valve operator switch 

FAY*C W Wisconsin Electric Power Co 82/IO/lS DENTOM, H R 
Office of Nuclear Reactor Regulation. Director CLARK. R A 
Operating Reactors Branch 3 Ip 19742 177 24X 

Fiche SO-266. 82/10/13. 0210190264 


0210190519 Forward* responses to request for addl Info on Tech Spec 
ChaTige Re-quest 091 re operation when add! steam generator 
tube plugging cause* primary sys flaw to drop below thermal 
design flow value 

FAY*C H W-liconstn Electric Power Co 62/10/15 OENTON.H R 
Office of Nuclear Reactor Regulation. Director CLARK. R A 
Operating Reactors Drench 3 3pp 1S751 23B 24X 

Fiche 50-266.62/10/15.0210190519 


0210270294 Forwards Amends 65 ft 70 to License* DPR-24 ft DPR-27, 
respectively, safety evaluation ft notice of issuance ft 
availability Amend allows relaxation of monthly turbine stop 
ft governor valve testa during end of cycle operation 
COLSlfRN.T 0. Operating Reactors Branch 3 82/10/15 FAYiC W 

Wisconsin Electric Power Co 3pp 15836 316 24}( 

*.0210270294 


■0 Licenses DPR-S4 ft DPR-27. respect ively* 
nthly turbine stop ft g-overnor valv* 
operation, 

Branch 3 02/lQ/lS 7pp 
/lO/ I 5,021 0270294 


'"> Llcensa* 
10/15. 2pp 


.0 


Tech 


J 


— 02102*0479 Proposed Tech Spec changes incorporating revisions ri 
adffiinis trat ive control of high radiation area* 

a Wisconsin Electric Power Co 02/10/19 tp 15B06 233 24X 

Fiche 50-266. 02/10/19. B2 102604 76 


0210300295 Application to amend Licenses DPR-24 ft DPR-27. changing Tici 
Spec* re reaulrements for periodic leakage rate testing of 
containment airlock doors Class I ft II amend fees end 
FAY,C W Wisconsin Electric Power Co 02/10/21 DENTONrH fi 
Office of Nuclear Reactor Regulation. Director 3pp I5B37 273 
24X Fiche 50-266.82/10/21.8210200295 


— d210260298 Tech Spec Change Request 02. changing requirements for 
periodic leakage rate testing of containment air lock doors 
a Wisconsin Electric Power Co 02/10/21 4pp 13837 27S 2M 
Fiche 50 '366, 02/10/21.6210200295 


0210290294 Provide* results of confirmatory analysis demonstrat Lng 
that unacceptable radioactive release from containment 
would not take place as result of small break LDCA in which 
operator action required Radioactive release negligible 
FAY. C M Wisconsin Electric Power Co 02/10/22 CLARK. R A 
Operating Reactors Drench 3 Ip 15053 135 24X 

Fiche 50-266, 02/10/22.0210290294 


0 Inspection reports, IE Bulletins ft correspondence 


0107270156 Forwards addl info in response to IE Bulletin BO-I L re 
masonr-y walls Thirteen repts ft 109 oversiie drawings end 
Aperture cards are available in PDR 

FAYrC W Wisconsin Electric Power Co 81/07/17 DENTON. H R 
Office of Nuclear Reactor Regulation, Director CLARK. R Dperaiirj 
Reactors Branch 3 I9pp Available at NTIS 09151 026 24X 

Fiche 50-266 . 01/07/17.0107270156 


'-G10727D161 *‘t1odal Contribution to Dynamic Analysis Results " 

« CoAputech Engineering Services. Inc R 553 02 01/07/31 1 1'Ji 

091S1 045 24X Fiche 50-266. 0i/O7/ 1 7. 61 07270156 


—8107270166 "Cyclic Loading Tests of Masonry Single Piers, Vol I " Hisj 
to Width Ratio of 2 " 

HIDALOO. P A . MAYES. R L . MCNIVCN.H D California. Unlv of. 
Berkeley UCD/EERC-76/27 VOl 70/11/30 14lpp Available el 
NTTS 0915! 150 24X Fiche 50-266.61/07/17.6107270156 


— 6107270169 "Cyclic Loading Tests of Masonry 8ingle Piers. Vol 2 
to Ifidth Ratio of 1 " 

CHEN. 8 J . KIDALGO. P A . MAYES. R L California. Univ of, 
Berkeley UCD/EERC-70/28 V02 70/12/31 lODpp 09151 296 CH 

Fiche 50-266,81/07/17,9107270156 


— 6107270174 "Cyclic Loading Tests of Masonry Single Piers, 9ol J - ini' 
to Width. Ratio of 0 5 " 

MIDAUCO. P A , MAYES, R U . MCNIVEN. H D California. Unlv of- 
fiarkeUy 4JCfl/eERC-79/l2 V03 79/05/31 I54pp Available at 

NTIS 09152 124 24X Fiche 50-266.01/07/17.0107270156 


— 8107270178 "Shelling Table Study of Single-Story Masonry Hou«es<Ve3 i 
Test Structures 1 ft 2 " 

01>LKAN,P . HAYES, R L . CLCX/OH.R U California. Unlv of. Berltla^ 
OCa/EeftC-79/23 VOl 79/09/30 275pp Available at NTIS 

09152.277 24X Fiche ' 50-266. 01/07/ 17. 01072701 96 


—8107270162 "Shaking Table Study of Single-Story Masonry Hou*ef>V«l 2- 
Test Structure* 3 ft 4 " 

OOLKANrP . MAYES, R L . CLOUOH. R W California. Univ of. Berlilei 
UCB/EERC-79/24 V02 79/09/30 BOOpp 09153 104 24X 

Fiche 50-266,81/07/17,8107270156 


-■’8107270166 "Shaking Table Study of Single-Story Masonry iloutit.Vol 3- 
Summery ) Condusion* ft Recommendettoni '■ 

CLOl/OM, R.W , MAYES. R L , OVLKAN. P CeliFornla. Univ of, Berleln 
UCD/EERC-79/25 V03 79/09/30 ilOpp Ave liable at MTIS 

09154 076 24X Fich* 50-266,81/07/17,0107270156 


—8107270168 "Cyclic Sheer Tests of Masonry Piers.Vol 1 - Test PeivMi 
MAYES.B.L , OHATE.Y. CLOUGH, R W California. Univ of, HirktUg 
EERC 76-8 76/05/31 lOSpp 09194 182 24 X 

Fiche. 50-266. 01/07/17.81 07270 1 56 


—6107270191 "Cyclic Shear Tests of Masonry Piers.Vol 2 - Analyiti o-f 
Test Results " 

HAYEBrR L , OMATE. Y . CLOUOHi R W Cetiforniai Univ of. Berbtlii 
EERC 76-16 76/06/30, 7Bpp 09134 266 24X 

Fiche: 50-266. 01/07/17. 6107270156 


—8107270194 "Strength of Timber Roof Connections Subjected to CytUi 
Load* " 

OULKAN, P . MAYES. R L . CLOUGH. R W California, Univ of. Berielii 
UC0/eERC-7e/17, 70/09/30 171 pp 09155 005 24X 

Fiche- 50-266, 81/07/17, B107270156 
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-^8107270196 Litertiture Gi>rvey Transverse Strength of Masonry Malls 
DKATE. V . IIA/ES.R L . CHEN. S 'J CaUfornja. Univ of. Derkeleg 
UCG/EEnC-77/07 77/03/31 M9pp 09155 140 24X 

Fiche 50-366. D1/O7/17.B10727O1 56 


--Gt07270l9a 'tuterature Survey C ompress ive. Tens » le. Bond & Shear Strength 
□ f liasanrg " 

MAVES R L . CtOUGH-R W California. Univ of. BerbeUy EERC 
/5-15 75/06/30 212pp 09155 286 24X Fiche 50-266.01/07/17. 

0107270156 


'“01-07270197 "5tate~of-»-hc-Ar t in Soismlc Shear Strength of Masonry 
Evaluation t Revieui ' 

MAVES. R L ' CLOUGH. R W California, Univ of, Berkeley ECfiC 
75-21 75/10/31 M7pp 09156 135 24X Fiche 50-266. 01/07/17. 

8107270156 


«210<37O007 Responds to FOIA request for eight categories nf records re 
-steam generators & steam turbines App A documents provided 
in B Udell FOlA Request 01-313 Forwards documents listed in 
App D 

FELTON. J H Division of Rules ^nd Records 02/OB/lO LONG, D J 
Winthrop. Stimson. Putnam 4, Roberts 9pp 15645 063 24X 

Fiche 50-000.02/00/10.0210070007 


— 7012200205 Burmariies steam generator tube leak on 7Q0920 t* i nsp 
L-ea k rale reached 560 gpd at 0 00 AM. caused by tuo 
tubes u>/cracks located w/in thickness of tube sheet & one 
tube w/loaky plug General cause plant conversion to AVT 
KOONAN, V S Engineering Branch (Pre 791030) 70/12/12 

GRIMES, D ^ Assistant Director for Engineers l< Projects iPre 

790625) 2pp 15645 244 24X Fiche 50-000,82/00/10.0210070007 


--7909200105 Discusses steam generator tube leak 6 mservice insp Steam 
generator caused by deep crevice cracking of three tubes 
uithin tube sheet Hot leg tube tests indicated 52 tubes w/ 
deep crevice cracking in excess of 50X plugging limit 
AOONAN. V a Engineer mg Branch (Pro 791030) 79/00/17 

EISENHUT. D 0 Division of Operating Reactors 3pp 1S64S 254 
24X Fiche 50-000,82/00/10,0210070007 


-D3JQD70139 Forwards tabulated data on steam generator insp ^ maint at 
facilities Data should be provided to licensees 
JPP-OLITO, T Operating Reactors Assessment Branch 02/04/01 
VARGA, S Operating Reactors Branch 1 5pp 15645 131 24X 

Fiche 50-000,82/08/10.0210070007 


--G210070172 Forwards info re steam generator integrity U Jnsps at all 
operating PRRs. per 7S0320 b 21 requests Details of insps. 
including defect ind icati Dns. tube plugging criteria (< tubes 
plugged will not be provided except for Point Beach 1 
QQLLER K R Division of Reactor Licensing (NRR-1975 only) 
75/03/24 MACCARY. R R Division of Technical Review (NnR-1975 
only) Spp 15615 196 24X Ficho 50-000,02/08/10.0210070007 


--8210070205 Submits summary of findings ^ comments le facility otonm 
generator tube leak incident & insp results contained in 
Annual Operating Rapt 1976 Recommends that licensee b« 
requested to submit insp program for next scheduled insp 
CHAD. L C Engineering Branch <Pre 791030) 77/07/25 

ElSENHUr.D G Division of Operating Reac tors 2pp 15645 235 
24)C Fiche 30-000. 02/00/ iO. 021 0070007 


— 0210070220 Forwards evaluation of 000226 proposed steam generator insp 
6 Lube pui I ing program Recommends that program be revised 
to reflect listed cammants 

hjOaWAN.V 5 Engineering Branch 02/08/10 8CHWENCER. A 
Operating Reactors Branch 1 {Pre 000420) 2pp 15645 260 24X 

FichB 50-000,02/00/10,8210070007 


0210040414 Forwards Amends 63 «< 60 to Licenses DPR-24 U DPR-27, 
respec Live 1 y > safety evaluation It notice of issuance & 
availability Amends revise mservice insp Tech Specs 
CLARK. R A Operating Reactors Branch 3 02/00/31 FAY. C M 

Misconsin Electric Power Co 5pp 15597 134 24X 

Ft4;he 50-266.02/00/31.0210040414 


— 0210040420 Amends 63 S' 60 to Licenses DPR-g4 8. DPR-27. respect ively, 
revising language of Tech Sped re mservice insp 
requirements of safety class components to conform 
w/lOCFRSO 35 

CLARK, R A Operating Reactors Branch 3 02/00/31 16pp 

15597 139 24X Fiche 50-266,02/00/31,0210040414 


— 0210040425 Safety evaluation supporting Amends 63 & 60 to Licenses 
DPJl-24 to DPR-27, respectively 

^ Office of Nuclear Reactor Regulation, Director 62/00/31 4pp 
15597, 155 24X Fiche 50-266^03/00/31,0210040414 


— 8206210571 "Point Beach Nuclear Plant Units 1 6 2 Insorvico Insp 
Program Technical Evaluation Rept " 

a Science Applications, Inc NRC~03-82-096 SAI- 106-020-22 
82/06/15 NRC - No Detailed Affiliation Given 20pp 

JS597 139 24X Fiche 50-266,02/00/31.0210040414 


— 0210040427 Notice of issuance L availability of Amends 63 & 6Q to 
Licenses OPR-24 «. DPR-27, i espec tlve ly 

CLARK. R A Operating Reactors Branch 3 02/00/31 3pp 

13597 179 g4X Fiche 50-266.02/08/31,0210040414 


0210050106 Forwards IE Insp Repts 30-266/82-12 L 50-30J/B2-12 on 
820303-04 t< 0613 & notice of violation 

KEPPLEft.J 0 Region 3, Office of Director 02/09/15 BURSTEIN, B 
Ulsconsin Electric Power Co 3pp 15611 115 24X 

Fiche 30-266,02/09/13.8210050106 


— 8210050194 Notice of violation from Insp on 020503-04 -I. 0615 
KEPPLER. J 0 Region 3, Office of Director 02/09/15 3p p 
15611 lie 24X Fiche 50-266.02/09/15,8210050106 


— B210050205 IE Insp Rapts 50-266/02-12 !< 50-301-82-12 on 020503-04 «< 
0615 Noncompl iance noted failure to control access to high 
radiation areas 6 failure to follow approved procedures 
LOVENDALE, P C , JIAOUE. R L . OREGER. L R Region 3. Office of 
Director 82/07/13 Opp 15611 121 24X Fiche 30-266t 82/09/15, 

0210050186 


0210070033 Notifies that foes for 020820 application requesting relief 
from certain inservice insp requirements not remitted 
w/app I Icatlon Class lit fee category appropriate 
DIOGS.R H License Fee Management Branch 02/09/23 FAYiC W 
Mlsconsln Electric Power Co Ip 15645 346 24X 

Fiche 30-266, 02/O7/23» 8210070033 


0210050256 Requests relief from AGUE Section Xl,lnaervico insji 
requlremunts re frequency of reactor vessel interior exam 
FAY, C W Wisconsin Electric Power Co 08/09/29 DENTON, H « 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 4pp 15610 206 24X 

Fiche 50-266.02/09/29.8210050256 


Q210190669 Forwards IE Insp Repts 50-266/02-20 6 50-301/02-80 on 
020914-16 No noncompl iance noted 

LITTLE, W 8 Division of Engineering & Technical Programs 02/10/04 
BUR8TEIN, 0 Wisconsin Electric Power Co 2pp 15738 152 24X 

Fiche 50-266.02/10/04.8210190669 


—8210190675 IE Insp Repts 50-266/02-20 1, 50-301/02-20 on 020914-16 
No noncompliance noted Major areas inspected surveillance 
6 callbr procedures performance history 

MASSE, R A , PESCMEL, J M < HAWKINS. F C Dlvlston of Engineering 
Technical Programs 02/09/29 4pp 13730 154 24X 

Fiche 50-266,82/10/04.8210190669 


0200190233 IE Info Notice 80-35, Suppl l, "Leaking h Dislodged 1-123 
Implant Seeds “ 8vc list end 

CODDrL I Division of Fuel Facilities. Materials 6 Safeguards 
02/10/06 Consolidated Edison Co of New York 66pp 15761 250 
24X Fiche 50-000,82/10/06.0200190233 


8210100067 Forwards Class III fee re 020820 request for exemptions 
from certain intervice insp requirements Util considers 
imposition of 10CFRI70 22 fees inappropriate as request does 
not involve license amend 

FAV.C W Wisconsin Electric Power Co 02/10/11, DENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 Ip 15720*003 24X 

Fiche 50-266, 82/10/11,02101 00067 


0200190230 IE Bulletin 82-03, '•Streis Corrosion Cracking In Thick- 
Mall, Large-Dl ameter. Stainless Steel, Recircu lation 0ys 
Piping at BWR Plants. “ Bve list end 

DEYOUNOfR C Director's Office, Office of Inspection and 

Enforcement 82/10/14 Consolidated Edison Co of New York 

lISpp 15810 123. a4X Fiche 50-000,02/10/14,0200190230 


R Periodic operating reports related correspondence 


8210150130 Forwards monthly operating repts for Sept 1902 

FAYfC W Wisconsin Electric Power Co 02/10/11 Office of 
Nuclear Reactor Regulation, Director Ip 15697 074 241C 

Fiche. 50-266, 02/10/11,0210150150 


— 0210150130 Monthly operating repts for Eept 1902, 

FAY.C W Wisconsifi Electric Power Co 82/10/04 0pf J5697.075 
24X Fiche 30-266,82/10/11,0210150150. 
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S f?epoTtabl® o ccurr«>nc»'S^ LERi 4 rclatarf corretpondence 


0210250250 Forward » LEfl 82-01 5/03L''0 

FAYi C. W Hi* con* in Electric Pauer Co 62/10/13 KEPPLERj J 0 
Reflion 3. Offic* of Director Ip 15791 Hfi a4X 
rich* 50-266.82/10/13.8210350250 


— 82t0250262 LER 82-015/03L-0 on 920914. fluid lev* I in gat *tTipp 0 r nafcad 
decreailng abnormally after itripper returned to sve 
follDujing oiaint Cau*ed by high *tre*< lou cycle failure of 
lap joint flange stub piece Lap joint flange replaced 
FAY. C H WlscOTisln Electric Power Co 82/10/13 Region 3, 

Office of Director Opp 15771 149 24X Ficho 50-266. 02/ 10/13. 

8210250258 


92iO'2S0344 Forieard* LER 92-01 6/OlT-O 

FAYp C H Wisconsin Electric Power Co 02/10/15 KEPPLER.J 0 
Region 3. Office of Director Ip 15790 332 24X 

Flche 50-366.82/10/15.8210250344 


— e2i0250352 LER 82-016/01T-0 on 821002. containment isolation valve 
LGV-32aOC in luction line of radioactive gas 6 particulate 
monitoring *y» failed to close Caused by failure of 3-uag 
solenoid valve to cycle 9alve closed 6 repaired 
FAY.C W Wliconiln Electric Power Co 02/10/15 Region 3. 
Office of Director 4pp 15790 333 24X Flthe 50-266.03/10/15* 

8310250344 


T Hearing transcript* on non-ant 1 trust matters 


83L0-{>a0052 Transcript of B2l'0D6 telephone conference to discuss 
rescheduling of hearing in Hash Ing ton. DC Pp Ir342-li352 
a Atomic Safety and Licensing Board Panel 83/10/06 12pp 
15643 204 24X Flcfte 50-266.82/10/06.8310060052 


docket 50-267 FORT ST WAIN MUCLGAR OENERATIWO STATIDM 


F Security, medical, emergency & fire protection plan* 


8209150434 Releases public version of updated radiological emergency 
response plan. 

FELTON. J. M Division of Rules and Records 62/00/29 Document 
Management Branch Ip 14B90 193 24X Flche 60-267.82/06/23. 

0209150434 


*—8209160440 Forwards public version of updated radiological emergency 
response plan, per 020315 rectuest End revision Is almost 
complete rewrite except for visitors ctr le RERP-FIELD 
procedures H/o end 

HAREKfiOl/RO; D Public Service Co of Colorado, 02/08/10 
ROHRERtD Director's Office. Office of Inspection and Enforcement 
Ip 14890 194 24X Flcbe 90-267. 82/08/25. 6209150434 


0210250083 Commits to revising security plan 6 implementing Frocodure 
APH 0-4 to provide for background Investtgat ion of outside 
contractor personnel at facility Screening program ul 1 L be 
implsmented within 60 days 

LEE.O R Public Service Co. of Coloraifo 82/06/25 COLLINS. J T 
Region 4. Office of Director. 3pp 15787 083 24X 

Flche 50-267.62/06/3518210250083 


8210210073 Releases public version of radiological emergency response 
plan implementing procedures. 

FELTOWi J.itf Division of Rules and Records 02/09/29 Document 
Management Branch Ip 19774 136 24 X Fiche 50-267.82/09/29. 

6210210073 


— 02t-O-2tOO8l Forward* public version of radiological emergency response 
plan implementing pTocedurei. i nclud ing Inp lant/ons 1 tc 
■'' ' ’ure & field monitoring 


6210'220404 Ack receipt of B208J9 response to App A items of l-E 
Emergency Preparedness Appraisal Rep t 50-267/83-01 Addl Info 
needed to complete evaluation of response 

MADSEN. 0 L Division of Resident. Reactor Project Si Engineer Irg 
Programs 02/10/19 LEE. 0 R Public service Co of CoUrad'o f|i 
15779 160 24X Flche 50-367.02/10/19.0210230404 


p Operattny license stage documents 6 correspondence 


9310040114 Foruards info documenting satisfaction of each trlterioji 
of MUREO-0737. I tern TI B 3 fo post-accident sampling sys 
ORNL investigation of source terms remains only open item 
WAREMQODRO Public aervice Co of Colorado 82/09/27 CiAflK.ll A 
Operating Reactors Branch 3 40pp 15501 146 34X 

FJehe 50-267.82/09/27.8210040114 


B21OO0D356 Forwards ‘^Radlochemica 1 Analysis of First Plateout Prcitr 
from Fort St Vraln High-Temp Oas-Coolsd Reactor " 

HAREMBDURO. D H Public Service Co of Colorado 83/09/2/ 
KUliNYC/. 0 HRC - No Detailed Affiliation Given Ip 15fi49 J'JIO 
24X Flche 50-267.82/09/27.0210080256 


--0210080250 "Rad 1 ochemical Analysis of First Plateout Probo frcM Fcrt 
St Vrain High-Temp Oas-Cooied Reactor " 

GURNETTE.R D OA Technologies. Inc /General Atomic Ca OA-AiA/AI 
82/06/30 128pp 15649 201 24X Flche 50-267.82/09/27. 

8210080256 


9210060273 Fo-rwards suppl to EE-1 1-0002. Revis ion 2. “Addl Burv* 1 1 lar.ci 
Rei^ulrements for PCRV Penetrations t' Closures." & suppi to 
EE- 22-0002. Revision I. "Inservlce Insp 8. Testing Program 
Addl Surveillance Requirements for Steam Generator " 

8REY. H L Public Service Co of Colorado 63/09/30 CLARh. II A 

Operating Reactor* Branch 3 2pp 15621 180 24X 

Flcfi# 50-267. 02/09/30. 9210060273 


— 0210060283 Sufpl to EE-1 1-0002. Revis 1 on 3. "Fort 8t Vrain A-ddJ 
Surveillance Requ 1 remont* for PCRV Penetrations 4i Closuril " 

* Public Service Co of Colorado 02/09/30 i2pp 15621 III*/ 
24X Fiche 50-267.82/09/30.8210060273 


—6210060266 Suppi to EE-22~0002. Revis 1 on 1. “Fort St Vraln Inssrvic* 
Insp it Testing Program Addl Surveillance Requirement* foi* 

Steam Generator “ 

« Putiiic Service Co of Colorado 83/09/26 7pp IS631 194 
24X Fiche 50-267. 82/09/30.8210060373 


9210190701 Forwards "Fort St Vrain Accident Reanalysis Cndt Iflfl’A 31 
Verification Following Region Outlet Temp Redistribution*" 
per 010210 meeting commitment Code accurately predict* 
trancient behavior in temp redistribution configuration. 

GREY. H L Publlr Service Co of Colorado 82/10/06 NOVAK, f H 
Assistant Director for Operating Reactors Ip 15736 159 •!Ai 
Fiche 50-267.02/10/06.0210190701 


—8210190706 “Fort St Vraln Accident Reanatysis Code (RGCA 31 
Verification rollowing Region Outlet Temp Redistribution " 
e Public Service Co of Colorado 83/10/06 42pp 15/J6 I*16 
24X Flche 50-267* 82/10/06.8210190701 


6210270104 Forwards 021012 application to amend License DPR-IH. is | 
surveillance requirements 

LEE. D R Public Service Co of Colorado 92/10/15 CLARK.R 
Assistant Director for Operating Reactor* 2pp 15027 0!1D ii'4Ji 
rich# 50-267. 02/10/15, B21 0270 104 


— 8210270113 Application to amend License DPR-34. chang Ing Tech lipece ie 
Inservlce insp 4. testing program surveillance requiremenli 
LEE, 0 R Public Service Co of Colorado 82/10/12 9pp 
15027 052 24X Flche 50-267.82/10/15.021 0270104 


— 0210270118 Proposed Tech Specs changes Involving reserve ihutduv-s S|^ 
surveillan-cej primary coolant sys surveillance requirenenti. 
tendon corrosion U anchor assemblies Implementation sehiduli 
& 6AR end 

M Public Service Go of Colorado. 02/10/15 54pp 19827 D6I 
24X Fiche 50-267, 02/10/19.8210270104 


G. Inspection reports. lE Bulletins I. correspondence 


8210050226 Forwards IE Insp Rept 50-267/02-20 on 820801-31 He 
nancompliance noted 

HADBEN. 0 U Division of Resident. Reactor Project U Enginiirin] 
program* 82/09/16 LEE.O R Public Service Co of Colereie 
15600*309. 24X Fiche 50-267.02/09/16.8210050226 
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-02JOOSO2-39 lE Insp Rept 50-267/02-20 on 020001-31 No noncomp 1 lance 
noted Major areas inspected surve x Maticei malnt* oporat i onal 
safety ver 1 f xcati an. previous insp f inding s« p lant operations 
Z. procedures It repts 

DICKERSON M W . PLUMLEE. G L . WE5TERMAN, T F Diviexon of Resident, 
Reactor Project V Engineering Programs 02/09/10 I3pp 
15608 3(1 24X Fiche 50-267.02/09/16.0210050226 


0310060273 Foruards suppl to £E-1 1 “0002. Revi s ion 2. "Addl Surveillance 
iReq.utr ements for PCR9 Penetration* ^ Closures, “ 6 suppl to 
££-22-0002. ne VI s I on 1. “Inservice Insp V Testing Program 
Addl Surveillance Requirements for Steam Generator “ 

BREV', H t. Public Service Co of Colorado 02/09/30 CLARK, R A 
Operating Reactors Oranch 3 2pp 15621 100 24X 

Fiche 50-267.02/09/30.8210060273 


—8210060202 Suppl to EE- 1 1 -0002, Revi s i on 2. ^'Fort Bt Vrain Addl 
Surveillance Requiremerits for PCBV Penetrations it Closures 
* Public Service Co of Colorado B2/O9/20 l2pp 15621 102 
24X Fiche 50-267,92/09/30,0210060273 


--82I00602&6 Suppl to EE-22-0002, Revi s i on 1. "Fort St Vram Inservice 
Insp i Testing Program Addl surveillance Requirements for 
Steam Generator " 

-» Public Service Co of Colorado 02/09/20 7pp 15621 194 
24X Fiche 50-267.02/09/30.8210060273 


82&B19Q233 IE Info Notice BO-35, Suppl 1, "Leaking tc Dislodged 1-125 
implant Seeds " Sve list end 

CODD.L I Division of Fuel Facilities, Materials 1* Safeguards 
82/10/06 Consolidated Edison Co of Neu York 66pp 19761 290 

24 X Fiche 50-000,02/10/06,0200190233 


0210280142 Forwards IE Insp Rept 50-267/82-19 on 02OBO9-13 i< 0030-0903 
notice of violation 

MADSEN, C L Division of Resident, Reactor Project Engineering 
Programs 82/10/06 LEE, 0 R Public Service Co of Colorado 2pp 
15037 227 24X Fiche 50-267,82/10/06.8210200142 


--8210280145 Notice of violation from insp on 020809-13 St 0030-0903 
■a Division of Resident. Reactor Project 8< Engineering Programs 
03/10/06 Ip iSB37 229 2^X Fiche 50-267.02/10/06.8210200143 


--0210280149 lE Insp Rept 50-267/92-17 on 020009-13 it 0830-0903 
Noncomp 1 1 anc e noted failure to maintain test records of 
sa f etij-r e ia ted design changes 

REDANDj R T , WESTERMANi T F Division of Resident. Reactor Project 
4. Engineering Programs 02/09/29 9pp 15037 230 24X 

Flcfie 50-267,82/10/06,0210200142 


0208190230 IE Bulletin 82-03. "Stress Corrosion Cracking in Thick- 
Wall . Large-D( ameter, Stain less Gtee) , Rec ircu lation Sgs 
Piping at BUR Plants " Sve list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enrorcement 82/10/14 Consolidated Edison Co of New York 

U5pp 15810 125 24X Fiche 50-000. 82/10/14.8208190230 


8210270104 Forwards 021012 application to amend License DPR-34, revising 
surveillance requirements 

LEE.O R Public Service Co of Colorado 82/10/15 CLARK, R 
Assistant Director for Operating Reactors 2pp 15027 050 24X 

Fiche 50-267,82/10/15,0210270104 


— 0210270113 Application to amend License DPR-34, chang ing Tech Specs re 
inservice insp 6 testing program surveillance requirements 
LEE, O R Public Service Co of Colorado 02/10/12 9pp 
15927 052 94X Fiche 50-267,02/10/15,8210270104. 


— 0210270118 Proposed Tech Specs changes involving reserve shutdown sys 
turve i ] lane e, primary coolant sys surveillance requirements, 
tendon corrosion (t anchor assemblies Implementation schedule 
it SAR enc 1 

a Public Service Co of Colorado 02/10/15 54pp 15027 061 
S4X Fiche 50-267.02/10/15.0210270104 


a310220'404 Ack receipt of 020019 response to App A items of IE 
Emergency Freparedneis Appraisal Rept 50-267/02-01 , Addl info 
needed to complete evaluation of response 

MADSEN, 0 L Division of Resident, Reactor Project & Engineering 
Programs 62/10/19 LEE, 0 R Public Service Co of Colorado 2pp 
G5779 I6D 24X Fiche 50-267,82/10/19,0210220404 


R Periodic operating reports & related correspondence 


B210130-344 Forwards monthly operating rept for 8ept 1902 
WAREHaaURG. D Public Service Co of Colorado 82/10/06 
Director's Office, Office of Inspection and Enforcement, tp 
IS692 030 24X Fiche 50-267.02/10/06,0210130344 


— 0210130349 Monthly operating rept for Sept 1982 

hCBRIDEiL H Public Service Co of Colorado 62/10/06 Spp 
15602 031 24X Fiche 50-267,02/10/06,8210130344 


8210190659 Forwards monthly operating rept for Sept 1982 
MAREKBDURD. D Public Service Co of Colorado 82/10/12 
OAMMILL, W P Assistant Director for Operating Reactors 2pp 
19737. OBI 24X Fiche 50-267,02/10/12.8310190695 


— 8210190667 Monthly operating rept for Sept 1902 Narrative summary end 
MCBRIDE. L M Public Service Co of Colorado 62/10/06 9pp 
15739 083 24X Fiche 50-267,02/10/12,0210190655 


S Reportable occurrences, LERs it related correspondence 


8210050331 Forwards LER B2-035/oaL-0 Detailed event analysis end 
WAREMBOURO^D Public Service Co of Colorado 82/09/23 
COLLINS, J T Region 4. Office of Director 4pp 15602 394 24X 

Fiche 50-267,82/09/23,0210050331 


—0210050337 LER 02-O39/O3L-O on 020827, eng Ine IB of standby generator 
set lA rendered inoperable Caused by indicator lamp 6/or 
lamp soclcet short c ircu iting, causing 19 amp fuse to blow 
in engine 10, 125-valt rfc cranking circuit 

FULLER. C Public Service Co of Colorado 82/09/23 Region 4, 
Office of Director Ip 15602 350 24X Fiche 50-267,02/09/23, 

021OOSO331 


0210190537 Forwards LER S2-036/03L-0 Detailed event analysis end 
WAREMBQURO, D Public Service Co of Colorado B2/1O/O0 
COLLINS, J T Region 4. Office of Director 3pp 15751 323 24X 

Fiche 50-267,02/10/08,0210190537 


— 8210190543 LER 02-O36/O3L-O on 820900, one of two bearing water makeup 
pumps removed from sve Caused by need to rebuild mechanical 
seal due to normal wear Seal rebuilt 

FULLER, C Public Service Co of Colorado 02/10/00 Region 4 j 
O ffice of Director Ip 15791 326 24X Fiche 50-267,02/10/00, 

0210190537 


0210190547 PND- lV-02-037 on 821013, inrfi cation of Increasing reactor 
bldg activity << decreasing regeneration brain pressure 
occurred Caused by gaseous radioactivity leaking from 
flangad line in A purification train 

WESTERMAN.T F . MADSEN. 0 L Region 4, Office of Director 02/10/13 
Ip 19791 360 24X Fiche 50-267, 02/10/13,0210190547 


DOCKET 50-269 OCONEE NUCLEAR STATION, UNIT 1 


F Security, medical, emergency St fire protection plans 


0210010352 Forwards revision to safeguards contingency plan Revision 
withhold (ref I0CFR73 21) 

TUCKER, H B Duke Power Co 02/09/17 DENTON, H R Office of 
Nuclear Reactor Regulation, Director Ip 19974 139 24X 

Fiche 50-267,02/09/17,0210010352 


0210260529 Agrees w/determinati on to locate fire hose stations outside 
affected fir# areas Change from earlier commitment 
acceptable 

8TGLZ, J F Operating Reactors Branch 4 02/09/23 TUCKER, H B 

Duka Power Co 2pp 15030 10? 24X Fiche 90-269i 62/09/23, 

8210260329 


8210040232 Application to amend Licenses DPR-3B, DPR-47 St DPR-59 Amend 
request* deletion of Tech Spec 6 4 2 re site emergency drill 
S' definition of time within which redundant component test 
must be performed prior to performing malnt per Tech Spec 
TUCKER, H.B Duke Power Co 82/09/27 DENTON, NR Office of 
Nuclear Reactor Regulation, Director 3pp 153B6 104 24X 

Fiche 50-267,02/07/27.0210040232 


—0210040845 Proposed revision to Tech Spec Pages 3 3-6 St 6,4-1 re site 
amergancy drill & time period within which redundant 
component test must be performed prior to performing maint 
a Duke Power Co. 02/07/27 4pp. 15506 107 24X 

Fiche 50-267, 02/09/27, 8210040232 


P Operating license stag* documents U correspondsnee 


0209130256 Forwards task force on pressurized thermal shock audit of 
Robinson plant re adequacy of in-plant training programs 
4, operating procedures NRC wlH conduct similar audit at 
Brunswick plant. 

NOVAK, T M Assistant Director for Operating Reactors, 82/04/83. 
PARKER, H P Duke Power Co. 2pp 13009 036 84X 

Fiche. 50-269, 82/04/83,0205130256 
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G2l00&003i6 Rv«p ondf FOTA -for documtnifct re pin» dxigned to 

hold neutron fMclding pads Irii place under accident 
c ondt tlOTif- Foruards document* listed on App A 

FELTON. J H Division of Rule* and Records B2/0B/13 EDDLENAN. U 
Public Interest Resaarch Group In Nortn Carolina 2'pp 240 

24X Fiche S0-2^9« 82/00/13.0210080036 


— 8210080044 No t i f 1 ca t i cti of 811009 meeting ui/utll in Oethesda. MD to 
dlfcus* broken t^ermal shield bolts in Unit 1 

IIAONER.P C Operatingi Reacto-rs Branch 4 81/10/05 STOLZi J F 

Operating Reactors Branch 4 2pp 15669 268 24X 

Fiche 50-000 , 02/08/ 1 3. 8210000036 


— 8208250417 Discusses broken core barrel assemblg thermal shield bolts 
at Oconee 1 6. app 1 icab 1 1 (tg to other Bbt4 plants Insp of 
Oconee 3 it other BfiiM plants br/fchermal shield bolts made of 
same metis racommended 

OLSHlNSKi.J A Division of Engineering 6 Technical Progrem* 
02/03/29 EISENHUT.D O Division of Licensing 4pp 19669 285 
a4X Fiche 50-000.82/08/13.8210080036 


S210040107 Advises that vtil response to MiC B2021B Itr ulll be 
provided by 62100B Receipt of Info from crane vendor 6 
extraordinary analytical uork have delayed response 
TUCKERiH B Duke Pouer Go 82/09/24 DENTON. H R Office of 
Nuclear Reactor Regulation. Director STOLZ.vP F Operating Reactors 
Branch 4 Jp 13581 024 24X Fiche 50-369.82/09/24.8210040107 


8210040232 Application id amend Licenses DPR- 36. DPR -4 7 6 OPR-55 Amend 
requests deletion of Tech Gpec 6 4 2 re site emergency drill 
6 definition of time uithin which redundant component test 
must be performed prior to performing malnt per Tech Spec 
TUCKER. M D Duke Power Co 82/09/27 DENTON.HR Office of 
Nuclear Reactor Regulation. Director STOLZ.JF Operating Reactors 
Branch 4 3pp 1S5G6 104 84 X Fiche 50-369, 82/09/27. 0210040233 


•-8210040245 Proposed revision to Tech Spec Pages 3 3-6 2, 6 4-1 re site 
emergency drill 6 time period uithin which redundant 
component test must be performed prior to performing malnt 
a Duke Power Go 82/09/27 4pp 15506. 1D7 24X 

Fiche 50-269,62/09/27.0210040232 


0210190145 Foruard* Amends U3. 113 Ic 110 to Licenses DPR- 30, DPR -47 k 
DPR-55, respec tively. safety evaluation b notice of Issuance 
£( availdbillty Amends revise Tech Specs to allow full pouer 
operation of Unit 3 during Fuel Cycle 7 

NAONERi P C Operating Reactors Branch 4 82/09/29 TUCKER. H D 

Cuke Power Co 2pp 15797 341 24X Fiche 50-269,82/09/29. 

0210190145 


--8210190154 Amends 113,113 U 110 to Licenses DPR-30, DPR-47 k DPR-95, 
respective! y, revi sing Tech Specs to allow full pouer 
operation of Unit 3 during Fuel Cycle 7 
8TDLZ.JF Operating Reactors Branch 4. 82/09/2? 31pp 

15757 343 24X Fiche 50-269.02/09/29,8210190145 


— 8210190161 Safety evaluation supporting Amends 113.113 k ilO to 
Licenses DPR-38, DPfl-47 k DPR-55, res pectively 

a Office of Nuclear Reactor Regulation, Director 02/09/29 6pp 
15758-012 24X Fiche 50-269.82/09/29,6210190145 


— 8210190169 Notice of issuance k availability of Amends 113.113 k 1 lO to 
Licenses DPR-3e. DPR-47 k OPR-55. Titpectlvely 
6T0LZ, J F Operating Reactors Branch 4 02/O9/S9 2pp 

15758 018 24X Fiche 50-269. 02/09/29, B2 1 0190145 


3210160323 Responds to 620913 Itr re reactor bldg purge bus Position 
given in B10707 8< 17 Itrs remains unchanged Schedule for 
submitting info indicating purge sys meets operability 
requirement* requested 

LAlNASr 0 C Ass1«tant Director for Optratltig Reactors 62/09/30 

15745 334. 24X 

10100323 


ongoing NRC research program 
il *y* Facility 
W N86S plant Declines 
n»d 

Office of 
Division of 
/07, 8210130159 


re adequacy of 
Info 

?ffice of 
irating Raactors 
8310180055 


— 8210100060 Forwards partial response to Franklin Research Gir draH 
technical evaluation rept re control of heavy loads, per 
NUREO-0612 

TUCKER. H S Duke Power Co 82/10/08 DENTDN. H R Office of 
Nuclear Reactor Regulation. Director 3T0LZ. J F Operating 
Reactors Drench 4 Spp 15720 011 24X Fiche 50-269. 82/]Gi/C3 

B2JD 180055 


6210210131 Responds to NRC 820908 Itr transmitting technical evaluai.r 
rapt on ■mergency feedwater syt Sy* may not meet a(l current 
criteria for seismic qua 1 1 f icat i on, b u t will remain 
functionally operable during DUE 

TUCKER. H D Duke Power Co 82/10/ 13 DENTON, H R Office of 
Nuclear Reactor Regulation, Director BTQLZ. J F Operaling Reiitc-. 
Branch 4 4p p 15766 356 24X Fiche 50-269.02/10/13.0210210131 


8210210407 Application to amend OLs, revising Tech Spec 3 ] allDuiri 
full power operation of Unit 1 for interim period until 
appropriate safety valve ring settings can be implemented 
TUCKER. H D Duke Power Co 82/10/14 DENTON. H R Office of 
Nuclear Reactor Regulation. Director STOLZ.JF Operating , 

Branch 4 Bpp 15764 030 24X Fiche 50-2 69, 02/10/14, 02I02104&7 


— 8210210411 Proposed revision to Tech Spec 3 i allowing full paurr 
operation of Unit 1 for interim period until appropriate 
safety valve ring setting can be implemented 
a Duke Pouer Co- 02/10/14 Ip J5764 040 24X 

Fiche 30-26 9. 02/10/14. 0210210407 


0 Inspection reports. IE Bulletins k correspondence 


6210070007 Responds to FOIA request for eight categories of recorfs r* 
steam generators Sc steam turbines App A documents provided 
in R Udell FOIA Request 01-313 Forwards documents listed In 
App S 

FELTON. 'J N Division of Rules and Records 02/00/10 I D -J 
Ninthrep. Stlmson. Putnam k Roberts 9pp 15645 063 24X 

Fiche 50-000, 02/08/10.0210070007 


— 9210070172 Forwards info re steam generator integrity t< insps al i!l 
operating PlVRs.per 750320 & 21 requests Details of insps, 
including defect indica tions. tube plugging criteria & tubes 
plugged will not be provided except for Point Dcach I 
GOLLERiK R Division of Reactor Licensing <NRR-J975 aiilyl 
75/03/24 MACCARV. R R Division of Technical Review INRR" 
only) Spp 15645 196 24X Fiche 50-000. 82/00/ 10, 02 l00700<Jf 


8210150369 Forwards results of investigation of Item 7a of ]C Insp 
Repts 50-269/82-21,50-270/02-21 k 50-207/82-21 Deadtlme 
values for gamma spectroscopy analyses of waste gas silver 
leolite cartridges will cause only ms ignif leant errors 
TUCKER.H B Dukce Power Co 62/00/17 O'REILLY. JP Region 2 
Office of Director 2pp 15704 269 24X Fiche 50-269, 62/00/17 

8210150369. 


B2t01>l0ll7 Forwards IE Insp Repts 50-269/02-33,50-270/02-33 t. 
50-207/82-33 on 620817-20 No noncomp 1 iance noted 
DANCE. H G Division of Project k Resident Programs 02/09/02 
TUCKER. M B Duke Power Co 2pp 1SS66 019 24X 

Fiche 50-269. 82/09 /02, 8210010117 


—8210010124 IE Insp Repts 50-269/82-33,50-270/82-33 k 50-2D7/nS'33 
on 820617-20 No noncomp 1 lance noted Major areas inspected 
action on previous enforcement matters. au x 1 1 lary feedwater 
headar repair 8( inservice insp procedures 

CRQNLEY. 0 R. . BLAKE, J J Division of Engineering 6, Technical 
Programs B2/09/01 Bpp 15566 021 24X Fiche 50-269. 02/09^i I 

8210010117 


8210010158 Forwards IE Insp Repts 50-269/82-30.50-270/02-30 k 
50-287/82-30 on 820716-0010 No noncomp 1 lane e noted 
DANCE. H C Division of Project k Resident Programs 02/09/02 
TUCKER.H D Duke Power Go 2pp 15567 250 24X 

Fiche 50-269.82/09/02,0210010150 


—0210010166 IE Insp Repts 50-269/82-30,50-270/02-30 k 50-2D7/B2^» r 
620716-0810 Nd none amp I i anc » noted Major areas inspected 
operations, survai llanci test! ng. main t. NUREO-0737 mods tr 
refueling activities 

DRDERSjW , FALCONER, D . BRYANT, J C Division of Project k Reilrr 
Program! 82/09/02 X 3pp 15567 260 24X Fiche 30-269. Off/D?. 

6210010138 


621001-0458 Atk receipt of 020805 Itr informing NRC of steps taken, Ir 
correct viola tions noted In IE Insp Repts 50-269/02-23. 
30-270/82-23 4c 50-207/82-23 

LEWIS, R C Division of Project fc Resident Programs 82/09/17 
TUCKER, HhB Duke Power Co Ip, 15570 182 24X 

Fiche. 50-269. 82/09/17, 0210010450 
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--B2lO0lO4£i3 Responds to NRC 020712 I tr re violations noted in IE Inep 
Repts 50-369/82-23.50-270/03-23 Zt 50-207/82-23 Corrective 
actions personnel counseled tf valve 2HP— 1 4 cut out & 
properly re installed 

tucker. H 5 Dute Pouer Co 02/00/05 D ‘REILLY, J P Region 2, 
Office of Director 4pp 15570 103 24X Fiche 50-269.02/09/17, 

6210010458 


0210010468 Foroiorda IE Insp Repts 50-269/02-23. 50-270/02^33 it 

50-287/82-23 on 820510-0610 !. notice of violation 

LEWIS. R C Division of Project 6 Resident Programs 02/07/12 

P/VHMER. W G Duke Power Co 2pp 15570 107 24X 

Ficlie 50-369.02/09/17.0210010450 


B210010471 Notice oF violation from insp on 020510-0610 

• Otvlsion c>f Project 8^ Resident Programs 02/07/12 2pp 
15570 109 24X Flc^e 50-269,02/09/17.8910010459 


--9210010474 IE Insp Repts 50-269/fi2-23, 50-970/02-23 50-207/02-23 on 

820510-0610 Moncomp 1 lance noted failure to follow procedures 
resulting in plant trip & Inadei^uate procedure resulting in 
improper reassembly of safety-related valve 

OnOERS. W . falconer, D . BRYANT, J C Division of Project Sc Resident 
Programs 02/07/09 tSpp 1 557Q 191 24X Flcbe SO-269. 82/09/17, 

0210010450 


G2 10150253 Forwards IE Insp Repts 50-269/02-32,50-270/82-32 te 
50-207/62-32 ori 020017-18 No noncompliance noted 
DA, MCE. H C Division of Project f< Resident Programs 02/09/17 

TUCKER. K B Duke Power Co 2pp 15703 267 24X 

Fiche 50-269,82/09/17.0210150253 


S2kOL50263 IE Insp Repts 50-269/02-32.50-270/82-32 «. 50-207/02-32 on 

020917-10 No noncomp I lance noted Major areas inspected lab 

■0C & review of rad locbemistry procedures S. records 

EVANS, C 0 . MONTGOMERY. D M Division of Emergency Preparedness 6 

Operational Support 82/09/15 3pp 15703 269 24X 

Flchc 50-269,82/09/17.8210150253 


6210150131 Forwards IE Insp Repts 50-269/02-35,50-270/02-35 
50-207/02-35 on 820900-10 No noncomp 1 iance noted 
GANCE. If C Division of Project it Resident Programs 82/09/23 
TUCKER. N Q Duke Power Co 2pp 15690 312 24X 

Fiche 50-267.82/09/23.0210150131 


--6210150143 IE Insp Repts 50-269/02-35,50-270/02-35 it 50-287/02-35 on 
B2O9O0-1O No noncomp 1 lapce noted Major areas inspected 
RCS leakage calculations 

DURNETT, P T , JAPE. F Division of Engineering i Technical 
Programs 82/09/21 4pp 15698 314 24X Fiche 50-269.02/09/23, 

0210150131 


6^10130290 Rei^uests relief from inservice insp requirements 
Ihydrostatic J of Section XI of ASME Boiler it Pressure Vessel 
Code 

TUCKER, H B Duke Power Co 02/10/04 DENTON, KR Office of 
fVuclear Reactor Regulation. Director 8T0LZ,J F Operating Reactors 
Branch 4 20pp 15679 243 24X Fiche 50-269,02/10/04.0210130290 


6200190233 IE Info Notice 0O-3S. Suppl 1. "Loaking S. Dislodged 1-125 
Implant Seeds “ Svc list end 

CODD.L I Division of Fuel Facilities, Materials U Safeguards 
632/10/06 Consolidated Edison Co of New York 66pp 15761 250 
sqx Fiche SQ-OOO. 02/10/06, 8208190233 


B21O22I0426 Forwards Revision 5 to response to IE Bulletin 79-02, “Pipe 
Support Base Plate Designs Using Concrete Expansion Anchor 
Dolts ” 

TUCKER. H D Duke Power Co 82/10/00 O^REILUY. J P Region 2, 
Ol/iee of Director 24pp 15770 273 24X Fiche SO-269. 82/1 0/00, 

Q2J 0220426 


3210150299 ErJ-Q2-02iA on 021012, order imposing civil monetary penalty 
Issued to licensee Action based on failure to follow 
procedures affecting safe operation of facility 

DARDER'G j AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 02/10/12 Ip 15701 319 24X Fiche 50-269,02/10/12. 

0210150205 


3206190230 IE Qulletin 82-03. "Stress Corrosion Cracking in Thick- 
Ma 1 1. Large-Dl ameter. Stain 1 ess 8te«l, Rec ircu lati on Sys 
Piping at BNR Plants " Svc list end 

DEYDUNO, R C Director's Office. Office of Inspection and 

Enforcement 62/10/14 Consolidated Edison Co of New York. 

llSpp ISeiO 125 24X Fiche 50-000,82/10/14,0200190238 


=1, Periodic operating reports it related correspondence 


3210190544 Forwards monthly operating repts for Sept 1982 

TilCKER.H fi Duke Power Co 82/10/19 Director's Office, Office 
of Inspection and Enforcement Ip 15791 343 24X 

Fiche' SO-269. 02/10/15,8210190544 


— 8210190552 Monthly operating repts for Sept 1902 

REAVIS. J A Duke Power Co 82/10/19 16pp 15751 344 24X 

Fiche 50-269.82/10/15.9210190544 


S Reportable occurrences. LERs related correspondence 


0210150079 Paruards LER 81-001/CI3L-0 Detailed event analysis and 
PARKER.N 0 Duke Power Co 31/02/04 O'REILLY. JP Region 2. 
Atlanta. Office of the Director (01/03/01) Spp 19697 063 24X 

Fiche 50-269.81/02/04,8210150079 


— 021O15OOB4 LER BI-001/03L-0 oti 01 0105, turb i ne trip from 90X full poujor 
occurred Caused by loss uf excitation on generator field 
resulting from mismatch during personnel attempt to raise 
volt amperes reactive on Units 1 t, 2 

JONES, J L Duke Power Co Bl/02/04 Region 2, Atlanta. Office 
of the Director (01/03/01) Ip 15697 066 24X 

Fiche 50-269,81/02/04.8210150079 


0210010008 Responds to FOJA request for 19 categories of documents re 
nuclear reactor events & safety problems Forwards documents 
listed in App A 

FELTON, J M Division of Rules and Records 82/06/28 UDELL. R A 
Critical Mass Energy Project 15pp 15727 009 24X 

Fiche 50-000.82/06/20,0210010000 


—8210040374 Forwards LER 0O~2O/O3L it RD 269/80-9 re fai lure to open 
auxillarij feedwater valve & failure of fire detection 
sys, respec 1 1 vely Add) attention may be warranted 
DENDER. H ACR8 '' Advisory Committee on Reactor Safeguards 
80/05/23 FRALEY. R F ACRS - Advisory Committee on Reactor 
Safeguards Ip 15727 272 24X Fiche 90-000.02/06/28.8210010006 


8210190653 PNa-II-82-Ul on 82lO|4,Unit 2 shut down after determining 
that preisuriier code safety valve design flow could not be 
fully maintained if called upon Seven-day outage required 
to change valves Exemption requested for Unit 1 

lONATDNlS/A , DANCE, M C Regions, Office of Director 82/10/14 
2pp 15740 036 24X Fiche 50-269. 82/10/14, 6210190653 


8210290359 Forwards LER 02-OM/O3L-O Detailed event ana I ys it end 
TUCKER, H B Duke Power Co S2/10/14 0 'REILLY, J P Region 2. 

Office of Director, 3pp 15053 043 24X Fiche 50-269,02/10/14, 

0210290355 


—8210290365 LER 02-O14/O3L-O between 820816-0920. reactor bldg cooling 
unit fan lA tripped on low epeeif thermal overloads seven 
times Cause unknown Fan under surveillance Fan motor may he 
replaced if cause of trips cannot be determined 
PETTY, J C Duke Power Co 62/10/14 Region 2. Office of 
Director Ip 15053 046 24X Fiche 90-269,02/10/14,8210290355 


0210290190 Forwards LER 82-01 5/03L-0 Detailed event analysis end 
TUCKER, H B Duke Power Co 82/10/15 Q'REILLY.J P Region 2, 
Office of Director 3pp 19053 207 24X Fiche. 90-269, 82/10/15. 

8210290190 


—0210290199 LER 82-0t5/03L-O on 020917, reactor protection sys trip 
pushbutton declared technically inoperable Caused by 
procedure deficiency which did not include required test, 
Necessary procedures changed 

PETTY.J C Duke Power Co 02/10/15 Region 2. Office of 
Director Ip 15853 290 S4X Fiche 90-269, 02/10/15, 8210290190 


DOCKET 50-270 OCONEE NUCLEAR BTATIQN. UNIT 2 


A App 1 Icatlon/construction stage documents t, correspondence 


B2100100DB Responds to FOIA request for 1? categories of documents re 
nuclear reactor events it safety problems Forwards documents 
listed in App A 

FELTON, J, II Division of Rules and Records 02/06/20 UDELL, R. A. 
Critical Mass Energy Project i9pp 15727 005 24X 

Fiche' SO-OOO. 82/06/28. B21001000B 


— B204290048 Recommends prompt attention be given to problem of reactor 
coolant pump closure stud corrosion detected at facilities. 

Response by 820415 requested 

EISENHVT.D 0 Division of Licensing 82/03/24 HAM AUER, 8 H 

Division of Systems Integration (post 011005) 3pp, 15745 270 
24X Fiche; 90-000. 82/06/20, Bi'l 0010008 


F Security, medical, emergency fire protection plant 


0210010352 Forwards revision to safeguards contingency plan Revision 
withheld (ref 10CFR73 21). 

TUCKER, H.B Duke Power Co 62/09/17. DENTON, HR Office of 
Nuclear Reactor Regulation, Director Ip 19574 139 24X 

Fiche' 50-269, 02/09/ 1 7, 82 1 00 1 03 32, 
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821^260529 Agrsft u/de'terinindii on eo loc^fcv fire 6oie etatione out&ide 
affected fire «raai Ch*n!}e from earlier commitment 
dccepteb 1 e 

3T0Li(J F Qperetlrg Reactor* Branch 4 92/09/23 TUCKERiH D 

Duke Potuer Co 2pp 15830 18? 24)C Fiche 50-269. 92/0 9/23^ 

8210260529 


6210160060 Pa rue rtis partial revponsB to 
technical evaluation rept re control 
NUREO-0612 

TUCKERt H B Duke Puuer Co B2/10/08 
Nuclear Reactor Reputation. Director 
Reactors Dranch 4 5pp 15720 011 
B2 10180059 


Franklin Retearth Ctr draft 
of h eavy I oad &. per 

DEWTQhJ, H R Office of 
STDtZt J F C^perating 
24X Fiche ^ 0-269 i 62/3 0/HCie 


9210040232 Application to amend Licenses tPR-3a.BPR-4; & DPR-55 Amend 
requeets deletion of Tech Spec 6421* «ite emernency drill 
t* definition of time uiithin uhich redundant component test 
must be performed prior to performing maipt per Tech Spec 
Tl/CKEft.H D Duke Potoer Ca 62/09/27 DENTOK. H fl Office of 
Muclear Reactor Regulation. Director 3pp 15586 104 24X 

Ftche 50-269. 82/09/27,6210040232 


— 8210040245 Proposed revision to Tech Spec Pages 3 3-6 & 6 4^1 re site 
emergencij drill 6 time period uiithin lehich redundant 
component test must be performed prior to performing malnt 
e Duke Power Co 82/09/27 4pp 155Q6 107, 24/ 

Ftche SO-269, Ga/09/27< 0210040232 


P Operating license stage documentt correspondence 


&21021013I Responds to NRC 02O9OB Itr transmitting technical evaluati 
rept on emergency feedwater tys Sy$ may not meet I current 
criteria for seismic qua I if icatiooi hut will remain 
functionally o-prrahle during DDE 

TUCKER, II Q Duke Power Co B2/10/13 DENTON. H R Off Us of 
Nucley Reactor Regulation. Director ST0L2.JF Dperatine fieacr-. 
Branch 4 4p p 19766 356 24X Fiche 50-269, 02/ 10/ iO. 82 1021 Si 3^ 

0310210407 AppUcation to amend DLs. revising Tech Spec 3 I allDuir. 
full power operation of Unit I for interim period until '* 


can be impiematited 

TUCKER. H B Duke Pomer Co 02/10/14 DENTON, H R 
ffuciear Reactor Regulation, Dtrector 
Branch 4 epp 15764 038 


Office of 

STOLZ.U F Operating Peaek: 
24X Fiche 50-269.82/10/14,921021040/ 


B2100B0036 Responds ta FDtA request for documents ro pins designad to 
hold neutron shielding pads in place under accident 
conditions Forurard* documents listed on App A 

FELTON. J M Division of Rules and Hecards 02/00/13 EDDLEHAN. W 
Public Interest Research Oroup In North Carolina 2pp 19669 240 
24X Fiche SQ-267. 82/00/13. 0210000036 


6210040107 Advises that util response to NRC 820510 Itr will be 
provided by 821009 Receipt of info from crane vendor 
eitraOTd I harg analytical work have delayed response 
TUCKER, H B Duke Power Co 02/09/24 DENTON, H R Office of 
Nuclear iteactar Regulation, Director &TOLZ. J, F Operating Rnaciore 
Branch 4 Ip 18501 024 24X Fiche 50-269. 02/09/24, 0210040 107 


8210040232 Application to amend Licenses DPR-30. OPR-47 L DPn-55 Amend 
requests deletion of Tech Spec 6 4 8 re site emergency drill 
it definition of time wltMn which redundant component t*st 
must be performed prior to performing malnt per Tech Spec 
TUCKER. K D Duke Power Co 62/09/27 DENTCN. H R OPflcr of 
Nuclear Reactor Regulation, Director STOLZ.JF Operating Reactors 
Branch 4 3pp 13586 104 24X Fit h e. 50-269, 62/09/27, 0210040932 


— 6210040245 Proposed revision to Tech Gpec Pages 3 3-6 & 6 4'"l re site 
emergenetj drill It time period within uhich redundant 
component test must be performed prior to performing maint 
e Duke Power Co 02/09/27 4pp 13506 107 24X 

Fiche 50-969,02/09/97,0210040232 


0210190145 Forwards Amends 1 i3, 1 13 k 110 to Licenses DPR-3B, DPR-47 It 
DPR-S5. respec t We ly, safety evaluation It notice of Issuance 
6 availability Antnds revise Tech Specs to allow full power 
operation of Unit 3 during Fuel Cycle 7 

WAOHERiP C Operating Reactors Branch 4 02/09/29 TUCKER i H D 

Duke Power Co, 2pp 15787 341 947 Fiche; SO-269, 83/09/29, 

6210190145 


—8210190154 Amends 113,113 6 110 to Llcentas BPR-30, DPR-47 U OPR-58, 
respsc tivel y, revis Ing Tech Specs to allou full power 
operation qf Unit 3 during Fuel Cycle 7 
BTOLZiJ P. QpiTating Reactors Branch 4 82/09/29 3lpp 

15757:343 24X FUhe 50-969,82/09/89,0210190143 


— 0210190161 Safety evaluation luppartlng Amend* U3, tl3 L 110 to 
Licenses DPR-30, DPR-47 L DPR-55. respect ivtly, 

a Office of Nuclear Reactor Regulation/ Director 62/09/29 6pp 
15750 012 24X Fiche 30-269,82/09/29/8210190145, 


■6210190169 Notice of istuanc* |t availablUty of Amend* 113.113 6 UO to 
LUenii* DP|l-30rDPR-47 k DpR-35/ reipecfclvel y 
srOLZrv/ F Operating Reactors Branch 4 02/09/29 2pp 

tS7SB 010 24X Fiche: 50-269, 82/09/29/ 0210 1 90 145 


-8210210411 Proposed revision to Tech Spec 3 I al iQuinc full 
operation uf Unit I for inter im per lod until appropriate 
safety valve ring setting can be implemented 
e Ouka Power Co 82/10/14 Ip 15764 040 a4X 
Fiche 50-269/82/10/14,8210210407 


pause 


0 Inspection reports. IE Bulletins 6 correspondence 

8210070007 Responds to FOIA request for eight catopone* of recarde r, 
steam generators 6 steam turbines App A documents provided 
in R Udell FOIA Request 8J-313 Foruiards documents Hated in 
App B 

FELTON, v) f1 Division qf Rules and Records 02/08/10 
Winthrup. Stlmson. Putnam L Roberts 9pp 15645 063 
Fiche 80-000, 02/00/ to. 021007000 7 


LfflWO. I> J 
24X 


0210070172 F&rwards info re steam generator Inteoritu L insos at ili 
operatlns PWR«,per 750320 6 21 request* Details of infps. 
Including defect intf ica tions, tube plugging criteria L tubes 
plugged will not be provided eicept for Point Deach I 

^ Division of Reactor Licensing (NRR-1975 only) 
75/03/24 HACCARV.R R Division of Technical Review I'MRy-lSji 
only! Spp. 15645 196 24X Fiche 50-000,02/09/10,0310070007 


Repti 50-269/62-21,50-270/02-21 L 50-207/02-21 Deadtime 
values for gamma spectroscopy analyses of waste gas t J Ivar 
leollte cartridges uill cause only insignificant error* 
rUCKEff/H D Duke Power Co 02/00/17 O'REILLY, j P fleDlon 3. 

50-269.92/03/17. 

B2 i\rl S036t 


8210010117 Forwards IE Insp Repts 50-269/82-33,50-270/02-33 V 
50-207/02-33 an 020017-20 No noncomp Uance noted 

„ Division of Project 6 Resident Programs 82/09/09 
TUCKER, H B Duke Power Co Rpp 15566 019 say 
Fiche' 50-269, 02/09/02/ 9210010117 


on 020817-20 Ko noncomp 1 lanc* noted Major areas iTiipactld 
action an previous enforcement matters/ au x H i arg fBedwatar 
header repair 6 inscrvic* imp procedures 

CROWLEi/, 0 R , BLAKE. J J Division of Engineering 6 Technical 
eztooToii? °®‘ 2,* Fich, 50-S4V.e2/«. 


0210010150 Forwards IE Insp Repts 30-269/02-30, 
50-287/82-30 an 820716-0010 No noncomp I ianc ■ 
DANCE, H, C Division of Project L Resident Pr 
TUCKER, H. B Duke Power Co Rpp 15567 858 
Ffchi 50-269,82/09/02,8210010150 


30-270/82-30 I. 
noted 

ogram* 62/09/02 
SAX 


0210100323 Responds to B20913 Itr re rtictor bldg pnrg* sus fositSon 
given in B10707 It 17 Itfs remains unchanged . Bchedul « for 
subntiiting info inificallng purge sys meets operability 
requirement* requested 

LAINA8iO.-C Assistant Director for Operating Re*cfeore. 82/09/30. 
TUCKER, H.B. Duke Power Qpp. 15745:334 a4X 

Fiche 50-269,62/09/304 6210190323 


020716-0810 No nanco-mp 1 iahee noted Major areas Inspected 
Operationi. eurveillance testing, maint. NURE0-D737 mods L 
refueling activities 

ORDERS, M. I FALCONER/ D , BRYANT/ J C Division of Project k R*iLi 


8210100055 Reepondt to NRC 02O6QB request for addl Info n adeqi^acu of 
station electric distribution ly* voUagti, Requfsbed info 
ijcpfcted by 821022. 

TUCKER/ H B. Duke Power Co, 62/10/00. DENTON/ M H Office ftf 
Nuclear Reactor Regulatlan. Dinctor. aTOLi.J F Operating Reactor* 
Branch 4, Ip, 15720,010. 24X Flch** 50-269. 02/lO/OBi( 0210100055. 


0210010450 Ack receipt of 920005 Hr informing NRC of stim l-s t. 
correct violations noted in IE Inep Rept* 50-269/02-23, saiinti 
50-270/82-23 6 50-207/02-23 

LCWISjR, C. Divleien pf Project 6 Resident Programs 82/09 /it 
TUCKER/ H B Duke Power Co ip 15570.102. 24? 

Fiche: 50-269, 82/09/17, 0210010430 
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— B?10010463 Responds to NRC 820712 1 tr re violations noted in IE Insp 
ftepts 50-2*9/02-23. 50^*270/82-23 ^ 50-207/02-23 Corrective 
actions personnel counseled V valve 2Hn<-14 cut out & 
properlij reinstalled 

TUCKE8, H B Duke Pniuer Co 02/00/05 0 'REILLY, J P Region 2, 

Office of Director 4pp 15570 103 24X Ficho 50-269,82/09/17, 

8210010458 


-“8210010460 Forwards IE Insp Repts 50-269/02-23,50-370/02-23 Sc 
50-207/82-23 on B20510-0610 C< notice of violation 
LENIScR C Division or Project Resident Prograffis 82/07/12 
PARKER, W □ Duke Power Co 2pp 15570 187 24X 

Fiche 50-269,82/09/17.0210010458 


— 0210010471 Notice of violation from insp on 020510-0610 

* Division of Project 8, Resident Programs 82/07/12 2pp 
15570 109 24X Fiche 50-269.82/09/17,8210010450 


--B210010474 IE Insp Repta 50-269/B2-23, 50-270/02-23 8< 50-207/02-23 on 
Ba05l0-06l0 Noncomp llance noted failure to folloui procedures 
resulting in plant trip inadequate procedure resulting in 
improper reassembly of safety-related valve 

ORDERS, W , FALCONER. D , BRYANT, J C Division of Project «< Residont 
Programs 82/07/09 IPpp l3570 191 24X Fi che 50-269. 02/09/17. 

0210010458 


8210150253 Foruiards IE Insp Repts 50-269/02-32,50-270/02-32 8« 
50-287/82-32 on 020017-10 No none omp 1 1 anc e noted 
DANCE, H C Division of Project ^ Resident Programs 02/09/17 
TUCKER. H a Duke Power Co 2pp 15703 267 24X 

riche 50-269, 02/09/17,0210150253 


--6210150263 IE Insp Repts 50-269/62-32,50-270/02-32 «c 50-207/02-32 on 
020817-18 No noncompliance noted Major areas inspected lab 
QC t, revieu of radi ochemi stry procedures it records 
EVANS, C D . MDNTOQMFRY, D M Division of Emergency Preparedness 6 
Operational Support 02/09/15 3p p 15703 269 24X 

Fiche 50-269,02/09/17,0210150233 


&2101 50131 Fortuards IE Insp Repts 50-269/02-35,50-270/02-35 it 
30-207/02-35 on 820908-10 No noncomp i tanc e noted 
DAf^CE, M C Division of Project & Resident Programs 82/09/23 
TUCKER. H B Duke Power Co 2pp 15690 312 24X 

Fiche 50-269,02/09/23,8210150131 


-'6210150143 IE Insp Repts 5D-269/BS-35. 50-270/02-35 ii 50-207/02-35 on 
820906-10 No noncomp J lance noted Major areas inspected 
8CS leakage calculations 

BURNETT. P T , JAPE. F Division of Engineering 4 Technical 
Programs 02/09/21 4pp 15690 314 24X Fiche 50-269,82/07/23. 

6210150131 


0210130290 Requests relief from inservlce insp requirements 
f Aijdrosta 1 1 c > of Section XI of ASME Boiler & Pressure Vessel 
Code 

TUCKER, H D Duke Power Co 02/10/04 DENTON, H R Office of 
NueJear Reactor Regulation. Director STOLZ, JF Operating Reactors 
Branch 4 20pp 15670 243 24X Fiche 50-269,02/10/04,8210130290 


8208190233 IE Info Notice 80-35, Suppl 1, “Leaking 4c Dislodged 1-120 
Iffiplant Seeds “ 8vc list encl 

CODD.L I Division of Fuel Facilities, Materials 4, Safeguards 
82/10/06 Consul idated Edison Co of New York 66pp 15761 250 

24/ Fiche 50-000,82/10/06,8208190233 


8210220426 Forwards Revision 5 to response to IE Bulletin 77-02, “Pipe 
Support Base Plate Designs Using Concrete Expansion Anchor 
Bolts 

TUCKER, H B Duke Power Co 82/10/08 O'REILLY, J P Region 2. 
Office of Director 24pp 15770 273 24X Fiche SO-269, 02/ 1 0/00, 

8210220426 


6208190230 IE Bulletin 02-03, “Btress Coiroslon Cracking in Thick- 
Ua 1 1 . Large-Diameter, Stainless Steel , Rec ircu latiun 8ys 
Piping at DMR Plants ’’ Sve list end 

DEYDUNC, R C Director's Office, Office of Inspection and 

Enforcement 82/10/14 Consolidated Edison Co of New York, 

ll5pp 15010 125 24X Ptche 50-000, 82/10/ 14, 6208190238 


R Periodic operating reports 6 related correspondence 


8210190544 Forwards monthly operating repts for Sept 1982 

TUCKER, H D Duke Power Co 82/10/15 Director's Office. Office 
of Inspection and Enforcement Ip 15751 343 24X 

Fiche 50-269,82/10/15,8210190544 


— 6210190552 Monthly operating repts for Sept 1982 

REAVtS.J A Duke Power Co 82/10/15 16pp 15751 344 24X 

Fiche 50-269,02/10/15,0210190544 


S Reportable occurrences, LERs V related correspondence 


6210190653 PND- II-B2-1 1 1 on B2lOl4,Unlt 2 shut down after determining 
that pressurizer code safety valve design flow could not be 
fully maintained if called upon Beven-day outage required 
to change valves Exemption requested for Unit 1 

IONATONI6.A , DANCE, H C Region 2. Office of Director G2/10/14 
2pp 15740036 24X Fiche 50-269, 02/10/14,0210190693 


0210190695 RD on 021014. Unit 3 core relief valves declared inoperable 
due to analysis prompted by D4cN safety concern Unit 3 valves 
were offsite undergoing ring adjustment Immediate shutdown 
of Unit 3 commenced 

* Duke Power Co 02/10/14 Region 2, Office of Director Ip 
15736 200 24X Fiche 50-270.02/10/14,821019069 5 


B2 10290083 Forwards LER 02-01 2/03L-0 Detailed event analysis encl 
TUCKER, H 0 Duke Power Co 02/10/15 O'REILLY. J P Region 5, 
Office of Director 2pp 15054 047 24X Fiche 50-270, B2/ 10 / 1 5, 

8210270083 


— 0310290007 LER 02-O12/O3L-O on 0209 16, turb 1 ne driven emergency 
feedwater pump declared inoperable when trip/ thrott le valve 
2MS-94 discovered tripped in closed position Cause not 
known Valve reset Video alarm will be repairod 
PETTY, J C Duke Power Co 82/l0/i5 Region 2, Office of 
Director Ip i 5054 049 24X Fiche 50-270,82/10/15,82102 90003 


DOCKET 50-271 VERMONT YANKEE NUCLEAR POWER STATION 


F Security, medical, emergency it fire protection plans 


8210120346 Informs that Revision 6 to physical security plan 
acceptable End to 020720 I tr transmitting revision withheld 
(ref 10CFR73 211 

VAS8ALL0, 0 B Operating Reactors Branch 3 82/09/22 BINCLAIR.v/ B 

Vermont Yankee Nuclear Power Corp 2pp 15691 101 24X 

Fiche 50-271.02/09/22,8210120346 


8210210221 Forwards IE Safeguards Insp Ropt 50-271/02-15 on 020720-30 
No noncompliance noted 

MARTINET T Division of Engineering 8< Technical Programs 02/10/04 
SINCLAIR, J B, Vermont Yankee Nuclear Power Corp 2pp 15766 331 
24X Fiche 50-271.82/10/04.8210210221 


—0210210233 IE Safeguards Insp Rept 50-271/02-15 on B2O7B0-3O No 
noncomp I tance noted Major areas Inspected facility 
organization, measurement it controls, shipp ing & receiving 
storage 6 internal control 8( physical inventory 

DELLA RATTA.A , WOLTNeR,E F , OODY, A T Division of Engineer ing h 
Technical Programs B2/09/30 7pp 15766 333 24X 

Fiche 50-271,82/10/04,0210210221 


6210270486 Releases public version of revised emergency plan 

FELTON, J M Division of Rules and Records B2/10/08 Document 
Management Branch Ip 1 5833 054 24X Fiche 50-271,82/10/08. 

0210270486 


— 8210270430 Forwards public version of Revision 4 to emerge 
MARKT.O, I Vermont Yankee Nuclear Power Corp, MARKT, D 
Atomic Electric Co 82/09/30. Office of Miiclear Reac 
Regulation, Director 2pp 15B33 055 24X Fiche SO-27 

8210870426 


— 0210270432 Public version of Revision 4 to emergency plan 
MURPHY, kl P Vermont Yankee Nuclear Power Corp 02/09/28 
15633 097 24X Fiche 90-871,02/10/00.8210270426 


8210180190 Forwards adrfl info requested in 820018 telcon re pi 
alternate shutdown sys End Info addresses separate routing 
of cables for valves FCV 2-i;7 it FCV 2-18 8< RHR valves 
V10-I7 it VIO-18 

MAR6OLAI81L 0 Vermont Yankee Nuclear Power Corp Sa/lO/lS 
VASSALUOrD B Operating Reactors Branch 2 2pp 15719 HI 
Fiche 90-271,82/10/12,3210100190 


6210220411 Ack receipt of 820900 Itr Informing NRC of steps ti 
correct violations noted In lE Insp Rept 90-271/02-05. 

ALLAN, J.M Region t, Office of Director 82/10/12 MURPHS 
Vermont Yankee Nuclear Power Corp Ip, 15700 220 24X 

Fiche 90-271, 02/10/12, B21028041 1 


— 8210220410 Responds to NRC 020722 Itr rs violations noted It 
R ept SO-'S?! /02-O5 Corrective actions study‘ performed to 
determine how intent of augmentation goals of NUREO-0654 
could be achieved after declaration of emergency. 

MURPHY, W P Vermont Yankee Nuclear Power Corp. 02/09/00 
SMITH, 0 H Division of Emergency Preparedness it Operatlor 
Support. 29pp 15700 229 24X Fiche 50-271,32/10/12,021 
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e 2 l(> 2 BOl 3 A public version oC stnergenctj plan Itrs of agraemeiit 

PELTQN^ J H Division Of Ruins and Records G2/10/12 Docunent 

ranagcmehfc Branch Ip 15962 246 Z4JC Fithn 50-271. 02 / 1 0/1 2* 
0210280136 


— 0210260138 Forujard-s public version of errata to Change 4 to emergency 
plan App Fi cons Lsting of Itrs of agreement between licensee 
It States of VTrMA h NH. NOAA. US Air Force & various local 
hospe t businesses Receipt form end 

MARKTpD Varmnnt Yantcee Unclear Pouer Carp •MARKT. D Yanloe 
Atofnlc Electric Cc 82 / 10/05 Office of Uucloar Reactor 
Regulatiarti Director Ip tSS 62 249 24 K Fiche S 0 - 27 li B 2 / 10 /i 2 i 

6210280136 


Q Inspection reports. IE Qulletlns h correspondence 


B21Q05O449 Forwards roc^uest for addl info based tin revieu af 000^07 fc 
1110 responses to IE Duiletin BO-11 re masonry u;a 1 1 design 
VASSAL L 0. D B Operatiog Reactors Branch 2 02/OQ/3O SINCLAIR. J B 

Vermont Yankee Nuclear Power Corp Spp 1S612 357 
Flche 50-271.92/08/30,0210050448 


B210070376 Forwards IE Insp Rept 50-271 /02-16 on 820B02-30 
none omp I I anc e noted 

STARDSTECKt 1 R Division Of Project I' Resident Programs 
SINCLAIR* J 0 Vermont Yankee Nuclear Pouer Carp 2pp 
24/ Fvehe 30-271. 02/09/24, 0210070376 


No 

02/09/3* 
15633 3A0 


fi2l0280143 Public veiaion of errata to Change 4 to emergency plan App 
E. consisting of Itre of agreement betueen licensee L States 
of VTi MA tit NHi NQAA. US Air Force tt various loc^l hosps St 
businesses 

« Vor-iTiont Yankee flucle.ir Pouer Corp e Yankee Atomic Electric 
Co 32/10/05 2lpp I5B62 230 24* Fiche 50-271.82/10/12. 

8210260136 


— B210070373 IE Insp Rept 50-271/02-16 on 820802-30 No noncQnp 1 1 ance 
noted Major areas inspected previous map f ind inp 5, p 1 an t 
opera 1 1 an«i Physical secur i ty. operat 1 anal surve 1 1 J cfj)c«, 
nvaint activities safeguard sys operability 

RAYMOND, W J , OALLO, R M Division of Project h Resident Pi'oara-'i 
02/09/22 I6pp 19634 001 24X Fiche 30-271. 02/09/24. 02 1,007 OJ'^r. 


P Uperating license stage documents correspondence 


9210218185 Forwards safety evaluation of methods used for analysis of 
physics L therrkal-hydraul 1 c performance 

VASSALLO, D B OpeTating Reactors Branch 2 02/09/15 SINCLAIR. J D 

Vermont Yankee Nuclear Pouier Corp 2pj> 15774 270 24* 

Flche 50-271. 82/09/15, 62lOaiOlB5 


0210010136 Advisps that all future coi respond ente from Rogian I will 
be addressed to WP Murphy Change will assure direct 
communication, to senior licensee mg t re NRC insp findings, 
enforcement actions or requests 

MAVNE0. R C Regian 1 , Office of Director 02/09/27 MURPHV. H H 
Vermont Yankee Nuclear Power Corp 3pp 15567 ?37 34 * 

Ftche 50-2/1,02/09/27.0210010136 


■8210210200 Safety evaluation supporting reload analysis methods based 
an review of technical repts submitted by util re analysis 
of physics U thermal-hydraulic performance 
DRQOKS, N . HSn.Y . ROaNEV. V Office of Nuclear Reactor 
Regulation. Director B2/09/IS 27pp 19774 272 a4)i 
Fiche 50-271.02/09/15,0210210109 


9210210101 Forwards Amend 72 to License DPR-28, safety evaluation L 
notice of issuance 6 availability Amend Incorporates revised 
core thermal hydraulic limiting conditions of operation 
during Fuel Cycle 9 

ROONEY, V L Operating Reactors Branch 2. 82/09/16 SINCLAIR, J D 

Vei monk Yankee Nuclear Pouer Corp 2pp 13774 301 24)C 

F Iche 50-271. 62/09/16. 9210210101 


— Q210210112 Amend 72 to License DPR-2Q. chang ing Tech Specs to 
Incorporate revised core thcriral hydraulic limiting 
conditions during Fuel Cycle 9 

VASSALLO. B D Operabiny Reactors Branch 2 82/09/16 4pp 

15774 303 SAH Ffcfie 50-271,82/09/16.0210210101 


— 0210210121 Safety evaluation supporting Amend 72 to License DPH-28 
e Office of Nuclear Reactor Regulation, Director 82/09/16 4pp 
15774 307 24* Fiche 50-271,82/09/16,0210210101 


— 6210210127 Notice of issuance U availability of Amend 72 to Llfense 
DPn>-2B 

VASSALLO. D 0 Operating ftaactors pratich 2 02/09/16 2pp 

15774 311 24X Fi the* 50-271. e2/09/16»e2l 0210101 


0210150246 Forwards IE Insp Rept 50*271 /0?-| 4 on 020706-30 L 
of vlolatian 

STAROSTECKI , R Division of Project L Resident Proprarris 
SINCLAIR, J Q Vermont Yankee NucUtir Poiuer Corp 2pp 
24X Fiche 30-271.63/09/27,8210150246 


1570 4 Jll 


— 8210150238 Notire of violation from insp on B20706 30 
* Division of Project f/ Resident Programs P2/09/PV 
13704 336 24X Firhe 50-271. 02/09/27, R21 Oi 50346 


“*•6310150274 IE Insp Rept 50-271/02-14 on 830706-30 None ompUarkc e 
noted failure to post hot sppt radiation area per plant 
Administrative Procedure 0503 *t Tech Specs 

RAVKQNO.M J , COlLINS.B J . OALLO. R f 1 Division of F»roiecl 5 , 
Resident Programs 03/09/21 20pp 15704 337 24* 

Fiche 50-271,02/09/27.8210190346 


8210040113 Comments on systematic assessment of licunsee perfcTmar.ta 
rept, discussed at 020908 meeting Rept fair appraisal of 
activities for rept period 

MURPHY, H P Vermont Yankee Nuclear Power Corp B2/0V/2n 
STAROSTECKI, R Division of Project t, Rosidenl pi oorams 3na 
15531 144 24X Ficha 50-271, 82/09/^8, 02100101 13 


w«r4\iK-i\iric;ic I rwivicira* 










No none onpl lance noted 
MARTIN. T T Division of Engineering & Technical Profirams 80/10. 

SINCLAIR. J B Vermont Yankee Nuclear Power Corp Pop lia/fi. 
S4X Fiche 50-271, 82/10/04, Q21O210331 


8310040113 Comments on systematic assessment of licensee performance 
rept. d Iscussed at 820908 meoting Rapt fair appraltiii of 
activities for rept period 

MURPHY, W P Vermont Yankee Nuclear Power Corp 02/09/28 
STAROSTECHI. R Division pf Project 6. Resident Programs See 
15561 144. 24X Fiche 30-271, 63/09/28. 62100401 13 


V nri.apc-... OH U t* U r H iJ 

ncincotopllance noted Major areas Inspected facility 
organliation, measuremen t ^ controls, shl pp tng 6 recelvina 
storage * internal control L physical inventory 
DELLA RATTA.A . WOLTNER.E F , OODY, A T Division aP Erg In* er ini 
Technical Programs 02/09/30 7pp 19766 333 24* * * 

Fiche. 50-27 1,82/10/04, 0210210221 


8210120343 Requests listing of submittals re 
within 30 days 

VASSALLO, D Q Operating Reactors Branch 3. 

Vermont Yankse Nuclear Power Corp 2pp 
Flcha 50-271. 82/09/28, 0210120343 


inservics testing program 

02/09/38 8INCLAIR.J B 
1969J 039 24X 


Suppl 1. ‘'Leaking h Dislodged 


0208190233 IE Info Notlci 80-33, 

Implant Seeds Sve list end 
COBD.L I Division of Tusl Facilities. Materials L Baffouards 
62/l0i.'06 Consolltfated Edison Co of New York 66pp 15761 
24* Ftche 30-000.82/10/0610200190333, ** ■* 


0210150447 Informs that revision to adflilnlstratlva section of Tech 
Specs re shift manning requirements U working hour 
guidelines rot appropriate Suitable controls already Imposed 
Ir will be lubj to Insp 4i enforesmeni by Replon 1 

Vermont Yankee Nuclear Power Coro B3/iO/f2 
EI8ENHUT. D 0 Divlsian of Licensing Ip. IS705 02G 24X 

Fiche a0“271. 82/10/1216210150447 u-a gya 


6210150267 EN-a2-033 on Or about 831019, nolle e of vtoUtlon L riolLi!i 
civil penalty will be issued Action based on violation re 
failure of station personnel to promptly raeogniie changes 
in etatus of saf sty-reta ted equipment 

CRAIO, J , AXELRADit/ Region 1, Office of Director 03/10/12 1 

15703 244 24X Ftche 90-271, 82/10/12, aaioi 30267 J 


WFieO-0570 alee sablefiee 

NUREO 0737, Item 11 E 4 I, ‘‘Dedicated Mydrogtn Penetrations " 
icein res-oived. 


VA83ALL0, D B Operating Reactors Branch 
Vermont Yankee Nuclear Power Corp 1« 
Fiche. 90-271. 92/10/1 4, 0210270396. 


2 62/10/14 

1 5034 357 


BtNCLAIR.J D 
24X 


*v, i,,rurmii,g (j r SCiSt tahln I 

noted in lE Insp Rept 90-371/02-05 
ALLAH, JM Region 1, Office of Director 82/10/12 MURPjHy. if a 
Vermont Yankee Nuclear Power Corp to 1S7G0 220 sail 
Fiche 50-271. 02/10/12,8210220411 
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'02102204 18 Responds ^a NRC. 820722 Itr re vialatioris noted in IE Insp 
Rept 30-271 /Q2'05 Corrective actions study performed to 
determine n ou intent of augmentation goats of NUREG'*0&54 
coutd be achieved after declaration of emergency 
MURPHV> H P Vermont VanVee Nuclear Power Carp 02/09/09 
SMITHh O H Division or Emergency Preparedness h Operational 
Support 29pp 157B0 229 24X Fiche 50-271,82/10/12*0210220411 


&2Oai9O2a0 IE Bulletin a2~0J. "Stress Corrosion Cracking in Thick- 
Wall . Large-Oi ameter. Sta in I ess Stool . Rec ircu lation Sys 
Piping at BWR Plants " Bvc list enc 1 

DEyOUNC.W C Director s Office, Office of Inspection and 

Enr'orc enent 02/10/14 Consolidated Edison Co of New York 

I15pp 1 5910 125 24)( Fiche 50-000.82/10/14,8208190238 


R Periodic operating reports i< related correspondence 


5210130169 rorwards monthly operating repl for Sept 1982 
H'JflPNY. W P Vermont Yankee Nuclear Power Corp 92/lO/OB 
ttanagiene n t Information Branch Ip 15674 107 24X 

Flche 50 - 271 , 02/10/00. 8210130189 


— 0210130193 Monthly operating rept for Sept 1902 

burger, F J Vermont Yankee Nuclear Power Corp 82/10/00 Ap p 
IS674 109 24X Ficho 50-271 , 02/10/00, 8210130189 


S Reportable occurrences, UERs 8< related correspondence 


0210190022 Forwards LER G2-020/03L-0 

PELLETIER. J P Vermont Yankee Nuclear Power Corp 02/10/05 
HAYNES. R C Region 1. Office of Director Ip 15742 139 *^4X 

F l c h e 50' 27 L . 02/ 1 0/05. 02101 90022 


-'0210190029 LER 02-O2O/O3L-O on 820902. 1 nd 1 C at ion on RHR 89D blinked on 
Sc ofr at 2. 700 gpm flow rate Indication lost when valve 
shut Caused by loose wiring on valve limit switch resulting 
in los» of position indication Connection tightened 
PELLETIER- J P Vermont Yankee Nuclear Power Corp 82/10/05 
Region !■ Office of Director 3pp 15742 140 24X 

Fiche 30-27 1.02/10/05,0210190022 


0210210204 Forwards LER S2-021/03L-0 

PELLETIER, J P Vermont Yankee Nuclear Power Corp 02/10/12 
HAYNES, R C Region 1. Office of Director Ip 15766 343 24X 

Ficho 50-271, 82/10/12.8210210204 


--8210210214 LER 82~02l/03L-0 on D209H. while performing pump operability 
surveillance on RCIC sys.flCIC tuibine tripped on overspeed 
Caused by failure of electric governor module Module 
replac-ed Bad transistor found in tach generator 
PELLETIER. J P Vermont Yankee NucUai Power Corp 02/10/12 
Region I. Office of Director Ip 15766 344 24X 

Fiche 50-27 1.02/10/12.0210210204 


DOCKET 50-272 BALEM NUCLEAR GENERATING BTAT I ON. UNIT 1 


F Security, medical, emergency fire protection plans 


©210350245 Forwards 1902 FEtlA/NRC observed okorcise scenario for B21013 
erercise Revisions reflect changes agreed upon during 620420 
meeting w/NRC 6 FEMA 

ZUPKO, J M Public Service Electric & Oas Co of New Jersey 
02/09/16 HAYNES, R C Region I, Office of Director 14Bpp 
157E39 002 24X Ftche 50-272,02/09/16.0210250245 


©210360518 Forwards exemption from requirements of 10CFR50 40 re fire 
protociion of safe shutdown capability 

VARGA. S A Operating Reactors Dranch 1 82/09/16 UDERITZ. R A 

Public Service Electric % Oas Co of New jersey 3pp 15030 1 6Q 
24X Fiche 50- 272i 82/09/16, 0210260510 


— ©210S6052'1 Exemption from requirements of 10CFR50 40 re fire protection 
of safe shutdown capability 

EIEENKUT. D 0 Division of Licensing 02/09/16 Public Service 

Eloctric ti Oas Co of Now Jersey 4pp 15830 171 24X 

Flche &0-27 2, 82/09/16. 8210260518 


--03S.O26O524 Safety evaluation supporting licensee request for exemption 
from requirements of I0CFR50 40 re fire protection of safo 
shutdoion capability 

a Office of Nuclear Reactor Regulation, Director 82/09/16 3pp 
1S030 175 24X Fiche 50-272. 02/09/16, 82 10260518 


©310060431 Forwards exemption from requirements of Section IV F 1 of 
App E to 10GFR50, to allow next full-scale emergency 
preparednoso exercise at facility to be conducted on or 
about 0 2 0929, gianting 820707 request 

VARGA, 9 A Operating Reactors Branch 1 02/09/23 UDERlTZ, R A 

Public Service Electric It Gas €o of New Jersey 3pp 15636 227 
24X Flch».S0-272, 02/09/23. 8210060431 


—8210060433 Exemption from requirements of Section IV F 1 of App E to 
10CFR50. to allow next full-scale emergency preparedness 
exercise at facility to be conducted on or about 820929 
Evaluation enc 1 

ElfiENHOT, D 0 Division of Licensing 82/09/23 Public Service 

Electric 6 Oas Co of New Jersey 5pp 15636 230 24X 

Fiche 50-272.02/09/23,0210060431 


P Operating license stage documents 6 correspondence 


8210050405 Forwards documentation of satisfactory completion of 
requirements contained in 790921 Itr re TMI Action Item 
II E 1 1 concerning auxiliary feedwater sys 

VAROArS A Operating Reactors Dranch I 02/09/20 UDERITZ, R A 
Public Service Electric & Oas Co of New Jersey 3pp 15626 277 
24X Fiche 50-272,82/09/20,8210050405 


— 0210050490 “Suppl to Safety Evaluation Rept for Salem Units 1 I, 2 
Implementation of Recommendations for Auxiliary Feedwater 
Sys " 

a Office of Nuclear Reactor Regulation, Director 82/09/20 3pp 
15626 280 24X Fiche 50-272,82/09/20,8210050405 


6210130603 Advises that installed monitoring sys required by TMl Action 
Items II F I 4. 11 F 1 5 6 II F I 6 acceptable & items 
considered closed 

VARGA, 8 A Operating Reactors Dranch 1 02/09/29 UDERITZ.R A 

Public Service Electric S. Gas Co of New Jersey 2pp 15692 349 
24X Fiche 30-272.92/09/20,0210130603 


8210190047 Informs that util rod exchange methodology not approved 
because of ca Iculatlonal content of reactivity measurement 
New submittal or return to boron dilution method requested 
VARGA, 6 A Operating Reactors Branch 1 82/09/29 UDERITZ. R A 

Public Service Electric St Gas Co of New Jersey 3pp 15761 041 
24X Fiche 50-272,02/09/29,8210190047 


8210190507 Application fo-r amend to Licenses DPR~70 L DPR-75i revising 
core 1 imits, f rac ti ona 1 thermal power factor limit, 
performance of RCS water inventory balance & boron 
concentration t contained vol limits 

LIDEN. E A Public Service Electric 6 Gas Co of New Jersey 
82/10/05 VARGA. S A Operating Reactors Branch 1 2pp 15063 124 
24X Fiche 50-272,82/10/05,8210190507 


—8210190515 Propoeed Tech Qpecs supporting application to amend Liceneeo 
DPR-70 6 DPR-75, revis ing core 1 imits. frac tional power 
factor I iml t, performance of RGB water inventory balance 6 
boron concentration 6 contained vol limits 

e Public Service Electric ^ Gas Co of New Jersey 62/10/05 
17pp 15863 126 24X Fiche 50-272,02/10/05.8210190507 


8210270136 License Change Requests 82-17-20-21 & 22 to Licenses DPR-70 
6 DPR-7S Changes involve inservice Insp of snubbers, steam 
generator insp ports, containmen t ventilation valve insp 8, 
surveillance functional testing 

LINDEN.E A Public Service Electric & Oas Co of New Jersey 
02/10/07 VARGA, 8 A Operating Reactors Branch 1 3pp 13027 026 
24X Fiche 50-272,02/10/07,8210270136 


—0210270142 Proposed Tech Spec changes re inservlce insp of snubbers, 
installation of itoam generator insp port s. pressure drop 
test 6 reactor trip ins trumeotati on 

e Public Service Electric tt Gas Co of New Jersey 82/10/07 
9pp 1S027 02? 24X Fiche 50-272,62/10/07,8210270136 


8210100009 Advises that design chengei satisfying concerns expressed in 
020917 request for addl info re reactor protection sys/ESF 
actuation sys initiated Tech Specs will be modified to 
address setpoint changes 

LIDEN, E A Public Service Electric 6 Gas Go of New Jersey, 

02/10/08. VARGA, S A Operating Reactors Dranch 1 Ip 15720 024 
24X Fiche 50-272,02/10/00,8210180009 


0210220273 Informs that review & plans re Cycle 5 reload core Is 
expected to achlvve burnup of IISOO MUD/MTV Startup physics 
testing will include control rod drive tests fc droptime 6 
critical bo^on concentration measurements 

LIDEN, E A ’Public Service Electric l> Oas Co of New Jersey 
82/10/14 VAROArS Dperating Reactors Dranch 1 4pp, 15778 191 
24X Fiche 50-272,02/10/14,8210220275 


8210270332 Forwards Amends 48 6 13 to Licenses DPR-70 tt DPR-7S, 
respectively, safety evaluation 6 notice af issuance & 
availability Amend revises process J< effluent monitors to 
agree w/exlstlng plant conditions 

ROSa. N J Operating Reactors Branch 1 02/10/10 UDERITZ. R A 

Public Service Electric 6 Gas Co of New Jersey 2pp 1SB34 318- 
24X Fiche 50-272.82/10/16,0210270352 
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— 0210270355 Amendi AQ U 13 -to -LlcsriKH DPfl“70 (c DPR~75i rtapict iv* 1 
rcviting prtrctfi & iFfltJsnt nanUort to agrt* w/axlstlng 
plant (;ondl 1 1 ons 

VARGAiS O QpardUng Raactori Branch 1 02/10/10 14pp 

15834 320 24X Fiche 50-272 r 82/10/ 10. 8210270352 


— 8210270360 Safety evaluation supporting Amandi 48 % 13 to Licensee 
DPR~70 U OPP-75, r«sp»c t iveji^, 

♦ Of flea of Maclaar Reactor Rtgutatlon^ Director 82/10/10 6pp 
15034 334 24X Fich« 50-272.82/10/10.0210270352 


— 0210270366 Moties of issuance ft aval lati 1 i t(| of Ananilt 48 8< 13 to 
License-* DPR-70 S. DPP-75< reipe-c fcl vt ly 

V/>R<?4«S A Operating Reactors branch 1. 82/iO/lB 2pp 
15934 340 24X Pichfl 50-272.82/10/18.0210270352 


0 Impaction raportt. IE Bulletins ■& c orraap ondanc e 


0210080015 Addl response to FOIA raguest for 19 catagorias af info re 
nuclear reactor avtnts & lafetg problems Poruarda tf ocunnan ts 
listed in App A Documents In App fi completely uithhald irrf 
FOJA Eiamption 5) 

FELTD/Ii J M Division of Rules and Records 02/07/12 UOELL.R A 
Critical Mass Energy Project 9pp IS6&5 027 24X 

FI C h e 50-000. 82/07/ 1 3 , 62 1 0060 01 S 


-*-8210000150 Systematic assessmant of license* performanca notes ra 
facility avaiuafcion for Sept 1979-Aug 1900 
4 r^RC - No Detailed Affiliation Oivan 80/00/31 Bpp 
15660 043 24X Flche 30-000.82/07/12,8210000015 


6210070007 Responds to FOIA raquast for eight categories of records re 
steam generators t< steam turbines App A documents provided 
in R Udell FGIA Request 61-313 foroiardi documents listed in 
App H 

FELTOM. J ff Division of Rulci and Records 02/09/10 LONO. 0 J 
Uinthrop. Stimson, Putnam Roberts 9pp 15645 063 24X 

Fiche 50-000,82/08/10.8210970007 


— 8210070139 Foruards tabulated data on steam generator Insp b main! at 
facilities Data should 6a provided to licensees 
JpPDtITO.T Operating Reactors Assessment Branch 02/04/01 
VAROA. 0 Operating Reactors Branch I, 5pp 1964S 131 24X 

Fiche 50-00 0, 02/09/10. 0210070007 


8210120328 Responds to violations noted in IE Insp Repts SO-272/82-17 
S0-3M/G2-I7 on 020707-0003 Corrective action* 
admin is trative procedure util be revised so future 
temporary design changes are removed on timely basis 
UDERITZiR A Public Bfpvjce Electric fc Oas Co of ffetu Jersey 
82/09/20 HATME9.fi C Region i* Office of Director STAROSTECIil . fi 
Division of Project 6 Resident Programs 5pp 15652 125. 24X 

Fiche SO -272. 02/09/29,0210120328 


8210310146 Fpruards IC Insp R«pt 50-272/62-33 on 820031 Si 0901-03 Mu 
noncampl ianca noted 

MARTIN. T T Division df Engineering 8c Technical Programs. 82/10/09 

ODERITZ.R A Public Service Electric 6 Oas Co of New Jersey 2pp 
15766 092 24X Fiche 50-272.02/10/05.6210210146 


■0210210162 IE Insp Rept 90-272/62-23 on 620831 0901-03 Mo 

nencompHance noted Major areas inspected inservlce testing 
surveillance program for pumps & valves Sc containment 
penetration leakage testing survslLlance 

REKlTOfW A , BETTEMHAJSEM. L Division of Engineering Si Technical 
Programs 82/09/29 Spp 15766 094 a4K Fiche 50-272. 83/10/054 
6210210146 


9208190233 IE Info Notice 0O-3S, 9uppl 1, "Lealtlng fc Dislodged 1-125 
Implant Seeds 6v€ List end 

COBfi.t I Division of Fuel FacflitUs. Materials & Safeguards 
92/10/06 Conftolidated Edison Co of New Tork 66ap. 15761 250 

24X F i c b e : 50- 000# 82/ 1 0/06 .02081 90233 


03102 J0435 Foruards IE Insp Repts 90-272/82-20 & 50-311/82-20 on 
620816-20 No nancoenp I lance noted 

MARTIN. T T Division of Engineering t Techricel Programs. 0S/1O/O6 
UOERITZjR a Public Service Electric ic Oae Co, of New Jersey, 2pp 
15763-036 24X Fiche 50-272.02/10/064 0210210435 


— 8210210451 IE Incp Repts 50-272/82-20 4< 50-311/62-20 on 820816-20 Mo 
noncomp 1 lartci noted, Major areas inspectad : quel i flcati on & 
train lug. radiological surveys , radiation rspoiure peratits. 
potting . 1 Icentre audits t< eapasure control 

HOSEViC.M I ROWE, C, A.. OREENMANi E. 0 Division of Engineering 8, 

Technical Program* 62/09/30. 5pp 19763:030, 24K 

Fiche* 90-272, 02/10/06. 8210210435. 


8210210464 Forwards IE Insp Repts 50-272/02-25 & 50-31 1/02-24 s:?* 
820901-27 tt notice of violation 

BTARDSTECKJ.R Division of Project t< Resident Prograns B2fK r. 
UDERITZ.R A Public Service Electric & Oas Co of Mem Jrnii' 
13763 010 24X Fiche 30-272.02/10/06.0210210464 


— 8210210469 Notice of violation from map on 020901-27 

* Region 1. office of Director 82/10/06 Ip 15763 070 Z 
Fiche 90-272.02/10/06.0210210464 


—8210210477 IE Ijisp Repts 50-372/02-25 U 50-311/02-24 on BaOMl-i" 
Nonromp 1 lane e noted trip breakers closed w/o tuo oparabli 
source range inatruments in avc failure to submit 30-dey 
LER 

NORRHOLH.L J , SUMMERS. R , TRIPP, t E Division of Project i 
Resident Programs 82/10/04 15pp 15763 021 24X 

Fiche 30-273,02/10/06.9210210464 


8210270136 License Change Requests 82-17-20-21 & 22 to Llceniis fri ' 
A DPfl-75 Changes involve mservice map of anubh er*. steam 
generator map ports, conta inment ventilation valve map & 
surveillance funi-tional testing 

linden, E A Public Service Electric t. Gas Co of Mew Jtrtry 
62/10/07 VAROA.S A Operating Reactors Branch 1 3pp : 

24X Fiche 50-272,02/10/07.0210270136 


—9210270142 Proposed Tech Spec changes re insarvice map of snuiti 
installation of steam generator insp port s, pres sure drop 
test reactor trip instrumentation 

a Public Service Electric Ct Gas Co of New Jersey 02/liO^Ci 
Epp 15927 029 24X Fiche 50-272,82/10/07,0310270136 


0206190230 IE Bulletin 02-03, "Stress Corrosion Cracking in Thitli' 
Wa 11 1 Large-Piameter. Sta in less Steel. Rec ircu lati on Sys 
Piping at BNR Plants '< Sve list end 

DEYOUNOiR C Director's Office. Office of Inspection and 

Eoforcoment 82/10/14 Consolidated Edison Co of N*u Yark 

Il5pp ISBiO 129 24X Fiche 50-000,02/10/14.0203190230 


6210280221 EN-B2-034 on 321027. notice of violation it proposed 
imposition of civil penalty in amount of 440.000 issued re 
inadequate vital physical area barrier 

ROSANO/R . AXELRAD, J Director's Office. Office of Inspiction S’r 
Enforcement 02/10/22 Ip 1 5B37 089 24X F i che 50-272. &2/C’' J: 

021O2BO221 


R Periodic operating reports related correspond ence 


6210200035 Forwards monthly operating rept for Sept £982 

KIDURA.M J Public Service Electric ^ Gas Co of New Jersey 
82/10/10 Director's Office, Office pf Inspection and EnlerHC#^- 
ip 15757 201 24X Fiche 50-272.82/10/10.0210200009 


— 8210200090 Monthly operating rept for Sopt 1932 

HILLER, L K Public Service Electric 4* Oas Co of New Jeniy 
62/10/10 14pp 15757 202 24X Fiche 50-272. 82/10/10, 85 


S Reportable occurrences. LERs it related correspondence 


&2l0ta0369 Discusses consistent failure of solenoid valves in 
containment fan coil unit sve water flow control valve 
Licensee Investigation determined that overheated valves 
caused sticking Valves replaced 

CHIRAMAL.M Director's Office 80/09/12 Director's Office 
15690 19-0 24X Fiche 90-272, BO/0?/ 12. 8210120369 


6210010000 Responds to FOIA request for 19 categories of rfocuamU 
nuclear reactor events 6 safety problems Forwards docunenti 
listed' in App A 

FELTON. J.H Division of Rules and Records 02/06/20 I/DELL. R ^ 
Critical Mas* Energy Project ISpp 15727 OOS 24X 
Fiche 50-000,82/06/20,0210010000 


*0202120236 Notifies thet inadvertent isolation of contalpaent 
coolers sg* due to radiation alarms is not likely LER re svc 
water isolation valves found closed to containment fan coil 
units doe* not merit further consideration 

LANNINOiW Director's Office 82/01/21. MlCHELSON.C DlHflF 
Office. 3pp J 9732 297 24 X Fi che 50-000, 62/06/20. eSiOOlWM 


8210000019 Addl response to FQIA request for 19 categories af 
nuclear reactor events L safety problems Forwards dacumenti 
listed in App A Documents in App B completely withheld Cref 
FOIA Exemption 9) 

FELTON, J H Division of Rules and Records 02/07/12, UDELL.f A 
Critical Hass Energy Project ?pp 15669 027 24X 

Fiche' 90-000, 02/07/12,8210000015 


—8210000197 NRC operations ctr usage chart re events at factUtiM 
a NRC - No Detailed Affiliation Olven 02/07/12. Ip J5W« 
24X Fiche* 50-000,32/07/12,0210000019. 
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E-^IG»C]01&L Foriuards LER a2-067/03L-0 Detailed event analysi* end 
JIICUPiA.H J Pufclic Service Electric «< Gas Ccj of New Jersey 
e?/'09/li} HAVNES.R C Region I. Office of Director 3pp 
155A7 302 34X Fiche 50-273,82/09/16.8210010101 


--6310010192 LER 82-069/03L-0 on 020031/ svc uater leak discDVorerf on 
charging puRtp 12 lube oil cooler outlet piping & pump 
declared inoperable Caused by erosion of piping by silt- 
laden SVC uater Pipe replaced 

IfSLLER, R Public Service Electric 6 Gas Co of New Jersey 
62/09/16 Region 1. Office of Director Ip 15567 30S 24X 

Fithe 50-272,02/09/16.8210010101 


€210010333 Foruards LER a2-O6B/03L“O Detailed event analysis end 
HIDJRA.H J Public Service Electric t‘ Gas Co of Mem Jersey 
82/09/16 HAYNES. R C Region 1. Office of Director 3pp 
15569 193 24/ Fiche 50-272,02/09/16,8210010303 


--6210010390 LER 82-06a/03L-0 on 020827# lOO-f t elevation containment air 
lock declared inoperable after excessive leakage discovered 
past inner door seals Caused by closing door w/excess ive 
force Seal replaced Installation of snubbers proposed 
heller. R Public Service Electric 6 Gas Co of New Jersey 
02/09/16 Region I# Office of Dliector Ip 1S969 196 24X 

Ficho 50-2T'2. 02/09/16,8210010303 


8210070305 Forwards LER 82-073/03L-0 Detailed event analysis end 
MlDURArH J Public Service Electric & Gas Co of New Jersey 
52/09/22 HAYNES# R C Region 1# Office of Director 3pp 
15634 107 24!< Fiche 50-272,02/09/22.8210070305 


’*•0210070314 LER a2-073/03L-0 on 820906# cal cu 1 ati on showied that quadrant 
power tilt ratio for bottom detector N42 exceeded mar 
allouable limit Caused by failed milUamp detector switch ID 
currert meter assembly Assembly replaced & channel tested 
FRAHM.R Public Service Electric Gas Co of New Jersey 
02/09/22 Region 1# Office of Director Ip 15634 110 24X 

Fiche 50-272# 82/09/22# 8210070305 


I2L0-Q7036B Forwards LER 82-074/04L~0 Detailed event analysis end 
lltDURA.lt J public Service Electric 6 Gas Co of New Jersey 
B2/09/aa KAVNES.R C Region 1, Office of Director 3pp 
1S634 031 24X Fiche 50-272,62/09/22.8210070360 


-8210070375 LEf? fl2-074/04L-0 on 820903, Ind lea t ion of unplanned release 
through plant vent received Three individuals contaminated 
during attempts to locate source Caused by door hitting 
against drain valve 1CV332, causing valve to loosen it open 
HELLER. R Public Service Electric 6 Gas Co of New Jersey 
82/09/22 Region I. Office of Director Ip 15634 034 24X 

Fiche 50-27 2. 82/09/22# 0210070360 


310070300 Forwards LER Ba-07l/04L-0 Detailed event analysis end 
HtDURAiH J Public Service Electric 6 Gas Co of New Jersey 
82/09/22 HAYNES# R C Region 1. Office of Director 3pp 
15633 356 2AX Fiche 50-272102/09/22.0210070300 


-8210070389 LER a2-07l/04L-0 on 820027, contr ol operator discovered 
increasing level on plant vent radioactivity monitor 
issued significant event notifications for unplanned 
releases Caused by primary coelani leakage from RCS filter 
FRAIRLft Public Service Electric & Gat Co of New Jersey 
G2/09/aa Region I. Office of Director Ip 15633 359 24X 

Fiche 50-27 2# 82/09/22. 8210070300 


210150050 Foruards LER 02-O66/O3X-I Detailed event analysis end 
MIDURA. H J public Service Electric S' Oas Co of New Jersey 
82/09/29 HAYNES, R C Region 1. Office of Director 3pp 
15698 296 2 AX Fiche 50-272,62/09/29,0210150050 


-6210150066 LER 82-066/03X-1 on 020825.100 ft elevation containment air 
lock outer door discovered not property sealed Caused by 
seal damage due to personnel closing door w/excesslve force 
Seal replaced S door tested satisfactorily 
HELLER. R Public Service Electric it Oas Cg of New Jersey 
02/09/29 Region I# Office of Director Ip 15698 299 24X 

Fiche 50-272.82/09/29.0210150058 


>^10150071 Forwards LER 02-O44/O3X-1 Detailed event analysis end 
HIDURA, H J Public Service Electric $< Oas Co of New Jersey 
82/09/29 HANYES.R C Region 1# Office Of Director 3pp 
15701 243 24X Fiche 50-272,02/09/29,8210130071 


8210150075 LER 02-O44/O3X-! on 820623# dur Ing routine operation# vital 
ventilation control ctr IC tr i pped# render ing control room 
aaiergency air conditioning fen 12 1 noperab le. Caused by 
setpoint drift 4 breaker 1CI6Y trip Orsaker replaced 
HELLER. R Public Service Electric & Oas Co of New Jersey 
82/09/29 Region 1# Office of Director Ip 15701 244 24X 

Fiche 50-272# B2/09/29. 02101 S0071 


8210150111 Forwards LER ai-019/03X-l Detailed event analysis end 
MIDORAj K J Public Service Electric It Oas Co pf New Jersey 
82/09/29 HAYNES# R C Region I- Office of Director 3pp 
15697 070 24X FI the 50-273,82/09/29.8210130111 


-8210150121 LER ai-0l9/03X“l on 010221. fire alarm annunciation on Panel 
1RP5 for waste gas compressor observed but no audible alarm 
heard Caused by failure of amplifier to discriminate sys 
noise from annauncoment function Amplifier adjusted 
HELLER. R Public Service Electric 4 Oas Co of New Jersey 
82/09/29 Region I* Office of Director Ip 1 5697 073 24X 

Fiche 50-272, 82/09/29# 82101301 11 


82101S0127 Forwards LER B2-067/03L-0 Detailed event analysis end 
MfDI/RA-H J Public Service Electric & Oas Co of How Jersay 
02/09/29 HAYNES# R C Region 1# Office of Director 3pp# 
15698 324 24X Fiche 30-272. 02/09/29# 0210 1 30127 


— 8210150140 LER a2-067/03L-0 on Q209l2#no Indication of svc water flow 
to containment fan coil unit fl noted while coll unit 14 
inoperable Caused by terminal screw on svc water flow 
transmitter breaking off Screw replaced 

FRAHM#R Public Service Electric 4 Oas Co of New Jersey 
82/09/29 Region I. Office of Director Ip 15690 327 24X 

Ficho 50-272# 82/09/29. 0210150127 


0210150148 Forwards LER 82— 051/03X-1 Detailed event analyiis end 
HIOURA# H J Public Service Electric & Oas Jo of New J*ri#y 
02/09/29 HAVNEB. R C Region 1# Office of Director 3pp 
15697 200 24X Fiche 50-272# 82/09/29# 821 01 5014S 


— 0210190155 LER 02-O51/O3X-1 on 820728# fol lowing reactor trip, level in 
auxiliary feed itorags tank dropped below Tech Spec min 
Caused by binding Of valve 1DR6 Valve manually cycled it tank 
level restored to normal Valve returned to remote mode 
HELLER.R Public Service Electric it Oas Co of New Jersey 
82/09/29 Region 1. Office of Director Ip 15697 291 24X 

Ficho 50-272,82/09/29# 02 10150 1 49 


8210210134 Forwards LER 82-C70/03I.-0 Detailed event analysis end 
MIDURA# H J Public Service Electric 4 Oas Co of New Jersey 
02/10/06 HAYNES. R C Region 1. Office of Director 3pp 
15746 120 24X Fiche 30-272# 82/ 10/04. 82102 1 0134 


—0210210144 LER 02-O7O/O3L-O an 020912 it 14# pressurlier preseura 
controller shifted to manual mode uj/d* creasing pressure 
Caused by intermittent problem in pressure controller or 
manuei-auto station Manual-auto station replaced 
FRAHM.R, Public Service Electric it Oas Co of New Jersey 
02/10/06 Region 1# Office of Director Ip. 18766 123 24X 

Fiche. 50-272# 62/10/04. 8210210134 


8210290216 Forwards corrected LER 82-01 6/04L-0 Detailed event analysis 
enc 1 

MIDURA# H J Public Service Electric U Oas Co of New Jersey 
82/10/06 HAYNES# H C Region 1. Office of Director. Opp 
1 5853' 250 a4X Fiche 50-272. 02/ 1 0/06# 8210290216 


— 0210290210 Corrected LER 02-O16/O4L-O on 020326# during gaseous release 
from waste gas sy s# contalnmen t/plan t vent monitors IRllAi 
1R12A 1R12B incorrectly aligned Caused by operator failure 

to properly perform operating instruction, 

FRAHM.R Public aervlce Electric 4 Oas Co of New Jersey 
02/04/13 Region 1. Office of Director Ip, IS853 233 24X 

Fiche 30-272# 82/10/06. 8210290214 


8210290310 Forwards corrected LER 02-O5O/O4L-O Detailed event analysis 
enc 1 

MIDURA*H J Public eirvice Electric & Oas Co of New Jersey 
82/10/04 HAYNES# R C Region 1# Office of Director 3pp. 

13033*090 24X Fiche 50-272# 82/10/06, 8210290310. 


—8210290314 Corrected LER B2-050/04L-0 on 820710, At 1 entlc loggerhead 
turtle found impinged on circulating water sys intake trash 
bars Caused by inability of turtle to actively avoid 
approach vejecities to Intake due to weakened state 
FRAHM#R Public Bervice Electric it Oas Cp. of New Jersey. 
82/06/06 Region 1* Office of Director Ip. tS033.O93. 24X 

Fiche 50-272# 02/10/06, 0210290310 


0210290353 Forwards corrected LER B2-045/04L-0 Detailed event analysis 
ancl 

MIDURA# H J public Bervice Electric it Oas Co of Neu Jersey, 
82/10/06, HAVNEB# R C Region 1# Office of Director 3pp 
15853 014 24X Fiche 50-272.82/10/06,8210290353 


— B210270361 LER B2-043/04L-0 on 820710# waste monitor tank contents 
sample discarded before composite samples assembled Caused 
by technician inadvertently pouring out s ample. Personnsl 
counseled re procedures Simulated sample made, 

FRAHMfR. Public Service Else trie it Oas Co. of New Jersey 
82/07/28 Region Office of Director. Ip. IS053 017. 24X 

Fiche 30-272# 02/10/06# 8210290353 
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DOCKET &0-275 DiABtO CANYON NUCLEAR POWER PLANT, UNIT 1 


A App 1 i lon/conitruction »tagi docunantf & corri f pond me v 


3310010006 Rtfpond-i to FOIA catipori** oi docunonto r» 

nucltar raactoe* «v«nti it tafatg p rot> I •mt. Fo ruardv docvaitnti 
In App A 

FELTON, J M Divlilon of Rul«« and ftacordi 03/06/28 UDELL, R A 

Crtilcal Half Erarflv Projfct ISpp 1572 7 005. 24X 

FI e A • 50-00 0 , 82/OA /2e, 82 1 00 lOOOB 


— 8008090365 Difcvitai- add! ra^ulrad In^o tc battar dafint potanttai for 
cracking in reactor vaitil noxlaa 

NOONAN, V 6 Aifia-tant Diractor for HatariaU tc Oual i f Lcati on» 
Endinaarlng 80/05/09 TEDEBC-OiR L Aialatan-fe Dlifctop for 
Lie anting 2pp 15727 176 24X F< eh a < 90-000, 82/06/28, 8310010006 


F SacuTltg, tTvadlealr antarganeg U fira protaction plant 


9310010406 Forward! application for amind to Lleania DPR^TB, rav iting 
lacurltg plan 

CFANE,P.A Pacific Oaa L Elactric Co 82/09/17 DENTOM.H R 

Off Ua of Nuclaar Raactor Ragulatlon, Dirac tor Lp. 19572.207. 24X 

Fleha. 50-875, 03/09/17,8310010406, 


--8310010413 Application to anand Llcanta DFR-76i r avlol ng eaeurltg plan 
eafaguarifi Info daiatad. 

MANEATlSiO A., CRANE,P, A Pacific Oai U Elactric Co 83/09/17 
3pp 15573:809. SAX Fieba 50-275. 83/09/ 17, 6210010406, 


0310810033 Rtlaaiai public vartlofi of ravliad a/narganeg plan 
intp la/iintitig proeitfurao, 

FELTON. J.K. Dlvlalon of Rulai and Racordi 02/lO/OJ Documant 
ffanaga^tnt 0 ranch Ip, 1576S;C91 84J( FI cfia:tO-379, 62/10/01, 

6810310033. 


'*-6810210044 Foruirda public van Ion of riviaad amargancy plan 
invp 1 ttttnil ng pracadurti. tneJuding Procadurt Ep M-3 ra 
eJilPPini pala4fa,EP H-6 ra TaunanI warning 6 EP M-e tr 
contalnrAf nt imarganeg prrtonnal hatch, 

CRANS,P.A. Pacific Oai 6 ElacifJc Co. 03/09/23, ENOELKENiR H 
nepion Qfflca of Dlractor. 3pp. 15708:090, 34X 

Fichf. 50-275, eino/ou 6210310033 


—0310210048 Public yarticn of revifad imargancy plan iaip Itrtani Ing 
prbctduraij Including Prpcidura SP H-3 ra eblorina ralaaiaj 
EP K-B ra Tiunani warning it EP N-0 ra eantaifiaiant aaiargancg 
pariennal hatch. 

« Pacific Oai k Elic trie Oe. 08/09/13. 64pp. 19702! 099. 34X 

Fieht: 50-2791 82/10/014 0210810023, 


0310150309 6uppl to 020719 application far amand to LIcattia DPR-76 ra 
atcurilg plan. Enel withheld (raf iOOFR73. 211. 

CRANErP.A. Pacific Oa4 It Blietrie Co. 82/10/18, DENrONiH.ft.i 
KfflAOUlA Offlci of Nocliar Raactor Roguiatien, Dlrtclor. 2pp. 
ie703i279, 24X Fiehe: 0O'870. 88/10/18. 88101 80969. 


0, Ad;udlcatarg corrifpondf net 


@210390449 flatpandf to 6S051B potition ra^uaitlng action undar 
10CPR2, 606. For rtifont ftatad In anelecid Diractor't 
OatltlDnj pobitidn dtnlad. 

DENrONtMrR. Off let of Mucltar Riaetor Rigulation, Director. 
63/09/&S, RBVffOLDEr J, Cantar for Law in tha Public Inbiriat, 5pp, 
1826a! 164, 64X Pleht I B0-e75i 88/09/6816810290449. 


»» 0810390451 Oireetor^i Oicition 00-88-10 danglng Ctr for Law in Public 
Intorcit 620516 petition raqgeitlng MC Itive opdar to util 
to <i/bffllt amend to OL to cover OA 6 00 iituii^ 

DENTON. H.H. Offleo tf Nuclodf Reactor Rogulatloni Dlroctor, 
02/09/20. 7pp. 160631171, 24X FI chi i 50-2754 O2/09/»af 8210890449, 


8210090219 Replg to applicant L NRC 820924 briefs rv itstui af ft 
appeals froei euthori lation of lotu pouer operetion No 
adequate factual basis filsti to support ASLD dliinissi] of 
Joint Intarvanor OA contention as moot W/Certif Icatc of Bve 
REVNOLOS, J R Joint Intervenors-Diab lo Canyon REYNOLDS, J R 

Cantar for Law in the Public Interest 02 / 09/30 Atcfsic Saf 

and Licensing Appeal Panel Bpp 1961 i 237 24 X 

Ficfte 50 - 279 , 03 / 09 / 30,0210090210 


9210060320 Raplg brief to other party briefs re mootness of lou p 
contentions Emargancy planning issues 6 certain other 
Issues moot Certificate of 5vc end 

LOCKE. R F Pacific Oas it Electric Co 02/09/30 Atomic Saf 
and Licensing Appeal Panel 6pp 1S630 190 24X 

FI Che 90-279,82/09/30,0210060220 


0210040097 Reply to Oovernor Drown It Joint Intervenori Q20924 #1] 
in response to A0LB B20902 order on mootneis of low peuer 
Issues Emergency planning issues it some low power 
contentions mooted Certificate of 5vc encl 

JOiNES, B N. Hearing Branch 1 62/10/01 Atomic Safety and 

Licensing Appeal Panel 9pp 15SBI 026 24X Fiche 50-279, ’^67/ 

0210040097 


6210050190 Replg brief to util L NRC 820924 briefs re mootnese oi 
power leeuti.par A6LQ 020902 order Issues not moot 
Controversy still eslsts L Issue is of practical 
significance Certificate of 6vc encl 

DROWN, M H California, State of DROWN, H H Klrkpatrlcfc, Las 
Htlli Ghrlftophir 6 Phllllpi 02/10/01 Atomic Bafttg and 
Licensing Appeal Panel 6pp 19603 349 24X Ftche 50-275, 6?.' 

8210050180 


8310060166 Request for leave to withdraw certain esceptions AS 
B20831 Initial decision A0LD 020927 c lari f 1 cation of i local 
jurisdiction acquiescence to preconditions re SOPs render 
esceptions unneceisery Certificate of Sve encl 
HA86ELL1 D F Hearing Branch 1 83/10/04 Atomic Safety am 

Licensing Appeal Panel 9pp 15613 193 34X Fiche 90-275. B2. 

0210060186 


8210070149 Order extending time until 831000 for Commliiier to ai 
rtviau ALA0-6ei 

CHILK. 8. J. Office of the Secretary of the CommifSlon 82/lO/i 
Conmlftlontrf , Ip 15627 076 34X Fiche 50-279.02/10/09, 

8210070149. 


8210130273 Fo-rwards 8an Luis Obispo County Board of Supervisor a I 
action approving San Luis Obispo County nuclear power plant 
emargeneg reeponit plan $< State of CA Senate Dill 1473 
emending govt code. Certificate of 8vc eni:! 

CRAN£«P,A Pacific Oat 6 Electric Co. 02/10/06 BUChW K , 
JOHNBONrW. R « MOORE, T 0 Atomic Safety and Licensing Afpsal Pi 
6pp. 18678.384, 24X Fiche 50-275,82/10/06,0210130272 


8310130-333 Order CLI-e2-30 directing all natl security claiiiriii 
be espunged from ALAB-693 6 underlying record Info not 
essential to A6LAB opinion 6 expunetion would not prsjuflce 
any party ar public 

CHILK>8,J, Office of the Secretery of the Commieeion 52/10/-: 
2pp. 18652:108. 24X Fiche 90-375. 03/10/00. 8210130332 


8810130337 Order eitendifig time until 081026 for Commission to ai 
review ALA8-'6B1. 

CHILK. 8. Office of the Bicretarg of the Commiesion. 62/i-O/l 
ComiiUffionerf . Ip. 15678:288, 24X Pi the' 50-2754 82/10/08, 

9210130337. 


8310810488 Qrdar eitending time until 031109 for Gommlsilth ta ai 
review NRR Director 020922 denial of Joint intervenori 
10CFR3. 806 request. 

CHIIK, fi.-J, Office of the flieritarg of the Commission 52/tO/: 
Cemmilflonirs. Ip. 15763‘O03 34X Fiche: 90-279, 02/10/18, 

8310210433. 


*”>6810890454 Noblci of liiuaRfli «f Director'* Deeiiien DD"fl8-IO under 
lOOFfia.606 denying petition by Ctr fer Leu in Public 
Inlcrict fcqupct la require vlil te iMbnit enand ta OL te 
eavir DA If 00 iitun. 

DENTfifffM.R, Off ice of Nuclear Rfeeter fteguletianx Oireeber. 
66/09/66. 9pp. IbOiai I7fl. 84X FI eh ci 90-678^ 66/09/88. 8610890449, 


8310880840 Memcrandum in reiponst to util 820934 motion for 
eUrlficAbton of ASLB 880831 initial decision. Dei: iilon 
iupperts conclusion of law on adequacy of offsite emirpiMy 
planning. 

WOLFi J. P. Atomic Safety and Llceniing Board Panel B2/t0/26 
15537; 086, 84X Fiche. 50-879, 82/10/36. 0310260549. 


6610040106 Order eitending tlni until 601005 far OeeifflUiion be acb bo 
review fUAB"6ei. 

flKILKffl.J. Offiei fif the Eicreliry af the Ce/iuiliilen. 08/09/90. 
Oennlftienerf. Ip, l580{fD8B. 84K Fiche: 50-B75< 66/09/30. 

S0IOO4O1O6. 


H. Oeneral corn eipendonei 


0310880369 Advleei that 831010 Itr requesting util rtcaUulsIe i> 
safety -eye at plante wilt be sent to all parties 
OILINSKYiV, Commlfilontri, 83/10/80. 6CHULKE,6. 

Unknoun. tp. 15779:301, 34X Fiche: 50-275. 68/10/20, 021O23O3I: 
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-62[0320369 Urgps i/til be forced to recalculate entire teltmlc safety 
sys at plant 

SCKULKE,S AFfilJation Unknown 02/10/10 OIUINSKY. V 
Coirrniss loners Ip 15779 302 24X Fithe 50-275, 82/ l0/20» 

82102203^.3 


— 8210120206 "Blume Internal Rsvlau; Independent Internal Reviabi of kfork 
Dona by URS/Blume Engineers on Olablo Canyon r^uclear Power 
Plant, *' final rapt 

a- URS Carp UR8/JAB 8216 82/09/30 80pp 1S694 117 S4X 

Flche 50-275» 02/10/01, 0210120270 


P Operating license stage documents h correspondence 


B2100B0350 Enfarms that procedure, including proposed "Statement re 
Potential of Apparent Conflicts nf Interest," meets 
re^^u irements for independence Requests procedure be included 
in program mg t plans for Phase I 6 Phase II 

DEMTOH, H R Office nf Nuclear Reactor Regulation, Director 
02/09/08 COOPER, W E Teledyne Engineering Services Ip 
15663 316 2-?X Fiche 50-275, 82/09/08, 8210000350 


8210010406 Forwards application for amend to Uicense DPR-76, rev l sing 
sec ur 1 ty p Ian 

CflANE, P A Pacific Cas 6 Electric Co 82/09/17 DENTOM, H R 
Office of Nuclear Reactor Regulation, Director Ip 15572 207 24X 

Fich* 50-275, 82/09/17,8210010406 


— B21D010413 Application to amend License DPn-76, revi s ing security plao 
Safeguards info delated 

hfANEATIS.O A , CRANE, P A Pacific Gas & Electric Co 82/09/17 
3pp 15572 208 24X Fiche 50-275,83/09/17.0210010406 


S31004D429 informs of decision to partially refund fees remitted tu/ 
BOCS2I application to extend latest CP completion dates 
MILLER, N 0 License Fee Management Branch 02/09/21 FURDUSH, M H 
Pacific Oas 5 Electric Co ip 15597 262 24X 

Fiche 50-275,82/09/21.0210040429 


6210080272 Notifies that program procedure for communication f r a/n 6 to 
independent design verification program will be revised to 
conform w/guldelinei provided In 820929 Itr 

COOPER, N E Teltdyne Energy Systems 82/10/02 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 15630 124 24X 

Fiche 50-375,82/10/02,8210080272 


8210080076 Forwards Interim technical rept 'Mndepondcnt Design 
Verification program Verification Program for PO&E 
Corrective Action," Revision 0 

DENISON, E Robert L Cloud Associates, Inc 82/10/05 DENTDN, H R 
Office of Nuclear Reactor Regulation, Director ENOELKEN.R H 
Region 9, Office of Director HANEATIS.O E Pacific Oas 6 Electric 
Co Ip 15640 277 24X Fiche 50-275,02/10/05.0210080078 


— 8210080080 "Independent Design Uerification Program Verification 
Program for PO&E Corrective Action," Revision 0 

DENI8QN,E Robert L Cloud Associates, Inc P 105-4-839-000 ROD 
82/10/05 61 pp 15640 270 24X Fiche 50-279,02/10/05,8210080078 


6210250167 Forwards "Diablo Canyon Nuclear Power Plant Independent 
Design Verification Program Program Plan, Re vision 1, Adjunct 
Program for Evaluation of Const OA " 

COOPER, U E Tfiledyna Engineering Services 83/10/05 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ENOELKEN.R H 
Region 5, Office of Director MANEATIS.O A Pacific Oas U Electric 
Co 2pp 15787 120 24X Fiche 90-275.02/10/05,0210230167 


&3i0l30056 Responds to 920757 request for status rept on design 
verification program 1, briefing on proposed Phase JI of 
program Info discussing background current status enc 1 
DlRCKS.ll J Office of the Executive Director for Operations 
03/09/24 PALLADINO.N J , CILlNSKVrV , AHEARNE. J F Commissioners 
20pp 15692 284 24X Fiche 50-275,02/09/24,8210130056 


0310010149 Provides guidance to a»aure independence of Teledyne 
Engineering Svcs wM 1 e recogniiing need for communl cation 
betueer Teledyne 6 util 

DENTON, N R Office of Nuclear Reactor Regulation, Director 
92/09/29 COOPER.W E Teledyn® Engineering Services 3pp 
15S67 244 24X FiChe 50-375,82/09/39,0210010149 


8210080191 Forwards Revision 2 to Procedure DCNPP-IDVP-PP-005, 
"Potential or Apparent Conflicts of Interest of 
Ind ividuals " Uard< "engineering mgt" inadvertently omitted 
in Section 2 0 during retyping of Revision 1 

COOPER, W E Teledyne Engineering Services 03/09/29 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ENCELKEN, R H 
Region 5, Office of Director MANEATIS,0 A Pacific Oas & Electric 
Co Ip 15640 182 24X Fiche 50-375,83/09/29,0210080191 


— 02(0000193 Revision 2 to DCNPP- lDVP-PP-005i "Potential or Apparent 
Conflicts of Interest of Individuals " 

COOPER, W E Teledyne Engineering Services 02/09/29 5pp 
L3640 J03 24X Fiche 50-275102/09/29.8210080191 


:82i0050122 Forwards info addressing Sections 2 1.2 2,2 3 t, 2 4 of 
Generic Ltr 81-07 re NLlREO-0612. "Control of Heavy Loads " 

Section 3 I updates 010924 submittal Submittal addressing 
remaining required analyses expected by end of Feb 1703 
CRANE. P A Pacific Oas 6 Electric Co 82/09/30 MIRAGLIA.F vJ 
Licensing Branch 3 176pp 15605 212 24X Fiche 50-275,82/09/30, 

0310050122 


8210050144 Responds to Generic Ltr 02-12 re plant staff working hours 
Util administrative procedures address revised working 
hours 

CRANE, P A Pacific Gas 6 Electric Co 02/10/01 MIRAOLIA, F J 
Licensing Branch 3 Ip 15605 161 24X Fiche 50-275,02/10/01, 

0210050144 


—8210250171 "Diablo Canyon Nuclear Power Plant Independent Dailgn 
Verification Program Program Plan, Revision 1. Adjunct Program 
for Evaluation of Const OA " 

e Teledyne Engineering Services 02/10/01 12pp 15707 128 
24X Fiche 50-275,02/10/05,8210250167 


8310850168 Forwards RH Engelken 820915 memo re RF Reedy, Inc exit 
meeting concerning QA audits for consideration in evaluation 
of QA program 

EISENHUT.OO Division of Licensing 02/10/06 COOPERrWE 
Teladyne Engineering Services, 2pp 15608 00? 24X 

Fiche 50-275.82/10/06.6210250160 


— 8210250393 Summary of 620910 meeting w/util St RF Reedy, tnc re OA audit 
of in-house design 

ENOELKEN.R H Region 5, Office of Director 62/09/15 
DENTON.H R Office of Nuclear Reactor Regulation. Director 5pp 
1580a>011 84X Fiche 50-275,62/10/06.0310250168 


8210250240 Forwards independent design verification pragram comments on 
Phase I final rept Rept should contain detailed descriptions 
of scope, criteria, methodology models for all structures, 
sys & components 

COOPER. N E Teledyne Engineering esrvlces 62/10/07 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ENOELKEN.R H 
Region 5, Office of Director MANEATIS.G A, Pacific Gas & Electric 
Co 16pp 15789 100 24X Fiche 50-275.83/10/07,8210250240 


0210080123 Notifies of 621007 meeting w/util In 8an Francisco, CA 
to discuss status of Phases 1 It 1 1, instrument test rig for 
verification of corrective action I< NRC 030019 ltr re fuel 
load. 

« Teledyne Energy aystemi B3/10/0B Teledyne Energy Systems 
Ip 15640 129 24X Fiche 30-375, 03/ 10/08, 021OOBOI 23 


8210290446 Staff requirements memo r« 821007 af f irmation/discus eion 8( 
vote on eitenslon of const completion dates for NPP60, 
purging of classified metl In ALAB-653 It emergency 
preparedness & risks associated w/fuel loading, 

CHILK, 0 J Office of the Secretary of the Gommlailon. 62/10/08 
Office of the Secretary of the Commission 2pp. 15063. 186, 24X 

Fiche* 50-000, 02/10/08. 0210290446 


6310120270 Fo-ruards "Design Ver i f 1 ca t i on~Phas e I," final rept & "Dlume 
Internal Review <0IR) Independent Internal Reviews of Work 
Done by LRS/Bluine Engineers on Dfablo Canyon Nuclear Power 
Plant " 

CRANE, P A Pacific Oas It Electric Co 82/10/01 ElSENKUTrD.G 
Division of Licensing 2pp 15653 243 24X Fiche 50-275.02/10/01, 

8310130270 


— 8210120283 "Design Verification - Phase I, Final Rept " 

« Pacific Oas 8. Electric Co Tt002743 R03 82/10/01 233pp 

15653 245 24X Fiche 50-275.82/10/01.8210120278 


8210190470 Provides info re ownership of Bechtel Power Carp 

FRIEND, H B Bechtel Corp 82/10/11 MIRAOLIA, F J Licenilns 
Branch 3 Ip 15740 181 34X Fiche 50-275.82/10/11,8210190470. 


0210270351 Advises that Bechtel Power Corp is entity reepontihle for 
work on project Ownership held by officers of Bechtel 
Group. Inc « 

FRIEND, H B Pacific Oas 6 Electric Co FR TEND, H.B. Bechtel Cnrp 
82/10/11 MIRAOLIA, F.J. Licensing Branch 3 Ip 15034-358. 34X 

Fiche 50-275,82/10/11,8210270351 


0210150389 Suppl to 820719 application for amend to License DPR-?* re 
security plan End withheld (ref 10CFR73 21) 

CRANE, P, A Pacific Oei S< Electric Co 02/10/12 DENTON, H R . 
MIRAOLIA Office of Nuclear Reactor Regulation, Director. 2pp. 
15703 279 24X Fiche 50-275,62/10/12,8210150389 
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8310250291 331007 £t 4 tcment- rr req.uirtd s. i trtictur« s & 

componvnti ^or ^lant operating >nod«< for indapthdant dasign 
vtrification program 

CQOPEftiU E Taltdvna Eogtnsaring Sarvici* 62/10/12 ElSENHUTiO 0 
Division of Liconslng 4pp 15790 191 24X ^Icha 50-2754 82/10/13/ 

8310290291 


8210290097 R«qu«4ts atplanation of proctsc & c^roncllo 91 ^ Of in 

ultich Taledqne discussed const OA rcvleu of plant ui/utll* 

Otchtel & SbW Info required to deterntlna presence of 
conflict of Interest MeetlOfi requested 

BftOMNi H H Kirkpatrick. Locljiart. Kill* Chr ittopher Ph 1 11 i ps 

IflOWN. H K CallforniJi State of B2/I0/I2 COOPER. W E Teledvne 

Engineering Services 2pp 15853 261 S4X Fic he 50-2754 82/10/13. 
8310290097 


0 Inspection reports^ IE Bulletins & correspondence 


9210070007 Reipondi to FOIA request for eight categories of renerJiri 
stea/n generators & steam turbines App A documents provided 
in R Udell FOIA Request 01-313 Forwards documents listed in 
App B 

FELTON. J M Division of Rules and Records 82/00/10 I Dtjg D J 
tllnthrop. Stlmson. Putnam & Roberts 9pp 15&45 0/,3 3 ((H 

riche 50-000. 82/08/10.8210070007 


— 8210070139 PDruerds tabulated data on steam generatcr insp i re.Mr 
facilities Date should be provided to licensees 
IPPQLITO. T Operating Reactors Assessment Branch 82/04/QI 
VAROA. S Operating Reactors Branch 1 5pp 13649 131 311 

Fiche 50-000.02/09/10.0210070007 


8210290314 Provides MRC recommendation re Phase II of independent 
design verflcatlon program Phase II progratn plan 6 
requirement that Phase tl revl ew/evaluatlon s be completed 
prior to fuel load/lotii power decision approved 
DiRCKSi If J. Office of the Eiecutive Director for Operations 
secy-e2~4l4 02 / 10/13 6lpp 15Q76 261 24X Ftche 50-375. 

82/10/13. B210290214 


8210060133 Forwards IE Insp Repts 50-275/02-26 t< 90“323/8a-rj an 
820726-30.0816-20 6 0830-0901 No noncompliance nqbid 
OI5HOP. T U Division of Resident. Reactor Project 6 Ergirterkri 
Programs e2/07/l7 CRANE. P A Pacific Oas 6 Electric Co in 
15614 307. 24X Flche 50-275.02/09/17.8210060133 


6210190583 Advises that two former Bechtel employs'** be retained 

an Independent design verification program Individuals dp 
not violate procedure on conflict of Interest B« ulli not 
verify uiork participated in as Bechtel emplogee 

COOPER rU E, Teledgne Engineering Services 82/10/14 DENTOfl. H R 

Office af Nuclear Reactor Regulation. Director ENOELKEN.R H 
Region S. Office of Director HANEATIS.O A Pacific Oas ti Electric 
Co. 3pp 19791 184 24X Flche 30-275.82/10/14,0210190583 


&ai0190584 Provides prelimlrvarv responit to 8 20701 request for review 
af seven points re validity of BNL results 6( generic 
implications in final rapt concerning analysis of facility 
COOPER I U E Teledgna Engineering Services 82/10/19 DENTON. H R 

Office of Nuclear Reactor Regulation. Director 3pp 15791 107 
24X Fiche 50-279.02/10/15.8210190534 


8310220371 Forwards addl sections for Phase I final rept re design 
verification program per convnitment made in 620820 Itr. 

Revision 4 to outline Phase 1 final rapt & revision to 
sectioris previously submitted 

CRAKE. P A Pacific Qas it Electric Co 82/10/15 EtSENHUT.D 0 

Division of Licensing lOIpp 15779 233 24X Fiche . 50-275. 

82/10/154 621022-0371 


8210290210 Identifies concerns resulting from review of URS/Blutno 
containment annulus structure model evaluation Concerns 
resulted In issuance of EOl Files 3006 3007 

NRA/rR TeUdgne Engineering Services 82/10/15 HANCATIS. 0 A 
Pacific Cas 9 Electric Ca 4pp 19780 292. 34K 

Flche' 50-275.02/10/15. 8210250210 


9210250318 Comments on Region 5 B20915 n-bemo re Phase 11 of independent 
design verification pragrafn4par 821006 request Change In 
Phase II net indicated 

COPPERfW E Teledyne Engineering Bervlces 02/10/15 EieCMHUT, D Q 
Division of Licensing 9pp IS790 048 24X Fiche 80-275.02/10/19, 

0210250318, 


82102B0272 Notifies of planned 021101 meeting w/plant personnel to 
discuss audit logistic planning for activities performed 
since 820820 

REEDY. R F. fl F Rsedg. Inc 82/10/15 COOPERrWE TeUdyne 
Engineering Bervices 3pp 19837 292 24X Flche 50-275, 82/ 10/ 1 9» 

82I02B0272 


— 8210060141 IE Insp Repts 50-275/82-26 8, 30-323/B2~|j on IU'0?26'-‘ 
0816-20 6 0830-0901 No noncompliance noted Na^ur areet 
ihspected site tour 6 mod to piping 6 electrical retiway 
supports resulting from revised annulus seismic speclra 
DORDOIN. J F , ZUETZlOrO B Division of Resident. Ileactor Frajri. 
Engineering Programs 02/09/17 9pp 19614 aiJ 
Fiche 50-275,02/09/17.8210060133 


8208190233 IE Info Notice 00-35, Buppl 1. ‘'Leaking & Dislodged 
Implant Seeds •• Sve list end 

CQDB.L I Division of Fuel Facilities, Materials 6 OafeguaTis 
G2/10/06 Consolidated Edison Co of New York 66pp 15761 iY 

24X Fache 50-000,02/10/06.8208190233 


0208190238 t£ Bulletin 02-03, "Stress Corrosion Cracking Lri Ihick^ 
Na 1 ), Larg e-Di ameter. Stain less Steel. Rec ircu lallon Ryt 
Piping at OWR Plants " Sve list end 

DE YOUNG. R C Director's Office, Office of Inspection end 

Enforcement 82/10/14 Consolidated Edison Co of Niu YiiPb 

119pp 15810 125 24X Fiche SO-000. 82/10/ 14, 82081 902JO 


8210260287 Forwards IE Insp Rept 50-275/82-29 on 020D27^100K Po 
noncompliance noted 

OlSHOPfT N Division of Resident. Reactor Project t, f nglntef 1*1 
Programs BZ/10/14 CRANE, P A Pacific Gas t, Electric Ca *tt 
15039 010 24X Fiche 90-275.02/10/14.9210280207 


—8210280303 lE Imp Rept 50-275/82-29 on 820829-1002 No nun^aplii . 
noted Hajar areas inspected plant operati ons . surveUlent e 
test Ing, p hy steal securi ty , maint S, Ttil task action plan 
Items 

CARLSON. U 0 * MENDONCA.M M . KIRSCHrD F Division Df Resilt'1 
Reactor Project 8, Engineering Programs B2/J0/13 9pp 
15839 014 a4X Fiche 50-275,82/10/14,8210280207 


8210280324 Foruards IE Insp Repts SO-27S/B2-30 U 50 32.1/112^14 »"• 
020914-16 Nq noncomp I lance noted 

BIBHOPjT U Division of Resident, Reactor Project 4 I kni ir ir-j , 
Programs 82/10/14 CRANE, P A Pacific Oas U [ILictrlc Ca Tap 
15939,019 24X Flche 90-275,82/10/14,8210280324 


—0210280330 IE Insp Repts 50-275/82-30 it 90-323/03-14 an flJ-jVl 4 Skk' 
noncompliance noted Major areas inspected imp 1 emenla Uon sf 
independent verification program, Includ ing independsnit 
qualifications of personnel |< implementation of OA pTogrs* 
M0RRrLL4P,J , ECKHARDT.J H . BISHOP, T W Division of Hskllt^T 
Reactor Project 6 Engineering Programs 82/10/OD 
16839. Oai, 24X Flche 50-275,82/10/14.8210280324 


^ Periodic operating reports 6 related correspondenc i 


32i0S90319 Foruardi "Diablo Canyon Nuclear Power Planl InM f f '‘<^4 
Design Verification Program," semimonthly rept for flipt 
1962 

COOPER.U. E. Teledgne Engineering Services 82/09/24 
Office of Nuclear Reactor Regulation, Director, ENOELHCN.R n 
R egion 5, Office of Director MANEATI8,G,A Pacific 9«l I ttt.x j 
C o. Ip. 19694,119 24X Fiche 50-275,82/09/24*821^390319 


— 8210290322 “Diablo Oanyon Nuclear Power Plant Indtptnfihl Diints 1 
Verification Program,'' semimonthly rept for Sept 1903 
a Teledyne Engineering eervices. 82/09/24 69pp 15654 IXO 
24X Flche' 90-279,82/09/2418210290319. , 


3210190191 Forwards "Bemimonthly Rept 23, Diablo Cany on ViellLcs I jm [ 
Program, '■ 820921-1004 j! 

CRANE, P A Pacific Oas Ic Electric Co 82/10/00 DCNTOrr.N ft [ 
Office of Nuclear Reactor Regulation, Director ENOELKthf, R fc 

Region 9, Office of Director Ip, 15677 294. 34)( ^ 

Fiche: 50-275r 82/10/00,8210150191 f 
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--£2101501 59 "Semimonthly Rept 23i Diablo Canyon Verification Prograni* ” 
82092 1 - 1 OOA 

KOCH-J B Pacific Gas Electric Co 02/10/08 51pp 15A97 295 
34X Fiche 50-275.02/10/00.8210130151 


0210230197 Forwards "Indapendent Design Verification Programi ” 
s eni-miln t h 1 y Tept for Oct 1902 

COCPER^M C Teledyne Engineering Services 02/10/00 DENTON, H R 
Office ■of Nuclear Reactor Regulation. Director ENGELKEN, R H 
Region 5, Office of Director MANEATlSiO A Pacific Oas Electric 
Co 3pp 15 70? Z6A SAX Fiche 50-275,82/10/08,8210250197 


0310250201 "Independent Design Verification Program." semimonthly rep fc 
for Oc t 1 98 2 

* Teledyne Engineering Services 82/10/00 39pp 15709 267 
24X Fiche 50-275,02/10/08,0210250197 


8210250221 Advises that RL Cloud As soc i ates, I nc has not issued open 
ifcen rcpts during prior reporting period 

DENISQM^E Robert L Cloud Associates, Inc 82/10/06 DENTON. H H 
Office of Nuclear Reactor Regulation, Director ENOELKEN,R H 
Region S. Office of Director NANEATISrO A Pacific Oas Ic Electric 
Co Ip 15708 3^16 SAX Fiche 50-275,82/10/08,0210230221 


0210250247 Submits Saminiont h I y Progress Rept 20 for 820902-1008 No open 
item repts issued.but tuo open item repts identified 
Individuals completed acceptable statements re potential or 
apparent conflicts of interest 

REEDT. R F R F Reedy, Inc 02/10/00 DENTON. H R Offico of 
Nuclear Reactor Regulation. Director ENOELKEN. fi, H Region 5. 

Office of Director KANEATIS, 0 A Pacific Gas it Electric Co 2pp 
15706 342 SAX Fiche 50-275,02/10/00.8210250247 


8210250300 Foruiards Oct 1902 semimonthly rep t, c onsi s ting of Open Item 
fiepts Q007-B020 

■^ESTAK.F Stone Webster Engineering Corp. 02/10/08 DENTPN, N R 
Office of Nuclear Reactor Regulation. Director ENOELKENi R K 
Region 5. Office of Director KANEATIG.O A Pacific Oas Eloctrlc 
Co 3&PP 1 5790 097 24X Fiche 50-275,82/10/08,8210250300 


0210200157 Foruiards program managers 3rd Friday Oct i902 rapt re 
independent design verification program 

REEDV. R F n F Reedy. InC 02/10/15 COOPER. WE Teledyne 
Engineering Services 6pp 13G37 215 24X Fiche 50-275,02/10/15. 

B2 10200157 


□310270236 Forwards "Diablo Canyon Verification Program." Semimonthly 
Rept 24 for 021005-18 per Commission Order CLI-81-30 
CRANE, P A Pacific Gas Electric Co 82/10/22 DENTON. H. R 
Office of Nuclear Reactor Regulation, Director £NGEt.KGNi R H 

Region 5. Office of Director Ip 15038 222 SAX 
Ficho 50-275. 92/10/22, 82 J 0270236 


--D210370240 "Diablo Canyon Verification Program," Semimonthly Ropt 24 
for 021005-19 

« Pacific Das k Electric Co 02/10/22 52p p 15020 233 34X 

Fiche 50-27 3,02/10/22.0210270236 


8210200211 Forwards "Diablo Canyon Nuclear Power Plant Independent 
Design Verification Program." semimonthly status rept for 
0c t 1982 

COOPER. Cf E Teledyne Engineering Services 02/10/22 DENTON. H, R 
Office of Nuclear Reactor Regulation. Director ENOELKEN. R H 
Region 5, Office of Director NANEAT18.0 A Pacific Oas & Elactric 
Co 2pp 15033 001 24X Fiche 50-275,82/10/22.0210800211 


—8210380212 "Diablo Canyon Nuclear Power Plant Independent Oasign 
Verification Program." semimonthly status rept for Oct 
1932 

a Teledyne Engineering Services 02/10/22 76pp 15030.003 
24X Fiche 50-275.02/10/22.8210260211 


3 Reportable occurrences. LERs h related corresp ondanc* 


8210250055 PNO-V-82-043 on 62101 6. unusu a 1 event declared when grass 
fire started in 500 fcV switchyard On 621017. three SOO kV 
circuits tr ip ped, resulting in loss of all offsite power 
Second unusua 1 event declared 

STERNDERO.D M Region 5. Office of Director 82/10/i6 Ip 
15787 100 24X Fiche 50-275,02/10/16.6210250055 


B2t0290ai9 Forwards LER 08-009/011-0 

eWIFFER, J D Pacific Gas it Electric Co 82/10/16. ENOECHEN.tt H 
Region 5. Office of Director tp 15053 226. a4X 
Fiche 50- 375, 92/10/10.8210290219 


—8210290222 LER 02-OO9/O1T-O on 021007. tasti ng on auxiliary saltwater 
eye revealed eye susceptible to water hammer effects during 
anticipated operational transients Caused by water column 
separation recomb inat ion at piping elope change 

KAEFER.M 0 Pacific Oat & Electric Co 83/10/19 Region 5. 

Office of Director 2p p 15853 227 24 X Fiche 90-275,62/10/18, 

6210290219 


T Hearing transcripts on non-antitrust matters 


8210290370 Unofficial transcript of 921020 public discussion of Phase 
tl reverification program In Ua sh i ng t on. DC Pp 1-113 
Supporting do cumenta t ion end, 

a Commissioners 62/10/20 I44pp IS065 099 24X 

riche 50-275, 82/10/20. 0210290370 


6210220416 Forwards transcript aP Commlselon 021030 meeting to 
receive NRC briefing on proposed scope of Phase II of 
independent design verification program & 621019 meeting w/ 
util participants re program & BECY-B2-41 4 W/t> end 
CHlLli.6 J Office of the Secretary of the ConwniBsion 02/10/21 
Office af the Executive Legal Director ip 13779 211 24X 

Fiche 50-275, 82/10/21. 8210320416 
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J Insurance & inda/nnity information. 


6210060296 Forwards Endoreement 99 to NELIA Policy NF-140 V Endorsement 
53 to MAELU Policy HF-67 

DRADtEY, E J Philadelphia Electric Co 02/09/30. SALTZMAN. J 
Assistant Director for State 4c Licensee Rolatlons 3pp. 19619 S06 
E4X Fiche 50-277,02/09/30.6210060296 


P Operating license stage documents & correspondence 


8210260013 Responds to FOIA requsst for all i nterna 1 . non-pub I ic 
documents, memos, evaluation repts St other mail dBaling u/ 
nuclear plant operations Forwards documents listed in App A 
FELTON. J M Division Of Rules and Records 82/09/17 MCINNIS. D 
Ntus t( Observer 5pp 19860 065 24X Fiche 90-000,02/09/17* 

8210260013 


— 0200310034 Forwards draft info notice re deficiencies in air filtration 
Sc ventilation sys. Notice based on radioactive resin release 
at Pilgrim 1 Sc on four related ivente at other plants 
involving deficiencies in maint Sc testing of filter tys. 

NATTBON.R J Division of Qystems Integration <pQst 011009). 

02/00/09 JORDAN. E. L Division of Engineering S* QuaUty 
Assurance 9pp 15061*024 24X Fiche. 90-000, 82/0?/l7i 0210260013 


6210050320 Forwards "Thermal happing Rept 02-3 for 920816 for Thermal 
Monitoring Requirements," per App D to ETS 

WILL6EY.W B Philadelphia Electric Co 62/09/28 IPPOLITO. T. A 
Operating Reactors Branch 3 Ip 15601*338 24X 

Fiche 50-277, 82/09/29. 9210050320 


— 8210050321 "Thermal Napping Rept 62-3 for 820816 for Thermal Monitoring 
Requirements " 

e Philadelphia Elactric Co 82/09/26 4pp 15601 359 24X 

Fiche 50-277.82/09/20.8210030320 


9210150282 Forwards "Rapt of Plant Startup Following Fifth Refueling 
Outage. " Feb 1902 

ALDENrW H. Philadelphia Electric Co 82/10/06. HAYNES, R C Region 
1. Office of Dlreeter Ip. 15705’ 266 24X Fiche 50-277.82/10/06. 

8210190202. 


—8210190292 "Rapt of Plant Startup Following Fifth Refueling Outage." 
920219 

ULRICH. W T Philadelphia Electric Co. 82/02/28 7pp. 15705 267, 
24X Plchti 90-277.82/10/06.8210150202. 


8210260329 Submits info re potential problem w/ventilation syi 
associated w/battery & emergency switchgear rooms. so lut Ion 
to problem 4c scheduls for completion of necessary mods Mods 
win bs completed by 621231 

COONEY, h J. Philadelphia Electric Co 62/10/14 KAVNEB. R C. 
Region 1, Office of Director 3pp. 19803.205 24X 

Fiche: 50-277. 82/10/ i 4, B21 0260329 


8210200046 Forwards application to amend Liceneas OPR-44 It Df*R*-56 tn 
reflect mods required to meet criteria of NUREO-0661 , App Ai 
"Marli I Containment Long-Term Program.’" 

BRADLEY. E J Philadelphia Electric Co. 82/10/19 DENTON. H. R. 

Office of Nuclear Reactor Reguiatlnn. Director. Ip. 19756:139. 24X 

Fiche: 90-277. 82/10/19,8210200046 
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— 9310200063 AppUcjtian to affantf Li canto* DPR-4fl tc PPR“5& to rofltcfc 
mD<J» raquirad to flieot critarla o-f NURE(3-0661» App A, '*M«rk I 
Contalnfrant Lqrj-Torm Progran *' Affidavit t CartJflcato of 
Svc and 

BAUER. EO . DRADLEV'.E J Phi Udalph ia El ®c tr it Co OS/lO/IS 
7pp 15754 136 a4X Fichf 50-377,82/10/15.021020004* 


— 8210300068 Prapoted Tach Epac pa'gtf , raf l«c.t ing mod* raquirad to «no»t 
C^lta^la of NUREO-0661, Ap p A, "flark 1 Containment Long-TeTtB- 
Program " 

» Philadalphia EUcferic Co 82/10/15 £pp 15756 143 24X 

Fieha 50-27 7,82/10/15.8210200046 


8210210297 Submit* addl info rt util B1 1229 raaponte to NUREO-OBOSt 
'’8af«tv Concarttt Anadated if/Plpi Oraaki In SUR Scram 
Sij *j “ in response to NRC 820024 reiiuest 

OALTROFF. S L Phi UtfeB ph i a Eloctric Co 82/10/15 STOLZ. J F 
Operating Reactor* Branch 4 lOpp 15764 2*7 24X 

Fiche SO-277, 82/10/13, 0210210297 


8210210330 Proposes 630131 a* date for reiponding to NLIREO-0737, E tern 
1183, "Poat-Acc ld«nt Sampling Sy* “ 

jJALTRCrFiS L Philadelphia Electric Co 02/10/15 STOLZ, J F 
Operating Reactors Branch 4 2pp 15765 0*3 24X 

Fiche 50-277.82/10/13.8210210330 


821028019* Foruardt response to draft technical evaluation rept re 
control of heavy load's Addl info requested in 620405 tetcon 
one 1 

DALTROFF.S L Philadelphia Electric Co 82/10/23 STOLZ, J F 
Operating Reactors Branch 4 45pp 1SS39. 13* 24X 

Fiche 50-277,92/10/25,821028019* 


— 8210280198 '^Structural Analysis of Peach Bottom Units 2^3 Reactor 
Pressure Ueisel Mead Drop, Shroud Head Asiimbly Drop it Steam 
Dryer Assembly Drop Conditions “ 

HERRERA. M L , MOK.O Oenaral Electric Co 63-32 92/08/31 

3app 15639 IQI a4X Fiche 50-377.82/10/25,621028019* 


— 8210280201 "Lifting Devices U Llftlnj Points Stress Analysis for 
Reactor Pressure Vessel ffead Strongback, Steam Dryer/ 

Separator Sling ^ Sve Platform to Comply W/NURE0-0&12 for 
Peach Bottom Units 2 3 " 

KOIJQ, Y H General Electric Co ffSE-SO-0562 62/05/31 31 pp 

15639 219 24X Fiche 50-277.62/10/25,8210280196 


— 9210280204 "Lifting Devices U Lifting Points Strese Analysis for Fuel 
Pool Cate Lifting Points. Kgdraul i c Tensioner Lifting Device 
tc Lifting Points t Reactor Pressure Vessel Insulation 
Removal Lifting Device & Insulation Lifting Points *' 

SZUHSKl.TU Philadelphia Electric Co NSeQ-72-07e2 82/07/31 

29pp 15839 2S0 24X Fiche 50-277, 62/10/25, 821020019* 


0 Inspection reports. TE Oulletlns correspondence 


0210070317 Foruiarda IE Intp Repts 50-277/82-20 b 50-278/02-19 on 
620-916-20 U notice of violation 

martin. T T Division of Engineering b Technical Programs 62/09/22 
DALTROFF.SL Phiiaifelphia Electric Co 2pp 15*34.135 24X 

Fiche 50-277, 62/09/22.0210070317 


— 8210070332 Notice of violation from Insp on 020016-20, 

e Division of Engineering b Technical Programs 62/09/14 Ip 
15634 137 24X Fiche. 50-277, 02/09/22,821 0070317 


—8210070330 IE Insp Rept* 90-277/62-20 b 50-276/02-19 on 820816-20 
Noncompliance noted no notification given for ahnormal 
degradation in primary containment, evidenced by unacceptable 
local Itat rate test results for nine Iselation valves 
PULLANIiS V , EETtENHAUSENrL Division of Engineering b Technical 
Programs 82/09/14 7pp 15*34 138 a4X Fiche . 50-277, B2/09/22, 
0210070317. 


8210150299 Forwards IE Insp Repts 50-277/02-19 b 50-270/02-10 on 
820007-0915 No noncomp 1 lance noted 

STAROSTECKI, R Division of Project b Resident Programs, 02/09/27. 
DALTRQFF. 8 L, Phi Udet ph ia £I actric Co 2pp 15707 234 24X 

FI Che- 50-277. 92/09/27,0210150299 


—0310150302 IE Insp Repts 50-377/02-19 b 50-270/02-10 on 620007-0915. No 
noncomplianct noted Major areas inspected operetio-nal 
saf ety , radi ation pretecti on, physic* 1 security, control room 
activities b IE bulletin followup. 

0LOUOK, A R. I MCCANE, E G Division of Project b Resident Program*. 
02/09/20 19pp. 15707 23* 24X FI ch#' 50-277, 02/09/27, 6210150399. 


— 6210070186 Inservice insp rept completed during 020220-0702 refuil.i'| 
outage 

a Philadelphia Electric Co 82/09/20 96pp 15635 279 241 

Ficha 50-377,62/09/29,0210070177 


6210150069 Submits final response to IE Dulletin 61-01. "Eutvtillt' i 
of Mechanical Snubbers " Pacific Scientific Co manufactuni 
48 mechanical snubbers utiUted at facility List of made] 
number! end 

DALTROFF, S L Philadelphia Electric Co 82/10/04 HAYi|jr0,n C 
Reglan 1, Office of Director 2pp 15701 241 24X 

Fiche 50-277,62/10/04,82101500*9 


820Bi90233 IE Info Notice 80-35, Suppl I, "Leaking b Dislodytd I-JSJ 
Implant Seed* " Sve list end 

GOBP>L I Division of Fuel Facilities, Materials b Bafeg^uarft 
02/10/0* Consolidated Edison Co of Neu; York *6pp 197*1 

24/ Fiche 50-000,02/10/06,8208190233 


6210130291 Ack receipt of 020929 Itr informing NRC of steps tsken tj 
correct violations noted in IE Insp Repts 50-277/95-14 b 
50-276/02-14 

STARCJSTECKI . n Division of Project b Resident Programs f)2/IO/CA 
DALTROFF.SL phi Jadelph ia Elec trie Co Ip 15670 347 S43( 

Fiche 50-277, 82/10/0*. 0210130291 


—021013029* Responds to NRC 020901 Itr re violations noted in |L Irti 
Repts 50-277/02-14 b 50-270/82-14 Corrective actioni 
defective locking mechanism replaced b personnel initructed 
bo be mare forceful when checking locked doors 

DALTROFF.S L Philadelphia Electric Co 02/09/29 ESTAnC'J UC*] I 
Division nf Project b Resident Programs 2pp 15*70 Itfl 2il 
Fiche 50-277,62/10/06,0210130291 


8200190236 IE Bulletin 62-03, "Stress Corrosion Cracking in Thtck- 
(fa 1 1, Large-Di ameter, Stalnl ess Steel, Rtc ircu lation 8ys 
Piping at SNR Plants " Sve list end 

OEVOUNOi R C Director's Office, Office of Inspection and 

Enforcement 62/10/14 Consolidated Edison Co of New Vorli 

llSpP 15610 135 24X Fiche 50-000,92/10/14,62061902.13 


R Periodic operating reports b related correspondence 


621015035* Foriuards Thermal Mapping Rept 82-4 for Q20909 for therajL 
monitoring r » quirements, per App 0 to ETB 

WILLSEV.H D Philadelphia Electric Co 62/10/00 JPPDI IIO, T A 
Operating Reactors Branch 3 Ip 15704 377 24X 

Fiche 50-277,82/10/001031015035* 


—0310130360 Thermal Mapping Rept 82-4 for 820909 

a Philadelphia Electric Go 82/10/06 4pp 15704 2711 341 

Fiche 50-277,03/10/00,0210150356 


8210230190 Foruards monthly operating repts for Sept 19D2 

COONEY. fl J Philadelphia Electric Co 02/10/15 Director • 
Office. Office of Inspection and Enforcement Ip J5777 273 
Fiche 50-277, 82/10/15, BSl 0220190 


— 6210220194 Monthly operating repts for Sept 1902 

AUDEN, N M Philadelphia Electric Co 02/10/15 lOpp IS/ff mU 
24X Fiche 30-377,02/10/15,8210220190 


8 Reportable occurrences, LERi b related correspondenr* 


02100*0074 Forwards UER 02-027/01 T-0 Detailed event analytl* 4 n«l 
COONEY, h J Philadelphia Electric Go 02/09/24 HAYNB&.R C 
Region 1, Office of Director 3pp 15615 047 24X 

Fiche, 50-277, 82/09/24,62100*0074 


— 82100*0083 LER B2-027/01T-0, on 630910, sve air valve to contal nai'^t 
found open Caused by personnel failure to make entry In 
locked valve log book when valves opened Valve closed b 
locked 

CaONEYrH, J Philadelphia Electric Co, 82/09/24 Rtgidnii 
Dfflee of Director Ip, 15*15 030 24X Fiche, 50-277. D3/0f/J4 

62100*0074 


82100*0353 LER e2-025/03L-0 on 020027, while performing *UTvelSl4^<» 
test'O RHR pump room C cooling fan would not start In 
automatic Cauced by corroded contact* on C fan iwitcb 
DPS 0400-16 Switch reuirtd b calibr 

CCONEYiM J Philadelphia Electric Co 82/09/24 MAVNE6,R C 
Region 1, Office of Director Ip 15*15 194, 24X 

Fiche 30-277.62/09/24,82100*0353. 


0210070177 Forward* inservice insp rapt completail during 820220-0702 
refueling outiga, Insp requirement* met siti sfactort ly , 

COONEY, « J Philadelphia Electric Co 82/09/29 HAVNEe,R.C 
Region 1, Office of Director, ip 15*35 296, 24X 

FI c h e . 3 0 -277, 82/09/29, 0210070 i 77. 


DOCKETED ITEfVlS 


81 


S2100A0047 LER ga-02B/03L'0 nn 830?0fi, LIS-2-3-73D, reac tor Lo-Lo-Lo 
containment < pray interlacfc discovered out of calibr 
Catj*ed by setpoint drift of Rosemont Model 115! trip unit 
Devi ce r ecal i br 

COONEY, M J Philddelphta Electric Co 82/09/27 HAYNES, R C 
Peflion 1. Office of Director Ip 13615 080 24X 

Fiche 50-277. 02/09/27,8210060047 


0310060177 LHR Sa-Oab/OSL-O on 020831, RHR pump 2A failed to ttart 
during test on Fn-2-'10-143 Caused by uncharged breaker 
■closing spring due to faulty closing latch monitering suitch 
in charging motor circuitry Suiitch replaced 

COONEY, H J Philadelphia Electric Co 82/09/30 Region 1, Office 
of Director Ip 15615 099 24X Fiche 50-277,82/09/30,0210060177 


6310150400 LER 02-031/03L-0 on 820031, smoke detector 014 in emergency 
suitchgear room fl failed to cal ihr to Tech Spec limits 
Caused by faulty smoke detector Detector replaced 
CaUNEY,rt J Philadelphia Electric Cp 03/09/30 HAVNF8. R C 
Region I. Office of Director Ip 15704 02Q 24X 

Fiche 50-277,02/09/30,0210150400 


6210150154 Foruards LER 82-030/01 T-^O Detailed event analysis submitted 
COONEy,H J Philadelphia Electric Co 02/10/01 HAYNES. R C 
Region t. Office of Director 3pp 15707 311 24X 

Fiche 50 -277 . 02/10/01,8210150154 


--8210150179 LER 02-030/011-0 on 020917, w/both units at pouer, small 
q.uantity of slightly contaminated uater released from 
recombiner bldg into stoim dram sys Caused by spurious 
action of Orinnell Model B fire suppression valve 
caDNEY,M J Philadelphia Electric Co 02/10/01 Region 1, 

□ fftce of Director Ip 15707 314 24X Fiche 50-277,02/10/01, 

8210150154 


8310260112 LER B2-029/03L-0 on 6209 1 5, d ur Ing pouer, supervi sory alarm 
occurred indicating fire sys problems Investigation revealed 
heat detectors in startup suiitchgear bldg inoperable Caused 
by disconnected circuit breaker due to stripped screw 
CODMEV.H J Philadelphia Electric Co 02/10/14 HAYNES, R C 
Region 1, Office of Director Ip 15005 247 24X 

Fiche 50-277.62/10/14,8210260113 


Q210S90366 PNO- I— 02-060 on 02 1024 , pr imary sys relief valve began 
cycling during startup after malnt sh utdouin, causing sys 
S'Lieli which resulted in feed pump trip on high reactor water 
level folloued by low level scramHPCI manually initiated 
MCCADE, E C , KEIMIO Region 1, Office of Director 82/10/25 Ip 
15G53 034 24X Fiche 50-277,02/10/25,0210290366 


DOCKET S0-27fl PEACH BOTTOM ATOMIC POWER STATION, UNIT 3 
J Insurance U indemnity information 


0210060296 Forwards Endorsement 99 to NELIA Policy NF-140 It Endorsement 
53 bo HAELU Policy MF-67 

BRADLEY, E J Philadelphia Electric Co 82/09/30 SALTZMAN, J 
Assistant Director for State «< Licensee Relations 3pp 15619 206 
24X Fiche 50-277,02/09/30,0210060296 


P Operating license stage documents & correspondence 


020709-0201 Forwards application to amend License DPR-56, changing Tech 
Specs to reflect changes bo ODYN computer code including 
Revision I to "Supp lomental Reload Licensing Submittal for 
Peach Bottom Unit 3, Reload 4 " 

OPADLEV, E J Philadelphia Electric Co 82/07/06. DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 13708,113, 24X 

Fiche 30- 270, 02/07/06, 820 709020 1 


--0207090200 Application for amend to License DPR-56, ehang Ing Tech Specs 
to reflect changes in analyses resulting from corrections to 
ODYN computer code 

DALTflOFF, 3 Philadelphia Electric Co 02/07/06 6pp 13700,113, 
24 >C Fiche 50-278.82/07/06,0207090201 


■0207090215 Tech Spec Tables 35Ha8i35K3|c Figures 3 3 K I fc 
3 5^ K 2, supporting application for amend to License DPR-3A 
e Philadelphia Electric Co. 02/07/06 4pp 13700 120 24X 

Fiche SO -278 . 02/07/06, 0207090201 


■B2070902S4 Revision 1 to “Supplemental Reload Licensing Submittal foi* 
Peach Bottom Atomic Power Station Unit 3, Reload 4 
LEASER, -J D , ENOELiR E Oenerai Electric Co Y1003JOIA20 ROl, 
02/06/30 41pp 1 3780 • 124 24X Fiche 50-278.82/07/06,0207090201, 


0210050320 Forwards "Thermal Mapping Rept 02-3 for 820810 fgr Thermal 
Monitoring Requ i rements, “ per App 8 to ET6 

WILLSEY, W a Philadelphia Electric Co 82/09/28 IPPOLITO, T. A 
Operating Reactors Branch 3 Ip, IS6O1.3S0 24X 

Fiche 30-277, 02/09/28, 62 1 0050320 


-0210050321 '^Thermal Mapping Rept B2-3 for 820610 for Thermal Monitoring 
Requirements ** 

» Philadelphia Eiertric Co 62/09/2B 4pp 15601 359 24X 

Fiche 50-277,02/09/29.8210090320 


0210260329 Submlte info r» potential problem u/venti lation sys 
associated u/battery h emarjoncy switchgear rooms, solut ion 
to problem (< schedule for completion of nec esearu mods Mods 
will be completed by B21231 

COONEY, H J Philadelphia Electric Co 82/10/14 HAYNE8, R C 
Region 1, Office of Director 3pp 1S0O3 20S 24X 

Fiche 30-277, B2/10/14. 9210260329 


8210200046 Forwards application to amend Licenses DPR-44 t, DPR-56 to 
reflect mods required to meet criteria of NUREO-0661, App A, 

"Mark 1 Containment Long-Term Program ” 

BRADLEY, E J Philadelphia Electric Co 02/tO/l5 DENTON, H R 
Office of Nuclear Reactor Regulation-, Director Ip 15756 135 24X 

Fiche 50-277, 02/10/15, 9210200046 


—0210200063 Application to amend Licenses DPn-44 U DPR-5A to reflect 
mods required to meet criteria of MUREQ-0661, Ap p A, "Hark I 
Containment Long-Term Program " Affidavit 6 Certificate of 
Sve and 

GAUERiEO , DRADLEYiE J Philadelphia Electric Co 82/10/15 
7pp 15736.136 24X Fiche 50-277,82/10/13.0210200046 


— 0210200060 Proposed Tech Spec pages, r of 1 ect ing mods required to meet 
criteria of MUREO-0661, App A, "Mark I Containment Long-Term 
Program " 

* Philadelphia Electric Co 82/10/13 App 15736 143 24X 

Fiche 30-277, 82/10/ i 3, 0210200046 


8210210297 Submits add! info re util 811229 response to NUREO-OB03, 
"Safety Concerns Associated N/Pipo Breaks In BHR Scram 
Sys," in response to NRC 820824 request 

DALTROFF, 8 L Phi lade I ph la El ec trie Co 82/10/19 8TOL2. J, F 
Operating Reactors Branch 4 lOpp 19764 267 24X 

Fiche 30-277. 62/10/13, 82 1 08 10297 


8210210330 Proposes 030131 as date for responding to NUREO-O737r Item 
It B 3, "Post-Accident Sampling Sys " 

DALTROFF, 8 L Ph i ladelph la El ec trie Cg 88/10/13 STOLZ.J F 
Operating Reactors Branch 4 2pp 15763 063 24X 

Fiche 50-277.82/10/13,9210810330 


8210220006 For-wards application to amend License DPR-96i request log Tech 
Spec change to ertend intp interval applicable to two 
inaccessible hydraulic snubbers 

BRADLEY, E J Philadelphia Electric Co 02/10/19 DENTON, H R 
Office of Nuclear Reactor Regulation! Director Ip 13770 219 24X 

Fiche 90-278, 02/10/19, 0210220006 


'8210220007 Application to amend License OPfl-56, changing Tech Specs tu 
extend Insp interval applicable to two Inaccessible 
hydraulic snubbers Certificate of Bve end 

BAUER, E 0 t BRADLEY, E Philadelphia Electric Co 02/10/19 
6pp 15770 220 24X Fiche 50-270.02/10/19,0210220006 


0210200196 Forwards response to draft technical evaluation rept re 
control of heavy loads Addl info requested in 020405 ielcon 
end 

DALTROFF, 8 L Philadelphia Electric Co 82/10/29 STOLZi J F 
Operating Reactors Branch 4 45pp. 19839 136 24X 

Fiche 50-277. 82/10/25, 0210200196 


— 0210280190 “Btructural Analysis pf Peach Bottom Units 2 I, 3 Reactor 
Pressure Vestel Head Drop, Shroud Hoad Assembly Drop Bteam 
Dryer Aistmblg Drop Conditions " 

H£HRERA,M L , M0K,O Oeneral Electric Co, 82-32 02/00/31 

aspp 13839,10 1 24X rich* • 50-277.82/10/25,0210280196. 


■0210200201 "Lifting Devices St Lifting Points Stress Analysis for 
Reactor Pressure Vessel Head Stro-ngbacb, Steam Dryer/ 

Separator SHng «< 8vc Platform to Comply W/NUREO-0612 for 
Peach Dottom Units 2 & 3 

KONO, Y, H, Oaneral Electric Co NSE-50-0502 82/0S/31, 31pp 

I5B39 219 24X Fiche- 50-277, 02/10/25, 021 0200196 


•8210280204 "Lifting Devices St Lifting Points Stress Analysis for Fuel 
Pool Gate Lifting Point s, Hydraul 1 c Tensioner Li-fting Device 
Ic Lifting Points & Reactor Pressure Vessel Insulation 
Removal Lifting Device it Insulation Lifting Points " 

SZUMBKIjT j, Philadelphia Electric Co, ^ NBEO-72-0702. 02/07/31 

29pp 15839.250 24X Fiche: 50-277i 82/10/25, 6210200196. 
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DOCKETED ITEMS 


0 rnipfction rfportt. IE Bullttln* & c orrtip dndttic* 


©210070317 FOTUdrdi IE Ir'tP R#pt» S0-277/B2-2O It 50-279/82-' 1 9 on 
920814-20 «r notlct of violation 

MARTJWrT T Dlvltion of Enalnttrln® fc Tochnlcil Progran* 89/09/82 
DALTRDFFiB L PhiladalphU El*etrlc Co 2pp 15434 139 a4X 
Ficlia 50-277,02/09/82,8210070317 


— 9910070330 IE Imp ©rpti SO'277/02-20 It 50-279/92-19 on 880914-20 
Noncorepllanca nottif no notification glvan for abnormal 
dfagradation in prlmarij contalnmant^ avidancad by c^niccap tibia 
local tail rata ta*t rasultf for nina liolatlon valva$ 

PULLAMIrS V , GETTENHAUSEl^, L Dlvlilon of Englnaaring 4 Tachnical 
Program*. 92/09/14 7pp. 15634. 139 24X FI cha^ 50-277, 92/09/22, 

8210070317 


8210070294 Forward* IE Inap R»pt 50-278/91-28 on 911013-15 

MARTIN, T T Dlvliion of Englnitrirtg b Tachnical Progratni 92/09/24 
OALTROFF. S L Ph 1 ladalpfila Elactrlc Co 2pp 15634'’ 21© 24X 

rich* 50-278, 92/09/24, 8210070296 


— 9210070308 IE Inap Rapt 50-278/BI-28 on 811013-15 Noncosip 1 ianca noted 
Paiit/ra to fallow radiation protactlan procadurt & promptlij 
notify NRC in accordanca w/lOCFRSO 72 

MIMITZ, R L. , OREENMAN, E 0. DlvUlon of Enginaarlng b Ttcbnlcal 
Program*. 92/07/24 IBpp 15634 820 24X Flcha 50-278,92/09/24. 

9210070296 


8210190299 Forujirdi IE In*p Rapt* 50-277/92-19 ** 50-279/82-18 on 
920807-0918 No noneompltanca nqted 

STAROSTECKliR. Divlalon of Pro jack t Rnldant Program* ©2/09/27, 
DALTROFF, 8 L phi ladalphla Eltctric Co 2pp 15707 234 24X 

Ficho; 50-277, 92/09/27, 9210150299 


— 9210150302 IE ln«p Rapt* 80-277/02-19 4 50-278/82-10 on B2C6 07-091 5 No 
noncomp liancr noted Major area* inipectrd. oparatlonal 
laf aty, rad i atlon pr otactlon, phyaica 1 lecurltg, control room 
activitla* le IE bullatin followup 

BLOUOH, A R, , MCGANE, E C. Dlvliion «f frojact Ic Rfildant Programi 
82/09/20 I9pp 18707 234 24X FI c he 50-277, a2/09/27» 821 0180299 


e208f90233 IE Info Notita 80-35, Suppl i. "Laaking b OUtodgad t-12S 
Implant 8*fd-*." 8vc lilt end. 

C08B«L I Divlilon of Fuel Facilitiai, Hatarial* b Safeguards 
02/10/04 Conaol Idatad Ediion Go of New Vork 46pp 15741 250 
24X F 1 c ha' SO- 000. 82/10/04, 8208190233 


8210130291 Ack receipt of 820929 Itr infarrhlng NRC of «taps tak an to 
corract violation* noted in IE In*p Reptt 50-277/92-14 b 
50-278 /a2'*14. 

STAROSTECKIrR Divifiort of Project b Rtiidant Programs 82/10/04, 
DALTROFF, 8 L Philadelphia Electric Co. ip. 15479 347 24X 

Flcha: 50-277, 92/10/06, B2I01D0291 


— 8210130294 Respond* to NRG 820901 Itr re violation* netad in TE Inep 
Rapt* 80-277/82-14 b 50-278/82-14 Correct Iva action* 
defective locking mechenim replaced b personnel Instructed 
to be mare forceful when checking locked doors, 

DALTROFF, a L. Philadelphia Electric Co 82/09/29. STAROSTECKliR. 

Oiviiion of Project b Resident Programi, 2pp 18478 348 24X 

Fi c h a 80-27 7. 82/ 1 0 /q4, 0210130291 . 


8209190230 IE bulletin 02-03, "8tre*s Corrosion Cracking in Thick- 
Wal 1, Largs-Dl amtter, Stainliss Btae 1, ftec Irculatlon By* 

Piping at BNR Plant* *' 8ve lUt encl, 

DEVOONO, R.C Dlrsctor'* Office, Office of Inapactlon and 

Enforcamant. 82/10/14 Coneolldated Edison Co. of New York 
llSpp l5BlO'i28 24X rich a. 50-000,82/10/14,8208195238 


8210220006 Ferwardt application to emend Licenia DPR-86; request Ing Tech 
Spec changs to attend Inip Interval appllcehle to two 
inacceesibla hydraulic snubber*. 

BRADLEY, E.J. Philadelphia Electric Co 82/10/19 OENTONiH R. 

Office of Nuclear Reactor Reguletlon, Director Ip, 15778:219, 24X 

Fiche. SO-27B, 82/10/19, 0210220004. 


—9210220007 Application to amend License DPR-S6, chang ing Tech Specs to 
extend insp interval applicable to tuo inaccessible 
h'ydreullc i nubber*. Certllicete of Bye and. 

BAUER, E.O , BRADLEY, E J Philadelphia Cl ac trie Co, 82/10/19, 

6pp. 15770! 220. 24X Flcha. 50-278, 82/10/ 19, 8210220006. 


ft Periodic cperetlng reports b reletad cerr«*pond«nce 


0210150356 For werd* Thermal Happing Rept 82-4 for 82090? for thermal 
monitoring requirement*, per App B to ETB 

HILLHEViH B. Philadelphia Electric Co ©2/10/06. IPPOLITO, T A 
Operating Reactors Branch 0. ip 15704:277. 24|( 

Fiche. 30-277, 82/10/00,0210150386. 


— ©210150340 Thermal Mapping Rept 02-4 for 820909 

# Philadelphia Electric Co 02/10/09 4pp 15704 270 
Fiche 30-277,82/10/08,0210180356 


021O23O£9O Forward* monthly operating rept* for Bipt I9Q2 
COONEYrM J Philadelphia Electric Co 02/iO/i5 
Officer Office of Inspection and Enforcement Ip 1577J ^ 

Fiche 50-277,82/10/15,8210220190 


— 8210220194 Monthly operating rapts for Sept 1902 

AUDEN, if M Phlladtlphia Electric Co 82/10/15 lOpp 
24X Ficha 50-277,82/10/15,8210220190 


S Riportable occurrences, LER* b related correipandtnit 


8210070474 Discuiies 810225 manual scram of reactor efUr iridr* '■ 
RKR relay logic A signal initiated ilmultaneoui cloivrt 
of bath recirculation pump discharge valves AU bstliry 
ground tracing should be done w/ohmater u/o fuse* 

A6H£, F Director's Office 01/04/17 Dlrictor'i Offici 
15644 351 24X Fiche 50-278.81/04/17.8210070474 


6210010008 Respond* to FOIA request for 19 categoriiv of 
nuclear reactor events b safety problems Foruardi docu^rnti 
listed in App A 

FELTON, J M Division of Rules and flacordi 82/06/20 
Critical Hess Entrgy Project iSpp 15727 003 Hi 
Fiche 80-000.02/06/20,8210010000 


— ©210050023 Discusses 810225 simultaneous closuri of riciirylai ' 
discharge valves Event occurred while station ptno-rnel srta 
attempting to remove ground associated w/A dlv of las-velt 
dc subsystem 

ASHE.F Director's Office 01/04/17 DlrtcUr'l OfflK* ^ 
15729 039 24X Fiche 30-000.82/06/20,0210010000 


9210040017 LER 02-01 5/03L-0, on 020022, dry we 1 1 pnssuri riLorlir P<i 
failed do-wnscalt Caused by blown fuse Fuse replacsd b tg* 
operation verified 

COaNEYiff J Philadelphia Electric Co 82/07/Sl liAVNi;© 4 { 
Region 1, Qfflc* of Director ip 15615 08/ S'!! 

F 1 c h e , 50 -270, 82/09/2 1,821 00600 1 7 


8210130224 LER Q2-017/03L-0 on B20902, during heavy relhiloia. «pi ■ 
observed that vent stack flow recorder indicatitf dovnicali 
on both channels Caused by pilot tubes filling w/uilsr 
during severe storm Indication returned when tlorm tubtUil 
COONEYiK, J Phlladilphia Electric Co 02/10/01 IIAVMie.Bt 
Region 1, Office of Director Ip 1567? 00? 24X 

Fiche; 50-270. 02/10/01,0210130226 


DOCKET 90-200 8WftY POWER STATIONr UNIT I 


F ©fcurity, medical, emergency b fire protection glint 


Q2100101S4 Ack receipt of 020820 response* rt emtrgvnty grpptrei ' 
deHciency items per 020404 confirmation of action Itr 
Corrective action b plan* will be examined during 
subsequent insps 

LEMia, R.C. DlvUlon of Project b Resident Prograai 
LEA8BUR0. R H Virginia Electric b Power Co Ip IB^63 ^ 

Fiche 50-280, 02/09/10, 02 1 0010154 


6210010125 Forward* revised security treining b qusU fkt itui p.r 
Plans withheld, 

LEASBURO. R H Virginia Electric b Power Co 92/09/17 K>*3i- 

Office of Nuclear Reactor Regulation. Director, VAnOh.S A 
Operating Reactors Branch 1 Ip 15566' 013 24X 

Flcha* 50-000. 82/09/17. 8210010125 


8210050076 Submit* correction to 820428 RevUlon 3 to ri-ipa''S« tk 
NVREO-0 737, Item 1. D. 2, "Safety Parameter DUplay Byi * 

Corractlon should be included in «chedular cxceptlont 
pertaining to emergency reipon*# capabilities 
LEASBURO, R.H, Virginia Electric b Power Co, 02/09/M 
Office of Nuclear Reactor Regulation. Director. EIBCW-f/T.PB 
Division of Ulcentlng Ip, 15603:105 24X Ftch* »'«» « >' 

02 1005 0076, 

8210210050 Relaaeei public version of changes to sMiriisiT 
Implemsntlng procedure 

FELTON, JM Division of Rules and Record*. D2/0?/?? 

Management Branch Ip. 1 8774' 109. a4X FI c be. 50-200. 

0210210080. y 

! 
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OS'! 0053 F-oruari^s pu61ic version of Change 1 to Emergencg Plan 
]*p 1 KTientin g Procorfure ePlP-4 lii "Followup Offsite Reteese 
Aisesiironti ” Change 2 to emergenci^ plan re NURE0-O&54 
cToss-ref t Change 3 tnodifgtng Table 5 1 

DEWAKOEL. E, P Virginia Electric Power Co 02/09/17 NRC - No 
Detailed Affiliation Given Ip 15774110 24X 

Fiche 50-26 0.82/09/29.82102100 50 


--82 102 SO £>55 Public version of Change I to E(nergenci| Plan Implamen ting 
Procedure EPlP-'4 11. "Followup Offsite Release Assessment " 

Virginia Electric it Power Co 02/09/17 Spp 15774 111 24X 

Flche 50-200,62/09/29.0210210050 


--821021005B Public version of Changes 2 3 to eoiergency plan re 

NUf?£G-0654 cross-faf t Table 5 I, "Nin Shift Manning 
Requ I r enent s» *' respectivelg 

* Virginia Electric «c Power Co 92/09/17 lOpp 15774 113 24X 

Fiche 50-200,82/09/29.0210210050 


^ Operating license stage documents & correspondence 


3210200013 Responds to FOIA request for all 1 nternal . non-publ it 
documentsi mBffios, evaluation repts & other matl dealing ui/ 
nuclear plant operations Forwards documents listed in App A. 
FELTON, J M Oivislon of Rules and Records 02/09/17 MCINN18.D 
News & Observer 5pp 15060 065 24X Fiche 50-000,02/09/17, 

021 02600 1 3 


— 8200310034 Forwards draft info notice re deficiencies in air filtration 
te ventilation sgs Notice based on radioactive resin release 
at Pilgrim 1 it on four related events at other plants 
involving deficiencies in maint U testing of filter syi 
MATTSON, R J Division of Bystems Integration (post 011OOS> 

82/00/05 -JORDAN, E L Division of Engineering it Quality 
Assurance 5pp 15B61 024 24X FiChe 50-000,02/09/17,8210280013 


1210120265 Informs of implementation status of NVREO-O737i Item 11 D 2, 
'Plant Shielding" per NRC 020517 request All required wort 
completed 

LEASOURO, ft H Virginia Electric (< Power Co 02/10/01 DENTON. H R 
Office of Nuclear Reactor Regulation, Director EIBENHUT, 8 0 
Division of Licensing 2pp 15651 230 24X Fiche 50-000i 02/10/01, 

0210120265 


|>210I20297 Forwards errata to Topical Rept VEP"FRD“33r "VEPCO Reactor 
Core Thermal-Hydraulic Analysis Vslng CODRA IIIc/MIT 
Computer Code ’* 

LEASBVRO. R H Virginia Electric (< Power Co 02/10/04 DENTON. H R 
Office of Nuclear Reactor Regulation. Director EISENHUT,D 0 
Division of Licensing 2pp 15652 330 24X Fiche 80-000. 02/10/04, 

6210120297 


-G21-0120305 Errata to "VEPCO Reactor Core Thermal Hydraulic Analysis 
Vslng CD0RA-I ric/Mir Computer Code " 

* Virginia Electric it Power Co VEP-FRD-33 ERR 02/10/04 Ip 
I5i92 332 34X Fich* 50-000,02/10/04,021 0120297 


210120110 Forwards payment of requisite technical review fees for 
inservice map Ic testing program 

LEASE VRO.R H Virginia Electric St Power Co 82/10/05 DENTON# H R 
Office of Nuclear Reactor Regulation, Director VARGA, 8. A 
Operating Reactore Branch 1 ip 15651 250 24X 

Fiche 50-200.82/10/05.0210120110 


210120230 Forwards payment of requisite technical review fees for 
relief requests from requirements of ABME Section XI 
LEASBVRO. R H Virginia Electric U Power Co 02/10/05 DENTON. H R 
Office of Nuclear Reactor Regulation, Director VARGA, S A 
Operating Reactor* Branch 1 ip 15652 210 24X 

Fiche 50-300,82/10/05.0210120258 


21D200043 Application for amend to Licenses DPR-32 S< DPR-37 consisting 
of proposed changes to Tech Specs modifying reporting S( 
notification requirements 

LEASBUROrR H Virginia Electric «. Power Co 02/10/06 DENTON# H R 
Office of Nuclear Reactor Regulation, Director VARGA, S A 
Operating Reactor* Branch 1. 3pp I5797'225 24X 

riche 50-280, 62/ 1 0/06, 8210200043 


-8210200046 Proposed changes to Tech Specs modifying reporting 
notification requirements 

* Virginia Electric it Power Co 02/10/06 3pp 15757 22S 24X 

Fiche 50-280,82/10/06,0210200043 


210270298 Ack receipt of 020915 application requesting relief from 
certain post-repair test requirements of ASHE cod* Class III 
fee requested since review involve* consideration of single 
safety i««ue 

OIOOSjR M Licinee Fee Hanagement Drench 82/10/18 LEA8BUR0. R H. 
Virginia Electric fc Power Co Ip 15036‘329 24X 

Fiche 50-260, 02 / 1 0/ 1 3, 02 1 0270290 


82I0220I70 Forward* carrected drawing re 1 1/2-inch drain valve 
£-hS-74 Valve incorrectly labeled 1-MS-20B in 820915 Itr 
LEASBURG, RH Virginia Electric i< Power Co. 82/10/10 DENTON. H R 
Office cf Nuclear Reactor Regulation. Director VARGA, 8 A 
Operating Reacto-rs Branch 1. Spp 19778 043 24X 

Fiche 50-2QG, 02/10/18, 0210220170 


8210220173 Comment* on evaluation of eigniflcant dynamic loads in 
determining capacity of slings used per NUREO-0612 Rating 
can be safely eipressad in term* of mas static load 

LEASBURG, R H Virginia Electric it Power Co 02/10/18 DENTON, H R 
Office of Nuclear Reactor Regulation. Director EIBENHUT# D 0. 
Division of Licensing 2pp 15777 293. 24X Fiche 50-000.02/10/18, 

8210220170 


0210280266 Informs that containment purge valve qualification program 
for 36-incb containment purge valves completed To ensure 
prevention of radioactive release, new automatic isolation 
valve will be ln<tallad 

LEA6BURG, R H Virginia Electric I. Power Co 82/10/25 DENTOhr, H R 
Office of Nuclear Reactor Regulation. Director VARGA, 8 A 
Operating Reactors Branch 1 2pp 15837 316 24X 

Fich* 50-260. 02/10/25, 6210260266 


0210280130 Informs that review of ns<u fuel container lifting rlfl 
completed Rig does not comply w/Paragraph 3 2 1 1 of 
ANSI Ni4 6-1970 Proposed design mod for conformance being 
reviewed tcwlll be implemented by 840322 

LEASBURO.R H Virginia Electric «c Power Co 92/10/20 DENTON. M R 
Office of Nuclear Reactor Regulation, Director EISENHUTiD G 
Division of Licensing Ip 15037 163 24X Fiche 30-200# 82/ 10/28# 

0210200130 


0 Inspection reports, IE Bulletins b c orresp ondence 


021OOBOO1S Addl response to FOIA request for 19 categories of info re 
nuclear raactor events & safety problems Forward* documents 
listed in App A Documents in App B completely withheld (ref 
FOIA Exemption 5) 

FELTON, J K Division of Rules and Record* 62/07/12 UDELL, R. A 
Critical Kais Energy Project 9pp 15665 027 24X 

rich# 30-000,82/07/12,821000001 9. 


— 0210060154 Systematic avaessment of licensee performance notes re 
facility evaluation for May 1 979-Apr 1980 
e NRC - No Detailed Affiliation Given 80/O4/Q0 6pp. 
15668-051 24X FI ch #- 50-000, 82/07/ 12, 821 OOBOOi 9 


6208260424 Ack receipt of util 82060? Itr it payment of civil penalty 
Based on review of inc Ident*. no- basis for remission or 
mitigation of penalty identified 

LI6BERMAM,J Enforcement Staff 02/07/29 LEASfiURO. R H Virginia 
Electric h Power Co 3pp 19574 3L3 24X Fiche 90-280,82/07/29, 

8208260424 


—0206160306 Responds to NRC 020510 Itr re violations notsd In IE Insp 
Rept 90-200/02-80 Corrective actions prestartup checklist 
will be performed ty instrument tupervivor 8. all employees 
counseled re procedural compliance 

LEASDUROfR H Virginia Elactric ii Power Co 82/06/09 
D£YOUHD,R.O Director 's Office# Office of Inspection and 
Enforcement 4pp 15974 316 24X Fiche 90-200,82/07/29# 

0200260424 


—0210010230 Forwards IE In»p Rep ti SO-280/02-04 |< 90-281/02-04 on 
020129-0226. Enforcement action sent separately on 820810 
O'REILLY# J.F Region 2. Office of Director. 02/09/10 

LEA8BUR0,R, N, Virginia Electric i* Power Co. 2pp 18574.320. 24X 

Fiche 9O-20G, 82/07/29, 0208260424. 


—0210010245 IE In*P Rept* 90-200/82-04 it 90-281/02-04 on 020129-0226 
Honcomp llan c e noted failure to maintain operability of steam 
flow Instrumentation i< to fallow GA manual 8( procedures for 
documenting inoperable steam flow instrumentation. 

BURKE. 0 J 1 DAVia.M J , DANCE. H C Division of Project it Resident 
Programs. 62/04/08. 9pp, 19974.822 24X Fiche 90-200,02/07/29# 

0200260424. 


6210G70007 Rsiponds to FOIA request for sight categories of record* re 
steam generators tt steam turbines. App A documents provided 
in R Udell FOIA Request 81-318 Forwerds documents listed in 
App B 

FELTON, J M Division of Rules and Records. 02/08/10. LONGED J 
Hinthrop, Stlmsoti. Putnam 4t Roberts 9pp. 15649,068 24X 

Fiche. 90-000, 82/08/10# 8210070007. 


— 8210070139 Forwards tabulated data on steam generator imp 8( maint at 
facilities Data should be provided to licensees 
fPFOLITO, T. Operating fieectore Assessment Branch. 02/O4/O£. 

VARGA, 8 Operating Reecters Brereh 1 Spp. 19649 131 S4X 
Fiche; 90-000, 02/08/10, 8210070007. 
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— 8210070172 Foruirds infi^ rs cit«n g«n«r<tar b lkiip» at all 

ap«r«tin0 PWRa.par 730320 b 21 rr<iua*ti DataiH of inapn 
includitiD dafact indica tionti tuba plufiging criiori* b tvboa 
pluggtd ui 1 1 not b» providad oiccpt -for Point 1 

ODLLCRr K R Divt«ian of Roactor Llcotising (NitR-1979 onlg) 

79/03/24 MACCV^flYiR R Diviilon of Tachnical Ravi aw (NRR-1975 
only! 5pp 1S64S 196 24X Plche 50-000.82/08/10,6210070007 


0310010156 Ack ractipfc o# 02OEJ2O ratpomt* ra emarafncy grtparadnats 
dafiiiancy ita/ns par 820406 con f irmat 1 on of action Itr 
Carractlva action it plane uilll ti« ovablntd during 
iubiff<tutnt intpi 

LEUI81R C Divitlon of Projact b Rc-iidint Program* 62/09/10 
LEASBUROtR H Virginia Electric & Pouar Co Ip 15563 325 34X 

F i c h • 50-280. 82/09/ 1 0. 62 1 0010 1 56 


B210130427 Foru/ard* '*Ir*arvica Intp Program, I ntorval 2.821222-921222 '* 
Ralief raq^uafted Prem ASME Cnda.SictlQn XI testing b Insp 
raq.uireinints 

LEASBURO. R H Virginia Electric b Poucr Co 82/09/21 DENTQN.H R 
Cfflca of Nuclear Reactor Regulation, Director ElSENHUTtD 0 
Division of Licensing Ip 19679 152 24X Fiche 30-280. 82/09/21 , 

8210130427 


--8210130431 “Inservlco ln*p Prog ram. Interval 2,621222-921222 

« Virginia Electric L Potuer Co 82/09/21 432pp 19679 193 

24X F i c h e : 3 0-280. 82/09 / 2 1 . 021 01 30427 


&2l02203ai Forward* IE In»P Rapt* 50-2Q0/B2-29 b 90-281/82-23 on 
620830-0903 No non comp I lance no tad 

DANCE. H C Division of Project b Resident Programs 82/10/04 
LEASBUHO.R H Virginia Electric b Power Co 3pp 15776 275. 24X 

Fictie 50-280. 02/10/04. 0210220331 


—0210220356 IE Insp Repts 50-280/02-25 (< 30-281/82-25 on 820830-0903 No 
noncomp 1 i ance noted Major areas Inspected followup on 
previous enforcement matters b unresolved Item* b follouup 
on unplanned release of gaseous radioactivity 
MOSEY. C M * BARR.K P Division of Engine cring b Technical 
Programs 82/09/30 lOpp 15776 277 24X Fi Che: 30-280. 82/10/04, 

8210220331. 


8210120110 Forwards payment of requisite technical review fees for 
inservlce inip b testing program 

LEASBURO. R H Virginia Electric b Power Co 02/10/05 OEKTQN. H R 
Office of Nuclear Reactor Regulation. Director VAROA, S A 
Operating Reactors Branch 1 tp 15631 230 24X 

Fiche 50-280,82/10/05.8210120110 


8200190233 IE Info KotUe 90-33. SuppI 1, '^Leating b Dislodged 1-129 
Implant Seeds " 8vc list end. 

CODBfL. f Division of Fuel facflitles. Materials b Safeguards 
82/10/06 Consolidated Edison Co of New York 66pp. 19761 250 

24X FI Che 50-000,82/10/06,8208190233 


02OB19O238 IE Bulletin 02-03, "Stress Corrosion Cracllng in Thlck- 
Na 1 i, Larg»-Dl ameter rStalnl eif Steel , Reclreu 1 atlon 8gs 
Piping at SNR Plants ’■ 6vc Hit end 

OEYOVNOift C Director’'! Office. Office of Inepectlon and 

Enforcement. 82/10/14 Consolidated Edison Co of New Yort. 
llSpp. iSSlO 125. 24X Fiehe 90-000,82/10/14.0208190238 


8. Reportable accurrencas. t-ERs b related correspondence 


8210150095 LER 61-022/03L-0 on 010703, low flow alarm observed for 
process vent lyt Caused bg process blower motors out «f sve 
due to valve l-Cft-21 leaking through to vent piping during 
attempt to drain mUed bed daminerali ler lA for resin fill 
NILBON, J L Virginia Electric b Power Co 81/07/31 Region 2, 
ector 2pp 13701 192 24X Flche 50-280,01/07/31. 


8210150139 LER ai-029/03L-0 an 810900. while at 1007 pouer. t ndi v idui 
rod pusition indicator for rod F 12 indicated erraticellij b 
12 steps less than bank demand position Caused bg pour 
electrical connection between coil b signal module 
MILEON. J L Virginia Electric b Power Co 81/00/28 flegUn I 
Phi ladclphia. Office of the Director {01/03/01} Spp S 9690 304 
24X Ftcha 50*280, 01/08/28, 0210150139 


8210270212 Forward* LERs 8t-069/03L. B1-073/03L-0 b B1-072/03L-0 
WILSON, J L Virginia Electric b Power Co 01/12/0? O^REILLV.J 
Region 2, Atlanta, Office of the Director 101/03/01) |g 
15827 042 24X Flche 30-280,01/12/07,8210270212 


— 8210270215 LER 01-O69/O3L-O on 91 1 1 15, d i sco vered loss of flaw Ur 
BM-OlJ-lOl b 102 process vent monitor* Caused bg radiation 
monitor sample pump circuit breaker tripping Cause not 
determined Breaker reset b pump started 

giC-SON. xJL Virginia Electric b Power Co 81/12/07 Regi;i 

Atlanta, Office of the Director (Bt/03/Ol) 3pp 15027 C43 
Flche 50-280.01/12/07,0210270212 


—8210270220 LER ai-072/03L-0 on 811108, motor operated valv* 
to open when operated from control room during testing 
Cause undetermined Valve opened normally when tested later 
WILSON. J L Virginia Electric b Power Co 01/12/07 Begin 
Atlanta, Office of the Director <01/03/01} 2pp 19027 D<6 
Flche 50-280,81/12/07, 3310270812 


—9210270224 LER BI-073/03L-0 on 01 1 108, 1 solat Ion valve to recircul. 
Spray MX A failed to close Cause undetermined Valve operated 
normally later Limit switch b torque setting* eraminad b 
faund eatlsfactorg 

WILSON, J L Virginia Electric b Power Co 81/12/07 Rigiti 
Atlanta, Office of the Director (81/03/01) 2pp 15827 049 , 

Flche 90-280.81/12/07.9210270212 


0210050103 Forwards LER 02-Ofl6/O3L-O 

WILSON, J L Virginia Electric b Power Co 02/09/54 O^REILLV, 
Raglan 2, Office of Director Ip 15603 292 24X 

Flche 50-280,82/09/24,8210050103 


—8210050109 LER a2-O06/O3L-O on 020027, radia tian monitor Flh'LU’U 
indicated 9 0E4 CPM u/o annunciation of alarm Caused by 
defective push button b setpoint drift Push button replaced 
b monitor recelibr 

WILSON. J L Virginia Electric b Power Co 02/09/24 Rigii 
Office of Director 2pp 13603 293 24X Fiche 50-280,02/09^ 

8210050103 


8210050071 Forward* LER a2-0B3/03L-0 b Updated LER 82-084/01 X-1 
WILSON.J L Virginia Electric b Power Co 02/09/27 a*nFI.LLi. 
Region 2, Office of Director Ip, 15603 175 24X 

Flche 50-280,82/09/27,8210050071 


—9210050074 LER Ba-083/03U-0 on 020031 . performance of PT-aTE rr.i 
that amp reading for heat tracing panel 9, circuit 2D,uai 
below acceptance criteria Caused by excessive heat Meat 
tracing replaced b tested 

WILSON, J L Virginia Electric b Power Go 82/09/27 P?i|Lt 
Office of Director 2pp 13603 176 24X Fiche S0-S80,D2/W 

0210050071 


— Q2100S0078 Updated LER 02-084/OlX-l on O2OBO0, venting of A sJtfl 
pump resulted in max instantaneous release rate being 
exceeded Caused by failure to change radiation monitor 
setpoint alarms to reflect new vent sgs flaw rates 
WILSON, J L Virginia Electric b Power Co, 82/07/27 Riiii 
Office of Director 3pg 15603 170 24X Fiche SO- 2 DO. 82/ 

0210050071 


8210050091 Forwards LERs 02-O93/O3L-O, 02-054/ 03L-0 b 82-09 2/ OX* 3 
UILSONiJ L Virginia Electric b Power Co 02/09/27 O'ftEILir. 
Region 2, Office of Director Ip 15604 244. 24X 

F i c h « . 5 0-280, 82/09/27, 82 1 005O08 1 . 


—8210030086 LER 82-093/03L-0 Oh 820904, at lOOX pobiinalr bani 
emergency diesel generator I found u/iniu f f icienk air 
pressure to itart generator Caused by failure to reset lecil 
law air pressure Bottles filled to 200 pel 

WILSON, JL Virginia Electric b Power Co 02/09/27 RiM« 
Office of Direct-or 2pp 15604 245. 24X Fiche . 50-280, 

021OOSOO01 


—0210050091 LER a2-054/03L-0 on 820905, Unattended portable pu*J >' 
to clean waterbox C swung around b flooded ivc u-abtr pit 
containing sve water Valve M0V-SW-202B grounded in open 
position Caused bg operator error MDV-6W-202B dried 
WILSaN.JL. Virginia Electric b Power Co 82/09/27 
Office of Director 3pp 15604 S47 24X Flcht 50-200.92/9^’'' 

8210050001. 
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--6310050092 LER B2-092/03L-0 on 820905. at full powor.RPI F-Q absarvod 
fluctuating up to 15 steps Caused by exposure of containment 
itde electrical penetration to excessive moisture it faulty 
signal Steam leak repaired 

WILSON. J L Virginia Electric 9( Pouier Co 02/09/27 Region 2» 
Office of Director 2pp 15A04 250 24X Ficho 5O'*20Oi 02/O9/27i 

8210050081 


e2l00603&l Foruards LERs 82-0a7/03L-'0 «< 02-O57/O3t-O 

wrCSON^ J L Virginia Electric 4< Power Co 82/09/30 O'REILLV/J P 
Region 2, Office of Director Ip 15619 006 24X 

Fjche 50-200,82/09/30.8210060361 


— 6210060372 LER fl2-O07/O3L~O on 820901 it 20, pump l-SW-P-lOA eiperiencod 
Joss of suction power It on 020901* H 8< 20* pump I-SW“P~IOA 
experienced similar loss of suction Cause due to 
insufficient NPSH Svc water replaced Svc water pumps vented 
WILSON, J L Virginia Electric It Power Co 82/09/30 Region 3, 
Office of Director 3pp 15619 007 24X Ficlie 50-280*02/09/30* 

6210060361 


--0210060398 LER a2-057/03L-0 on 020901*13*18 it 20* pump 2-BW~P“10A 
experienced loss of suction pressure i» on 820913 << I4*pump 
2-SW“P“10R experienced similar loss of suction Caused by 
insufficient NPSH Svc water reduced Svc water pump vented 
WILSON* J L Virginia Electric S' Power Co 02/09/30 Region 2. 
Office of Director 3pp 15619 010 24X Fiche 50-200*02/09/30* 

6210060361 


6210130204 Forwards LERs 02-O55/O3L-O. B2-096/03L-0 Si 02-O95/O3L-O 
WILSON. J L Virginia Electric St Power Co 02/10/04 O'REILLY* J P 
Region 2. Office of Director Ip 15675 250 24X 

Fic6e 50-200.83/10/04,0210130204 


'-8210130200 LER 02-O55/O3L-O on 820906* charg ing pump auxiliary oil pump 
A tripped leading to tripping of replacement pump/motor 
Auxiliary pump failure caused by open winding in motor 
RepSacement tripping caused by ondersiied thermal overloads 
UILSDN.J U Virginia Electric S« Pouier Co 02/10/04 Region 8* 
Office of Director 2pp 1S675 259 24 X Fiche 50-200.02/10/04, 

6210130204 


--6210130213 LER 82-096/03L-0 on 820916* w/um t at 997, power, PT-27C 
revealed that amp readings for heat tracing Panel 9, circuit 
]9<UJas below acceptance criteria Caused by excessive heat 
Defective heat tracing replaced 6 tested 

WILSON, J L Virginia Electric & Power Co 02/10/04 Region 2* 
Office of Director 2pp 18675 261 24 X Fiche 50-200,82/10/04, 

8210130204 


--B2J0130216 LER 82-095/03L~0 on 02091 1 , w/uni t at full power* steam 
generator C level indication LI-1-495 drifted high Caused fay 
body-bonnet leak on transmitter ref leg root valve Repairs 
Lit II b« performed during next outage 

WILSON, L Virginia Electric Power Co 02/10/04 Region 2, 
Office of Director 2pp 15675 263 24X Fiche 50-200,02/10/04, 

9210130204 


0210130500 Forwards LER B2-09I/03L-0 

mLSO,N, J L Virginia Electric it power Co 02/10/04 O'REILLY, J P 
Region 2* Office of Director Ip 15602 186 24X 

Fiche 50-200,82/10/04.0210130500 


— 8210130507 LER 0a-O91/OaL-O on 820905, water it sediment found in lube 
oil of charging pump 1-Cif-P-lA Caused by leak in one tube of 
lube oil cooler Cooler replaced.ail changed & pump returned 
to Bve 

WILSON. 0 L Virginia Electric «< Power Co 02/10/07 Region 2* 
Office of Director 2pp 15682 107 24X Fiche 50-200,02/10/041 

8210130500 


0210220392 Forwards updated LER 0O-O19/O3X-1 it LERs 82-058/D3L-0 I, 
a2-O99/O3L-0 

WILSON* J L Virginia Electric it Power Co 82/10/00 O'REILLY, J P 
Region 2, Office of Director Ip 15779 212 24X 

Fiche 50-280.82/10/08,8210220392 


—0210220390 Updated LER B0-019/03X-1 on 800304* error discovered in vqI 
of contaminated drain tanks for increasing tankage Caused by 
erroneous labeling Vols relabeled i, other tanks evaluated 
for use in liquid waste release calculations 

MILSDN, J L Virginia Electric it Power Co 02/10/00 Region 2* 
Office of Director 3pp 15779 213 24X Fiche 50-200*02/10/00, 

82 1 0220372 


— 8210220400 LER 82-05B/03L-0 on 820915, safety injection eccumulator C 
round w/reduced boron concentration of 1* 924 ppm Caused by 
leakage through check valve 2-SI-144 during sensitized pipe 
flush Flush stopped Valve to be reworked during outage 
WILSON, J L Virginia Electric fr Power Co 02/lO/OB Region 2, 
Office of Director 2pp 15779 216 24X Fiche 50-280,02/10/00, 

8210220392 


—8210220413 LER 02-O99/O3L-O on 020920, radiation monitors RJ-OW-iOL t, 
102, VO- 103 It 104 L RM-LM-109 lost power for 10 minutes 
Caused by blown supply fuse due to inadvertent shorting of 
control relay to ground Fuse replaced 

WILSON, J L Virginia Electric & Power Cq 02/10/08 Region 2, 
Office of Director 2pp 15779 218 24X Fiche 50-200,02/10/00, 

0210220392 


0210290267 Part 21 deficiency rep t re potential galling problem between 
stem (c bonnet of 1 25-inch t, larger A105 carbon steel 8, 

A102-F22 valves supplied Feb 1981-Aug 1902 Valves should be 
serviced It stem &/or bonnet replaced 

t6ADELLE,L D Conval, Inc 82/lO/il hlAYNEB, R C Region 1* Office 
of Director 17pp 1SBS4 232 24X Fiche 50-000.02/10/11, 

0210290267 


8210220095 Forwards LERs 82-09a/03L-0 U 02-O53/O3L-O 

WILSON, J L Virginia Electric «< Power Co 02/10/14 O'REILLY, J P 
Region 2. Office of Director Ip 15770 177 24X 

Fiche 50-280*82/10/14*0210220095 


—8210220097 LER 02-O9a/O3L-O on 820919* liquid waste monitor RM-LW-100 
alarm setpoint exceeded Tech Specs limit during performance 
of PT-26 1 Caused by defective log rate board. Defec tive 
parts replaced L meter calibr 

WILSON* JL Virginia Electric L Power Cq 02/10/14 Region 2, 

Office of Director 2pp 15770 170 24X Fiche 50-200,02/10/14, 

8210220095 


—0210220100 LER B2-033/03L-0 on 020914, pump 2-8W-P-10A lost suction 
pressure Caused by insufficient NPBH due to throttled svc 
water to air conditioning chillers Pump vented to restore 
NPSH 

WILSON, J L Virginia Electric L Power Co, 02/10/14 Region 2* 
Office of Director 3pp 15770 IBO 24X Fiche 60-200,02/10/141 
0210220095 


0210290264 Forwards LERs 82-100/03L-0, SR-tOR/oaL-O U 02-iO3/O3L-O 
WILSON, J L Virginia Electric 8, Power Co 02/10/22 O'REILLY, J P 
Region 2, Office of Director Ip 15053 120 24X 

Fiche 50-200,82/10/22,0210290264 


—0210290270 LER 02-1CO/O3L-O on 820922, pump 1-SWP-lOfl became airbound 
during use of air to clear sensing lines to water strainers 
in delta P gauges Caused by injecting air into svc water 
lines upstream of pump Personnel reinstructed 

WILSON. J L Virginia Electric U Porwer Co 02/10/22 Region 2, 
Office of Director 2pp 15053 129. 24X Fiche 50-200,82/10/22, 

0210290264 


— 0210290276 LER B2-102/03L-0 on 020923, disc overed pin attaching snubber 
1-8HP-HB8-35B to main steam lino partially out it snubber 
cocked Caused undetermined Snubber straightened it pins 
properly Installed 

WILSON, J L Virginia Electric &i Power Co 02/10/22 Region 2, 
Office of Director 2pp 1SG53 131 24X Fiche 50-200,02/10/22, 

0210290264 


—8210290202 LER 82-I03/03L-0 on B20927 , amp readings for heat tracing 
panel 2 circuit 24D found below acceptance level Cause 
unknown Defective heat tracing replaced << design change 
initiated 

WILBON, J L Virginia Electric it Power Co B2/10/2S Region 2* 
Office of Director 2pp 16053.133 24 X Flch e • 50-200^ 02/ 10/22, 

0210290264. 


DOCKET 50-201 BURRY POWER STATION, UNIT 2 


F Security, medical, emergency it fire protection plans 


0210010156 Ack receipt of 020020 riiponiei re emergency preparedness 
deficiency items per 820406 confirmation of action Itr 
Corrective action k plans will be examined during 
subsequent insps, 

LEWIS, R C Division of Project k Resident Programs B2/O7/10 
LEASBUROfR H. Virginia Electric k Power Co Ip 15565 025 24X 

Fiche 50-200,82/09/10,0210010166 


0210010125 Forwards revised security training it qualification plans 
Plans withheld 

LEASBUROift.H Virginia Electric St Power Co, 02/09/17, DENTON, H R 
Office of Nuclear Raactor Regulation, Director VAROA, B A 
Operating Reactors Branch 1 Ip. 15666' 013 24X 

Fiche 50-000,02/09/1710210010125 


0210050076 Submits correction to 020620 Ravi • ion 3 to response to 
NUREO-0737, Item I. D 2, “Safety Parameter Display Bye. “ 

Correction should be Included in scheduler exceptions 
pertaining to emergency response capabilities 

LEASBUROiR H. Virginia Electric k Power Co. 02/09/29 DENTON, H R 
Qfflce of Nuclear Reactor Regulation, Director. ElBENHUT, D 0 
Division of Licensing Ip 15603 1S6 24X Fiche 50-000,82/09/27, 

0210050076 
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8210210OS0 R«laa<i<4 public v«rfloi% of charvgvfe to amargiitcv 
Imp If i no procfdura 

FELTQNf J H Division of Rwlst *ni Rtcords 82/09/27 DocuiUent 
Kanigomtnt SrancK Ip 1S774 t09 24X Ficht SO-2 BO. 82/09 /29» 

8210210090 


— 8210210033 Foruarils public vsrsiQH of Cbangt 1 to Emarariicg Pla-n 
Impl imsntinj Procadurs EPlP-4 H. “Folloutup Offslto Ret»ast 
Asifismerit* '• Chanfto 2 to rmergsixcg plan r# NliREO-0654 
crost-ref U Cha-nja 3 modifying Tabl* 9 1 

DEMAtIDEL. C P VirpiniJ Eifctric Si Poithar Co 02/09/17 mc - No 
D«tail«d Affiliation Oivan Ip 15774 1 10 24X 

Ficha S0-2BO. 82/07/29, aaiOaiOOSO 


— a2lO210D5& Public vvrtiori of Changt 1 to Efflsrgoncij Plan Imp 1 ■man ting 
Frocsdur* EpIP-4 11, "Follouup Offiitt Ralfast Astrsimont " 
f Virginia Elactrlc t Pouier Co 82/09/17 2pp 19774 111 24X 

Ficha 50'-2a0« 82/09/29, 8210210050 


-~&2i02l005B Public vfrslon of Chang^t 2 1, 3 to ainsraancv plan ta 
HUREO-0654 crost-ra# li Table 5 I, ♦'liin Shift Kanning 
Ra-auiram»nts« *' r aapBC t i valy 

^ Virginia Elfctric U Paiwar Ca 82/09/17 lOpp 19774.113 24X 

Ficha. 5D-280i 82/07/29. 92102100SO 


P Oparating licenaa stage documentt S, c orraipondenc • 


e2lOl2Cl2fi& Informs of implementation status of NUREO- 0737, Item tl 9 2. 
"Plant Shield ing” per NRC 820517 rtq,uest All ramilredi uort 
complated 

t.EA6DURQ,R H Virginia Electric b Pouier Co 82/10/01 DENTON, H R 
Office of Nuclear Reactor Regulation, DiriCtor EIBENHVTiOO 
Division of Llcanilng Spp 15691 230 24X Ficha 50-000,82/10/01, 

8210120265 


9210120297 Foruards arr-aba to Topical Kept VeP-FRD-33* "VEPCO Reactor 
Core Thermal-'Hvdraulic Analysis Using COBRA IIIc/htiT 
Conputar Coda " 

LEASBURO,R H Virginia Electric U Pouar Co 82/10/04 IlENTON. H R 
Office of Nuclear Reactor Regulation, Director EISENKUT, D 0 
Division of Licensing 2pp 15652 330 S4X Ficbr 50-000« 82/10/04, 
8210120297 


— 8210120305 Errata to '^VEPCQ Reactor Cora Thermal Hydraulic Analysis 
Using COQflA*-! llc/MXT Computer Code “ 

a Virginia Electric k Power Co VEP-FRD-33 ERR 82/10/04 Ip 
15652 332 24X Fiche 90-000, 62/10/04,8210120297 


8210200043 Application for emend to Licenses DPR‘>32 it DPR-37 consisting 
of proposed changes to Tech Gpecs modifying nporting it. 
notification requlrejnenti. 

LEAaBURO, R.H Virginia Electric k Power Co 82/10/06 DENTON, H R 
Office of Nuclear Reactor Ragulation, Director VARDA, 8 A 
Operating Reactors Branch I 3pp, IS757 2 2 5 247 

Fiche 50-280,02/10/06.8210200043 


— *8210200048 Proposed changes to Tech Spate modlfgtng reporting l« 
-notification re^ulrementi 

* Virginia Electric 6 Poyer Co 8S/1D/06 2pp 15797 228 24)C 

Fiche 50-28 0, 85/ 10/ 06. 8210200043 


6510220170 Comments on evaluation of significant dynamic loads in 
deternlnins capacity of slings used psr NURE0-06ia Rating 
can be safely aipressed in terms of nav static load 
LEASBURO. R H Virginia Electric k Power Co 02/10/18 DENTON, H R 
Office of Nuclear Reactor Regulation, Dirac tor EjflENHUT, D 0 
Division of Licensing. 2pp 19777,293. 24X FUht 90-000,82/10/10, 

8210220170 


8210200266 Informs that conteinmint purge valve qualification program 
for 36-inch c ontainnifent purge valves completed To ensure 
prevention of radioactive release, neu automatic Isolation 
valve will te installed. 

LEA8SUR0,R.K Virginia Electric 6 Power Co 82/10/29, DENTON, H R, 
Office of Nuclear Reactor Riggletlan. Director. VARDA, 8 A 
Operating fteactorf Branch I Spp 19037.316. 24X 

Ficha 30-2S0, B2/ 10/25 <82 1028026 6 


8210280150 Informs that revieu of new fuel container Ufting rig 
co-mpleted. Rig dets nut comply u/Faragraph 3. 2 1 1 of 
ANSI N14 6-1978 Proposed deeign mod for conformance heljig 
reviautd butll be Inplenenied by 040323 

LEASBUROrR, H Virginia Electric tr Power Co B2/iCJS9 OENTON.H.R. 
Office of Nuclear Reactor Reguletlon, Director, EISENMUT.D 0 

Licensing Ip. 15837' 163. 24 K FI eh a, 50-200, 82/10/28. 


(3 Inspection reports, IE Bulletins k correspondence 


B2100B0019 Addl response to FOIA request for 19 Categories of 1 sPi ->1 
nuclear reactor events k safety problems Foruiqrds documents 
listed in App A Pocumenti in App D completsly withheld 
FOtA Exemption 9) 

FELTON, J H Division of Rules and Records 62/07/12 iJDfii ej 
Critical Mass Energy Project 9pp 15665 027 gqjj 
Fiche SO-OOOi 02/07/12, 021000001 5 


— 0210030164 Systematic assessment of licensee performant# n 

facility evaluation for May 1979-Apr 1900 
e NRC - No Detailed Affiliation Given 80/04/30 hot 
15660 051 24X Fiche 50-000,82/07/12,8210090015 


02OQ26O424 Act receipt of util 020609 Itr I, payment of civU 
Bated on review of incidents, no basis for remission or ^ 
mitigetion of penalty identified 

LIEBERMAM, J Enforcement Staff 82/07/29 LEA8EUR0,fl N v*rj - 
Electric & Power Co 3pp 15974 313 24X Fiche 50 200. 07/07 ■'» ' 

9200260424 


— 0206160306 Reipends to NRC 020510 Itr re vloUtions in U 'v 

Rapt 50-280/82-90 Corrective actions prestartup chefUitI 
will be performed by instrument supervisor k all imploum 
counseled re procedural compliance ^ 

LEASBllRO, R H Virginia Electric t. Power Co 02/06/09 
DEYDUN-O.R C Director's Office, Office of IntpecbLon erd 
Enforcement 4pp 19574 316 24X Fiche 90-300, (13/07/ “'f 

0208260424 


— 021OO1'O23Q Forwards IE Insp Rep ts 50-280/02-04 I, 90 ^01/112 C* f 
020129-0226 Enforcement action sent separately on DjoftiD 
O'REILLY, J P Region 2, Office of Director 82/OVn 

LEA8BUR(0,R H Virginia Electric k Power Co 2po I55rt 3'' . 

Fiche 50-280,82/07/29.0208260424 ^ ' ■ * 


— 9210010245 IE Insp Repts 90-280/02-04 $< 9O-201/U2 04 i>n j^-j|3l 
Noncompliance noted failure to maintain operabllily op sij-is' 
flow instrumentation to follow QA manual k proredurpi Pe» 
documenting Inoperable steam flow Inttrumeniail on 
BURKE, D J . DAV18.H J , DANCE. H C Division of Prqirti i In ' 
Programs 02/04/00 9pp 15574 322 241< Fiehe •in',.1^-3 VJ. " 

0208260424 J w 


e2l007000-7 Responds to FOIA request for eight categonifS qf ritk4i< 
steam ganeratori k steam turbines App A documente pro-kde# 

In R Udell FOIA Request 61-313 Forwards documents listei 
App 0 

FELTON. J. M Division of Rules and Records 02/OD/10 llivj 
Wlnthrop* Qtlmiqn, Putnam t, Roberts 9pp 19645 Ob'? jii 
Fiche* 50-000^ 02/00/10, 0210070007 


— 821007013? Forwards tabulated data on steam psnerat'^r k h- 

facllitiei Data should be provided to licensees 
IPPOLITO.T Operating Reactors Assessment Branch RJ/C* 
VAR0A*9 Operating Reactors Branch I 9pn 19644 iTi In 
FUhe 90-000, 02/08/10, 0210070007 


— 8210070172 Forwards info re steam generator Integrilv 

operating PHRi»per 730320 1, 21 requests Details of irsii 
including defect indications, tube plugging criteria h 
plugged will not be provided except for Point Pieif t 
OOULER.K, R. Division of Reactor Licensing (I^R .1,9^5 
75/03/24 HACCARY, R R Division of Technical PevJrv ihki 
only). 9pp 19649 196 24X Fiche 90-000. D2/Oft/lO 


0210010196 Ack receipt of 020020 responses re eMereenty 
deficiency items per 020406 confirmation of action Ibr 
Corrective action k plans will be examined during 
lubeaqueni Imps. 

LEW IB I R C Division of Project Resident Prognai s 

LEA0BVRO.R. H Virginia Electric 6 Powar Co ip l9r45 » 

Fiche, 50-200, 02/09/10,8210010196 


0210220331 Forwards IE Insp Repts 90-200/82-29 k M illJi^J ii,. 
B80830-0903 No none omp 1 lance noted 

DANCE, H.G. Division of Project k Resident Proirsms k 
LEAaBUR-O, R H Virginia Electric h Power Co 2pe 1577* 2 ^ 
Fiche 90-280. 82/1 0/04i 0210220331 


—8210220356 U Insp Repts 90-280/02-29 k 90-201/82 2% tvdh-s. 
noncampliance noted Major areas inspectaiT fon^„l m 
previous enforcement matters h unresolved Itami I, 
on Unplanned release of gaseous rad loactLvi t-u 
HDBEYrC H I BARRjK P Division of Enginesrlne I 

02/09/30 lOpp 19776 277 24X fu*^ 

6210220331. 
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iu)Bl9D233 TE: InFo Notice BO-35i Suppl 1» "Leaking Oiilodged 1-125 
Seed* ’* Sve lict end 

iTOSBiL I Dlviiion of Fuel Faclliti®fii Material* h Safeguards 
^2/lO/0& Consolidated Edison Co of Nhu York ^6pp 15761 250 
54X Firhe 30“COOr 82/10/06, 02001 90233 


OB19023B IE Dulletin 02-03, "Stress GorrOfiion Cracking in Thick- 
fciTal 1, Larga-Dl ame ter, Stainless Steel . Rcc Irco lation Sy* 
piping at DWR Plant* " Sve list end 

X3EYOUKO- R C Director'* Office, Office of Inspection and 

Enforcement 02/10/14 Consolidated Edison Co of New York 

ItSpp iSaiO 125 24)( Fi Che 50-000. 82/10/14,0200190230 


Reportable occurrences, LERs U related correspondence 


10150359 LER 9l-04a/03L-0 on 010719, c ontainmenfc spray chemical 
^^Idition tank (CAT) level found belou Tech Specs Caused hg 
I«ali}-nig valve M0V'-CS-2O2B Valve scheduled for repair during 
nest outage Tank level restored 

kdlLSON. J L Virginia Electric tt Power Co 01/00/17 Region 2. 
/Atlanta, Office of the Director (01/03/01) 2pp 1S704 318 24X 

Fsche SQ-281, 81/06/17,0210150359 


■ 10270212 Forwards LERs fil-069/03L, 01-O73/O3L-O U ai-072/03L-0 
NILSON. J L Virginia Electric 1< Power Co 01/12/07 O'REILLY^ J P 

Region. 2. Atlanta, Office of the Director (01/03/01) Ip 

15&27 042 24X Fiche 50-200,01/12/07,82102 70212 


3210270220 LER 01-O72/O3L-O on 81 1 109, motor operated valve 2069B failod 
to open when operated from control room during testing 
Cause undetermined Valve opened normally when tested later 
UILBQU, J L Virginia Electric (< Power Co 01/12/07 Region S, 
Atlanta. Office of the Director (91/03/01) 2pp 15027 046 24X 

Fiehe 50-280,81/12/07,0210270212 


0^10270224 LER et-073/03L-0 on G 1 1 1 00, 1 so 1 a 1 1 on valve to recirculation 
spray NX A failed to close Cause undetermined Valve operated 
noraially later Limit switch Si torque settings examined Si 
found satisfactory 

UILSQN.J L Virginia Electric it Power Co 81/12/07 Region 8, 
Atlanta, Office of the Director (81/03/01) 2pp 15827 040 24X 

Fichi? 50-200.61/12/07,0210270212 


,1,0000015 Addl response to FOIA request far 19 categories of info re 
rue 1 ear reactor events Si safety problems Forwards documents 
listed in App A Documents in Ap p D completely withheld (ref 
FOEA Exemption 5) 

FELTOH, J n Division of Rules and Record* 02/07/12 UDELL, FI A 
Critical Mass Energy Project 7pp 15668 027 24X 

Fiche 50-000, 83/07/12. 621000001 5 


62-04120407 Discusses problems u/water in fuel oil tank Case doos not 
hav'e generic implications 

TREHAN.M K, Director's Office 02/04/06 MICHELSON.C. 

Director's Office 5pp 15665 036 24X Fiche 50-000, 02/07/12, 

B2100B0015 


-B2051B0693 Forwards engineering evaluation of 6201 IB lose of reserve 
station SVC transformer D 

TREHANiN K Director's Office 02/05/10 MICHELSON.C 
Director's Office 2pp 15666 009 24X Fiche SO-000. 02/07/12, 

62 1000 001 5 


2 1OOSO0B1 Forwards LERs 02“O93/O3L-Or 82-054 /03L-0 «< 82~092/03L-0 
WILSDH. if L Virginia Electric Power Co 82/09/27 0 'REILLY, J.P 

Fog ion 3, Office of Director Ip 15604 2 44. 24X 

Fiche 50-260,02/09/27.8210050001 


'0210050091 LER 82-054/03L-0 on 820905, una 1 1 ended portable pump In Uso 
to clean uaterbox C swung around Ct flooded sve water pit 
containing sve water Valve HOV-8W-202D grounded in open 
position Caused by aperatar error MQV-6W-'202B dried 
MiL.80N. J.L Virginia Electric it Power Co 02/09/27 Region 2, 
Office of Director 3pp 15604 247 24X Fiche- 50-200, 02/09/27, 

G2 10050081 


310060361 Forwards LER* 62-087 /03L-0 it 8a-057/03L-0 
WELSOH,J L, Virginia Electric it Power Cq 02/09/30 O'REILLY, J P. 
Region 2, Office of Director Ip 15619-006 24X 

Fiche 50-280, 82/09/30, 62 1 006036 1 


^6210060398 LER 82-057/03L-0 on 620901,13,18 8< 20, pump 2-8H-P-10A 
experienced loss of suction pressure 6 an 620913 V 14, pump 
2-SU-P-1O0 experienced similar loss of suction Caused by 
Insufficient NP8H 8vc water reduced 8vc water pomp vented, 

UrLEONi J L Virginia Electric it Power Co 02/09/30 Region 2, 
Office of Director 3pp 15619 010. 24X Fiche 50-280,82/09/30, 

B2 10060361 


8210130204 Forwards LERs eZ-055/03L“0, 02-096/ 03L-0 it e2-095/03L-0 
UILSDN.JL Virginia Electric t< Power Co 82/10/04 O'REILLY, J P 
Region 2. Office of Director Ip 15675 258 24X 

Fiche 50-280,82/10/04,0210130204 


— 8210130208 LER B2-055/03L-0 on 020906, charg Ing pump auxiliary oil pump 
A tripped leading to tripping of replacement pump/motor 
Auxiliary pump failure caused by open winding in motor 
Replacement tripping caused by undersiied thermal overloads 
UIL80N, J L Virginia Electric 8, Power Co 62/10/04 Region 2, 
Office of Director 2pp. 15675:299 24X Fiche 50-280.02/10/04, 

8210130204. 


8210220424 Forwards LER 82-056/03L-0. 

UlLEON.J L Virginia Electric U Power Co 02/10/07 O'REILLV, J P 
Region 2, Office of Director ip. 15778:270 24X 

Fiche 50-201.62/10/07.0210220424 


—0210220435 LER a2-056/03U-0 on 820907. press ure in nitrogen bottle 
supplying emergency air to PCV-MB:-202A & B discovered 
below limit Caused by leaking nitrogen bottle connection 
Replacement bottle correctly installed, 

WILSON, J L Virginia Electric «i Power Co 02/10/07 Region 2, 
Office df Director. 2pp 1577B 271 24 X Fiche: 30-281, 82/ 10/07, 

6210220424 


8210220392 Forwards updated LER e0-0l9/03X-l 6 LERs 82-09a/03L-0 tt 
B2-099/03L-0 

UfL80N,J.L Virginia Electric & Power Co 82/10/08 O'REILLY. J P 
Region 2, Office of Director Ip 15779 212 24X 

Fiche 50-280,82/10/0810210220392 


♦-82 1 0220400 LER a2-058/03L-0’ on 820915. safety injection accumulator C 
found w/reduced boron concentration o-f 1,924 ppm. Caused by 
leakage through check valve 2-81-144 during stnsitixed pipe 
flush Flush stopped Valve to be reworked during outage 
WILSON, J L Virginia Electric 6 Power Co 02/10/08 Region 2. 
Office of Director 2pp 15779 216 24X Fiche 50-280.02/10/00, 

8210220392 


0210290267 Part SI deficiency rept re potential galling problem between 
stem & bonnet of 1 2S'-lnch (k larger A105 carbon steel U 
A102-F22 velvet supplied Feb 1981-Aug 1982 Valves should be 
serviced 1, stem &/or bonnet replaced 

I8ASELLE.LD Conval, Inc 82/10/11 HAYNEB,R.0 Region 1. Office 
of Director 17pp 15854 232 24X Fiche, 50-000, 52/ 10/i 1, 

0210290267 


6210220095 Forwards LERs B2-098/03L-0 it 02-O53/O3L-O 

MIL0ON, J. L Virginia Electric Zt Power Co 02/10/14, O'REILLY, J P 
Region 2. Office of Director. Ip 15778-177. 24X 

Fiche 50-200,02/10/14,8210220 095 


—0210220100 LER e2-053/03L-0; on 820914, pump 2~8W-P-10A lost suction 
pressure Caused by insufficient NPBH due to throttled sve 
water to air conditioning chi Mars. Pump vented to restore 
NP8H 

MILSON, J. L Virginia Electric it Power Co. 02/10/14 Region Si 
Office of Director 3pp. 15778:180 24X Fiche 50-280,82/10/14, 

8210220095 


DOCKET 50-202 PRAIRIE ISLAND NUCLEAR STATION, UNIT 1 


F, Security, medical, emergency & fire protection plans 


8210250200 Forwards scenario outline for 621014 emergency plan 
evaluation exercise, per NRC SSOlIS guidance Itr. 

NARDiE C Northern States Power Co 62/09/01 Region 3, Office 
of Director Spp 1S78B S77. S4X Fie he. 50-202, 82/09/01, 021 025 OSOO 


0210040345 Forwards IE ln*p Repte 50-202/82-15 & 50-306/82-15 on 
02OB24-25 No noncomp tlance nDted* 

PAPERIELLO.C J Division of Emergency Preparedness it Operational 
Support 82/09/10 LARSON. C.E. Northern States Rower Co 2pp. 
15993 356 24X Fiche: 50-282, 82/09/ 10, 8210040345 


—8210040354 lE^ Insp Repte 50-282/82-15 & 50-306/8S-15 on 820024-25 No 
noncompllanc# noted. Major area* inspected . prevtove 
deficiencies in prompt notification/warning lys. 

PATTERBON, J.F , AXEL80N, M L Division of Emergency Prepsredneee U 
Operatlonel Support 82/09/09. 4pp. 15593.350, 24X 

Fiche. 50-282, 62/09/10, 821 0040349 


0210000184 Forwards revised Page 4 reflecting NRC guidance on 
activetion of public alert l< notification sys,rt 821014 
emergency plan exercise 

UAR0,EC. Northern States Power Co. 62/09/28 AXEL80N,NL Region 
3, Office of Director, 2pp. 15640:175 2 4X Fiche- 50-282, 02/09/28, 

82I00801G4 
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B3J0120SS9 Motif ication of B3I0QI u/ Ucensftei BNL Ic Englnfleping^ 

PUnnlns 8c Mg t. Inc in Dethesda.MD to ditcuit re<iu«5ti for 
exfmption from l0CFR50fApp R roquirsments r» fir* 
protection 

DlIANNjil} C Oparating Reactors Branch 3 B2/09/2Q CLARK* R A 

Operating Reactor* Branch 3 2pp 15672 346 24X 

Ficfie 50-202,02/09/28.9310120589 


JSI0260374 Ack receipt of FEKA 820526 1 tr re evaluation of offiite 
amergencv preparedness for facility eiercite 6 associated 
final exercise evali/ations Offiite emergency preparedness 
def iclenctes should be addressed by util 

HINDrJ A Division of Emergency Preparedness 6 Operational Support 
82/10/21 OILBERTG.D E Warfcherri States Power Co 2pp ISGOA OOi 
24X Ficfie 50-203.82/10/21.9210260374 


3210270362 ForiJJardi info clarifyms 820630 rep t. "Fire Protection Safe 
Shutdoiiin Analysis in Comp Nance W/10CFR50, App R. Section 
HI 0 6 Substantive Dans for E* emption Requests. " per 
821001 necting u/MRC 

HUSQLFfD Northern State* Power Co B2/10/32 Office of Nuclear 

Reactor Regulation. Director i32pp 15029 049 34X 

FI C he 50-382. B 2 / 1 0 / 22, 82 1 0270363 


3 Operating Itcunse stage document* t* correspondonte 


3210040123 Submits supplemental info re util 830614 request for amend 
to Licenses DPR-4a L DPR-60 *'LOCA ECCS Limiting Drcak L 
Eeposure Sensitivity Analysis for ENC XN-1 6 XN-2 Reloads at 
Prairie Island I " applies to both Units 1 K, 3 

MUSDLF.D Northern States Power Co 82/09/34 Office of Nuclear 
Reactor Regulation. Director tp 15581 303 24X 

Flche 50-383.03/09/24.8310040123 


— B210070173 Forwards info re steam generator integrity 6 mipi «h i|' ? 
operating PWR*. p*r 750320 L 21 requests Details of mijjti 
including defect ind icati on*, tube plugging criteria t luttt 
plugged will not be provided except for Point Beach 1 
GOLLGR.K ft Oivision of Reactor Licensing iNRR-|973 onlvl 
75/03/24 MACCARY, R R Division of Technical Review 
pmlyl ^pp 15645 196 24X Fiche 50-000. B2/09/1 0. 03 lOOfOOOf 


921004<1345 Forward* IE Insp Ropts 50-282/82-13 & 50-306/9^- 15 o ri 
820824-25 No noncomp 1 lance noted 

PAPE-RfELLO, C J Division of Emergency Preparedness & aperslie-iS 
Support 82/09/10 LARBDN. C E Noi them States Power Co ?#i 
1S593 336 34X Fiche 50-282.82/09/10.8210040345 


--8210040354 IE Insp Rapts 50-2B2/B2-15 8. 50-306/82-15 on 
noncomp i i ance noted Major areas inspected previous 
deficiencies in prompt noti f i cati on/uarni ng sys 
PATTERSON, J P , AXELSON. W L Division of Emergency f'rtpartdrris i 
Operational Support 02/09/09 4pp 15993 358 24X 

Fiche 50-282.62/09/10,8210040345 


03OB19O333 IE Info Notice 00-35, Buppl 1. "Leaking Dislodgrd T-IJS 
Implant Seeds " Svc list end 

CDDS.L I Division of Fuel Facilities. Materials 6 Bafiguards 
B3/10/06 Consolidated Edison Co of New York 66pp 15761 i' 

24X Fiche 50-000*02/10/06,0200190233 


8210190432 Ac k receipt of 820915 Itr informing NRL of slept iaks-i t> 
correct violations noted in IE Insp Repts 30-202/02-11 & 
50-306/82-1 1 

SPE5SARD. R L Division of Project & Resident Progrimt l)2/i0fur 

LARSON, C E Northern States Power Co Ip 15741 102 y4X 
Fl c h * 50-282, 82/ ! 0/07. 02101 90432 


&ai00503l9 Foritiards response to Core Performance Branch 620816 concern* 
re methods of monitoring core power distributions for 
Cycle 7 operation 

HUSOLF, D Northern States Power Co B2/09/29 Office of Nuclear 
Reactor Regulation. Director 13pp 156J0 269 24X 

rich* 50-20 2. 02 / 09/29. 8 2 1 00603 1 9 


8210130-260 Discusses implementation of hRC guideilnet for working 
hours, proyi ded in Generic Ltr 83-12 Revised guidelines have 
been imp 1 ifflen ted . w/excep t Ions of 72-h per wl limitation & 
relief Iro-m control board duties 

HilSOUF. D Northern States PoTjer Co 82/10/07 Office of Nuclear 
Reactor Regulation, Director 2pp 15676 012 84X 

Fiche 50-000.82/10/07,8210130260 


— 8210190439 Responds to NRC 820817 ltr re violations noted In H I'-i 
Repts 50-202/02-11 it 50-306/82-11 Correct ivD actSoni 
startup program changed to normalize flux difference 
channels , 

LARSONjC E Northern States Power Co 82/09/13 GTiMffiR.JF , 
Oiviiton of Project 6 Resident Programs 2pp 15741 liU 24 b 
F iche 50-282.02/10/07.8210190432 


3210150249 Ac k receipt of 020920 Itr informing NRC qP tiipt tatm ti 
correct violations noted in IE Insp Repts 50-282/82*13 i 
50-306/82-13 

STREETER. J F Division of Project Resident Programs 
LARSON. C £ Northern States Power Co Ip 15/04 3h| 24f 

Fiche 50-232. 02/10/00.0210150249 


8210190422 Forwards "Analysis of Capsule P From Northern States Power 
Go Prairie Island Unit I Reactor Vessel Radiation 
Surveillance Program " 

HUSOLFfD Northern States Fewer Co. 82/10/12 Office of Nuclear 
Reactor Regulation, Director. Ip 15741 044 24X 

Fiche 50-292.82/10/12,3210190422 


— 8210190429 "Analysis of Capsule P From Northern State* Power Co 
Prairie Island Unit 1 Reactor Vessel Radiation Survei llance 
Program " 

YANICHKO, a £ . TRAN. K C . KAISER, N T Nestinghouse Electric Corp 
IIGAP-1O102 82/05/31 BBpp 1574 1 045 24X 

Fiche* 50-20 2. 02/10/12, 8210190422 


0210260154 Advises that mods required by NUREO-O737t Item 111 D 3 4, 
■'Contrul Room Habitability,'' will not be completed until 
B30315 due to delaye In receipt of matl 6 sampling 
equipment 

MUSOLFi D Northern State* Power C« 82/10/22 Office of Nuclear 
Reactor ftegulatloni Director 3pp 15797. 012 24X 

Fiche: 50-282. 32/10/22. 0210260194 


0 Inspection reports, XE Bulletins U correspondence 


6210070007 Rcipands tp FOIA request for eight categories of records re 
steam generators it steam turbines App A document* provided 
in R Udell FDXA Request 61-313 Forward* document* listed in 
App B 

FELTOM, Division of Rules and Record*. 02/08/10 LONO, D J 

UInthrop, fitlmson. Putnam ^ Roberts. 9pf 13645.063 24X 

Fiche* 50-000. 82/03/10,8210070007 


— 8210070139 Forwards tabulated data on steam generator insp U maint at 
fac illtle*. Data should be provided to licensete 
IPPOLlTOiT Operating Reactor* Ass esiment Branch 02/04/01 
VAROArS Operating Reactor* Branch I 5pp. 15643:131 24X 

Fiche- 50-000. 62/00/10. 62 t00700D7 


— 8210190295 Responds to NRC 020902 ltr re violations iioitil in ItL E i 
Repts 50-262/02-13 V 50-306/02-13 Corrective actioni dieui 
generator test procedure* will be revised by 021201 6 
Investigative rept will be discussed w/operators 
LARSON. C E Northern State* Power Co 82/09/28 hrmLTi,4.j<r 
Division of Project tn Residont Progr.ims Ppp, ID704 342 *ii 
Fiche 90-282.82/10/08.0210160249 


0210280164 Forward* IE Insp Repts 90-282/02-16 6 90-10b/0.^ 1A o»v 
020901-17 6 notice of violation 

STREETER. J F Division of Project «< Resident Prograiwi 
LAR&ON,C E Northern States Power Go Spp 1903/ 199 <111 

Fiche. 50-282. 02/10/13.0210280164 


--021O2BO16S Notice of violation from insp on 020901 '17 

STREETER. J F Division of Project 8. Resident Program Oijilk .1 
Ip 1SB37 201 24X Fiche 90-282. 02/10/1 3. 82102301 A4 


—0210280171 IE Insp Rept* 50-202/02-16 Zt 50-306/02-16 on 
Nencomp 1 Ian ce noted failure to post no smoking sign in 
safety-related equipment areas U operator* found imokjnt 
DUDRY.N.E.. REYE8.L Division of Project S. Resident Prograai 
62/10/12 6pp 15037 202 24X Fiche 50-202. 02/10/ 11. 


3206190230 IE Dullstin 02-03. "Stress Corrosion Cracking tn Uiik- 
Ua 1 li Uarg B~0i erne ter. Stainless Steel . Roc ircu laiion Sys 
Piping at BNR Plants " Svc list end 

DEYOUNO.R C. Director's Office. Office of Inspection and 

Enforcenent. 62/10/14 Consolidated Edison Co of Hew Yori 

liSpp 15810.12 5 24X Fiche 50-000. 62/10/ 14. 8203190233 


8 Reportable occurrences. LER* t related correspond snee 


8210150301 Forward* LER 81-Otl/OlT-O 

NAYERfL 0 Northern States Power Co 81/08/24 KEPPLER.V « 
Region Q, Chicago. Office of the Director <81/03/011 Lp 
15704:065 24X Fiche 50-282.81/00/24.8210150361 
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--B21013O39O LER Bl-Oll/OlT-0 on 010312.02 diesol generator tripped ft 
lacke-i] ayt during operabilitg te«t Caused by generator 
operating in unfamiliar mode ft var ft tyatt meters being 
confused by operator 

HUfiSTAD.A A Northern States Power Co 81/08/24 Region 3. 

Chicago. Office of the Director <81/03/01) 2pp 1570A 24X 

Fiche 30-282,81/05/24,8210150381 


E210130510 Forwards LER 02-O16/O3L-O 

I1UE0LF. D Northern States Power Co 82/10/06 Region 3r Office 

of Director ip 15682 256 24X Fiche 50-282.82/10/06,0210130510 


--□210130533 LER B2-0t6/O3L“O on 830906, spike occurred in RCB activity 
up to I 30 uCi/g dose equivalent I^-ISI Caused by reactor 
trip ft iLibiequent washout of fission product from existing 
fuel defects Region 9 fuel will be removed 

HUNSTAO, A A Northern States Power Co 82/10/06 Region 3i 
Office of Director 6pp 15682 257 24X Fiche S0-'2e2. 82/ 10/06, 

8210130510 


0210250179 Forwards LER B2-019/03L-0 

MUSOLF, D Northern States Power Co 62/10/15 Region 3» Office 
of Director Ip 15788 296 24X Ftcha 50-282,02/10/15.82102^0179 


—0210250183 LER 82-0l9/03L~0 on 820917. d lese 1 cooling water pump 22 did 
not start on demand during testing Start attempt 7 minutes 
later successful Cause unknown tn 5 days of tes t mg. f ai lure 
could not be reproduced 

HUNSTAD, A A Northern States Power Co 82/10/15 Region 3. 
Office of Director Ip 15780 297 24X Fiche 50-202.02/10/15, 

B210250179 


D2I0250364 Forwards LER B2-0I8/03L-0 

MUSOLF. D Northern States Power Co 62/10/15 Region 3i OffiLO 
of Director Ip 15790 177 24X Fiche 50-282,82/10/15,8310200364 


— 8210250376 LER B2-O10/O3L-O on 82091 5, d iscovered that two ventilation 
flow tests not performed as scheduled Caused by personnel 
error Tests rescheduled 

hl/NSTAD, A A Northern States Power Co 02/10/15 Region 3, 
Office of Director Ip 15790 178 24X Fiche 50-283,82/10/15. 

8210250364 


DOCKET 50-S85 FORT CALHOUN STATION. UNIT 1 


A App 1 I ca 1 1 on/constructlon stage documents ft correspondence 


0E1OO1OOOB Responds to FOIA request for 19 categories of documents re 
nuclear reactor events ft safety problems Forwards documents 
listed tn App A 

FELTON. J M Division of Rules and Records 02/06/28 UDELL. H A 
Critical Mass Energy Project ISpp 15727 005 24X 

Fiche 50-000.62/06/28.8210010008 


--0204290046 Recommends prompt attention be given to problem of reactor 
coolant pump closure stud corrosion detected at facilittos 
Response by 830415 requested 

EISEMNUr.D 0 Division of Licensing 82/03/24 HAN AUER, S. H 

Division of Systems Integration (post 811005) 3pp 15745 270 
34X Fiche 50-000,82/06/28,8210010008 


F Security, medical, emergency ft fire protection plans 


6209170051 Forwards site security plan Revision 11 Revision withheld 
Cref 10CFR73 21) 

JONES, W C Omaha Public Power District 82/08/27 DENTON. H ft 

Office of Nuclear Reactor Regulation, Director Ip 14910 097 24X 

Fiche 50-203,02/08/27.8209170051 


0310320110 Notifies of emergency preparedness appraisal team 82110B 
sits visit bo close out Apps A ft 0 Items Identified in 
IE Emergency Preparedness Appraisal Rept 50-205/82-27 on 
811207-16 

SEJDLEjW C Division of Resident, Reactor Project ft Engineering 
Programs 82/10/19 JONES. W C Omaha Public Power District Ip 
15778 168 24X Fiche 50-285,02/10/19.0210220110 


H General correspondence 


8210060244 Requests that author be deleted from mailing list Furthar 
mailings should be sent to Metropolitan Planning Agency 
KIRSKEN, A H Kirshen, A H 02/09/30 TOURIGNY, E NRC - Nn 
Data 1 led Affl liation Given Ip 15619 320 24)C 

Fiche 50-285. 02/09/30, 82 1 006024 4 


P Operating license stage documents ft correspondence 


6210010008 Responds to FOIA request for 19 categories of documents re 
nuclear reactor events ft safety problems Forwards documents 
listed in App A 

FELTON. J M Division of Rules and Records 82/06/20 UDELL, ft A 
Critical Mass Energy Project iSpp 15727 005 24X 

Fiche 50-000.62/06/38,8210010008 


— 0004100193 Forwards evaluation of facility for Cycle 6 operation All 
Tech Spec changes ft safety analyses required for 1500 MW 
approved 

CHECK. P 9 Reactor Safety Branch 00/03/18 REID, R W Operating 
Reactors Branch 4 (Pre 000428) 34pp 15727 044 24X 

Fiche 50-000.82/06/28.8210010008 


8310080015 Addl response to FOIA req.uest for 19 categories of info re 
nuclear reactor events ft safety problems Forwards documents 
listed in App A Documents in Ap p Q completely withheld (ref 
FOIA Exemption S) 

FELTON. J M Division of Rules and Records 82/07/12 UDELL . R A 
Critical Mass Energy Project 9pp 15669 027 24X 

Fiche 90-000. 02/07/12, B2100B0019 


—8105040512 Discusses actions proposed as result of boric acid 
corrosion damage of stud bolts ft piping at PWfl plants IE 
proposal ft schedule for actions will be discussed at 810409 
flioetlng in Dethesda.MD 

SNIEZEK.J H. Division of Resident ft Regional Roactor Inspection 
81/04/02 EI8ENHUT, D 0 Division of Licensing ARLOTTO. G A 
Division of Engineering Standards 3pp 19668 127 24X 

Fiche 50-000, 62/07/12, B2 I OOeo 015 


0210050347 Forwards post-accident sampling sy s status update ft 
revised completion schedule per NURE0“0737, Item. 1 1 H 3 
Reasons for delay of TMI action plan mod discussed 
JONES, M C Omaha Public Power District Q2/09/30 CLARK, R A 

Operating Reactors Branch 3 3pp 1S610 330 24X 

Fiche 80-205,82/09/30,0210050247 


0210060196 Advises of delay in receipt of motor curves from vendor 
per 820521 commitment to provide just i f icat ion rc adequacy 
of electrical distribution sys voltages Curves ft evaluation 
scheduled for submittal by B21S01 

JONES, M C Omaha Public Power District 32/10/01 CL ARK, ft A 
Operating Reactors Dranch 3 Ip 15614 009 24X 

Fiche 50-205,02/10/01,0210060196 


8210290038 Forwards PNL final rept on 020600-10 audit of preceifures ft 
training addressing prassurlied thermal shock Issue Max ft 
min subcooling margin curve. NDT ft saturation curves should 
be available on single plot in control room 

CLARK.H A Operating Reactors Branch 3 82/10/12 JONES. H C 

Omaha Public Power District 3pp 1 9677 276 24X 

Ftche 50-205.82/10/12.8210290038 


— 0210290041 "Audit of Fort Calhoun Procedures ft Training that Address 
Pressurixed Thermal Shock Issue,*' flnol rept 

CLARK. R 0 I AMES.K . RANK IN. H D Battel I e Memorial Institute. 
Pacific Northwest Laboratory 82/06/30 2app 15877 281 24X 

Fiche 50-285,02/10/12.8210290030 

ggin-— *-» fnr fulflllina NURE^'- 

f 
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—8210190349 IE In*p 50-295/85-17 on 820930-0903 Uo najncflflipliaiiCe 

noted Major areai in«p«ct«4 hou»ekeopiog/t Uan 1 inc*i< Q»i»l tt 
raviou committee ^ calihr 

MURPH^.M E . FLIPPQiT.A i HUNNfOOTT^DM Division of Raiident, 
Reactor Project & Engineering Profframs 92/09/20 ^PP 
65742 lt4 2dX Fiche 50-289.82/09/22.8210190347 


0210190531 Forwards IE Irsp Rapt 50-2S5/B2-i& on 820901-31 No 
noncoAtpl lance noted 

SEIDLEiU C Division cf Resident. Reactor Project t< Engineering 
ProQTaffli 82/07/22 JONES. H C amaha Public Power District 2pp 
15751 306 24X Fiche 50-205.02/09/22.8210190531 


62tDOS030t Forwards LER 02-01 7/-O3L-*0 Detailed event analysis ivilBUiii 
JONES. W C Omaha Public Power District 82/10/01 CL/inKi P A 
Qgerating Reactors Branch 3 |p 15610 26 t 24X 
Fiche 50-209.82/10/01.8210050301 


—8210050303 LER 02-O17/O3L-O nn B2O03O, contr ol room Qj^ttrataT tidticrii' 
valve position indication for inboard containment Isolation 
valves. HCV-920B t> B21D Caused by Valcor Engineering Co 
solenoid valves containing failed solenoid coils 
CORE. M H Omaha Public Powor District 82/09/29 + 

Office of Director 4pp 15610 262 24 X Fiche 50-295. 02/ 10/ C L 

0210050301 


— GS10190539 IE Insp Rapt 5a'*285/e2-16 on 020001-31 No nunc cffl-pl iance 
noted Major areas inspected operational safety ver»f i cation.- 
surveillance testing. malnt. preparation for refueling LER 
f 0 1 louup 

YANDELL.l* A . HUNNICUTT. D M Division of Resident. Reactor Project 
& Engineering Pragrami 02/09/17 6pp 15751 300 241C 

Fiche 50-285.02/09/22.0210190 531 


3210070326 Ack rteeipt of 820629 ttr supplementing 811012 ii 0904 Itrs 
informing NRG of steps taken to correct vioiations noted in 
IE imp Rept 50-205/81-16 

8EIDLE. bJ C Divltion o-f Resident. Reactor Project U Engineering 
Programs 82/10/05 JONES. W C Omaha Public Power District Ip 

15634 085 24X Fiche 50-285.82/10/05.0210070326 


-8210070333 Responds to KRG BiOBOS Itr re violations noted in IE Insp 
Rept 50-285/91-16 Corrective actions all QA records will be 
entered into record mgt sys by 831231 Info updates 810904 & 

1012 responstt 

JONESiU C Omaha Public Power District 82/06/29 SEIDUE.M C 
Division of Resident. Reactor Project & Engineering Programs 2pp 
15634 086 24X Fiche 50-205.82/10/05.0210070326 


V Operator Eia mlnations 


8210200077 Advises that util proposed schedule for fulfil I nig ML'^LC' 
0737. Item I A 1 3. '*Shift Manning Requirement i. ” hai been 
delayed doe to NRG not having graded eiams for two ifolor 
reactor operator trainees Keui completion date is QJDJOi 
JONES. W C Omaha Public Powar District 02/10/15 CLAFJKi ft A 
Operating Reactors Branch 3 2pp 15755 356 24X 

Fiche 50-285,02/10/15,0210200077 


DOCKET 50-206 INDIAN POINT STATION, UNIT 3 


F Security, medical, emergencv tc fire protection plans 


8210060091 Submits request for mods to emergency notification i 

to upcacninp relocation of emergency facilities 
8RDMS. J C Power Authority of the State of Now Yoi k EJJ/09/13 
SHITH.O K Division of Emergency Preparedm ess b Operatianal b' jipi^ 
2pp 15614 359 24X Fiche 50-206.02/09/13.8210060091 


1200190233 IE Info Notice 80-35. 9uppl 1. “Leaking 9( Dislodged 1-125 
Implant Seeds " Sve He* end 

COaOiL I Division of Fuel Facilities, Materials & Safeguards 
92/10/06 Consolidated Edison Co of New York 66pp 15761 250 
24X Fiche 50-000.82/10/06.9208190233 


0210060145 Foruards “Testing tc Repair of 6iren Portion of Alert I 
Notification Sys for Indian Point Nuclear Power OencTatlrg 
Plant." per discussion at 820908 status meeting 
KELLY. J J Power Authority of the State of New Yuri RJ/OY/IS 
DAVfDOFF. D New York. State of Ip 15614 295 24X 

riche 50-247. 02/09/13, 021OO6OI4S 


[208190238 IE Bulletin 82-03. "Stress Corrosion Cracking In TMck- 
Nallr Large-Diameter. Sta In 1 ess Steel. Recirculation Sys 
Piping at BNR Plants " Sve List end 

DEYDUNO. R C Director's Officei Office of Inspection and 

Enforcement 02/10/14 ConioUdated Edison Co, of New York 

llSpp 15BiO 125 24X Fiche 50-000.82/10/14.8208190230, 


I210220UO Notifies of emergency preparedness appraisal team 821100 
site visit to close out Apps A I. B items identified in 
IE Emergency Preparednsss Appraisal Rept 50-285/02-27 on 
81 J207-16 

SEIDLE.H C Division of Resident. Reactor Project t» Engineering 
Programs 62/10/19 JGNE8.N C Omaha Public Power District Ip, 
15778 160 24X Fiche 80-285.02/10/19,8210220110 


Periodic operating reports & related correspondence 


210190736 Forwards monthly operating rept for Bept 1982 
JONES. W C Omaha Public Power District. 02/10/12 OEVOUNO. R C 
Director's Office. Office of Inspection and Enforcement Ip 
15736 862 24X Fiche. 50-205. 82/10/12,02101 90736 


-8210190746 Monthly operating rept for 8ept 1982 

SHORT, R.W amaha Public Power District 82/1-0/12 7op 
15736.263 24X Fiche 50-285.02/10/12,8210190736 


Reportable occurrences, LERs it related correspondence 


210040106 Forwards LER 82-018/0 1 T-0 
JONES. M C Oflisha Public Power District. 02/09/20 SElDLEiW C 
Region 4. Office of Director, Ip 15501' 352 24X 

Fiche 50-285. 82/09/20. 0210040106 


—8210060140 "Testing 5 Repair of Siren Portion of AJsrL f. NollfKii 
Sy* for Indian Point Nuclear Power Oenerating Plant " 
e Power Authority of the State of New York 0.2/09/14 Opp 
15614 296 24X Fiche 50-247.02/09/15.021006014^ 


8210130047 Notification of 020924 meeting w/u 1 1 1 in Dethesda.PlD 1 
discuss App R review 

THOMA, J 0 Operating Reactors Branch 1 02/09/20 VARDA. G A 

Operating Reactors Drench 1 2pp 1S696 282 S4X 
Fiche 50-286.82/09/20.0210130047 


8210130604 F^oryards Awilliary Sys Drench input to agenda for 87L>r«4- 
meeting in Bethesda.MD to discuss App R h probabilistic 
risk assessment 

VAROAi S A Operating Reactors Qranch 1 82/09/21 LlNCIAlRiL h 

Peuir Authority of the State of New York 0pp 15692 :i5l ^41 
Fiche 50-286. 82/09/21,8210130604 


8210040206 Ack receipt of 820902 Itr describing status af activil-iii. 
underway to correct significant deficiencies Identified bg 
FEHA. in response to NRG 820803 Ur 

B-MITHiO H Division of Emergency Preparedness 8. OperatKireL fc.jt. 
82/09/27 8R0NB. J C Power Authority of the State of New VctI 
ip 15583 134. 24X Fiche 50-286.02/09/27,8210040206 


''-8210040213 Forwards descriptian of activities planned or undeT^iji 
correct deficiencies listed in FEMA 820730 interim flrdlrge 
re adequacy of radiological emergency responie preparidrsti 
of state -tc local govts, per NRG 820803 request 
BAVWE, J. P Power Authority of the State of Ne^i York 02/D9.CJ 
HAYNES. R C Region i. Office of Director llpp 13383 135 Z' 
Fiche 50-206,02/09/27.8210040206 


-9210040187 LEr e2-0>l 0/OlT-O on 820917. review of alectre-pneumatic (E/P) 
valve petitioners revealed absence of analysis or i»*t 
qualification data for Honeywell Model 67400-023 

Circuit, solenoid valves to be modified 
MEHAFFEY.R F. Oaaha Public Power District 02/09/17 Raglan 4. 

fich« 50-205.82/09/20, 


8210050079 Infarmi that installation of CRT terminal In tmer 5i»n c-i 
operations facility video surveillance ey s per THI Aclion 
Ibem III. A 1 2 will be completed by end of current 
refueling outage 

BAY-NEi J.P Power Authority of the Btate of New York 82/09/5»v 
VARDArS. A Operating Reactors Branch 1 2pp 15604 274 3U 
Fiche 50-286, 82/09/30.0210050079. 


210130970 Forwards LER 82-01 7/03L-0 
JO NEB I H C Omaha Public Power District 


BS/C^/S9 SriOLE^W C 


Resident, Reactor Projact Eng ins ertng Programs, ip. 

19679:109 2 4X FI c he' 50-209. 02/09/29. 0210130570 


821019073B Forwards schedule for providing info rsquetied in I^C GZ: 
Itr re App R 

BAYNE, J P Power Authority of the Stats of New York 82/10/12 
VAROAfB.A Operating Reactors Branch 1 4pp 15736 258 a«l 
Fiche 50-286 . 82/ 10/ 1 2. 02 1 0 1 90730. 
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6210200019 Adt/jses that serious deficiencies in omeroencij preparedness 
will not t>e corrected since State of NV & FEMA not 
eddres'sins concerns of local officials by involvement in 
current changes 

HDLTfJ Public Interest Research Group* New York KESSLER* J 
Rockland Citiiens for Safe Energy BCHEINER. C A Westchester 
Peoples Action Coalition* Inc 82/10/15 PALLA0IN0<N J i 
ROBERTS, r M , AS5ELSTINE. J K Commissioners 5pp 13755 083 24X 

Ficho 50-247.62/10/13,8210200019 


0 Adjudicatory correspondence 


BC062307Q8 Ack receipt of 800416 memo w/insp repts verifying interim 
actions retjuired of Facilities in B0021 1 confirmatory 
orders Requests verification that Item F 2 in orders is met 
[tern E 3 in W Qammi 1 1 800317 memo should be F 5 

NDVAK, T M Assistant Director tor Operating Reactors 80/06/13 
BRVAN, S E Division of Reactor Operations Inspections Ip 
02765 205 24X Fiche 50-247,00/06/03*8006230788 


S2L0060235 Declines invitation to appear before Subcommittee on 
Energy Conservation Power Subcommittee investigation is 
intrusion into ongoing regulatory proceeding Ct threatens 
independence of Commission 

t'DRGAN.C Morgan Associates MORGAN, C Power Authority of the 

State of Nou York 02/09/30 OTTINGER,R L House of Rep * Energy & 

Ca-merte EOpp 15619 360 24X Fiche 50-247,02/09/30*0210060235 


8210040108 Order CLI-82-20* reques ting ASLD reconstituted by 
CL|;-62-24 to estimate when recommendations called for by 
CLJ-Gl-23 can be provided 

CHILK, S J Office of the Secretary of the Commission 82/10/01 
Atoimic Safety and Licensing Board Panel Ip IS580 350 24X 

Fiche 50-247,82/10/01,0210040108 


B2100S0SS4 Memorandum b order restating contentions it establishing 
procedures based on Commission guidance 

GLEASGN, J P * PARIS, 0 H . SHON* F J Atomic Safety and Licensing 
Board Panel 82/10/01 42pp 15609 2U 24X Fiche SO-247* 

82/ 10/01 , 8210050254 


6210130335 Motion for ASLD la direct NRC to reschedule 821013 meeting 
u/utils Sandia in Albuquerque* NM to either Now York* NY or 
Wash mg ton, DC Jntervenor unable to attend meeting In NM 
WE[SS*E R Union of Concerned Scientists WEISS, E R Public 
Interest Research Group* New York 82/10/07 Atomic Safety and 
Licensing Board Panel 3pp 15682 050 24X Pichc 50-247,02/10/07, 

B2S0130335 


--8210130337 Motion for Commission to direct that all future meetings on 
issues be held in NY or Wash i ng ton, DC D that intervenors be 
given notice concurrently u/other parties 

NE283, E R Union of Concerned Scientists WEISS, E R Public 
Interest Research Group* New York 02/10/07 Commissioners 
2pp 15602 053 24X Fiche 50-247,82/10/07,8210130335 


8210160203 Reply to ASLD 821001 memorandum (, order Plant should be 
totally reinspected w/appropr la te tests of p i ping, e 1 ec tri cal 
L control sys conducted List of parties should be shortened 
to active participants Certificate of Sve and 

FLElSHERrZ 3 West Branch Conservation Association 82/10/11 4pp 
15710 124 24X Fiche 50-247,02/10/1 1*8210180203 


0210150092 Order denying UC8/NY PIRO 021007 motion to direct NRC to 
reschedule 821013 meeting in A1 buquer que, NM to NY or 
Wash 1 ngton, DC Only Conmtssion has jurisdiction over NRC 
performance of administrative responsibilities 

PARTS, 0 H , SHONrF J , GLEASON, J P Atomic Safety and Licensing 
Goard Panel 82/10/12 Union of Concerned Scientists 3pp 
15701 194 24X Fiche 50-247*82/10/12,8210150092 


6310150141 Order scheduling 021103-04 prehearing conference In White 
Plains, NY re oral argument on responses to ASLO 821001 
nternorandum U older restating contentions 

GLEA&OM, U F Atomic Safety and Licensing Board Panel 82/10/12 
2pp 15699 306 24X Fiche 50-247,82/10/12,0210150141 


6210160138 Motion in response to AGLD 021001 order, request ing 
clarification U importance of term "discussion" U extension 
of time to determine position re issue of consolidation 
Certificate of Sve end 

KAPLAN, C New York* NY 82/10/13 Atomic Safety and Licensing 
Board Panel 7pp 15719 123 24X Fiche 50-247,82/10/13,0210100138 


8210200069 Telegraphic order granting licensee request for extension of 
time to file responses to 021001 order All party responses 
due 82101? 

GLEASON, -J P Atomic Safety and Licensing Board Panel 02/10/14 
Power Authority of the State of New York Ip 15757 200 24X 

Fiche 50-247,82/10/14,8210200069 


6210200019 Advises that serious deficiencies in emergency preparedness 
will not be corrected since State of NY b FEMA not 
addressing concerns of local officials by involvement in 
current changes 

HOLT, J Public Interest Research Croup, New York POSNER, P 
Parents Concerned About Indian Point FLEIEHER, Z S Wost Branch 

Conservation Association 02/10/15 PALLADINO, N *J , AHEARNEpJ F # 

OILINBKY. V Commissioners 5p p 15755 003 24X 

Fiche 50-247,82/10/15,8210200019 


8210220309 Submittal of comments on ASLB 021001 memorandum & o-rdar & 
motion for A8LD to issue reformulated contentions on 
Commission Questions 3 t, 4 by 821115 It to restore 
Contention 6 2 Certificate of Sve one 1 

TOSCANIjK Parents Concerned About Indian Point 02/10/15 
Atomic Safety and Licensing Board Panel 2pp 15777 307 24X 

Fiche 50-247,02/10/15, 021 0220309 


8210210390 Requests destruction of Wost Branch Conservation Assoc 
821011 reply to 021001 memoiandun L order & substitution of 
end version 

FLEI8HER, Z S West Branch Conservation Association 82/10/10 
NRC - No Detailed Affiliation Otvon tp 15764 099 24X 

Fiche 50-247,82/10/10,0210210390 


— 0210210397 Response to 821001 memorandium 1, order Certificate of Sve 
enc 1 

FLEtSKERrZ 8 West Branch Conservation Association 02/10/13 
4pp 15764 100 24X Fiche 50-247,82/10/18,8210210390 


8210300059 Response to ASLO 821001 ardor ASLB should narrow language 
of A8LQ Question I 1 U adopt proposed schedule for 
continuation of proceeding Certificate of Sve end 
MOORE, J . KCOURREN.H J Hearing Branch 1 82/10/19 9pp 

15757 290 24X Fiche 50-247,82/10/19,8210200059 


0310220375 Request for mod of ASLB 021001 order, to permit Rockland 
County to continue presentation of witnesses re Commission 
Questions 3 4 prior to taking evidence on Questions 1,8,5, 

6 tt 7 

TH0R6EN, E 0 Rockland County, NY 02/10/19 Atomic Safety and 
Licensing Board Panel 2pp 15779 187 24X Fiche 50-247,83/10/19, 

0210230375 


8210220410 Joint response of intervenors to A8L1} 021001 order Meaning 
of "discuss i on" of probability should be clarified 8< ASLD 
should Immediately reformulate contentions on Questione 
3 4 Certificate of 6vc end 

WEISS, £ R Union of Concerned Scientists WEISS, E R Harmon & 
Weiss 02/10/19 Atomic Safety and Licensing Board Panel. ISpp- 
15770 313 24X Fiche 50-847,02/10/19,02102 20410 


8210250081 Proposed hearing scheduke Certificate of 8vc end 
BRANDENBURG, B Consol idated Ed i son Co of New York MORGAN, C 

Power Authority of the State of New York MORGAN, C Morgan 

Associates 02/10/19 9pp 15707 049 24X Fiche 50-847, 02/10/ 19, 

0210250001 


8210250216 Response to ASLB 021001 order reformulating contentions 
Opposes admission of new Conten tion t 1 , Con tentl one 2-lia)- 
{d),2 2(a) it 2 2(b) it ASLD Oueetion 2 2 1 Notice of 
appearance Certificate of Sve enc 1 

MORGAN, C Power Authority of the State of New York MORGAN, C 
Morgan Associates 82/10/19 Atomic Safety and Licensing Dperd 
Panel 35pp 15709 166 24X Fiche 50-247, 82/10/1 9, 8210250316 


0210250265 Notice of appearance In proceeding 

BAUM, S L Power Authority of the State of Now York RAUM' 8 L 
Morgan Associates 02/10/19 Ip 15791 152 24X 

Fiche 50-247, 03/10/19, 0210250265 


0210250287 Motion for order reversing ASLD 821001 memorandum It 
order re taking of testlmany on Questions 3 Ct 4 & 
establishing schedule for presentation of testimony upon 
expiration of 120-i3By clock Certificate of 0vc and 

VETERE, L A Weetchester CountyrNY 82/10/19 Atomic Safety and 
Llcenelng Board Panel 7pp 15791 165 24X Fiche 50-247*02/10/19, 

82(0250207 


0210250324 Memorandum re ASLB 821001 order reformulating contentiena 
Objects to new Contention 1 l,0a4eB la & lb , Contentions 
2 t(a)*2 lCb},2. l<c),2 Hd),3 2<e) & 2 2(b > , Cert 1 f icate of 
Sve end 

HRANOENBORO, B Commonwealth Edison Co 02/10/19 Atomic flefety 

and Licensing Board Panel 49pp. 15790 243 24X 

Fiche 50-247,02/10/19,0210250324. 


8210250099 Motion for leave to file mBmorandum in response to ABUD 
021001 order 1 day late Mechanical difficulties encountered 
w/ieord processing equipment Certificate of Sve enc 1 
BRANDENBURG, B Consolidated Edison Co of New York. 82/10/20. 
Commies loners 6pp 15707 062 24X Fiche 50-247,02/10/20, 

0210250099 
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82102B02^2 Corunisaion order rfirecting all mtetmas 

betujeon N«C 8< Uc«n»B« !>« h*ld in Maihingtorii DC or that 
iniervonors rocetve rotlce of meetings eoncurrentlg u/utils 
& that interveners be provided w/mlnutes of S21013 meeting 
weiSSiE R Harmon & Weiss WEISS.E R Union of Concerned 
Scientists 62/10/23 PALLA&INO.N J . AHEARN6,J . OlLiNSKY. V 
Coinmiisionere app IS95!/ 05B 24% Fiche 30-2-1 7i 02/ 10/S5< 

0210200242 


9210280230 Advises that NRC does not intend to respond to inttrvenor 
motions filed in, response to ASLD G2100I order until after 
621103-04 prehearing conference 

MOOR El J E Hearing Branch 1 B2/l<l/27, GLEASON. J P . SNOM. F J . 

PARIS. □ H Atomic Safety and Licensing Board Panel Ip 13B37 082 

24X Fiche 50-247.92/10/27.0210280230 


6009090166 Forwards response to 800620 request for status repi: rr 
Zlon/Indian Point task action plan Responsibilities are In 
area of severe accident mitigation feature* & not in interin 
operational actions portion 

MEYER, J F Reactor Systems Branch 00/08/25 KOVAK, T M Ains”*' 
Director for Operating Reactors 2pp 03484 00? 21^ 

Fiche 50-003.80/08/25,8009080466 


6010150103 Discusses union representative allegation re hireisoirtif 
security guard personnel Addl info necessary prior to hBC 
investigation of allegations 

WARD.M J Office of Inspection «. Enforcement, Office of 
Director 80/08/28 Office of Inspection 6 Enforctmirl, Offiii r 
the Director 2pp 03630 260 24X Fiche 50-347. UO/OD/SO. 

B010150103 


9210290353 Reiponie opposing UCS/NV PlfiO 021012 motion to direct NRt to 
reschedule all Future meeting* on hearing issues in NV or 
Washington, DC NRC should b« permitted flexibility to 
determine most appropriate location W/Certi f Icat* of Sv< 

MCGURREN.H J Hearing Branch 1 62/10/27 Commissioners 9pp 

15839 049 2 4X Fiche 50-247,82/10/27.0210280353 


6210290271 Advises that Licensees plan to address all matters raised in 
re s ponse s /mot 1 on* re ASLB 621001 memorandum order at 
921103-04 prehearing conference 

SRANDENBORQ, B Cofis o 1 Ida ta d Edison Co of New York HDROAN, C 

Power Authority of the State of New York MORGAN, C Morgan 

Associate* 82/10/27 GLEASON. J P . SHDN. F J . PARIS.O H Atomic 
Safety and Licensing Board Panel 2pp 15853 012 24X 

Fiche 50-247.02/10/27.8210290271 


6009250-234 Submit* description of work being done on analysis of 
releases from facilities Simple 1-D mul ticompartmeni thireal 
hydraulic code being written to analyze variety of FVCB 
design* Related data end 

FENSTERMACHBR Reactor Systems Branch 80/09/10 &PEJ0,T P 
Reactor Systems Branch 4pp 03509 257 24X Fiche 30 0J/‘f - 

8009250234 


6010220234 Responds to 000917 request re control room review MC L 
Iftr detailed five addl item* to near-term OL requlremenli 
rtent HI 0 3 4 requires analysis of control room 
habitability by 010101 

HaUSTON/R M Accident Evaluation Branch 00/09/23 VAR04, Q A 
Operating Reactors Branch 1 ip 03560 001 21X 

Fiche 50-247. 80/09/25. 8010220234 


H General corr espandence 


9210190713 Informs that S3 Zullo RA Burns authorized to sign util 
Itrs to NRC 

BAYNE. J P Power Authority of the State of New York 62/10/13 

Office of Nuclear Reactor Regulation, Director 2pp 15738 209 

24JC Fiche 50-000. 92/10/13. S2I0J907I3 


9210250272 Request* substitution of SL Baum w/TR Frey on official sve 
list for proceeding Related correspondence 

COLARULLI.P F Morgan Associate* COLARULLI.P F Power Authority 
of the State of New York 82/10/19 STUCHY, B W Docketing fe 
Services Branch Ip 15791 190 24X Fiche 50-217.82/10/19. 

8210250272 


6010210-703 Forwards recommendations for meeting auiiUary feidweli' ,. 
min flow requirements Licensee must demonstrate decay 
removal for 10 minutes w/o operator action or reset contrel 
valve throttled position 

CHECK, P S Assistant Director for Plant Systems 00/09/4^0 

NOVAK, T H Assistant Director for Operating Reaclo-ri 

03647 104 24X Fiche 50-247,80/09/20.0010210703 


6011110004 Requests Instrumentation it Control Sys Branch 

util responses to questions re incore instr umenla 1 1 on iukts 
at facllitlei Info will aid branch evaluation mitigaUopv 
features re backfitting of severe mitigation feature* 

SPEIS, T P Reactor Systems Branch 80/10/09 BATTbRf IM D. R 
In* trumentabl on Control Systems Branch Ip 02227 001 
FIch# 50-247,80/10/09.0011110004 


O Advisory Committee on Reactor Safeguards reports It correspondence 


0207180077 Forwards comments on PRA study dealing u/seismic hazard 
Validity of conclutione rest on quality of primary data 
bases assumptions in both, studies Repis are not valid risk 
assessments due to data base limitations 

POMEROY. P H Rondout Associates 02/00/24 OKREMF, D ACRS- 
Ad'visory Committee on Reactor Safeguards 7pp 15B76 001 24X 

Fiche 9 0-206 , 82/08/24, 8207 1 00077 


P Operating license stage documents I* correspondence 


8007010658 Operating Reactor Event Memo BO-7 re nearly simul taneoui 
trips of Units 2 3 Event was of negligible safety 

significance & trips were unrelated l< coincidental 
ElSEMHUTi D 0 Division of Licensing 80/06/13 VOLLMER. R H 
Division of Engineering MATTSON, R d Division of Safety 
Technology. HANAUER.S H Division of Human Factors Safety 2pp 
02015 145 24X Fiche 50-247,80/06/13.0007010650 


6007280312 Eummary of 8006S5 meeting u/util re implications of Class 9 
accidents on liquid pathway* at facility 

CODELL, R Hydrologic & OcotecAnical Engineering Branch. 00/07/00 
LEAR# 0 Hydrolagic it Geotechnical Engineering Branch 5pp 
03016 253. 24X Fiche 50-247,00/07/0010007280312 


8006050220 Requeits LB Marsh be permitted to continue reviewing 
overpressure protection sys & associated Tech Specs 
NOVAK, r Assistant Director for Operating Reactor* 00/07/30. 
ERNBT, M L Assistant Director for Technology Review IP 
03078.175. 24X Fiche. 50-247, 80/07/30,00080 5 0220. 


8008130744 Summary of 000617 meeting u/utils In Bethesdar liD re 
containment structural response to core melt acci-dent 
sequences 

MEYERiJ.F Power Sgitami Branch 80/07/31 Pe-uer Systsmi Branch 
3pp 03266^243 24X Fiche 50-247,80/07/31,8000130744 


8009100100 Forwards reconinindatians on staff task action pUn to be 
sent to licensees for review t, response. 

BARRETTiL H, Operating Reactors Assessment Branch 80/00/08 
VAROA, 6. A OpeTitIng Reactors Branch 1 <Pre 800420) 0pp 
03516 066 24X Fiche* 50-247, 80/08/08, 00091001 00, 


6010260098 Forwards NRC questions It util answer* re backfilliri 
severe accident mitigation features Evaluation nitded in Iva 
uks 

5PEIS. r P Reactor Systems Branch 00/10/17 BCHAUULf 1^ 
Structural Engineering Branch Ip 69767 194 24X 

Fiche 50-247.00/10/17.8010280090 


0011200025 Forwards Power Sys Branch evaluation of dlffirerzei iiii.r 
Indian Point 2 h 3, in response to technical assiiiance 
request Requests meeting w/licens»e prior to formal rtipsrisi 
to evaluation 

GHECK.P 8 Assistant Director for Plant Systems 00/10/*JI 
NOVAK, T Assistant Director for Operating Reactors ifLfp 
03743 111 24X Fiche 50-247,00/10/21,0011200029 


0210070007 Rasponds to FOIA request for eight categorlii ef reis'fi. ■ 
st-iam generators l< steam turbines App A documents providid 
in R Udell FOIA Request 01-313 Forwards documents listed irv 
App 0 

FELTON. U n Division of Rules and Record* 02/00/10 i (XK? I / 
Ninthrop^ Stlmion. Putnam |< Roberts ?pp 19645 063 941 

Fiche 50-000, 02/OB/lO, 0210070007 


8210090452 Requests comments on draft Sandla "Ltr Repl ftn Revkiai 
Evaluation of Indlen Point Probabi 1 i * tie Safety Study" by 
S21001 Meeting to discuss comments will be held apprpic 
821013 N/a end 

VAROA, 8 A Operating Reactor* Branch 1 82/09/15 GlHCtAlifl i. 

Power Authority of the State of New York 2pp 19626 8tB. 

Fiche 90-286,82/09/15,0210090452 


6210040400 Notification of 620921 meeting w/utll in Oetheida.HO ti 
discus* proposed repair program for steam generator shell 
THOMAr J □ Operating Reactors Branch 1 02/09/16 VARflA ‘B a 

Qparating Reactors Branch 1 ip 15597 226 24X 

Fiche: 50-286. 02/09/16, 0210040400 


8210090534 Requests reply to 800923 request for addl inf* fi flkh 
program 

VAROArS A Operating Reactor* Branch 1 02/09/21 SIlfCLAt# I * 

Power Authority of kh* State of New York 2pp 19636 358 
Ficha 90-286,62/09/21,8210050934 
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82105905^01 results of evaluatton«« analyses & datailsd 

ifascr Lption any ongoing or planned insp & plans Si 
schedule 'for repair to steam generator Results requested 
within 30 days of receipt of Itr 

EJSENHUT. D Q Division of Licensing 02/09/24 SINCLAlRi L W 
Power Authority of the State of New York 3pp 15876 244 24X 

Ficha 50-236.82/09/24,0210290203 


G210130063 Sunnary of 020921 meeting w/ut il. Westinghouss* C-E 8< BMI re 
prcbiems u/steam generator tubes Util proposed to sleeve 
degraded tubes it plug remaining tubes 
'/lewgraphs end 

ThOMAi J O Operating Reactors Qranch I 82/09/20 Operating 
Reactors Branch 1 BOpp 15694 276 24X Fiche 50-206,02/09/20# 

0210130063 


6-210060101 Forwards responses to 020315 request for addl info# Items !■ 
Sk 3 t( 6 re control of heavy loads, per 020421 commitment 
Responses to items 5,6 V 7 U supplemental response to Item 
3 will be provided by 621130 

BA/cfE, J P Power Authority of the State of New York 02/09/30 
VARGArS A Operating Reactors Branch 1 9pp 15614 111 24X 
Fiche 50-206.82/09/30,0210060101 


0210120253 Foruards initial comments on Sandia Natl Labs 020825 
pr« 1 iminarij draft Itr rept on review ti evaluation of 
probabilistic safety s tudy# addressing uind# sei imicr f Ir e# 
pressuriied thermal shock & fan cooler Issues 

0 'TOOLE. J* D Consol idated Edison Co of New York DAYNE# J P Power 
Authority of the State of Neu York 82/10/06 VAROA# S A Operating 
Reactors Branch 1 62pp 15652 215 24X Fiche 50-247,02/10/06# 

8310120253 


SZI0150031 Forwards addl payment required for 820604 application to 
air, end Tech Specs re mg t organiiation strut fcure, per NRC 
620714 itr Addl payment made under protest pending final 
determination of legality of fee schedule 

BA>NE. J P Power Authority of the State of New York 62/10/00 
MILLER# If 0 License Fee Hanagement Branch 3pp 15701 265 a4X 
Fiche 50-000, 02/10/08.0210150031 


0210190720 Forwards info re NUREO-0737# 1 1 em II Q 3. "Post-Accident 
Sanpling Sys. •' per NRC 020630 Itr 

DANf-JE, J P Power Authority of the State of New York 02/10/12 
VARCA,& A Operating Reactors Branch 1 2pp 15736 272 24X 
Fiche 50-286.02/10/12,0210190720 


— 6210190734 "Response to 820630 NRC Info Request Concerning 
Post-Accident Sampling " 

* Power Authority of the State of New York 02/10/31 24pp 
15736 274 g4X Fiche 50-206,02/10/12,8210190720 


£-210220455 Forwards request for addl info re THI Item II K 3 25# 
Power to Purp Seals " Areas of conformance t> deviation 
r rom stated position should be identified Sc info re design & 
operation of affected cooling sys provided 

VARGA, S A Operating Reactors Branch I 02/10/15 aiNCLAIR#L, W 
Authority of the State of New York 3pp 15706 21 1 24X 

Fiche 50-206,02/10/15,0210220455 


E21O210459 Forwards application to amend License DPR~64 It proposed 
Tech Spec changes re steam generator surveillance 
requ 1 r emen t s 

DAYIVE, J P Power Authority of the State of New York 02/10/18 
VARGA, S A Operating Reactors Branch 1 2pp 15762 236 24X 
Fiche 50-206.02/10/18.0210210459 


— -B2 J 0210470 Application to amend License DPR-64 changing Tech Specs re 
steam generator surveillance requirements 

BAVNE.J P Power Authority of the State of New York 02/lO/lB 
2 pp 15762 230 24X rich# 50-206. 82/10/18, 0210210459 


— -82102^10473 Proposed Tech Spec changes re steam generator 
surveillance requirements 

HI Power Authority of the State of New York 62/iO/lB 16pp 
15762 240 24X Fiche 50-206.82/10/10.0210210459 


83102B0070 Forwards response to NRC 020924 request for info re girth 
weld repair program 

gAYN£«U P Power Authority of the State of New York 02/10/29 
EISENHOT#D 0 Division of Licensing 51pp 15849 095 24X 

F U h e 50-286, 02/ 1 0/29. 8210280070 


iD- Inspection reports, IE Bulletins it correspondence 


0210070007 Responds to FQIA request for eight categories of records re 
steam generators *c steam turbines App A documents provided 
in R UdeH FDIA Request 81-313 Forwards documents listed in 
App 0 

FELTON. J M Division of Rules and Records 82/08/10 LONO# D. J 
U$nt6rop# Stimion, Putnam & Roberts 9pp 19649 063 S4X 
Fache 50-000, 02/08/10,8210070007 


— 6210070139 Forwards tabulated data on steam, generator insp l< maint at 
facilities Data should be provided to licensees 
IPPOLITOrT Operating Reactors Assessment Branch 82/04/01 
VAROA# & Operating Reactors Branch 1 5pp 15649 131 24X 

Fiche 50-000# 82/00/10, 8210070007 


8210070214 Forwards IE Insp Rept 50-206/82-16 on 820016-0915 No 
nnncDinpliance noted 

STARDSTECKl# R Division of Project & Resident Programs 82/09/23, 
BR0N6# J C Power Authority of the State of Neui York 2pp 
19634 246 24X Fiche 50-286.82/09/23,9210070214 


—8210070216 IE Insp Rept 50-286/82-16 on Q2'O8l6-0919 Mo noncompliance 
noted Major areas inspected plant operati ons, plant tour, 
survei L lane e, maint, purg Lng Ic venting of contaiiunenti test U 
measurement equipment program 

FOLEY, T . KENNY# T J . KIQTER, H Division of Project ti Resident 
Programs 02/09/22 lOpp 1S634 24B 24X Fiche 50-286.02/09/23, 

0210070214 


8210290203 Requests results of e va I uat i one* analy see It detailed 
description of any ongoing or planned insp & plant It 
schedule for repair to steam generator Results requested 
within 30 days of receipt of Itr. 

EISENHUT,D0 Division of Licensing 02/09/24 eiNCLAIR.U U 
Power Authority of the State of New York. 3pp 15076 244 24X 

Fiche 50-286,02/09/24,8210290203 


8208190233 IC Info Notice 00-35# Suppl I# ^'Leaking Ic Dislodged 1-125 
Implant Beads " Bve list end 

C006# L I Division of Fuel Facilities# Materials It Bafeguards 
82/10/06 Consolidated Edison Co of New York 66pp 13761 250 
24X Fiche 90-000# 82/10/06, 82081 90233 


8208190238 IE Bulletin 02-03. "Stress Corrosion Cracking In Thick- 
Ual 1# Large-Dlamiter# Stainless B teel. R ecirc u lotion 9ys 
Piping at DNR Plants " Sve list end 

DEYOUNO#B C Director's Office# Office of Inspection and 

Enforcement 82/10/14 Consolidated Edison Co of New York 

115pp 15810 125 24X Fiche 50-000, 82/10/ 14# 02O919O23B 


R Periodic operating reports 6 related correspondence 


8210180068 Forwards monthly operating rept for Bept 1962 

BRONa. J C Power Authority of the State of New York 02/09/12 
Hanagement Information Branch Ip 15719 340 24X 

Fiche. 90-286. 82/09/12.0210180008 


—8210100091 Monthly operating rept for Sept 1902 

AUTERINO, L power Authority of the Btate of New York 02/10/01 
6pp. 19719 341 24X Fiche 50-206, 82/09/12# 0210100000 


8 Reportable occurrences, LERs & related correspondence 


8210290267 Pert 21 deficiency- rept re potential galling problem between 
stem l( bonnet of 1 25-lnch l< larger AIDS carbon steel 
AiB2-F22 valves supplied Feb 1981-Aug 1902 Valves should be 
serviced l< stem U/or bonnet replaced 

ISABELLE, L D. Conval# Inc 82/10/11 HAYNE8#R C Region 1, Office 
of Director 17pp. 19054 232 24X Fiche 50-000# 82/10/ 1 1# 

0210290267. 


T Hearing transcripts on non-an 1 1 trust matters 


0210060232 Testimony of □'‘Toole before US House of Representatives 
Subcommittee on Energy 8( Conservation of Committee on 
Energy !« Commerce re role of public participation in NRC 
procaedings W/Certif Icate of 8vc Related correspond ence, 

O'TODLE# J D Consolidated Edison Co of New York 02/tO/Ol 2lpp 
15621.204 24X Fiche 50-247# 02/10/01 , 8210060S32 


DOCKET 90-287 OCONEE NUCLEAR STATION# UNIT 3 


F Security, medical, emergency !< fire protection plans 


0210010352 Forwards revision to safeguards contingency plan Revision 
withheld Cref 10CFR73 21) 

TUCKER# H 8 Duke Power Co 82/09/17, DENTON# H R Office of 
Nuclear Reactor Regulation# Director Ip 15574.139 24X 

rich# 90-269# 82/09/17,8210010352 


8210260529 Agrees w/detarmlnatlon to locate fire hose stations outside 
affected fire areas Change from earlier commitment 
ecceptebi* 

gTOLZrJ F Operating Reactors Branch 4 82/09/23 TUCKER, H.B 

Duke Power Co 2pp 15030,109. 24X Fiche 30-269,02/09/23# 

8210260929 
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8310040232 Appllcitlon to amenrf Llcon^e* DPR-3ai DPH^47 t DPR'55 Amend 
requffti deletion o9 Tech Bpec & 4 2 re site eoierflencg drill 
St definition of time within which redundant component teet 
muft he performed prior to performsns raaint per Tech Spec 
TUCKERiH B Duke Power Co S2/09/27 DENTON, H R Office of 
Nuclear Reactor Regulation* Director 3pp 155BA J04 24-3C 

Fich* 50-269.62/^09/87,0210040232 


8210190323 Reeponds to 820913 1 tr re reactor bldg purge fgePoeikiEi 
given In 010707 St 17 Itre remaini unchanged Schedule for 
■ obffllttlng info indicating purge sgs meete operability 
r equireenentc requested 

LAlNASiC C AeiUtant Director for Operating Reacton DJ/CSjK 
TUCKERiH B Out* Power Co 3pp 15745 334 24X 

Flche 50“269, B2/09/30. 8210100323 


— 8210040245 Proposed revision to Tech Spec Paget 3 3-6 E< 6 4-1 re situ 
emergency drill 6 time period within which radundant 
component test mu*t be performed prior to performing maint 
a Duke Power Co 82/09/27 4pp 15586 107 24X 

Fiche 50-269.02/09/2710210040232 


P Operating Ucenta stage documents 6 correspondence 


0210090036 Responds to FOIA request for documents re pins 
h-old neutron shielding pads in place under accident 
conditions Forwards documents Listed on App A 
FELTON, J N Division of Rules and Records 02/00/13 
Public Interest Research Group in North Carolina 2pp 
24/ Fiche 50-297,02/08/13*8210080036 


— 8210000047 Discusses work Items to be accomplished after 020423 
shutdown for extended refueling outage Lower thermal shield 
bolts will be replaced u/Inconel K-750 studs *. nut assemhlv 
Unit 3 scheduled to return to operation on 820915 
WAGNER, P C Operating Reactors Branch 4 02/06/IS DENTON, H R , 

CARTER, J r EI8ENHUT, D 0 NRC - No Detailed Affiliation Given Ip 
1566 9 293 24X Fiche 50-000* 92/00/ I3i 8210000036 


6210040107 Advises that util response to NRC 020210 Itr ulll be 
provided bg B2J00B, Recelp t of info from crane vendor tc 
eitraordlnarg analytical work, have delayed response 
TUCKER, H D, Duka Power Co 02/09/24 DEMTOM*K R Offict of 
Nuclaar Raacter Rejuletlon, Director 8T0L2rJ F Operating Reactors 
Branch 4 Ip 15581 024 24X Fiche 50-269, B2/0'7/24, 8210040 107 


8210040232 Application to amend Licenses DPR-3B, DPR~47 *t OPR-95 Amend 
requests deletion of Tech Spec 6 4 a re site emergency drill 
b dcfiniblen of time within which redundant component test 
must be performed prior to perform.ing maint per Tech Spec 
TUCKER, H B Duke Power Co 02/09/27 DENTPN. H R Office of 
Nuclear Reactor Regulation, Director STOLZiJ F Operating Reactors 
Branch 4 Dpp. i 5586* 104 24X Ficha 50-269,82/09/27,9210040232 


— 9210040245 Propostif revision to Tech 0pec Pages 3 3-6 L 6 4-1 re site 
emergency drill 4* time period within which redundant 
component test must be performed prior to performing maint. 
a Duke Power Co 02/09/27 4pp 15596 107 24X 

Fiche 50-269*82/09/27,0210040332 


B210150S19 Diacusses NRR actions taken under Task Interface Aitiki'' 
62-20 for steam generator auilllary feedwater hoader 
damage License* authorlicd to resume power operation at 
Oconee 3 

EI9EMKUT, D O Division of Licensing 02/10/06 OLBHirrCKl J 
Division of Engineering ft Technical Programs ip 15717 2fi9 i‘> 
Fiche 50-000,82/10/06,9210150519 


— 82101S052S Forwards safety evaluation re once-through lUam 
repair U emergency feedwater sys mod Licensee autharlied In 
resume power operation 

LAtNAS, 0 C Assistant Director for Dperating Reactors I'* 

TUCKERiH D Duke Power Co 2pp 15717 262 24)C 

Fiche 30-000,02/10/06.8210150519 


— 6210150535 Safety evaluation supporting resumption of power «>|irg'' 
following once-through steam generator repair 6 emergency 
feeduatar ige mods 

WAGNER. P C . HAFIZ, A , RIPOELY, J Assistant Director fqr Qftti > 
Raactore 02/09/29 7pp 15717 264 24X Fiche 50-000. DZ.'j: a 

82101 30319 


9210130502 Advises that flow demonstrat ion b water hammer lilts, psr 
NRC 020929 Itriconflrm that modified ausiliary feedwater 
sys satisfactory 8ys supplies required amount of feedwatir 
w/no evidence of water hammer phenomenon 

TUCKER.H B Duke Power Co 02/iO/O7 DENTON. M R Offiie of 
Nuclear Reactor Regulation, Director STOLZ.JP Optrallr) Bii 
Branch 4 ip 15692 252 24X Fiche 50-207, 02/ i 0/07. 7 


8210100055 Responds to NRC 820600 request for addl info re 
station olectric distribution sys voltages Requested info 
expected by 021022 

TUCKER, H & Duke Power Co 02/10/00 DENTON, N R (Iflici of 
Nuclear Reactor Regulation, Director STOLZrJF Opir»tir| ' 
Branch 4 Ip 15720 010 24X Fiche 50-269, 82/10/09, Q2i0l00^i^ 


— 8210190060 Faruards partial response to Franklin Reieatch Ctr f'l 
technical evaluation rept re control of heavy loadi.pir 
NUREO-0612 

TUCKER, H B Duke Power Co 62/10/00 DENTON, hi R Qffica if 
Nuclear Reactor Regulation, Director BTOLZ, J F CJperaHmi 
Reactors Branch 4 5pp 15720 011 24X Fiche 50-269, 0//i0 

6210100053 


designed to 

EDDLEMAW. M 
15669 240 


9210190145 Forwards Amends 113,113 U 110 to Licenses DPR-30, DPR-47 b 
0PR-S9, respec tively, safety evaluation 6 notice of issuance 
fit availability Amends revise Tech Specs to allow full power 
Operation of Unit 3 during Fuel Cycle 7 

NAONEfl, P C Operating Reactors Branch 4 62/09/29 TUCKER* H 0 

Duke Power Co. 2pp 15737 341, a4X Flche 30-269,02/09/29, 
0210190143 


8210210131 Responds to NRC 820906 Itr transmitting technical IpII i 
rept on emergency feedwater sys Sys may not meet all currmli 
criteria for seismic qua 1 1 f icat ion, but will remain 
functionally operable during ODE 

TUCKERiH 0 Duke Power Co 02/10/13 DENTDN.H R Cfflci cl 
Nuclear Reactor Regulation, Director STOLZ, J F Opiratiri ipi 
Drancb 4 4pp 19766 396 24X Fiche 50-269, 02/10/13, 02 1 02 t4j 3 


—8210190154 Amends 113, U3 1, 110 to Licensee DPR-38, DPR-47 «c DPR-59, 
r es pec t i ve 1 y , revis lug Tech Specs to allow full power 
operation of Uolt 3 during Fuel Cycle 7 

8TGLZ,J F Operating Reactors Branch 4 62/09/29 31pp 

15757 343 24X Flche* 30-269* 32/09/29, 02101901 45 


— B210190161 Safety evaluation supporting Amends 113,113 fit 1 10 to 
Licenses DPfl-a0, DPR-47 fit DPR-93, respectively 

e Office of Nuclear Reactor Regulation, Director 82/09/29 6pp 
15758 012. Z4X Flcha 50-269,82/09/2710210190145 


—8210190169 Notice of issuance fit availability of Amends 113,113 St 110 to 
Licenses DP 8-30, DPR-47 fit DPR-55, respectively 
8T0LZ, J F. Operating Reactors Branch 4 82/09/29. 2pp 

15758 OIB. 24X Fi ch*. 50-269, 82/09/27, 8210190145. 


8210210292 Advises that review of info on mods to emergeneg feedwater 
lyi & repairs made to once-through iteam generators 
complete. Plant mag resume operation w/Ileted conditions 
LAINA8, 0 C Asiiitant Director for Operating Reactor* 62/09/89. 
TUCKER, H.B Duke Power Co 3pp 15774:347. 24X 

Fiche. 50-807* 82/09/29, 8210210292 


8210210407 Application to amend DLs, revising Tech Spec 3 i allfl^.'l 
full power operation of Unit 1 for interim period until 
appropriate lafetg valve ring settings can be impliimanted 
TUCKER, H B. Duke Power Co 82/10/14 DENTON, H R Olfici *f 
Nuclear Reacto-r Regulation, Director STDLZ, J F Clperalirp f-rj. . 
Branch 4 0p p 15764 038 24 X Fiche 50-269, 02/10/14, 631021 


— 6810210411 Proposed revision to Tech 8pec 3 1 allowing full pt«i> 
operation of Unit 1 for interim period until appropriate 
safety valve ring setting can b* implemented 
a Duke Power Co. 02/10/14 Ip 15764 040 84X 

Fiche: 50-269, 02/10/14, 0210210407 


O Inspection reports, IE Bulletins fi< correspondence 


BS10<170007 Responds to FOIA request for eight categorln «f 
steam generators fi« steam turbines App A documents providfl 
in R Udell FOIA Request 01-313 Forwards documents listed im 
App B, 

FELTONfU M Division of Rules and Records, 82/00/10 iCMS-filJ 
Nlnthrop, Stimson, Putnam %t Roberts ?pp 15649 063 2fl 
Fiche: 90-000, 62/08/10, 8210070007 


* — 6210210299 Safety evaluation supporting steam generator repair It 
emergency feedwater lys mods 

* Office of Nuclear Reactor Regulation, Director. 62/09/29. 7pp. 
15774:350, 24X Fiche. 50-287 , 82/09/29, 02 10210892. 


— 8810070172 Forwards info r* steam generator integrity 4 irsM eki. 
operating PWRs, par 750320 4 21 requeitt Details of Inipii 
including defect indlcetions, tube plugging criteria V. t-utai 
plugged will rot be provided except for Point Beach I 
OQLLER, K. R. Division of Reactor Licensing IMRR-I97J enJyJ 
75/03/84, HACCARY, R.R Division of Technical Rsvlsw <MW-fcf7? 
only) 5pp, 15645 196. 24X Fiche 50-000, 02/08/10, WJOOTCOC^ 
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015036^*? Forwards results of investigation of Item 7a of IE Insp 
'epli 50-26'7-/B2-2ir 50-270/02-31 h 50-207/82-21 Deadtlmo 
alues for gairma spectroscopy analyses of waste gas silver 
eolite cartridges uill cause only insignificant errors 
UCkER-H G Duke Power Co 82/00/17 Q'ftEILLY. vf P Region 2. 
Iff ice of Director 2pp 15704 267 24X Fiche 30-269. 82/00 /I7i 

12101 503£i9 


■0010117 Forwards IE Inap Repfcs 50-269/82-33.30-270/82-33 h 

■ 0-287/82-33 on 820017-20 No none omp 1 ianc e noted 

irtrtCE. M C Division of Project ?< Resident Programs 82/09/02 

UCKER.il □ Duke Power Co 2p p 155£i6 019 24X 

xcho 50-269, aa/09/02. G2I00101 17 


'210010124 IE Insp Ropts 50-269/82-33.50-270/82-33 «» 30-287/02-33 
□n 820017-20 No none omp 1 lanc e noted Major areas inspected 
action on previous enforcement matter s. au ri 1 lary feedwater 
header repair tt inservice Insp procedures 

CROi^LE/.D R , BLAKE, J J Division of Engineering t Technical 
Prograns 02/07/01 0pp 1 6566 021 24X Fiche 50-269.02/09/02, 

□ 210010] 17 


OOlOlSO Forwards IE insp Repts 50-269/82-30,30-270/02-30 6 
■iO-207/02-30 on 020716-0810 No noncompliance noted 
’Ar<CE, H C Division of Project 6 Resident Programs 02/09/02 
UCKER.H D Duke Power Co 2pp 15567 258 24X 

iche 50-269,82/09/02.8210010150 


>210010166 IE Insp Ropts 50-269/02-30.50-270/02-30 6 50-207/82-30 on 
820716-0810 Nd noncomp 1 i anc e noted Hajnr areas inspected 
e p e rat 1 on s , surve i 11 anc e test! ng, maint, NUREO-0737 mods & 
refueling activities 

ORDERS. W . FALCONER, D , DRYANT. J C Division of Project 6 Resident 
Programs 82/09/02 13pp 15567 260 24X Fiche 50-269.02/09/02. 

8210310160 


0O1045B Ack receipt of 820005 Itr informing NRC of steps taken to 
□irect violations noted in IE Insp Repts 50-269/82-23. 
>0-270/02-23 t 50-287/82-23 

ELI IQ, Ft C Division of Project 6 Resident Programs 82/09/17 
TUCKER. H D Duke Power Co ip 15570 182 24X 

'scfiB 50-269.82/09/17,0210010458 


3121-0010463 Responds to NRC 820712 Itr re violations noted in IE Insp 
Reots 50-367/32-23.50-270/02-23 h 50-287/02-23 Corrective 
actions personnel counseled & valve 2HP-I4 cut out S. 
properly roinstallcd 

tucker. H D Duke Power Co 02/08/05 0 'REILLY, J P Region 2, 

Office of Director 4pp 15570 183 24X Fiche 50-269. 03/09/ 17. 

0210010456 


3-3100 104 60 Forwards IE Insp Repts 50-269/82-23.50-270/02-23 l( 
50-387/82-23 on 820510-0610 «< notice of violation 
LE(4IStR C Division of Project 6 Resident Programs 02/07/12 
PARKER. W O Duke Power Co 2pp i5570 107 24X 

Fiche 50-367,82/09/17,8210010450 


0^10010474 IE Insp Repts 90-269/02-23. 50-270/02-23 << 50-287/08-23 on 
620510-0610 Noncomp 1 lance noted failure to follow procedures 
resulting in plant trip l inadequate procedure resulting In 
improper reassembly of safety-related valve 

ORDERS. W . FALCONER. D , DRYANT, J C Division Of Project «< Resident 
Programs 62/07/09 12pp 15670 191 24X Fiche 50-269.82/09/17, 

6210010458 


10150353 Forwards IE Insp Repts 50-269/82-32.90-870/82-32 8< 

90-267/62-32 on 620817-18 No noncomp 1 lance noted 

DANCE. H C Division of Project Resident Programs 02/09/17 

tucker. It D Duke Power Co 2pp 15703 267 24X 

riche 50-269. 82/09/17. B21 01 50253 


0210150263 IE Insp Repts 50-269/82-32,50-270/02-32 8. 50-207/82-32 on 
Q208l7-ie No noncampUance noted Major areas inspec ted* lab 
dC h review of radiuchemi stry procedures S< records 
EVANS, C D , MONTGOMERY, D M Division of Emergency Preparedness I, 
iJperaticnal Support 82/09/15 3pp 15703 369 a4X 
Fiche 50-269,82/09/17,8210150253 


lD|S0V3t Forwards IE Insp Repts 50-269/02-35.50-270/62-39 8+ 

50-267/02-33 on 020900-10 No none omp I lane e noted 

DAfiCEr H C Division of Project tt Resident Programs 82/09/23 

TUCKERrH B Duke Power Co, 2pp 15698 312, 24X 

Fiche 50-269,82/09/23,8210190131 


6210*50143 IE Insp Repts 50-269/82-35.50-270/02-39 Si 50-207/82-35 on 
8S0908-10 No noncomp I lance noted Major areas inspected 
ftes leakage calculations 

BURNETT. F T. , JAPE. F Division of Engineering V Technical 
Programs 02/09/21 4pp 13690! 314 24X PUhe 30-269.82/09/23, 

esfoisoiGi 


0210130290 Request* relief from inservice insp requirement* 

(hydrostatic) af Gsetion XI of ASHE Holler |i Pressure Vissel 
Code 

TUCKER. H B Duke Power Co 02/10/04 DENTQN.N R Office of 
Nuclear Reactor Regulation, Director STOCZrJF Operating Reactor* 
Branch 4 20pp 1567G 243 24X Fiche 50-269,82/10/04,8210130290 


8200190233 IE Info Notice 60-35. Buppl 1. "Leaking & Dislodged 1-125 
Implant Seed* ” 8vc list end. 

CODD.L I Dlviiipn of Fuel Facilities, haterials A Safeguard* 
02/10/06 Can*olidat»d EdlS'On Co of Neu York 66pp 15761 250 
24X Fiche 50-000*02/10/06.0208190233. 


6210220426 Forward* Revision 5 to responie to IE Bulletin 79-02. "Pipe 
Support Base Plate Designs Using Concrete expansion Anchor 
Bolts " 

TUCKER. H B Duke Power Co 82/10/00 Q'REILLV. J P Region 2, 
Office of Director 24pp 15773 273 24X Fiche 50-269.82/10/08. 

8210220426 


8200190238 IE Bulletin 02-03, "Stres* Corrosion Cracking in Thick- 
Nail. Large-Di ame ter. Stain 1 es< Steel. Recirculation Sgs 
Piping at BWR Plant* Sve list and 

DEVQUNO.R C Director's Office, Office of Inspection and 

Enforcinient 82/10/14 Consolidated Edison Co of Nsw York 

ll5pp 15010 129 24X Fiche 50-000.02/10/14,8200190238 


R Periodic operating reports & related correspondence 


0210190544 Foruiard* monthly operating repts for Gept 1902 

TUCKER. H D Duke Power Co 82/10/19 Director's Office, Office 

of Inspection and Enforcement Ip 15751 343 24X 

Fiche 50-269,02/10/15.0210190 344 


— 0210190552 Monthly operating repts for Bept 1982 

REAVI8, J. A Duke Power Co 62/10/15 I6pp 15791 344 24X 

Fiche 50-269* 02/10/15, 0210190544, 


8 Reportable occurrences. UERs t, relatad correspondence 


8210120114 Advises of immediate need for imposing specific 
requirements re operational restrictions for Class IE 
t20-volt ac vital instrument buses in operating plant* 

MICHEL80N.C 81 rector's Office 80/07/15 DENTON, K R Office of 
Nuclear Reactor Regulation* Director ip 1568? 165 24X 

Fiche 50-000.80/07/15*8210120114 


82(0010008 Responds to FOIA request for 1? categories of documents ro 
nuclear reactor events 6 safety problems Forwards decumenta 
listed in App A 

FELTON. J M Division of Rules and Records 82/06/20 UDELL. R. A 
CrttlcAl Mass Energy Project ISpp 15727 005 S4X 
Fiche 50-000,82/06/28*8210010000 


0210190447 PNO- 1 1 -62-106* an 02101 0. Increasing steam generator tube 
leakage Indicated in 3A steam generator Reactor placed in 
hot shutdown. No abnormal radioactive releases identified 
tONATQMlS.A, • DRYANT. J C. Region 2. Office of Director 82/10/12 
ip 13740*169 24X Fiche 50-207* 62/10/12 . 0210190447 


8210190633 PNa-II-02-lU on 821014* Unit 2 shut down after determining 
that prsssurirer code safety valve design flow could not be 
fully maintained if called upon 6everi-dav outage required 
to change valves Exemption requested for Unit 1 

I0NAT0NI8.A Region 2r Office of Director 62/10/14 2pp S4X 
Fiche. 50-287* 02/10/14. 02101 90653. 


0210190699 RO on 021014, Unit 2 core relief valve* declared indperable 
due to analysis prempied by safety cone arn, Uni t 3 valves 

were offsite undergoing ring adjustment launedlate shutdown 
of Unit 2 commenced. 

a Duke Power Co 02/10/14. Region 2* Office of Director. Ip. 
15736 aOO 24X Fiche* 50-270, 82/10/14, 8210190695. 


0210290300 Forwards LER 62-OlO/OlT-O Detailed event analysis sncl 
TUCKERiHB Duke Power Co 92/10/18 O'REILLY.J.P Region 2. 
Office of Director, 3pp 15053 018 24X Fiche, 50-207* 02/10/ 10. 

8210270308 


— 0210290313 LER B2-010/01T-0 on 821004, discovered that weekly borori 
waste storage tank boron sample not taken as echtduled. 
contrary to Tech 8pae 4, 1 3 Caused by personnel not having 
access to posted schedule boarif Board replaced. 

PETTY, J C, Duke Power Co. 82/10/18. Region 2. Office of 
Director. Ip. 15853 021 24X FI c he ■ 50-207. B2/JO/10, 0210290300 
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DOCKET 50-209 THREE rtlLE ISLAND NUCLEAR STATION. UNIT J 
F Sflcwrjtiji iTiKificAt. it fire protection plant 


B210050471 FoTuariJs Btomption frofli annual emerflancy plan axarclie 
requlrttnenti of lOCFRSO^App E T* Uv»l of govt 
parti< ipation 

ST0L2.J F Operating Reatfcor* Branch 4 03/09/14 MUKlLt.M D 

Oeneral Public UtiUtie* - GPU Service Corp. 7pp 15626 291 SIX 
Fich* 50-269.82/09/14.0210050491 


— B2J0030495 Exemption from annual emergencg plan requirements ro level 
of flovt participation in exerciie* 

EISENHUT.D 0 Olviaion of Liceniing 02/09/14 Oenerat Public 
Utilities - OPU Service Corp 4pp IS626 290 24X 

Fiche 50-289,82/09/14.0210050491 


921006022B Foruards revisions to fire haiards anelytis rapt U App R 
Section 111 0 rt safe sKutdo-un evaluation 

HUKILL.H D General Public ITtilitias - GPU Service Corp 02/10/01 
EISENHUTj D Q Dlvlsiun of Licensing 2pp 15620 013. 24X 

Fiche 50-239.62/10/01.8210060220 


—8210060230 Revisions to fire haiards analysis rept U App R Section 
ME 0 re safe shutdown evaluation 

* General Public Utllitiss - OPU Service Corp 02/10/01 32pp 
15620 015 24X Fiche 50-209. 02/ 10/01. 821 0060223 


S21013024B Advises of dairy farm located approi 1 I miles east of TM3 
yielding dose commitment greater than six of seven present 
milk sampling stations Results of land census to be incliided 
in 630501 annual radiological environ operating rept 
HUKIUL.K D General Public Utilities -GPU Service Corp 02/10/04 
HAYNES. R C Region 1. Office of Director Ip 15676 006 24X 

Fiche S0-2B9r 02/ 1 0/04 , 82 10130246 


0210150202 Clarifies position re Action 4 of IE Bulletin 79-21, “Temp 
Effects on Level Measurements Inclusion of tab les. cur vts 
or correction factors in emergency procedures will 
unnecessarily complicate procedures, 

HUKILL.H D General Public Utilities - GPU Service Corp 02/10/04 

HAYNea.ft C Region I. Office of Director 2pp 15701 334 S4X 

Fiche* 50-209. 82/10/04. 8210150202 


6210130161 Responds to ASLAQ 011204 partial initial decision rt alert 
6 notification sys Siren syi for offsite alerting adequate# 
pending determination of compliance u>/NU)’EG-0654 & 

FEMA REP-i. 

KRIMM.R H Tederal Emergency Management Agency 02/10/06 

GRIMES, D Division of Emergency Preperetfnees Spp 15673 061. a4X 

Fiche 50-289, 82/10/06# 6210130161 


8210130320 Submits updated statue rept on offsite emergency planning 
Issues at facility Emergency preparedness brochures 
distributed Siren ay« testing satisfactorily completed 
Communications drill held on quarterly basis 
KRIMM.R H Federal Emergency Management Agency 82/10/06 
GRIMES. & K Division of Emergencg Preparedness 2pp 15670.158 
24X Fiche 50-289. 82/ 10/06# 82101 30320 


0 Adjudicatory correspondence 


6210070028 Board NotlM cation 02-93 forwards RJ Mattson 020830 memo 
to 00 Eisenhut notifying of results of eamiscale test on 
feed & bleed capability 

LA1NAS»0,C Assletant Director for Operating Reactors 02/09/14 
Atomic Safety and Licensing Appeal Panel 4pp 15645:317 24X 

Fiche 50-289# 02/09/ 14.021 0070020 


— 0210070032 Requoitt all PNR llcansing boards bt informed of results of 
Semiscale feed 8t bleed test. Une iptctsd uncovery of core 
simulator occurred 

MATTBON.R. Division of Systems Integration <post 0J1OO5>. 

02/08/30 ElBENKUr. D. J Qlvtiion of Licensing 3pp. 15643*321 
24X Fiche: 50-269. 82/09/ 1 4. 0210070020 


— 8210070035 Recommends that board notification on Semtscate feed Ic bleed 
experiments not be issued 

BASSETT, O E Division of Accident Evaluation 02/00/23 
SPEI8, T.P. Assistant Director for Reactor Safety 2Bep 
15643 324 24 X Fiche: 50-269# 82/09/ 14# 82 10070026. 


0210010427 Menerandun fc order granting licensee request to refer Aamodt 
820903 motion to reopen evidentiary record bo A6LAB ABLAB 
lacks jurisdiction over tubi matter 

SMITH) l.N. Atomic Bafaty and Licensing Board Panel 62/09/29 
Metropolitan Edison Co, app, I5569ia55. 24X Fiche 02/09/29. 

8210010427. 


8210050176 Brief in support of exceptions to ASLD 810027 & 030^^^ 
partial initial decisions re mgt issues L reopened 
proceed mg s 

BRADFORD# L . DGRDBHOW. J Three Mile Island Alert 03/09/30 
Atomic Safety and Licensing Appeal Panel 93pp 15604'O29 * 

Fichr 50-239.82/09/30.0210050176 


S210050192 Brief on exceptions to A6LB 010827 t 030727 partial 
decisions on mgt Issues, training it integrity Certificate of 
Sve end 

AAMOOr. M H Aamodts. The 82/09/30 Atomic Safety 
Appeal Panel 36pp 15609 256 24X Fiche 50-209, D3/fli9y;]0-' 

8210030192 


Q210050237 Advises that THI Alert unable to present full ''' 

some issues in brief due to severe time constralnti 
DRAOFGRD.L, Three Mile Island Alert 02/09/30 EDLEfl, 0 J 
Safety and Licensing Appeal Panel BUCK. J H . KOHL. C »<N’| 

and Licensing Board Panel Ip 15609 051 24X 

Fiche, 50-209. 82/09/30,0210050237 


S210060210 Brief supporting UCS brief an exceptions ia Alsl D 
partial initial decision A5LB cannot continue to roly on 
operator judg tnent# understanding 6 integrity to comptiisilr 
for lack of reliable equipment Certificate of 8vc encL 
UEI8S. E R Metropolitan Editan Co NEISS. E R Harmon 4. MtkK* 
02/09/30 Atomic Safety and Licensing Appeal Panel Ifepp 
15614 121 24X Fiche 50-289,82/09/30.8210060210 


021OO6O21B Qrief in support of exceptions to ASLD 020727 partial 
Initial decision on reopened proceeding on operator 
cheating Certificate of 8vc end 

ADLER#R H Pennsylvania. Slate of 02/09/30 Atomic 
Licensing Appeal Panel 45pp 15614 243 24X Fithe 50-<2D9> 

e2/09/30, 82 10060210 


0210070194 Foruar-ds TMI training program assessement. represen-ti 
recent vieuf of program ti covering hearing topics Qpu has 
■made significant progress Recommendation for changes mad* 

M/o rept 8vc list end 

BLAKE.C L Shacf. Pittman. Potts t< Trowbridge DLAKEi L L 
Metropolitan Edison Co 02/10/05 EDLES.O J . DUCK. J M , fOiR.O 
Atomic Safety and Licensing Appeal Panel 4pp 15634 3/4 .^4* 

Fiche 50-209,02/10/05.0210070194 


8210070143 Order scheduling 021109 hearings in Harrisburg. PA Coeaii^ # 
wtU hear parties re ASLD 81J214 (< 820787 partial initial 
decisions %< ulll hold public meeting on restart 
GHILK. 8 J Office of the Secretary of the Commission Ii;/I0^v6 
3pp 15627 077 24X Fiche 50-239. 82/10/06. 08100701 4'j 


6210080094 Foruiards licensee first annual progress rept on ir^ilallii t 
of exact replica simulator Bid package delayed from Apr to 
Sept. 1902 In&taLlation expected in 1985 Sve list end 
QUAKE. E, L Ghaw. Pittman. Potti it Trowbridge D(AKE#l C 
Metropolitan Edison Co 82/10/06 EDLE8. G J . DUCKiJ H . fQii Cl 
Atomic Safety and Licensing Appeal Panel 7pp 15640 21/ ,^41 

Ficfie S0-2B9# 82/10/06,0210000094 


8210120274 Responds to 820914 Board Notification 00-02-91 re tgani## 
test* on feed it bleed tt motion that A0LAO direct NRC to 
provide pertinent documentation UC6 Exceptions 9- 1 1 . 16. 10* 19 
& 107 should be sustained W/Certi f i ca te of Bve 
POLLARD«R, D # WE108.E R Union of Concerned Bcisntisti 
Haraion Ueiss 82/10/07 Atomic Safety and licensing Ass«Lt 
Panel 17pp 15652297 24X Fiche 50-209, 88/10/07, nJlOI^OJ 74 


8210130275 Advises that Itr-dssig nated Individual 0 resignil i 

S21019 Individual 0 was NRC licensed control room operator 
whose performance on tests U examt was issue in reopened 
phase of proceeding Sve list end 

BLAKErE L Shaw# Pittman. Potts it Trowbridge BLAKE, t \ 
Metropolitan Edison Co 82/10/07. EDLEa, 0 J , flUCK.J H . MC.a M 
Atomic Safety and Licensing Appeal Panel Spp 15670 16? 

FI c he* 30-209. 02/ 10/07, 02101 30275 


B210180256 Foruardi Commission 021006 order scheduling 0211,09 s*,, 
in Harr ifburg , PA. in response to 011216 request 
BICKHIT.L Office of the General Counsel 02/10/00 iO«li 
Mile Island Public Interest Resource Center Ip. 1565921] -n 
Fiche 30-289,02/10/08.8210120256 


8210120314 Forwards Commission 621006 order advising of 891109 - 

meeting in Harr i sburg, PA ‘ 

BICKWIT. L. Office of the General Counsel 82/lO/CO if 

Dauphin counfey. PA Ip 15651 251 24X FI che. 50-289# 

9810180314. 


8210130200 Requests to make limited appearance statement at r. 
021109 meeting In Harr ishurg, PA re lifting of immediate 
effectiveness orders 

HOFPMAM.J C Friends 8< Family of TMl, 62/10/00 CMILK-H . 
of the Secretary of the Commission Ip 15676 205 241 ^ 

Fiche - 90-209# 82/10/06, 0210130280 
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S-SJOSIOSS^? Motidn to ^il* brief luppottlng exceptions to ASLB B10607 It 
@307^7 partial initial rfecisions out of time on Q8100S 
C ircucnttancet begond intervenor control neceeiitate 
extension Certificate of Sve end 

^ArlODTiH H Aamodtvi The &2/10/0? Atomic Safetg and Licensing 
Appeal Panel 4pp 15763 342 24X Ficho 50-209.82/10/09. 

Q21 0210359, 


82101SO1A0 Advtiei that Itr-de* ig nated Individuals G tt VV will not 
reipond to GCa. Commonweal th of PAi TMI Alert t Aamodte briefs 
supporting exceptions TKI Alert Exceptions 23 24 t( Aamodt 

Exception 133 waived 

VaiOT.H H LeDoeufr Lamb. Leiby & MacRae 82/10/13 E0LE6. 0 J . 
BUCK.J H . KGHL.C fi Atomic 9afetg and Licensing Appeal Panel Jp 
L57I9 169 24X Ficho 50-289.82/10/13.8210180160 


83t0180180 Msmorandom & Order CLl-02-31 directing IE to deterntine 
uhether civil penalty proceeding should be Instituted 
against licensee for acts uncovered in hearing 6 Ofc of 
t nves t Igations to investigate ellegtd matl false statement 
CHILK.S J Office of the Secretary of the Commission 82/10/14 
IGpp 15719 135 24X Flche 50-209. 02/10/1 4. 6210180180 


8310200033 Advises that licensee will file one consolidated brief, on 
aail04. In response to Commonwealth of PA. TMI Alert. UCB & 

Aaiticdt briefs supporting appellant exceptione re mgt 
i ssuei. Sve list end 

BLAKE. E L Shaw. Pittman. Potts S< Trowbridge BLAKE. E L 
Metropolitan Edison Co 02/10/14 EDLES. 0 0 . DUCK. J H . KGKL. C N 
Atomic Safety and Licensing Appeal Panel 4pp 157S7 304 24X 

Fiche 50-289.02/10/14.8210200033 


G2102000D6 Order directing NRC to respond to UC8 821007 motion, 
characterized as response to Board Notification BN~62-93. 
that provide all documents re semiscale test on feed ti 
bleed capabi 1 ity 

SHOEMAKER. C. J Atomic Safety and Licensing Appeal Panel 02/10/15 
Office of the Executive Legal Director 3pp 15753.200 24X 

Ficho 50-289.82/10/15.0210200006 


0200011 Order extending time until 021022 for Commission to act to 
review ALAfi-6e5 

CHILK.a J Office of the Secretary of the Commission 82/10/15 
Commissi oner* Ip 15753 211 24X Fiche 50-289.02/10/18. 

3210200011. 


SS-1 0210376 Advises that author will represent Commonwealth of PA at 
921109 oral presentations before Commission. Sve list end 
ADLER. 8 H Pennsylvania. State of 62/10/16 CHILK. B U Office of 
the Secretary of the Commission. 3pp 15763 147 24X 

Ficho, 50-289. 02/10/18. 8210210378 


62^10260400 Advises that NO Aamodt will represent Aamodt family at 
D21109 oral presentations in Harr Isburg. PA 

AAMODT. N M Aamodti. The 02/10/19 CHILK. 8 J. Office of the 
Secretary of the Commissien Ip 15603, 103 24X 

Ficho 50-289.62/10/19.8210260400 


8310210374 Notifies that licensee will appear at 021109 public hearing 
to make presentation & respond to questions re restart 
Licensee expects to reserve portion of time for rebuttal of 
other presentations 0vc list end 

TRiONDRIDOEi D F Shaw. Pittman. Potts Trowbridge TROWBRIDOE. 0 F 
Ketropolttan Edison Co 02/10/20. PALLADINO.N J , 0ILIN8KY. V . 
A74EARMEi U F. Commissioners 4pp, 15762 014 24X 

Fiche 50-209.82/10/20.0210210374 


8310210493 Order establishing arrangements for 621109 maetinge in 
Herr i sburg* PA re restart 

CHILK. 6 J Office of the Sterttary of the Commission. 02/10/20, 
3pp 15762,259 24X Fiche* 50-209. 82/10/20. 0210210493, 


8310220445 Advises that JM Gutching.JR Ooldberg it JR Gray will 
represent NRC at oral argument on whether to lift 
immediately effective shutdown orders in view of ABLB 
920727 h 611214 partial Initial decisions, 

GrtAV. J-R, Ktarlng Branch 4, 82/10/20 CHILK. 8 J Office of the 

Secretary of the Commission Ip, 15776 330 84X 

Fiche: 50-289. 02/10/20. 0210220445, 


831-0220465 Advises that author will represent UCB at 021109 oral 
.arffument Certificate of Sve end 

HElSSfE R Harmon 8< Weiss, WEI88.E, R Union of Concerned 
Scientists. 02/10/20 PALLAOINO. N. J . AHEARNE. J. , 0ILIN8KY. U. 
Commissioners 4pp 15779:121 24X Fiche: 50-269. 02/10/20. 

0210220465. 


831025-0329 Forwards Gommisslaners TH Roberts V Olllnsky corrected 
separate views on Order GLI-82-31 

STUCKYiS W, Docketing & Btrvicts Branch, 82/10/21 Office of the 
Executive Legal Director. Ip, 15790.077. 84X Fiche 90-209. 

02/1 0/2 1 . 02 1 0290325 


—8210250332 Corrected separate views of Commi ■ s loners TM Roberts & 
V Oitlnskg on Order CLl -82-31 

ROBERTS. T M . OILINSKV. V Comno i ss i o ners 82/10/21 4pp 
15790 070 24X Fiche 50-209.02/10/21.0210250329 


8210360433 Decision ALAB-698 af-firming ASLQ decision not to require 
predistribution of permanent record dournateri L modifying 
decision on emergency support director 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 82/10/22 
67pp 15805 32S 24X Fiche 90-269.02/10/22.8210260433 


0210260449 Decision ALA&-697 affirming ASLB decisions on emergency 
planning w/condition that Commanwral t h of PA agricultural 
info brochure be given to farmers in lO-mile plume exposure 
emergency planning lone 

SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel 82/10/28 

SOpp 15007,054 24X Fiche 50-269.82/10/22.6310260449 


0210260468 Order CLl-62-32 advising that ASLAD should not be concerned 
about current status of compliance w/restart requi r emeiits 
Proceeding should determine necessary actions to protect 
public S( progress of long-term items 

CHILK.S J Office of the Secretary of the Commission 02/10/22 
Atomic Safety and Licensing Appeal Panel 4pp 19006 224 24X 

Fiche 50-269.82/10/22.82103604 60 


0210270090 Response to ASLAD 021015 order UCB requests for relief in 
021007 response to Board floti f 1 ca 1 1 on BM-82-93 should be 
denied All documents NRC considers relevant matl re 
Bemiscaie tests served on UC6 

RAWGON. R J Hearing Branch 4 02/10/35 lOpp 15815 302 S4X 

Fiche 50-289.82/10/25.6210270090 


— B210Q70099 Affidavit of DW Bheron 1* WL Jensen re Semi sc ale a-Sll-2 
results Test results do not raise significant safety issue, 
do not exhibit any new phenomena 8< can be adequately 
predicted by existing computer codes W/Ce r t 1 f ica te of Sve 
BHERON. 0 U . JENBEN.HL Reactor Systems Branch 63/10/33 43pp 
15615 311 24X Fiche 50-267.82/10/25.0210270090 


B2102B0230 Confirms 021025 telcon in which Docketing t< Bve Dranch 
agreed to add name to sve List, as counsel for itr-d esig nated 
Individuals D S< VV Related correspondence 

MCORIDE.M F, LeOoeuf. Lamb. Leiby it MacRae 02/10/25 Docketing 

it Services Branch ip 15837 050 S4X Fiche 50-269,82/10/25. 
8210260250 


8210280360 Reply opposing UC8 021007 response to Board Notification 
82-93 re Bemiscaie tests of feed It bleed 4c motion that 
ABLB direct NRC to provide documentation Feed it bleed 
capacity not essential to operation N/Cer t i f i cate of Sve 
BAXTER. T A Metropolitan Edison Co BAXTER. T A Shamr. Pittman. 
Potts it Trowbridge, 83/10/25 Atomic Safety and Licensing Board 
Panel 9pp 15645 146 24X Fiche, 50-289. 62/ 10/25. 821 0280360 


6210260265 Order allocating time for presentation of oral arguments on 
immediate effectiveness of A8LD 820727 & 811214 partial 
initial decisions Issues to be discussed in detail listed 
CHILK.S J Office of the Secretary of the Commission 62/10/27 
2pp. 15837.313 24X FicNe 50-289.82/10/27.8210280265 
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0210070440 Pe^pcndJ to 820925 !tr tPan.m, tttns con.tito.nt JB Hurot 

B2O3I0 ioouirii r. postai-t cootij** "4'*' « ro.olt of ftoptnod 
DrQC««'l*ngs uiH satisfy contaxni p. „ - 

OIRCKS.H J QfHc. of tha EiacuUve Opjl-ation^ 

03 / 09/16 SPECTEiRjA Stfoai* 4 pp 15649 334 34 * 

Fiche 50-2994 aa/ 09 / 16 f 8210070440 


— 8109100470 Forwards safotg R\/al(iatlon r» ntod to corract tnadviHf I 
opvning of atno^pharic dunp valvaa on OMR plant* during J0«4 
of initruniaiit control «g« non''nucloar initr umentatlor 
pau 4 r 

ORWSTCfWiH Director '» OffU* 81/09/04 HICliEtcnw. C 
Director'* Office 2 pp 15730 230 g 4 X Flche 50 - 000 , DJ/ 0 */* 3 L 
S2 100 10008 


-0200010016 Re-auest* response to constituent JB Horst 020810 Inquiries 

SPECreR!^ me - No DetaUed AfliUatloR 

6PP 15649 220 24X Fuh* 50-389.92/09/16,0210070440 


9210310501 Responds to CDnstitoent g Doroshou 920820 Itr re ASLD 
paifcxal initial decision gn cheating TMl Alert 
emeption* to decision «. pressnted view* on restart to 

DIHCk“w“j ainc, o, W, E..tut,v. *<■, OMPat.br.. 

02 / 09/29 SPEOTERj A Seixati 9 pp 15782 2*6 24 * 

FjthP 50 - 209 , 82 / 09 / 29.0210210501 


9210350015 fietpond* to constituent J Dnroshow 030820 Itr re ASUB 020727 
pax-tlal initial decision Concussion U new deciding restart 


isiuefi 

DIRCKS.W j Office of 
B 2 / 09/29 PROXHIRE-M 
Fiche 50 - 309 . 82 / 09 / 29 . 


the Executive Director far Operation* 
Senate 9pp I5SOO 126 24X 

0210350015 


8210000015 Addl rt»Ponse to FOIA request for 19 cfttgorlfi of I r Fi n 
nuclear reactor event* 1< safetg problem* Forward* dotunenli 
listed in App A Document* in App B complBtBl\| ii(ltShe)i| Iraf 
FOIA Exemption &) 

FELT8N, J M Division of Rule* and Record* 02/07/12 UCilE.B* 
Critical Mas* En*rgg Project 9pp 15665’ 027 a4X 
Flcfi* 50-000,02/07/12,0210000015 


— 0204200438 PoTuard* std order for ODE work "Evdluatlan o# TUl'l S'b 
O e-neratur Correslen •' 

VOULMER.R H, Division of Engineering. FIN D-3S0A 
FREHLIN0,A 0 Energg, Dept of 2pp 15665,137 24X 

Fiche 50-000,02/07/12, 031 CX>a00 15 


. — 0204200443 0td order for DOE work' ''Evaluation o-f TNI I illia* 
CorrotioRi *' i*»ued to DNWL 

VOl-UHER,fl H Division of Engineering FIN D '3506 2 ^ 

ip 18663 130 24X Fiche 50-000.02/07/12,8210000015 


0310280236 Opines that qu*»tlons r« operator eicain 
thoroughly investigated 

BRADFORD. L Three Mile Island Alert 92 / 10/25 
OILINSKY. V , AHEARNE. J F CommUsloneri 3 pp 
Fiche 50 - 289 . 02 / 10 / 25 , 0310200936 


cheating must he 

PALLADINO, N J . 
J5G37 062 24X 


• — GP04290237 Olscu**** info available re unit steam gervtr* le-r * Tr.i 
reft** status update* & notebooks of info on tube 
fab-r lea tion , idfntl fleet ion ^ operating hlstorg enrl Ut*i 
end 

NPVAK, r H A**i»tant Director for Llcenilng il2/04/05 
EISENHUT. D 0 Division of Uicensing 2pp J 5668 3/1 7^1 

Fiche 50-00 0,02/07/12.02100000 1 5 


J Insurance ?< mdernnity information 


«210|50147 Foruard* Endorsements 53 54 to MAELU PoUcg MF-73 ta 
Endorsements 61 6 62 to NEI.IA Policy NF— 220 

OEREt/h F General Public Utilities - OPU Service Corp 82/10/07 
SALTZMANbvJ Antitrust 6: Economic analysis Branch iUtllltg Financel 
5pp 1569/ 359 24X Fiche 50-207. 02/10/07, 0210150147 


— 8ao>32Q0533 Recommend* formal review of facllltg stesm nsnireter 
corrosion p roblem. Detal led diftcusrian of ratlonaJt for 
request enc 1 

JOHNSTONbM V Assistant Director for Material* |. 
engineering Q2/03/19 NOyAK, T Assistant DlritUr far 
Reactors 5pp 15663- 146 24X Fiche. 50-000, 05/07^12. ! 


□ Advisory Committee on Reactor Safeguards report* I correspondence 


0210030015 Addl Tssponso to FOIA request for 19 categorie* of Info r 
nuclear reactor events I* safety problem* Forward* document* 
listed in App A Document* in App 0 completely withheld (ref 
FOIA Exemption 5> . . 

FELTGN. •J M Division of Rules and Record* 02/07/12 UDELL, R A 
Critical Mas* Energy Project 9pp IS665 027 24X 

Fiche 50-000. 82/07/ la-i 9210030015 


--92J0080051 Forwards Cenera) Public Utils 020407 News Release 43-82 
discussing sutpectorf cause of TMI“l steam generator tube 
deQradation proh lemi U proposed repair* Repair* estimated 
to be completed by Qct 1982 

major, R ACRE - Aivisary Committee on Reactor Gafeguard* 
02 / 04/20 KOELLGfirD W ACR 8 Advisory Cammittee on Reactor 
safeguard* 8 pp lS 66 S 159 24 X Fiche 50 - 000 . 02 / 07 / 12 . 

8310000015 


0210270410 summary of ACflS Subcommittee on Metal Components 820607 
meeting In Palo Alto, CA re statu* of Steam Oenerator 
owner! group program 6 TMf-l steam generator problem* & 
mods 

« ACRS - Advisory Committee on Reactor Safeguards 82 / 00/11 
ACRS - Advisory Committee on Reactor Safeguards 9 pp 15833 260 
34 X FUhe 50 - 389 , 82 / 00 / 1 1 . B 21 O 27 O 410 


license stag* documintf t* correspondence 


h safety evaluation r« mod 
ead to Inadvertent 

' OSS of 

mentation powir 
NfCHEUSON. C Director^* 
81/09/04.8810060026 


ortee of document* re 
irdf document I 

12/06/20 UDELUbR, A 
15 34X 


—8306140329 Dl scuise* facility steam generator tube r • view ffeeirj « 
licensee to- discuss details of procedure* in be followsi 
proposed NRC will develop complimentary independsnl pr«|r4* 
Intended to verify repair process. 

MaVAW, r fri Assistant Director for Operating fieeclyrs .* 

ei8ENHUT. D 0 Division of Licensing 2pp 19665 
Ficfii 80-000,02/07/12,8210000015. 


— 8206290666 Defines Dlv of Engineering resppnsib 1 1 1 i lsi i leieiN.. 
assure efficient high quality review of llceniet preptsel 
for repairing TfU stiem generator tubes. 

VOLLMER.R H Division of Engineering P8/06/M ,A4f#yii>r«r 
Assistant Director for Materiels b Quel i f leatl ohs 
KNIOHTbJ P Assistant Director for Component! I, 13irb-i lv*'ee 
Engineering. 8pp 15666.152, 24X Rich* 50-000, @i^07r | d 

0310080015. 


— 8210000091 Forwards std order for DOE work, "Evaluilisn ef lAjOf 
Generator, ** issued to BNML period of performinet iiiiniii 
to 021015 w/no addl cost to NRC 

VOULMER,ft. H. Division of Eng itieering. FIN 8*8506 
FREMLIND, A 0 Energy, Dept, of. Ip. 1&666 150 OH 

Fiche* 58-000,82/07/12, 8210000015 


— 02iOO0OO?6 8td order for DDE work "Evaluation of 1H) i ^irsi 
Oeneraton*' issued to BNWL, 

VOUUMEfl, R. H. Division of Engineering. FIM D-am 7 ta Zi A 
Ip 15666.181. 24X Fiche: 50-000) 02/07/ IS, 02100(10015 


0810050506 Recommends approval of deferral of Impleai r\lili|e°B feiMk 
WRE0-0737r Items 11 D 3, 11 F. 1. 4, 11 F 1.5 * 11 F I & v>Mlk 
030331 or before restart. Approval of Item II 8 0 S laovld 
be withheld until review completion. 

DIRCKSbM j. Office of the Executive Director for 0»*peli«.4e 
02/09/16 7pp 15624 033. 24X Fiche 50-289i 82/09/ 16, I 


— 0210050520 Informs that Commleeion will be briefed an 

recu<nmendations re restart certification tn late 5ipl lW9 
prior to Cammlfslon decision on ef f ectl v« neis of A^B 
initial dicltlon. 

DIRCKBrW J. Office of the Executive Director for (l|s*»iL»^i 
03/00/13. PALLADINO, U. J Commltsionsr*. Ip I Wk 
Fiche. 50-209, 02/09/16, 0210030506 


ng re reactor water level 
tr to util 
:qulrementt for 

[CHELBON.C Director's 
h 82/06/20, 82100 1 OQQB 


— 8210080536 Informs that package re facility rtsterl is reeSi 
Commies io-rt for approval of change in hlllREQ-0737 d|l!s If 
boron precipitation problem affects conformance 
w/regulatloni, deferral amount* to exemptien 
aciNTQiO Office of the Executive Legal Direcker 
EIGENHUT,0. 0. Division of Licensing 4pp. 15624 J)4p 

Fiche: SO-209, 02/09/16, 0210050506 
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— 82070Sfl£)<?0 f?equB«t4 NUR£0-07G7 rsquiremant dsfarrals be addrestied as 
OLitlined In Commiision 0IOG25 order Paper dlscuisee staff 
plan-i far certifying cDinpletion of restart requirements on 
SECY'-B2-230 ?< describes approacb to be taken on NUREG-0737 
PALtAD-l MOi N J Commissioners 02/07/27 OIRGKS, W J Office of 
the Executive Director for Operations ip Available at NRC 
nre [5624 040 24X Fiche 5O»20?i 82/09/ 16, 821 0050S06 


82I0210S03 Provides Commission u/status of implementation of NUnE0^0737 
requirements on THI'-l Recommends deferral of implementation 
dates for NUR 80-0737. Items II D 3. 1 1 F 1 4, 1 1 F t 5 & 

J1 F i 6 until 030331 or before restart 

D2RCKS,li J Office of the Executive Director for Operations 
SEC\-02-3a4 02/09/16 Mpp I S702 283 24X Fiche 50-289, 

02/09/16. 0210210503 


9210130548 Forwards Revision 1 to *'TMI-1 Steam Generator Repair Safety 
Evaluation,*' submitted on 920820' as suppl to LER 01-13 
Revisions da not affect previous conclusion! Revision 
withheld (raf 10CFR2 790> 

HUKIULiHO Otneral Public WtiUties - -GPU Service Corp. 02/10/05 
Ei8ENHUT,D Q Division of Licensing Ip 15604 195 24X 

Fiche 50-289, 82/10/05. 021:0130548 


0210290162 Notl float ion of date change for 021010-19 meetings u/ubil U 
consultants in Getheada,HO to discuss results of steam 
generator repair qua 1 1 f i cat ion progr am, «d dg current testing 
program & RGB cleaning 

JACOBS. R H Operating Reactors Branch 4 02/10/05. BTOLZ, J F 

Operating Reactors Branch 4 Ip 15B76 229 24X 

Fiche 50-209, 82/ 1 0/05. 02 1 02 70 1 62 


8210050113 Faruards outline of Phase 1 ventilation separation program 
to meet short-term intent of ASLD 011214 order Program 
completed & sys turned over to plant operations Further 
details discussed in restart rept,5uppl 1, Part 2 

KLTAILL. H D General Public Utilities - OPU Service Corp 02/09/29 
SrOUZ.J F Operating Reactors Branch 4 4pp 1S603 257 24X 

Fiche 50-209, 82/09/27.0210050113 


6210050196 Foruards table listing 96 emergency feedwater sy s/in strument 
air valves as suppl to 820914 1 tr Valves structurally 
operationally adequate during 5SE stresses & normal loads 
WUWILt, H 0 Oeneral Public Utilities - GPU Service Corp 02/09/29 
STOLZ.J F Operating Reactors Branch 4 2pp 15609 292 24X 

riche 50-209. 02/09/27,0210050196 


8210070372 Advises that ofcil has contracted ui/Elec tronic Assoc i ates. Inc 
for basic principles trainer Contracted date of delivery is 
Dec 1982 

liUXiLL, H 0 General Public Utilities - OPU Service Corp 02/09/29 

SrOLZ. J F Operating Reactors Branch 4 Ip 15633 317 24X 

Fiche 50-209. 02/07/29,0210070372 


8210270342 Clarifies request fur addl infc re TMI Item 1183. "Post- 
Accident Sampling Sys ** 

STOLZ, J F Operating Reactors Branch 4. 82/10/07 HUKILL, H D 

Oeneral Public Utilities - GPU Service Corp 5pp 13951 349. 24X 

Fiche 50-209, 02/10/07,921027034 2 


8210220249 Staff requirements memo re 021006 briefing on status of 
certification of licensee compliance w/restart requirements 
CKILK. S J Office of the Secretary of the Commission 82/10/12 
Office of the Secretary of the Commission Ip 15786 210 24X 

Fiche SO-209. 02/10/12,021022024 9 


0210-250092 Forwards operational 0A plan fur facilities 

FIEDLER, P B General Public Utilities - OPU Service Corp 82/10/12 
CRUTCHFIELD, D Operating Reactors Branch S 2pp 13792 265 24X 

Fiche 50-000,02/10/1210210250092 


—8210290077 Operational 0A plan for faciUtUs 

KAYANAS.N C , LONO, R L . HUKtLL.H D General Public Utilities - 
OPU Service Corp lOOO-PLN-7 200 01 ROO 02/09/01 ISOpp 
£5792 267 24X Fiche 50-000.82/10/12.0210250092 


0310120043 Notification of 021013-14 meeting w/PNL. ORNL. Frank I i n 
Research Ctr. OH State & util in Bethosrfa.MD to review status 
of steam generator recovery program 

JACOBS. R H Operating Reactors Branch 4 02/09/29 STOLZ, J F 

Operating Reactors Branch 4 2pp 15689 205 24X 

Fiche 50-289.02/09/29.8210120043 


6210130206 Forwards application to amend License DPR-50 consisting of 
Tech Spec Change Request 110. delating App B Tech Specs 
HUKILL. H D Oeneral Public Utilities - GPU Service Corp 88/09/30 

STOLZ, J F Operating Reactors Branch 4 Ip 15674 127 24X 

Fiche 50-209.08/09/30.8210130206 


82 102700£ 5 Forwards documents to be placed in PDR, Documants respond to 
MROC 4» Sierra Club 820917 third request for production of 
documents tc Sierra Club 27th set of Interrogatories. 

SMEENEy.NF Office of the Executive Legal Director 02/10/28 
SCOTT, 8 Document Management Branch 4pp, iSBlB 09^ 24X 

Fiche 50-000, 02/10/82,8210270019 


— 8210270020 "Greater Commitment Needed to Solve Continuing Problems at 
TMIi rept to Congress 

« Oeneral Accounting Office. EI10-81*‘106 Gi/08/26 i22pp 

15810' 096 a4X Fiche' 50-000, 82/10/22,8210270015 


-~02]O!3O2[O Application to amend License DPR-50 consisting of Tech Spec 
Change Request 110, deleting App B Tech Specs Justification 
enci 

HUKILL. H D Oeneral Public Utilities - OPU Service Corp 
B2/C9/30 3pp 15674 120 24X Fiche 50-289,82/09/30,0210130206 


9210060342 Forwards "Assessment of Selected TMl-1 Training Programs," 
Uq] I Rept concludes that util has made significant progress 
in past 3 yrs to expand THI training capability to improve 
quality of training programs 

ARNOLD, R C General Public Utilities - OPU Service Corp 02/10/01. 
DENTON. H R Office of Nuclear Reactor Regulation, Director tp 
15618 020 2 4X Fiche SO-289, 02/10/01 , 8210060342 


0210270204 Foruards summary status rept for Items needing NRC 
certification prior to rastart, per 790809 order t« notice of 
hearing. Date of equivalent timing for verification will be 
provided in future status summaries 

ARNOLD, 8 C Oeneral Public Utilities ~ OPU Gervlce Corp 82/10/23 

DENTON, N R Office o-f Nuclear Reactor Regulatian. Director 3pf 

15853 293 24X Fiche 50-209,82/10/25,8210290204 


Q Inspection reports* IE Bulletins It correspondence 


6210080015 Addl response to FQIA request for 19 categories of info re 


--8210060348 "Assessment of Selected TMI-l Training Programs. " Vol 1 
e Data Des Cgn Laboratories 02/07/10 30lpp 15618021 24X 

Fiche 50-209,82/10/01,0210060342 


021OO9DO43 Foruards status rept re procurement I, installation of 
replica slmu I ator. per 02OB27 mg t piping Ic instrumentation 
diagrams Second status rept will be provided in Oct 1903 
hUAlLLiH 0 Oeneral Public Utilities - OPU Service Corp 02/10/04 
STOLZ, J F Operating Reactors Branch 4 3pp 15643 201 24X 

Fiche 50-289, 82/10/04. 0210080043 


8210030308 Forwards first status rept re procurement L installation of 
replica simulator for TMI-l.per requirements of Paragraph 
583 (5) of 610627 mgt P20 Next status rept will be provided 
in Pet 1903 

HUKILL, H D General Public Utilities - OPU Service Corp 02/10/04. 
STDLZrJ F, Operating Reactors Branch 4 3pp 15638’ 044 24X 

Fiche 50-269.82/10/04.8210000300 


6210130248 Advises of dairy farm located approx 1.1 mile« east of TMI 
yielding dose commitment greater than six of seven present 
milk sampli-ng stations Results of land census to bo included 
in 030501 annual radiological environ operating rept 
HUKILL, H D General Public Utilities - OPU Service Corp 82/10/04. 
HAYNES. R C Region 1. Office of Director Ip 15676 OOfl 24X 
Fiche 30-209.02/10/04,0210130240 



100 


DOCKETED ITEMS 


6210190331 Foruirift 16 tnsp Ript SO'2a9/e3't3 on e20S03~09. 31 «i 
No no/icomp) J AnC0 hptad 

arAROSTCCiMoR Division »f Project it Ri«td«nt Pro$r4«n> 82/ l^/Ol 
HUKlLtiH D 0®n*r«l Public Utilltiei - CPU Service Corp 2pj« 
19705 213 24X Fith« 50- ZS*?, G2/ 10/01, 6210150221 


^~S2l00r0I35 flevll rept Ihput r« Oinna 020125 ftaam aenaTafcar »l»» 
ruptur* evant; NRC I6th monthlg etatut r*pt to Cortar-i.* " 

THt-l rutart anti rm 

* NRC - ^/o Detailed Affiliation Given 82/03/11 3 o.b 
19645 128 34K Flcbe 50-000,02/00/10,0310070007 


—82 10 150232 IE Imp Rapt 50-289/82-13 on 020002-03*31 U 090 1-03 
No none ompl lane* noted Kajor araai inspected actions an 
prevlout Insp finding i, rcac tor bldg flood lav*l llmitationii 
plant shielding design revieu N restart iniodi-irnpltnentatlon 
HAVERHAKP, D . EAPEtf, P . FAB AND i A Division of Project it Resident 
Programs 82/(0/01 SOpp 15705 314 24X Fiche 50-28?, 83/10/01, 

8210150331 


0210260499 Formards Revision I to “Effluent ti Waste Dispoial 
Semiannuat Rept, Jan-June 1982 ■' Revision refUett change in 
Fe-S5 batch /node for second quarter ^ 

KUKILL, H D General Public Utilities OPU Service Com fi>/i 
HAVNESiS C Region 1. Office of Director Ip 13806 
Fithe 50-239,82/10/15,621036049? 




8210130202 Clarifies position re Action 4 of IE DMllettn 77-21, “Temp 
Effects on Level Neasurecnents '* Iticluiion of tab 1 es, cur ves 
or correction factors in emergency proceduree will 
unnet estar 1 Ig complicate procedures 

liUKlLL,H D General Public Utilities - GPU Service Corp 02/10/04 
HAYNES, R.C Region 1# Office of Director 2pp 15701 334. 24X 

Flche 80-339.82/10/04,8210150202 


— 0210260505 Revision 1 to "Effluent U Uaste Di*po»al 0cmlannuk( i 
Jaii-./une 1932 

# General P^oblic Utilities - QPU Service Corp Ba/iO/is , 
15006 137 24 X Fiche S 0 - 2 B 9 , 02 / 10 / 13 , 821 026049 ? i, 

3 Reportable occurrences, UERi L related correspondence 


8210150076 Notifies that 820929 IE Imp Rapt 50-3B9/62-(4 uai submitted 
u/arroneous Insp Rept Number 02-12 

STAROSTEGFI, R Division of Project Ic Resident Propramf 82/10/05 
MUKtLL.H D Oenerat Public Utilities - QPU Strvici Corp Ip 
15696 339 24X Pic h e. 30-207. 83/10/05. 02101 50076 


0210010009 Responds to FDIA request for 19 catagorirt of d-orunkrt 
nuclear reactor events 8 < safetu problems Forwards docunenS* * 
listed in App A 

FELTCM, U M Division of Rules and Record* 02 /O 6 / 2 Q uMii l 
Critical ffess Energ? Project I 5 pp 15727 005 aav ' 

Flche 30 - 000 * 82 / 06 / 20,8210010000 


--0210150083 Forwards IE Imp Rept 50-209/02-14 on B20B07-0907 No 
none offip I lance noted, 

STAH03TECKI. II Division of Project (c Resident Programs 02/09/29 
HUKIULiH D. General Public Utilities - GPU Bervice Corp 3pp 
15696 340 24X Flche • 30-289, 82/10/05,0310150076 


-0111180001 Recommends comprehensive assessment of plant ODsrali 
conditions to determine specific predetermined tim* r»Jat«| 
sequences of occurrence to emergency buses SRp should be 
revised re design features 

ASHE.F Director's Office. 01/10/16 MICHELSON.C Qlnct . 
Office 4pp 15731 049 24X Flche 50-000. 02/fl6/2fl,oa,cO,J,^ 


—8210150091 IE Imp Rept 30-209/02-14 on 820B07-0907 Ho noncomp I iance 
noted Hajor areas inspected plant operation, (nc lud Ing steam 
generator repairs te restart nods 

CONTE. R * VQUHO.F . FAS AND, A Division of Project it Resident 

Programs 62/09/21 6pp 15696 342 24X FJ Che 30-289, 02/10/05, 

0210130076 


821013051 S Forwards LER 05-Q13/O3L-O 

HUKILL, H O General Public Utilities - OPU 
HAYNES, R C Region 1, Office of Director 
Flche 30-209.02/09/29,0210130313 


Service Co-rp W,: 
Ip 136Q2 3U Jq 


0210210032 Forwards IE Imsp Rep I 30-209/62-16 on 820907- IQ 
noncnmpl } ance noted 

MARTINET T Division of Engineering 6 Technical Programs 82/10/03 

HUAlLUiK D Oenaral Public Utilities - OPU Service Corp 2pp 

15762 010 24X Flche' 50-269, 02/10/09,0210210032 


.-6210130326 LER az-013/03L-0 on 020030, plant effluent radial,** 
(fiM-L-71 had no sample flow Caused by open brealer on sa«>a» 
pomp eR-P-4 Breaker closed Operator surveillance proaraa ^ 
continued to ensure proper flow ” 

STEPHENSON, C J General Public UtiUtlas - OPU Oervlca Cm, 
02/09/29 Region 1, Office of Director 2pp 15603 
Fiche. 50-289,02/09/29,0210130315 


—8210210056 IE Insp Rept 30-269/02-16 on 820907-10 No nancompManed 
noted Major areas inspected Ucensie action re TMl Item 
I C 7 on feedback of operating experience L Item I C 6 on 
verification of testing U ftaint activities 

MEYER, 0 N I CAPHTON. D.L Division of Engineering I, Technical 
Programs 82/07/29 6pp 19762 020 24X Ft che* 50-209, 02/10/09, 

82 102 100 S2 


6210070265 PNO-TH1-B2-020 on D2l009,gam« poacher apprahendea e' 
property 4< turned over to state police 6 Oame Commiaaioi, Ho 
vital areas threatened Security increased Licensee H 

Issue press reltati 

WIEBE.J I DELUAKY.R Region 1, Office of Director 
186’34 306 24X Flche 50-209,02/10/06,0210070269 


02/ JO'f'A 


0208190233 IE Info Notice 80 - 39 . BuppI I, "Leaking U DItUdged 1-125 
Implant Seeds." 8 vc list encl. 

COBB, L I Dwisian of Fuel Facilitiest Materlats (t Safeguards 
82/10/06 Consolidated Edison Co <tf Mew York 66pp 15761,230 
24 X Fiche 50-000,82/10/06,10200190233 


8200190238 IE Bulletin 02-03, »0bress Corrosion Cracking ih Thick- 
Wall, Large-Dl ameter. Stainless Steel, ReclrcoUtton Syi 
Piping at BWR plants " Sve list end 

OEVtJUNOiR C Director^! Office# Office of Inspection and 

Fnforcament 02/10/14. Conioltdated Edison Co of New York. 

nSpp 15010. 125 a4X Flche 50-000. 02/10/14,8200190238 


S21-029Q068 Forwards IE Insp Rept 50-289/02' 10 on 020920-24 Ho 
noncompliance noted. 

Division Of Engineering it Technical Programs, 02/10/1- 
HUKILL, H 0. Ganaral Public Utilities - QPU Service Corp 2pp 
15053.342. 2 4X Fiche 50-2091 82/10/13, 0210290060 


—8210290072 IE Intp Rep I 50-209/02-10 on 020920-24 No noncpmpUante 
npted Magar areas inspac ted* License e action on previog* 
insp i temsi proceduras 6 reprasentativa records 6 intervlaus 
v/penonnel 

BHMJS.e , W,(Pt,OA,a , «i«HniN,0 U. OlvUi*!. 0 , En«ln..rtn| t, 

Technical Programs 02/10/00 IGpp (5853 344 94v 

Flche 50-289 , 02/10/15, 0210290060 


B2102604B3 PN0-l-e2-067 on 821022, k Inet I c expansion condutliJa- 
rows uf tubes In D once-through steam generator Eiganalon 
involve* controlled detonation within tube Some media 
attention expected 


CONTE, R , 
02/10/22 


UClHlOiR , BTAROSTECKIiR Region 1 
ig. 15006 232 24X Flche 50-209. 


• Office of Otu 
62/10/22, 02 1 


T Hearing transcripts on non-ant i trust matters 


8210130075 Forwards Commission determination 
traneertpt of 020910 restart proceeding 
CHILKi B U Qfflca of the Secretary of the 
Public Document Branch ip 15696 250. 
8210130075 


statement wiiatrif 

Commie* Ion. 

S4X Flche 5O>-209,B^ 


'—0210130007 Commission determination ulthhuldirg transerUL a 
Commlielon 020910 discussion of Contested Issues in ratCir 
proceeding rriri 

CHIUK.B J Office of the Secretary of the bJ 

fp 156961251 24X Flche 50-207, 82/09/20. 02101 30075 


0210270100 Transcript of 821006 public meeting re 
cer 1 1 f 1 c at ion on licensee compliance u/re*tart 
on ThI-i In Washington, DC. Pp J-q4 
a Commltelontr* 02/10/06 34pp 15035 276 
Flche* 50-287, 02/ 1 0/06, 02 1 0270 1 0 8 . 


status ef 
reiqulreasnt 

5?4X 




Tiport* it related correapondenct 

«*•«»,•«« "» r.cord. r. 

J ixSItT App A document* provided 

In ft Udall FOIA Riquast 81-310. Forward* document* listed £n 

App 8 

Record* B2/08/1Q. LONO. D J. 
Winthrop, atimion, Putnam I, Robert*. 9pp 15645;063 S4H 
Flche- 50-000, Ba/Oa/tO, 0210070007 


0210210420 Forwards transcript of Commltilijn 021DJ4 Afaexiri f 
vessel water level indicator program Comment* shovl^ a# ^ 
submitted by 021101 

CHILK, 8 Secretary of the C«Meka«iaft flff/ 

Office of the Executive Legal Director. ip, 273 *^5 

Flche. 50-28?i 02/10/15, 0210210428 ^ 



DOCKETED ITEMS 
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C2l021i0434 Transcript of 821014 public meeting in Nash mg ton< Dc Pp Q Inspection reports. IE Bulletins correspondence 

|~9l Vietiigraphs re req^uest for NRC approval of - — — — 

rec onnend at 1 ons for implementation of NUREG-0737/ I tem II F 2 

^ncl 62041^0212 Responds to NRC 820118 notice of violation ti. proposed 

♦ Commi s 5 s oners B2/10/14 9lpp 15762 273 3AX imposition of civil penalties Corrective actions containment 

Fjche 50'2e9. 82/10/ 15 0210210428 atmospheric control sya fuade fully operable on 81060S & 

procedure re performance of analyses being revleued 
STASZESKV, F t1 Boston Edison Co 02/03/19 DEYDUNO, R C 
Director's Qfficei Office of Inspection and Enforcement Hpp 

Z 50-293 PILGRIM NUCLEAR POWER STATION. UNIT 1 1561 I 275 24X Fiche 30-293.82/03/19.0204160212 


P Gperating license stage documents correspondence 


0_lCJOaCOl5 Addl response to FQIA request for 19 categories qf infn re 
nuclear reactor events ii satetg problems Forwards documents 
listed m App A Documents in Ap p □ completely withheld (ref 
FQIA Eiemption 51 

FELTCN. J M Division of Rules and Records 02/07/12 UDELL. R A 
Critical Mass Energy Project 9pp 1 5665 027 24X 

Fiche 50-000 02/07/12.0210080015 


£203290026 Forwards "Engineering Evaluation of Salt Sve Water Stjs Flnu 
Bloclidge at Pilgrim Nuclear Power Station by Blue Mussels 
(Mytilus Edilus) " Further recommendations re sys fouling b ij 
aquatic organisms not needed 

JMDRO.E V Director s Office 02/03/10 MICHELSOM, C Director'*, 
Office 2pp 15666073 24X Fiche 50-000.82/07/12.0210000013 


— fi?0329003l Engineering Evaluation of Sait Sve Water Sys Flow Blockage 
at Pilgrim Nuclear Power Station by Blue Mussels IMytilus 
Edilus) " 

2MBRO. E V Director's Office 82/03/31 I4pp 15666 075 34X 

Fiche 50-000.52/07/12.8210080 015 


- -0205 1 30 1 1 4 Advises that engineering evaluation of saltwater sys f I ou 
blockade by blue mussels indicates surveillance lequirements 
in TetA Specs are not sufficient to demonstrate sys 
□ per ab i I i tg 

■llCHELSnN.C Director's Office 02/05/06 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 3pp 15666 070 24X 

Fiche 50-000.82/07/12.8210080015 


>^21l 0600BO Application for Proposed Change 82-11 to License DPR-35i 
cban^ing Tech Specs l7Dlfc37D2to permit operation 
in i betueen reactor modes when isolation valve is 
moperat I e 

►*ARRni(3TQN. W D Boston Edison Co 82/09/30 VASBALUO. D B 
□perating Reactors Branch 2 2pp 15615 044 24X 

Fiche 50-293,02/09/30.0210060080 


--021OO6OO05 proposed changes to Tech Specs 37D1<«37D2 allowing 
operation in 4. between reactor mode when isolation valve is 
inoperable 6 satisfying conditions for primary containment 
integrity 

:» flLston Edison Co 82/09/30 ip 15615 046 24X 

Fiche 50-293.02/09/30.0210060080 


6210150444 Requests extension to submit Mark I containmont program 
plant-unique analysis Delay due to need for extensive QA 
verification not previously Identified by Teledyne Corp 
MDRISI.A V Boston Edison Co 82/10/08 VASBALLD. D D Operating 
Reactors Branch 2 ip 15705 005 24X Fiche 50-293.02/10/001 
□210150444 


6210220015 Concurs w/LLL evaluation of util 920617 submittal re 
degraded protection for Class IE power sys Mods, procedures, 
operating restrictions ^ voltage schedules will ensure that 
Class IE equipment will not be exposed to degraded voltage 
VAESALLO. D D Operating Reactors Branch 2 02/10/08 MDRTSI. A V 

SDston Edison Co 2pp 15706 226 24X Fiche 50-593.02/10/00. 

8210220015 


— 8210250017 Safety evaluation supporting licensee conclusion that addl 
protection not required for unit auxiliary transformer power 
source to -Class IE buses 

FREVATTE. R Operating Reactors Branch 5 82/10/00 4pp 

15706 228 24X Fiche 50-293.82/10/00,0210220015 


— 0209130461 '^Technical Evaluation Rept (Revision 1) on Proposed Design 
Mads ^ Tech Spec Changes on Grid Voltage Degradation for 
Pilgrim Nuflear Power S ta ti on. lin 1 1 1 " 

SELAt-Ir J C Lawrence Livermore Laboratory FIN A-0250 UCID-186B9 
ROl 02/00/20 NRC - No Detailed Affiliation Given 13pp 
15786 332 24X Fiche 50-293,02/10/00.0210220015 


8210250035 Forwards filing fee for 820930 proposed Tech Epoc Change 
02-11 

MORlSr.A V Boston Edison Co 02/10/15 VAS8ALLO, D U Operating 
Reactors Branch 2 Ip 15787 075 24X Fiche 50-273.82/10/15. 

6210250005 


< — 0204160223 Forwards performance improvement program in response tn 
NRC 82011B order modifying 1 i c ense, ef fee t 1 ve immediately 
Program details 18 to 24-month period that will result 
in demonstrated effective regulatory performance 

HARRINGTON, W D Boston Edison Co 02/03/10 HAVNES. R -C Region 

I. Office of Director 3pp 15611 2B4 24X Fiche 50-293. 

a 2/03 / 1 9, 8204 1 602 1 a 


—8204160235 "Performance Improvement Plan " 

-e Boston Edison Co 02/03/00 I6pp 15611 2B7 24X 

Fiche 50-293.02/03/19.8204160212 


021OOBOO15 Addl response to FQIA request for 19 categories of info re 
nuclear reactor events ti safety problems Forwards documents 
listed In App A Documents in Ap p 3 completely withheld fref 
FQIA Exemption 3) 

FEUTON.J M Division of Rules and Records 83/07/13 UDELL. R A 

Critical Mass Energy Project 9pp 15665 02 7 24X 

Fiche 50-000.82/07/13.8210000015 


— BSlO-OBOldS Systematic assessment of licensee performance notes re 
facility evaluation for Aug-Oec 1900 

e NRC - No Detailed Affiliation Given 80/13/31 lOpp 
15668 025 24X Fiche 50-000. 82/07/ 13, 021 00000 I 5 


8210070377 Forwards IE Insp Rept 50-293/02-33 on 030017-20 No 
none nenp 1 iatice noted 

MARTIN. T T Division of Engineering 8c Technical Programs 02/09/22 
HARRINGTON.U D Boston Edison Co 2pp 15634 163 S4X 
Fiche 50-293.02/09/23.8210070277 


— 8210070203 IE fnsp Rept 50-293/02-33 on 020817-20 No noncomp 1 lance 
noted Major areas inspected licensee action on previous insp 
f inding. fol lowup on IE Dulletin 01-01 , surve 1 1 lane e of 
mechanical snubbers & Cycle 6 post-refueling startup tests 
PETRONE.C D . BETTENMAUBEN, L Region J. Office of Director 
82/09/09 7pp 15634 164 24X Fi c he 50-293. 02/09/22. 8210070377 


8210010372 Confirms licensee actions taken in response to Revision 1 of 
performance improvement program discussed during 820024 mgt 
meeting Summary of areas needing c lar i f lea t ion or 
corrections en-cl 

HAYNES. R C Region t. Office of Director 02/09/37 
HARRINGTON. W D Boston Edison Co 3pp 15573 087 S4X 
Fiche 50-293.82/09/27.8210010373 


8310150001 Forwards IE Insp Rept 80-293/02-22 on 020003-0906 it notice 
of violation 

STAROSTECKI.R Division of Project te Resident Programs 03/09/30 
HARRINOTON. M P Dos ton Edison Co 2pp 15696 205 24X 

Fiche 50-393.82/09/28.8210150001 


— 8210150003 Notice of violation from insp on 02OBO3-O9O6 

a Division of Project & Resident Programs 03/09/28 2pp 
15696 287 24X Fiche 30-293,82/09/38.8310130001 


—8210150017 IE Insp Rept 50-293/82-22 on 820803-0906 Noncomp Uanco 
noted failure to notify NRC within l-h of reactor scram 
t' to perform leak rate test required by limitlTig conditions 
for operation for inoperable alarm sys 

JOHNSON. J . EICHENHOLZ. H . EL SASSER, T Division of Project «c 
Resident Programs 82/09/22 30pp 15696 289 34X 

Ftche 50-293.02/09/38,8210150001 


8210050166 Forwards response to request for further Info re IE Bulletin 
00-11 "Masonry Nall Design " Issues discussed include shear 
stress far safety-related shear walls, block pulluuts.use of 
Branson formu la, masonry wall cracks U allowable tension 
MORI 01. A V Boston Edison Co 82/09/39 VASSALLQ. D 0 Operating 
Reactors Branch 2 Qpp 1 S60S 114. 24X Ficha 50-293. 82/09/29, 

8210050166 


8210060150 Ack receipt of 820B06 Sc 37 1 trs informing NRC of steps taken 
to correct violations noted tn IE Insp Rept 50-293/82-12 
8TAR08TECKI. R Division of Project tt Resident Programs, 02/09/30 

HARRINOTON. W D. Boston Edison Co Ip 15615 O01 24X 

Fiche 50-293,82/09/30,6310060150 



DOCKETED ITEMS 


1 QZ 


--&310060164 rt6,pot>d* U ^RC 020707 Itr re violation* noted in iE tnap 
nept 5{>-293/e2'Sa Cor re cfc»v« actlarit draft troinipfl p Un 
written, interim adpniP > »trative control re Tech Specm 
IfnpUcnentod U operator ‘ 

HARR I flQTON. tl Q Qostan Edisoft Co BB/Otf/d/ 

Qiviilor of Project U Resident Prograftii 2pp 
Flthe SO-29 3, 02/09/30. 0210060 » 30 


STAHOSTECKI. R 
15615 009 a^X 


—GaiOOiOteO Reipondii NRC 020707 Ur re violations noted m IE Insp 
Rapt 5O'a93/02-l2 Corrective action* adcll operator training 
irip 1 emecited I reactor water level dlvarjjence issue 
incorporated into operator requal i f 1 cation program 
HAftRiNOTOM.W D Boston Edlsoh Co 02/08/06 ^itaWi 
D ivision of Project A Resident Programs 4pp 
Fiche 50 - 293 . 02/09/30. 8210060*50 


9TAR0STECKI. R 
15615 004 24X 


0210220521 Nnttfication of 021005 aveetins u»/ntji in King tff Prussia. PA 
to discutf licensee response to KftC order 

EtJSASSER.T Division Of Project 6 Resident Programs 82/09/30 
DIRCKS^W J Office of the Eiecotive Director for Operations 
OEVOUNOj R C Director^! Office. Office of Inspoction and 
Enforcecnent HURRAV. J P Office Qf the Eiecutive Legal Director 
Ip 15706 07 6 24X Fiche 50 - 273 . 02/09/30. 82£0220a21 


— B210060030 LER 02-O34/O3L~O on 820Q26, both HPCI area stitai, 

sys takerj out of svc for corrective maint Majnt requtff;} jgi 
to maisture from steam leak condensing inside detector^ 
causing false smoke indication Detectors replaced t. Itilid 
UHlTffEY. C C Bos ton Edison Co 82/09/24 Region J. Offn^ c* 

Director Ip 15615 0/3 24X Fiche 50-273, Q2/07/2'li 


0210070245 forniards LER B2-U36/03L~0 

MATHIS, C J Boston Edison Co fia/07/?9 HAVNE6, R f Rejiflr. U 
□tfice of Director Ip 15637 142 SAX Fiche '>0-293. 03/ O'/.i?/ 
0210070245 


--B210&70247 LER e2'036/03L O oh 920903. dur mg 754 power, <nain \l^m\ Li 
#1qu indicator D went to 0 // throe other sieam flows 
increased Cause suspected to be valve stem separaijotl fi an 
poppet Valve repair plan will be implemented aftpi outage 
WKITHEV.O 0 Boston Edison Co 02/09/29 Reg ion, 1, Olfu* 
Directoi Ip 1563/ 143 24X Fiche 50-291. 02/09/29. Ii,n00/J'.- 1' 


6210070340 Forward* LER e2-035/03L-0 

MATHIS. C J Boston Edison Co 02/09/29 HAYNC8. R C Hegiun a 
Office of Director Ip 15634 066 24X Fichp I50-P7I W,'/09/.,'/. 

S2l 00741340 


0209190233 IE Info Nofcicf 80-35. Suppl 1* 
Implant Setils Sve li4t «nt\ 

CPDD.L I Divisioii of Fuel Facilities. 
62/10/06 Consolidated Edison Co of 
24 X Fiche 50-000. ea/ 10 / 06 . 62001 90233 


"Leaking it Dislodged 1-125 

Materials Sc Safeguards 
flew York 66pp 13761 330 


63101907S1 CompletkS respOTiSb to IE Bulletin 30-06. "ESF Reset 
Controls ’■ Review of actioni, taken in compliance w/bulleUn. 
revealed deficiencies in Temporarii Procedure ei-6A re valve 
testing New best procedures developed 

MQRIBI.A </ Dostori Edison Co 02/10/07 HAYNES, fl C Region I* 
Office of Director 2pp 15736 310 24X Fiche 30-293,02/10/07, 

0210190721 


— 0210070346 LER B2-035/03L-0 no 020030. durmp HPCJ 9 c rve 1 1 Ian; l lUl 
gland seal condenser gasket failed Caused bg ovurprcssuie of 
jasket during startup Daskeb matl changed to rubber boiidtJ 
asbestos Unit tested t returned to sve 

WHITNEY, 0 0 Boston Edison Co 02/09/29 Reg i or J. F'/i.e if 
Director ]p 15634 067 24X Fiche 50-293, 02/09/29i ll.^lCu/iUO 


0210130472 Forwards updated LER B2-003/99X-1 

MATriJS.C vf DostOA Edison Co 02/09/30 HAYNES > (i C Regipi. *. 
Office of Director Ip 15602 132 ?4X Fuhe 50 ’.''HUl.'/OV/li- 

021013047? 


8210290275 Forward* IE Ihsp Rept 50-293/02-29 on 020914*17 Mn 
nancomp I i anee noted 

martin, r r Division of Engineering N Technical Programs 
HARRIMOTOM.W D Boston Edison Co ?pp 15QS4 059 a4X 
Fiche 50-293 , 92/ 1 0 / 1 3, 82 1 0290275 


OS/ 10/ 13 


“0210130479 Updated LER 02-OO3/99X-1 On 020901, utjl nrgam lalio" 
revised Tech Specs being reviewed for submiital to NiHi 
Updated reo rsani zat ion chart end 

WHJTNEV.O & Ooston Edison Co 82/09/30 Regiiin |. Difua J 
Director 3pp 15602 1 33 24XFlcbe 50-293. 02/09 /.iO H/iOl *vl/,' 


—9210290280 IE In-sf Hept S0-293/B2-25 or 020914-17 No honcompl larc e 
noted Major aT*a* inapeetbd inservice insp program li drawing 
control. I icens®* action on previous insp findings t licensee 
retponsf to (E bulletins 

MCBRtARTY, R A . DURR. J B Division of Engineering 1. Technical 
ppografflS 02/10/05 6pp 15054 061 24X Flcbe 50-293,02/10/13, 

0210290275 


9209190238 IE Bulletin 02-03. "Stress Corrosion Cracking tn Thick- 
Wall, Larg e-Di amefcar, Stf inlas* Steel. Rffc irculation Si/< 

Piping at CHR Plants ’■ Sve list erti 

DEYOUNG. B C Director's Office. Office of Inspection and 

Enforcement 02/10714 Consolidated Edison Co of New York 

llSpp IS910 125 24X Fiche SO-000. 02/10/14.0200190238 


S Reportable occurrences. LERs 6 related correspondence 


0210190235 Forwards updated LER 82 '0.14/03X-1 

MATHIS. C U Doston Edison Co 02/10/01 MAYNEQ. H C lli^ion I 
Office ef Jiracter ip fS737 239 24X riche 50 *.J9 i, iW/ JU^Ol 

8210190235 


—0210190237 Updated LER 0a-O34/O3X-1 on O3O0P6.bciLh llPi 1 jrM 
detector *9* made inoperable Caused by need for torretlivi 
.naint due to false smoke indication resulting from 
condensation Inside datectors Detectors removed N replete* 
MHITNEY.O O Doston Edison Co 02/10/01 Keg ion |. H 

Oirector ip iS/57 S40 24x Fic he 50-293. 03/ 10/01 , 0, '101 . . 


0210200129 Forwards LER 02-O39/O3L-O 

MATHia.C J Boston Edison Co 02/10/20 IfAYNES. R C llffjpn J 
Office of Director Ip 15037 117 34X Fiche 50 ‘29 W (hl/lO/^' 

0210280129 


0210120155 Informs of adORUacy draft IE info notice, "Potential 
Failure of BVIr Backup Manual 8c ran Capabi 1 1 ty " initiated 
by NRR. IE te OE subsenuent to 000029 LER 00-030/011-0 
CHIRAMALrd DlTScfcor's Office 00/12/10 Director's Office* Ip 
15692.179 24X Fiche 30-293100/12/10.8210120155 


-"0210280131 LEr e3-039/03L-0 pn 020920. t iming teats of thru tiici ■ 
water cleanup isolation valve* 1201-2,-3 -QO not 
coimpieted within allowed time Caused by operational 
constraints requiring testing at reduced power 
WHITWEV.O 0 Doston Edison Co 02/10/20 Region y (Irfiii i-' 
Director 2pp 15037 118 24X Fiche 50 -293. O.'ViO/SO, 


— 8210120164 FoTwerds draft IE info notici. "Potential Failure of UWR 
Backup Manuel Scran Capability." per 001200 meeting 
agreement 

LAINASi 0 C Assistant Director for Safety Asseesnent 00/12/15 
v/ORDAFf. E>L DivisioTi qf Resident Regienal Reactor Intpection 
4pp *5692 100 24X Fiche 50 -293, 00/12/10. 0210120155 


8210040100 Forwards LER 02-O37/O3L-O 

MATHISrC J Boston Edison Cp 02/09/22 KAVNES, R C Ragion 1. 
Office of Director Ip 15500 354 24X Fiche 50-293,02/09/22, 

8210040100 


—8210040109 LER 82-037/031-0 pn 02OG23, three tsonthly functional 
surveillances perfortsad In flight excess Of allowable 25!I 
tolerance Caused by personnel oversight Bfhior level 
compliance rtvicu implenented Proposed test aids Planned. 
tlHlTNEY.O 0. Boston Edison Co 02/09/22 Region J, Office of 
Director 2pp 15580:399 24 X Fiche, 90'‘S93. 92/09/22, 02 10040100 


8210060023 Forward* LER 62'034/03L>0 

MATHlfi.C J. Boston Edison Co, 82/09/24 MYNE&, ft C Region I, 
Office of Director Ip 15615 072 24X Flcht 90-293i 02/07/34. 

0210060023 


92LO50O146 Forward i LER a2-040/03L-0 

MATHIS, C J Boston Erfiaon Co 02/10/20 HAYNE3, H C Fi|ion 1 
Office of Director Ip 15037 225 24X Fiche 50-293.02/10/*'' 

e230^SOI46 


— 821028015D LER 82-040/03L-0 on 020920, found reactor proUtlio'' 'i" 
initiation function of turbine stop valve completed l fay 
late Caused by decision to defer test due to ilSlV D hut 
Isotetipn Tracking s^* Implemented to prevent recuTrenii* 
«HITWEY,<? 0 Boston Edison Co 82/10/20 Region 1. Oflurr 
Director Ip 15037 226 24X Flc he 50-293, 02/10/20. 


DOCKET 30-295 ZION NUCLEAR POWER STATION. UNIT I 


F Becurity, medical, emergency 6 fire protection plant 


0209290125 Release* public version of revised generating tMiiV 
emergency plan corporate convnand ctr emergency plan 
implementing procedure 

FELTON, if M Dividlon of Rules and Records 93/09/16 
Management Branch. Ip 15564 122 24X Fiche 30-000, 82/ 01/ JL 

8209290125 
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— 8209290109 Forwardi public version of Revision 4 to generating etatlon 
efnergencg plan corporate command ctr Emergency Elan 
Implementing Procedure E0F-3i "Environ/Emergency 
Coordinator ” Receipt form end 

PAJOW&KIiJ E Commonuiealth Edison Co 82/07/01 DENTONi H R NRC 
- No Detailed Affiliation Given Ip 1S3&4 123 24X 

Ficbe 50-000,02/09/16,8209290125 


— 0209290225 Public version of Revision 4 to generating station 
emergency plan corporate command ctr Emergency Plan 
Implementing Procedure eDF-3i **Envi ron/Emergency 
Coordinator " 

PAJ0U5i4l,J E Commonweal tb Edison Co 62/00/31 llpp 
15564 124 24X Fiche 50-000,02/09/16,8209290125 


£■210000029 Releases public version of revision to emergency plan 
imp leme-n ting procedure 

FELTON. J M Division of Rules and Records 62/09/22 Document 
Management Branch Ip 15669 307 24X Fiche 50-295,82/09/22, 

821008D029 


‘*"•8210050030 Forwards public version of Revision 3 to Emergency Plan 
Implementing Procedure EPIP 550-3, *'Rad i o log leal Supplies 
for lieiSleal Emergencies '* Receipt form end 

PLIMl, G Commonwealth Edison Co 02/09/07 DENTON, H R NRC - No 
Detailed Affiliation Given Ip 15669 300 24}f 

riche 50-295,02/09/22,0210080029 


-8210000031 Public version of Revision 3 to Emergency Plan Implementing 
Procedure EPIP 550-3, “Radio 1 og ical Supplies for Medical 
Emergencies " Procedure change request form end 
* Commonwealth Edison Co 82/09/03 app 15669 309 24X 

Fiche 50-295,02/09/22,8210000029 


0210050207 Forwards revised eiomption requests from provisions of 
lOCFRSO.App R, Section III 0 2 re post-fire shutdown 
capab 1 1 1 ty, per 820917 telcon 

LENTINE, F 0 Commonwealth Edison Co 02/10/01 DENTON, HR Office 
of Nuclear Reactor Regulation, Director 30pp 156ir066 84X 

Fiche 50-295,82/10/01,0210050207 


0210130376 Advises that installation of offsite dose caKulation sys 
program fully operational tracking model & operational 
A-model uill be delayed until 021231 to complete prime 
computer installation 

SNARTZ,£ 0 Commonwealth Edison Co 82/10/06 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 15682 098, 84X 

Fiche 50- 000, 82/ 1 0/06, 02 1 0 1 3037 6 


0210290047 Releases public version of revisions to Quad Cities, Zion & 
Dresden emergency plan annexes U revised generating 
station emergency plan telephone directory 

FELTON, J 11 Division of Rules and Records 02/10/08 Document 
Managemenfe Branch Ip 15077 313 24X Fiche 50-000,82/10/00, 

0210290047 


— 8210290060 Forwards public version of Revision 3 to Quad Cities & Zlnn 
emergency plan annexes, Revisi on 2 to Dresden emergency plan 
annex, Revis ion 0 to Byron emergency plan annex 8< revised 
generating station emergency plan telephone directory 
MOORE. R D Commonwealth Edison Co 82/07/30 DENTON, H R NRC - 
No Detailed Affiliation Given 5pp 15877314 24X 

Fiche 50-000,02/10/08,8210290047 


--6210290077 Public version of Revision 3 to Quad Cities Zion 
emergency plan annexes, Revisi on 2 to Dresden emergency plan 
annex & Revision 0 to Byron emergency plan annex 
» Conimonuealth Edison Go 82/06/30 325pp 15877 319. 24X 

Fiche 50-000,02/10/08,8210290047 


— 8210290088 Public version of revised generating station emergency plan 
telephone directory 

OALLE, D P Commonwealth Edison Co 82/08/12 43pp 15078 218 
S4X Fiche 50-000,02/10/00,6210290047 


6210280117 Releases public version of revised emergency plan 
imp 1 emeni i ng procedure, 

FELTON, J N Division of Rules and Records 82/10/12 Document 
Hanagament Branch Ip 15862 241 24X Fiche 50-295.82/10/12, 

02102801 17 


——0210280120 Forwards public version of Revision 2 to Emergency Rian 
Implementing Procedure EPIP 150-1, “Stores Director '* 

Receipt form end. 

PLIML,© Commonwealth Edison Co 02/09/17, DENTON, H, NRC - No 
Detailed Affiliation Given ip 15062 242 24X 

Fiche 50-295,02/10/12,8210280117 


— 0210260126 Public version of Revision 2 to Emergency Plan Implementing 
Procedure EPIP 150-1, "Btores Director, *' Procedure change 
requeit form end 

« Commonwealth Edison Co 62/09/16 Spp 15062 243 24X 

Fiche. 90-295,02/10/12, 0210260117 


6210260419 Releases public version of revised emergoncy plan 
implementing procedure 

FELT0N, J M Division of Rules and Records 02/10/12 Document 
Management Branch £p 15860 001 24X Fiche 50-295.82/10/12. 

0210280419 


—0210280424 Forufards public version of Revision 5 to Emergency Plan 
Implementing Procedure 110-1, “Station Director ’* Procedure 
change request & receipt forms end 

PLIML,© Commonwealth Edison Co 02/09/17 DENTON, H R NRC - Nu 
Detailed Affiliation Given 2pp 15060 002 24X 

Fiche 50-299.02/10/12,8210280419 


— 8210200427 Public version of Revision 5 to Emergency Plan Implementing 
Procedure llO-l, "Station Director " Revised index end 
« Commonwealth Edison Co 02/09/16 Spp 15860 004. 24 X 
Fiche 50-299,02/10/12,9210280419 


6210280442 Releases public version of revised emergency plan 
implementing procedure 

FELTON, J M Division of Rules and Records 82/10/12 Document 
Management Branch ip 15039 001 24X Fi che 50-295, 02/10/1 2, 

0210280442 


— 0210200445 Forwards public version of Revision 4 to Emergency Plan 
Implementing Procedure EPIP 950-2, "Environ Emergency 
Kit ^ Emergency Operations Facility Radiological Equipment " 
Receipt form end 

PLIML,© Commonwealth Edison Co 82/09/10 DENTON, H R NRC - No 
Detailed Affiliation Given Ip 15859 003 24X 

Fiche 50-299. 62/10/12, 8210200442 


—8210200447 Public version of Revision 4 to Emergency Plan 

Implementing Procedure EPIP 550-2, "Environ Emergency Fit fc 
Emergency Operations Facility Radiological Equipment " 
Procedure change raquest forin end 

# Commonwealth Edison Co 82/09/03 app 15059 003 24X 

Fiche 50-295.62/10/12.0210280442 


6210220358 Provides Info re organixation 1, performance of depts 
responsible for radiation protection activi ties, per 03O7OS 
ccmmltment Training coordinator assigned in Apr 1902 to 
improve health physics training programs 

TRAMN, T R Commonwealth Edison Co 02/10/14 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 9pp 15776 207. 24X 

Fiche >50-000. 82/10/14,8210220358 


8210280405 Notification of 821028-29 meeting s w/util h BNL in Bethesda, 
MD to discuss 8, resolve questions on proposed exemption to 
App R 

NlOOlNTONiD Operating Reactors Branch 1 82/10/22, VARGA. 8. A. 

Operating Reactors Branch 1. 2pp 15859,327 24X 

Fiche 50-295,62/10/22,6210280405 


H Oeneral correspondence 


6210210235 Comments on facility operation NRC should deny util 
permission to use high burnup nuclear fuel Evidence 
supporting continued operation of facility- should be 
provided to public 

QUICQ.C Pollution U Environmental Problems, Inc 82/10/11. 
Director's Office, Office of Inspection and Enforcement 9pp 
19766 259. 24X Fiche 50-295,02/10/11,6210210235 


J Insurance It indemnity information 


621006-0283 Forwards Endorsements 60 ?, 51 to NELIA Policy NF-201 it MAELU 
Policy MF-64r res pact Ivsly 

05TER,J Commonwealth Edison Go 62/10/01 SALrZMAN,J, Assistant 
Director for State & Licensee Relations, 3pp 15621,073, 24X 

Fiche‘ 50-295, 62/10/01,6210060283 


Q Advisory Committee on Reactor Safeguards reports St corr espondenc a 


B21027040Q Comments on probabilistic risk asssisment per 011221 
matt. General methods It principles employed in analysis of 
possible earthquake shaking & sits appear to apply modern 
state of art techniques, 

TRIFONAC, M D Bouthern California, Univ. of. TRIF8NAC, M. 0. ACRE - 
Advisory Committee on Reactor Safeguards 82/02/23 0RIE6MEYER, J M. 

ACR8 - Advisory Committee on Reactor Safaguards Spp, 13832,353, 
24X Fiche. 50-295, 82/02/23, 8210270408 


P Operating license stage documanti & correspondence 


8007150303 Motif las that review will be conducted of Offshore Power Sys 
short-term risk studies using various resources, in response 
to 800605 request Evaluation will bt submitted by 800922 
MATTSON, R. J, Division of Safety Technology 60/07/02 
ErSENKUTfDG, division of Licensing 2pp 029S2>301, 24X 

Flcha 50-247,80/07/02,0007150303 
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SOO013O74< aummirig of 030617 u/util-i In rt 

containnunt *tr«ctur«l r««ptnn to tfort *cci<Jfi»t 

c«qu4nci« 

HEYEfii J F Pouir DT 4 nch 00/07731 Powtr Branch 

3pp 03266 243 a^X Fichi 30-247.00/07/31.0000130744 


6210120105 (JbUv of implementation liua dat*> r* 

Item* ir B 2, "Plant Shle Id inp, *' 11 0 3. "Poit-Act Hint 
SampliTip*' St ir F 1 1. "Noble Oai Effluent Monitor " 

SWART2.e D Com/nonwealth Edison Co 02/10/04 ElbENHUTiOfl 
Divieion of Lfcanilnp 5pp 15651 237 84XFl<h» SO’OOO.i&J/i: > 
8210120105 


0009100100 Forward* recoffimen dak lone on staff talk action plan to be 
sent to lirenieti for revleu i raeponsa. 

DARRETTiL H Opirating Reactor* Aeiinmint Branth eO/OB/OB 
VAROApa A Operating Reactor* Branch 1 tpre 0004331 Bpp 
03S16 066 24X Flch* 50-24 7. B0</0B/08i 6-009100100 


8310260526 Forvard* Revision 3 of Chapter 9 of “Qfftitt Piott 
Calculation Manual " 

OPUDEN. JC Commonwealth EdUon Co B2/10/06 CASEi E 0 Qfr.j 
Nuclear Reactor Regulation. Director 2pp 15005 137 Z4X 
FI Che 50-000. 02/10/06. 0210260526 


9D09250234 Subcult* deicripiion of work being done on anal^sl* ef 
releaiec from f ac i Utles. Blmp le E-0 mul tlcoffipartment theriinal 
hv^raulic code being written fco analyie varietv of FVCS 
design* Related data end 

peNSTERMACHER Reactor Sgitem* Branch 00/09/ 10 SPEIS. T P 

Reactor Byitems Branch 4pp 03509 257 24X Piche 50-247.00/09/10. 

0009250234 


8010220234 Respond* to 000917 request ri control room review NRC 600507 
Itr detailed five addi items to near-tern OL requirements 
Item MI D □ 4 requires analysts of control roon 
habitability by BlOlOl 

HCH/STON. R N Accident Evaluakfion Branch 60/09/S5 VAROAi 0 A 
Operating Reactor* Branch 1 Ip 03560 001 24X 

Fichi SO-247 . 00/09/25. 80 1 0320234 


8010210036 Oitcutsis SEP Branch revleu of sy* environ qualification 
of «afety-ri 1 ated electrical equipment for 11 SEP plants 
MCKENNA. E M Systematic Evaluation Program Branch BO/09/30 
LA1NA9. OG Division of Licensing 2pp 03647 289 34X 

F i c h e. 50-003 . 00/09/30. eOl 0210036 


— 8210260542 Revision 3 of Chapter 9 of "Offsite Dose Calculatlt- 
Manuat " 

# Commonui alth Edison Co 92/09/30 G3pp 15DC5 IT.? StJ 
FIcbe 50-000.02/10/06.8210260526 


0210220399 6upp Is Q20414 response to Franklin Re«earth Gtr BliC.lii 
technical evaluation rept re control of heavy loads 
(NUREO-06121. per 020824 6 29 teicons 

LENTlNEiF O Commonwealth Edison Co 82/10/12 orNfOr/ H P 
of Nucliar Reactor Regulation. Director 3pp 15777 32? lit 
riche SO-295 , 92/10/12. 0210220399 


0210190443 Forwards addl info re NUREO-0737. I tern H D 3. -Pest" 
Accident Sampling 8ys. " in response to MIC 020722 Hr 
Otil currently pursuing possibility of developing proceduii 
to estimate core damage via Westinghouse ownors group 
SNART2.E D Commonwealth Edison Co 02/10/13 FTSTHt^lil C« 
Division of Licensing 15pp 15741 107 24X Flche SO-<395. 

0210190443 


0O11HOO34 Requeits Instrunenteticn Ic Control 8ys Branch evaluation of 
util responses to questions re incore instrumentation tubes 
at facilities Info will aid branch evaluation mitigation 
feature* re backfitting of severe mitigation features 
8PEI8. T P Reactor Systems Branch 00/10/09 SATTERFIELD. R 

In* trumentetl on 6 Control Systemi Branch Ip 02227 001 24X 

Fich# 30-24 7i 00/10/09.0011110004 


8210270344 Notification of 621115-16 meetings w/utll In Olin ILIh-. 
to discuss basts for current inservice testing propoied 
e I emp t i on. Inc I ud Ing alternatives to required inspi 
MIOOINTON. D Operating Reactors Branch 1 02/10/2^ VA.4;ii. S* 

Operati-ng Reactors Branch 1 2pp 15051 354 24X 

riche 50-295 . 92/10/22.0210270344 


0 Inspection reports. IE Bullcklns S< correspondence 


SO1OS8OO90 rorwards NHC questions 6 util answers re backfitting of 
savire accident mitigation features Evaluation needed in two 
wt I 

SFEI3.TP Reactor Systems Branch 80/10/17 BCHAI76R.F P 
Structural E-nglneering Branch ip 66767 104 24X 

F i c he 50-247 . 00/i 0 / 1 7. 001020009 0 


G21005010S Forwards IE Insp Rept 50-295/82-09 on 0203 30 31. 0«.'7 :i i 
6 notice of violation 

KEPPLER.JO Regions. Office of Director Q2/07/09 fl'C'Aie 
Commanuealth Edison Co 2pp 15605 022 24X i Khe 50 2fS 

62/07/09. 0210050105 


0210070007 Responds to FOIA request for eight categories of record* re 
steam generators 6 steam turbinss App A documents provided 
in R Udell FOlA Request 81-313 Forwards documents listed In 
App 0 

FELTON. 0 M Dividon of Rules and Records 82/00/10 LONO. 8 J 
tfinthrop. Btlmson. Putnam 6 Roberts 9pp 15643-063 24X 

riche 50-000.82/00/10.0210070007 


— 8203110403 Forward* response to JD Dumele. chairman of Pollution Control 
Board. State of IL. question* In 020127 Hr 

JOHNSTON. N V Assistant Director for Materials 6 Dual if Icati on* 
Engineering 02/02/22 LAINAS.O Assistant Director for Safety 
Assessment 2pp 1S645, 126 24X Fichc 90-000.63/00/10/ 

8210070007 


8209160303 Bupplt B20B31 Itr re B2090B meeting at Region 3 ofc 
Recent operatlan of Unit 2 w/tuo inoperable auilliary 
feedwater punpi added to aginda 

KEPPLER. J O. Region 3, Office of Director. 02/09/03 REED. C 
Commonuealth Edison Go Ip 14904:007 24X Flche 90-895.02/09/03. 

82091 60903 


0210040216 Requests rsaf f iraett on of technical basis for operation 
at lOOX power Blgnlf leant financial panaltlea incurred due 
to operation In overly conservative manner. 

STIEDE.RL Commonwealth Edison Go. 62/09/27 DEYOUNOi R C, 
Director's Office. Office of Inepection and Enforcemank 3pp 
15583 IIS. 24X Flche 50-295. 82/09/87# 8210040210 


0210090270 Forwardi single Clast III emend fee for proposed change to 
License DPR-39 

LENTINE.F.O. Commonwealth Edison Go 88/09/27, DENTON'. R R Office 
of Nuclear Reactor Regulation. Director ip 15609; i 66. 24X 

riche 50-29-5 , 82/09/27# 62 1 0090270. 


esiOOaOlll Fo-rwards completion statue 6 revised schedule for 
Improvefliints made to ccn'trol room diiplay since 1900 repti 
per 800229 confirmatory order 

LENTIKC.F.O, Commonwealth Edison Go 62/10/04 DENTON. R R Office 
of Nuclear Reactor Regulation. Director. 4pp 19640 090 &4]( 

Flche: 90-295. 02/10/04. floi * 


—8210050107 Notice of violation from insp on 020330*31.010 7 >117 
KEPPLER.J 0 Region 3. Office of Director 02/07/0'^ 3j» 

19609.024 24X Ficht 50-295.82/07/09.0210090105 


—6210090112 IE Insp Rept 50-295/82-09 on 020330-31.0407 OQ b !l 
Noncontpliancs noted individual received whole body rellalkc 
dose In erctss of three rem 6 failure to adequately lurvii I 
evaluate radietlon levels beneath reactor vessel 
MILLER. D E . OREOER.L R Division of Engineering TiH-bc^: 
Programs. 82/06/11 I4pp 15605 027 24X Flch* 4 h' : 

821 009 0105 


8210070007 Responds to FOlA request for eight categorlti sf 
steam penermtore 6 steam turbines App A documents provifid 
in ft Udell FOlA Request 81-313 Forwards documents Hikid 1-* 

App B 

FELTON# J M Division of Rules and Records, 02/08/10 ICM X J 
Wlnthrop. Btimson. Putnam 6 Roberts 9pp 19649 063 S4l 
Fiche 50-000, B2/0B/ 10. 8210070007. 


— 821007013-9 Forward* tabulated det* on steam generator Inip I w " 
facilities. Data ehould be provided to licensees 
IPPOLITOi T. Operating Reactors Assessment Branch, 

VAftOAiS. Operating Reactors Branch i 9pp, 19649 131 Si: 
Flche, 90-000. 02/00/10. 0210070007, 


— 6210070172 Forwards info re steam generator integrity i Iniii-k'i 
operating PlfRsiper 790320 6 21 requests Detail* of Lnipi^ 
Including defect Indlcatloni. tub* plugging criteria t- Ivl^s 
plugged will not be provided except for Point Beech 1 
OOLLERiK R. Division of Reactor Licensing (NRR-E975 e*tli I 
75/03/24 MACCARY.R R. Division of Technical Review 
onlyl 5pp 19645-196. 24X Fichi 90-000. 02/08/10- B3IC07:9i' 


021O19O96Q Forward* IE Enforcemint Conference 8« Imp R*pH SO-Pilt 
& 50-304/92-17 on 620717-0909 «< notice of violation 
SPESBARDiR L. Division of Project 4( Resident Progra*ie 
REED. C Commonwealth Edison Co 2pp. 19736 112 S4X 
Flche 90-299# 02/09/30. 8210190960. 


—821019097? Notice of violation from insp on 020717^0031 
* Division of Project A Resident Program*. B2/0^/3^ 
19736; 113 84X Flche: 50-299. 62/09/30.0210190960 



DOCKETED ITEMS 


105 


-821019059? IE Enforcement Conference tt In^p ftepts SO-295/02-19 & 

SO-SO'J/ea-l 7 on 020717-0909 Nancomp 1 isnce noted failure to 
follou 60022? conf irmatori^ order requiring expeditiou* 
t^utdaun u/ienever auiilierg feeduater lys inoperable 
HATESS. J R , SCHNElDERiG 0 . REYES, L Region 3. Office of 
Director 03/09/23 9pp 15736 114 24X Fiche 50-295*02/09/30, 

0210L90S66 


B310060359 Act receipt of 020910 Itr informing NRC of etepe taken to 
correct vioiatione noted in IE Insp Repts 50-237/01— 39» 
50-249/01-32, 50-254/01-23, 50-265/01-23. 50-295/81-31 U 
50-304/01-29 

SPESSA9D, R -L Division of Project it Resident Programs 63/10/01 
REED, C Cavnmonureal th Edison Co Ip 15616 354 34X 

Fkche 50-000. 82/10/01, 6210060359 


—9210060367 Responds to NRC 820712 Itr re violations noted in IE In«p 
Rep t s 50-237/81-39, 50-249/61-32. 50-254/01 -23, 50-265/01-23, 
50-295/01-31 6 50-304/01-29 Corrective actions training for 
mqt priorities re plant availability mill be conducted 
REC1},C Cammonueaith Edison Co 82/09/10 KEPPLER, J 0 Region 
3, Office of Director J3pp 15618 355 24X 

Fiche 50-000,82/10/01.8210060359 


.2:10000170 Foruards listing of piping sys which fail to meet F8AR 
requ irements, per NRC 800610 confirmatory action Itr IE 
bulletin 79-14 operability evaluation updates will not be 
provided for Dresden 6 Quad Cities Final update by Pec 1902 
RAUSCH. T J Commonwealth Edison Co 82/10/01 KEPPLER, J 0 Region 
3, Office of Director 6pp 15640 159 24X Fiche 50-000,82/10/01, 

6210060170 


1310190617 Forwards IE Insp Rept 50-295/82-21 on 820900-10 No 
non c onp 1 I anc e noted 

LlTTLE-tf S Division of Engineering tt Technical Programs 82/10/03 
nEED,C Commonwealth Edison Co 3pp 15739 094 24X 

Fiche 50-295, 82/iO/05, 8210190617 


-0S1OI 90626 IE Insp Rept 50-295/02-21 on 820900-10 Nd noncompl ianco 
noted Major areas inspected Cycle 7 control rod drop time 
tea ts, control rod drive U position indication checks It 
reactor thermocoup te/resi stance temp device cross-calibr 
RQSINEQM, D L , JACK I W, I N Region 3, Office of Director 
62/10/01 4pp 15739 096 24X Fiche 50-295,09/10/05.0210190617 


:OGl90233 IE Info Notice 80-35, Suppl 1, "Leaking & Dislodged 1-125 
Implant Seeds *' Svc list end 

CDSD.L I Division of Fuel Facilities, Materials Ik Bafeguards 
63/10/06 Consolidated Edison Co of New York 66pp 13761*250 
34/ Fiche 50-000,02/10/06,8206190233 


^10t906lv3 Ack receipt of 020910 Itr informing NRC of steps taken to 
con act violations noted in IE Insp Rept* 30-293/02-14 4< 
50-304/02-13 Interpretation of Tech Spec 1 0 D unacceptable 
SPE6GARD, R L Division of Project 6 Resident Programs 82/10/07 
HEED. G Commonwealth Edison Co Ip 15739 361 24X 

Fiche 50-295.62/10/07,0210190613 


B21OI90624 Responds to NRC 020813 Itr re violations noted In lE Inep 
Rept* 50-295/02-14 6 50-304/02-13 Disputes NRC 
c lass I f sea t ion of 020625 reactor trip Trip inadvertent 
Interpretation of Tech Spec 1 0 D end 

8TIE0E. W L Commonwealth Edison Co 82/09/10 KEPPLER, J 0 
Region 3, Office of Director 4pp 15740 001 34X 

Fiche 50-295.02/10/07,0210190613 


a&190238 IE Bulletin 02-03, "Stress Corrosion Cracking In Thick- 
tfa i li. Large-Di ameter. Stainless Steel, Rec trcu lation Bys 
Piping at DNR Plants " 8vc list encl 

DEYOUNOiR c Director's Office, Office of Inspection and 

Enfarcement 02/10/14 Consolidated Edison Co of New York 

115PP 15010 125 24X Fiche 50-000,82/10/14,0208190230 


10270344 Notification of 0211 15-16 meetings ui/utll In Olen Ellyn, IL 
ku discuss bases for current Inservlce testing proposed 
s xemp tion, Inc luding alternatives to required insp* 

JICOiNrON.D Operating Reactors Branch 1. 62/10/22. VARGA, 6 A 

3p«rating Reactors Branch I 2pp 15831' 354 24X 

“I Che 50- 295. 82/10/22,8210270344 


Pariodic operating reports & related correspondence 


LQ150405 Forwards monthly operating repts for Sept 1908 
7RAESSER.K L Commonwealth Edison Co 62/10/06 Director's 
Office, Office of Inspection end Enforcement Ip 15704 003 24X 

'(the 50-293, 02/ 1 0/06, 82 i 01 5040 5. 


1310150411 Monthly operating repts for Sept 1962 

AUSTIN. 0 Commonwealth Edieon Co 82/10/06 Upp. 15704*004 
24X Fiche 50-295,82/10/06,8210150405. 


8 Reportable occurrences. LERs it related correspondence 


0210120162 Discusses findings re mumerous failures of containment 
isolation valves All failures resulted from inoperable ASC0 
Series 0320 solenoid ya 1 ves, usua I ly due to oil in air 
supply Valves undergoing qualificatipn 

LANNING, N D Director's Office 80/00/22 Director's Office 

2pp 15692 2IA 24X Fiche 50-293,60/00/22,8210120102 


92100-70429 Discusses 810115 solenoid valve failure Failure of valve to 
shift attributed to impuritle* In all settling an valve 
surface Valves replaced No further action recommended 
ASHE,F Director 's Off ice 01/ll/jO MI C NELSON, C Director's 

Office 4pp 13644 317 24X Fiche 50-275,81/11/10,8210070429 


8210070422 Rscommends IE issue Info notice to inform Licensee of 
possible inadequate surva i 1 lane e for proper tuning of 
output capaci tance for certain inverters Recommendation 
based on 010505 20 sola output transformer shorts 

HELTEMEB, C J Director's Office. 81/12/10 JORDAN. E L Division 
of Resident U Regional Reactor Inspection, 4pp 15644 205 24X 

Fiche 50-293,01/12/10,0210070422 


0210010008 Responds to FOIA request for 19 categories of documents re 
nuclear reactor events b saftiy problem* Forwards document# 
listed In App A 

FELTON. J H Division of Rules and Records. 02/06/28 ODELL, R. A 
Critical Hass Energy Project ISpp 15727 005 24X 

Fiche 50-000,02/06/28.0210010000 


— 0111270314 Discusses LER 01-OD2/O3X-i. d td Bl0430irB inoperable solenoid 
valves. Cause found to be Impurities in internal mechanisms 
Valves replaced w/Keene valve# k< solenoids u/higher strength 
coll Findings to be ineprporated in instrument air study 
A0HE, F Director 's Of f ice, 01/11/10 MICHELSON.C Director'* 
Office 3pp 13731 109 24X Fiche 50-000,02/06/20,0210810000 


0210000008 PNG- II I-02-IO6 on 620930, white operating at full power, 
one of two main feedwater pump* failed Reactor control rod 
drive sy« failed to insert rods automatically Caused by 
faulty circuit board Circuit board replaced 

REYEB, L , STREEtEft. J , SPE68ARD, R Region 3, Office of Director 
02/10/01 Ip 15640 222 24X Fiche' 50-29 5, 02/10/01, 0210080080 


8210190689 Forwarde LEft 02-O27/O3L-O 

ORAESeER, K L Commonwealth Edison Co 02/10/05 KEPPLER, J G 
Region 3. Office of Director ip 15738 143 24X 

Fiche 50-293. 82/10/05, 02101 706B9 


— 0210190719 LER 02-O27/O3L-O on 820905, 1C containment spray rfisttal 
<friven pump found completely void of engine jacket water, 

Caused by leak In jacket ^ater heater due to corrosion 
Heater replaced u/pipe plug New heater* ordered 

SHIM, K Gommonuealth Edison Co 82/iO/OS Region 3, Office of 
Director Ip 15738 144 24X FI c he* 50-299. 82/10/05, 0210190609 


8210190403 Forward# LER 82-02e/03L-0 

ORAESBER, K L Commonweelth Edison Co 02/10/00 KEPPLER, d 0 
Region 3, Office of Director Ip 15740 266 24X 

Fiche* 50-299, 02/10/08,8210190466. 


— 8210190493 LER 82-O20/O3L-O* on 820910. dur ing curvelllance at lOOX 
power, RHR miniflou control valve suitch 1FIC-6I0A failed l< 
would not close minlflow valve at 1000 gpm at designed 
Caused by switch out of tolerance Mod initiated 
BINQOELI. B L Commonwealth Edison Co 88/10/08 Rigion 3, 
Office of Director ip 15740 267 24X Fiche. 50-295, 82/10/00, 

8210190403 


8210260399 Forward# LER 02-O3O/O3U-O 

ORAESBER, KL Commonwealth Ed t son Co 02/10/19. KEPPLER, J G 
Region 3, Office of Director. Ip 15003 327 24X 

Fiche 50-295,02/10/17,8210260399. 


— 8210260411 LER 02-03 D/OOL-O* on 020919, charg Ing flow found 30 gpm lee# 
than letdown flaw increased demand an charging flaw control 
valve dief -not increase flow rat# Caused by fatigue Rotating 
element replaced Invee 1 1 gatl on ongoing 

BINQOELI, 0. L. Commonwealth Edison Co 82/10/19 Reglan 3, 
Office of Director 3pp 13003*328, 24X Fiche 50-295102/10/19, 

0210260399 


8210260233 Forward* LER 02-029/0 3L-0 

ORAEaBER.K L. Commenwea] th Ed I son Co. '^2/10/20 K£PPLER,>1. 0 
Region 3, Office of Director Ip. 15aCX3;029 24X 

Fiche* 50-295, 82/10/20, 8210260233 
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DOCKETED ITEMS 


— 8^10260254^ LER e2-029/03L>0 on B20920i logic rej«v t4C4lH'-XA iociaied 
u/pautr r*ng> XlOX raacfcor trip for train A malfunc tl an«cf 
rtancor< vrva tlvtiy CatJord by plungvr pin ihifting to on* iid* 

& binding agalnit relay houilng 

nOHDEivI £ Connianuea 1 th Edison Co B2/10/20 Region 3; Office 
of Director ip 19803 030 24X Fichs 50-295. 02/1 0/^20« 

8210260233 


DOCKer 50-296 BRQW^iS FERRY NUCLEAR POWER STATiaN, UNIT 3 


F Sicuritg. nedicalj emergency & Hr# protection plant 


B2091T010I Foruardt minor rtvltiont to proposed physical security plan 
Revisions withheld (re# 10CFR73 SU 

KlLi.8. L M Tennessee Valley Authority 62/03/31 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 14910 031 
24X Plche SO-259. 82/06/31 1 3209170101 


8210250236 Forwards sacurlty plan table of contents Table of contents 
ulthheld (ref I0CFR73 31) 

KAHMERi D S rennet see Valley Authority 62/10/19 DEN TON. H R 

Office of Nuclear Reactor Regulation. Director Ip 15783 362 24X 

Flchl 50-299,62/10/19.6210250236 


8210290244 Forwards revlsiont to phytlcal security plan Revisions 
withheld (raf 10CFR73 21) 

KANNERi D 6 Tennettee UalUy Authority 62/10/19 DENTON. H R 
Office of Nuclear Reactor Regulation. Director ip 15783 345 24X 

Flehe 50-250 . 62/10/19. 0210250244 


0 Adjudicatory correspondence 


321012-0291 Response to ASLAS 620920 order to provide any tuppl eisental 
info re t^tiestions posed to util Author! latton it for S-yr 
storage of low level raduastfiu/o Unit on use of modules 
for interim use an backup basis 

RAWSONiR J Hearing Branch A 62/10/03 6pp 15652071 24X 

FIcfie 50-259. 0a/lO/-O3. 0210120291 


0210130142 Forwards description of final mods & changes to DWR tcrei 
sys h short-term interim commitments for Unit 2 Mods will 
be implemented for Unit 2 before startup from Reload 4 
outage it subsaituent Units 1 & 3 outages 

MILL6. L M Tennessee Valley Authority 62/10/06 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 4pp 19673 OPi 
24X Fiche 50-259.82/10/06.6210130142 


8210350096 Forwards revision to 621006 implementing procedures 
NlLLSrL « Tennessee Valley Authority 02/10/15 DENTON.H H 
Office of Nuclear Reactor Regulation. Director tp 15793 OSa ; 
FUhe 50-259, 82/10/15, 8210250096 


--0210250101 Revised implementing procedures 

a Tennessee Valley Authority 82/10/15 I6pp 15793 059 24 ( 

Fiche' 50-259. 02/10/15. 0210250096 


0 Inspection reports. IE Bulletins it corrasp ondonce 


0210060015 Add* response to FOIA request for 19 categories of irfe ti 
nuclear reactor events it safety problems Forwards documents 
listed in App A Documents in App 6 completely withheld (r»f 
FOIA Exemption 5) 

FELTON. J H Division of Rules and Records 82/07/13 UDELL. n A 

Critical Mass Energy Project 9pp 15665 027 24X 

FIchf 50-00 0, 02/07/12 . 0210000015 


6310030118 Systematic assessment of licensee perfarrnance notis rr 
facility evaluation for Apr 1979-Mdr 1900 
•e NRC - No Detailed Affiliation Given QO/03/31 6pp 
13667 315 24X Fiche 50 000.82/07/12.6210080015 


9210150105 Notifies that corrective actions re IE Insp Repts 
50-259/91-13.50-260/01-13 b 30-296/81-13 delayed Procedure 
DPM NeOEa re esam of CSSO (terns to be revised by 62091 S 
DOMER.JA Tennessee Va 1 ley Author i ty 02/07/13 O'REfLLV. J P 
Region 2, Office of Director Ip 15701 159 24X 

Flehe 50-259,02/07/13. 0210150105 


—8210120299 Affidavit of P Loysen re application for storage of low 
level radwaste No restriction requested or contemplated 
limiting use of modulas only to interim use on bacirup basis 
LQYBENiP Advanced Fuel i Spent Fuel Licensing Branch 82/10/00 
83pp 15652 079 24X Fiche 50-259.62/10/06,6210120291 


— 8210120308 Affidavit of JR McGrath Timely request for renewal of 
facility license filed for BeatlyrNV low level radwaste 
diiposal facility NV State Board of Health voted not to 
renew facility licanse 

HCORATH. U R Assistant Director for State Agreements Programs 
62/10/06 2pp 15652 102, 24 X Fiche 50-259,62/10/03.6210120291 


0210220151 Provides supplemental response to NRC Itr re violatiors 
noted in IE Insp Repts 50-259/82-10.50-260/82-10 h 
50-296/62-10 Div of procedures Manual NB2A3 will not be 
revised until 021001 due to scope of effort involved 
MILLBrL H Tennessee Val ley Author! fey S2/O0/I0 O'REILLV. JP 
Region 2, Office of Director Ip 15776 106 24X 

Richer 50-259. 32/08/10, ©21 02201 5 1 


3210010035 Confirms G2090B site meeting to discuss recent vioJakiS’i 
re radwaste shipments Agenda end 

O^ReiLLY.%1 P. Region 2, Office of Director 02/09/03 PARRjS.H! 
Tennessee Valley Authority 2pp 15565 166 24X 

Fiche 50-259, 62/09/03,0210010035 


6210120316 Affidavit of SN Ralomon Boutheast Interstate Lou Level 
Radwaste Mg t Compact agreed to close Barnuell,8C facility 
on 921231 1. open new site on 91 1231, Certi f icate of Sve end, 
SALOMON. 6 N Assistant Director for State Agreements Progt'ans 
02 / 10/00 4pp 15652 104. a4X Fiche, 50-259. 02 / 10 / 03 , 0210 120291 


6210010430 Forwards IE Insp Repts 90-259/62-2 5, 50-260/62-25 4, 
90-296/82-29 on 020310—11 No noncomp I iance noted 
VERRELLI.D M Division of Project & Resident Programi 82/04/C 
PARRI0.H 0 Tennessee Valley Authority 2pp 15570 21] 24X 

FUhe 50-259,82/09/03.0210010430 


6210250063 Telecopy message of motion for AfiLAD to grant 30-day 
eitension to respond to A8LB 020920 Drder.TIm* necessary to 
explore settl enent post ibf lltles of all matters In 
controversy 

^ 02/10/20 Docketing li Service t Branch 

15767' 061 24X Fiche 50-259,62/10/20.0210280063. 


—6210010432 IE insp Repts 50-259/02-25.50-260/02-25 b S0-S96/«-2 
820310-11 No noncompliance noted Major areas inspected 
reactor secondary containment integrity prob Um b MSIV 
testing 

BROOKS, E H t JAPE, F, Division of Engineering It Technical Proj' 
02/00/27 4pp 15570 213 24X Fiche 50-259.69/09/03.6210011 


8210260429 Motion for eitension of line until 821121 to reipond to 
020920 order Time necessary to explore pose 16 1 1 Itiei of 
settlement Certificate of Sve end 

PVUE.R » Pglt, R.B 82/lO/ao. At.mlE fl.f.tg .nd Ltc.inln, 
Appeal Panel 2pp 15006 036 24X Fiche 50-259.62/10/20, 

0210260429 


8210150399 Forwards IE Insp Repts 50-259/62-28, 50-260/02-28 1< 
50-296/62-20 on 320330-0903 No noncompUanct noted 
V£RRELLI,D M Division of Project it Resident Programs B2/09/« 
FARRIS, H G Tennessee Valley Authority 2pp 15704 029 94X 

Fiche: 50-259, 82/09/20. 8210150399 


P Operating license stage documents 4c correspondence 


reyueit for addl Info «n 

f^REO-0612, Control of Heavy Uoadi of Nuclear Power 
Plants " 

ni •rS'AnI! ‘ o Valley Authority. 32/09/23 VA8BALL0, 0 D 

Operating Reactors Branch 2 d6pp. 15635 243 a4X 

Fiche* 50-259, 82/0-9/20,8210070235 


^*NSflE0-0737*rtII‘^ir*^‘*i ^*'^^^** 620803 request re 

HPCiVrCIC^" ” “Adequacy of fipace Cooling for 

82^10/04 DENTON# H. R 

oiv Mudear Reactor Regulattoni Director. 2pp, I3&36' 091 

24X Fiche: 50-259.82/10/04, 8210030218. 


■B210150406 IE Insp Repts 50-259/02-20,50-260/02-26 b 50-296/a3-Jfi 
620930-0903 No none otnp 1 iance noted Major areas inspactei) 
intervlce insp program it inserviee testing program review 
GIRARD, E H , BLAKE, vf Division of Engineering t Technics] 
Programs. 62/09/lA 4pp 15704- 031 24X Fiche 50-259,6?/^^ 

6210150399. 


8210010097 Approves revised commitment dates for Item 25 of App Ct 
IE Intp Repts 50-299/81-19. 50-260/01-19 4( 50-296/61-19 b 
Item 0.2 of App A to IE Imp Repts 50-259/0 2- 12. 50-260/02-12 
it 50-296/02-12. 

LEWIB.R C. Division of Project it Resident Programs 32/09/23 
PARRIS, KG. Tennesiee Valley Authority. Ip 15565 001 24X 

FlcJie- 50-299, 82/09/22. 8210010097 
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-0310010104 f?B<n^p5t5 eKtensjon to respond to App Ciltem 25 in IE Insp 
R«pts 50-260/81-19 «< 50-296/81-19 & Itom C 2 in 

IE Irsp Repts 50-259/82-12,50-260/82-12 50-296/02-12 

uil] be stibmi tted b</ 830101 & 021 lOl ■ respect! veli| 

MILLS. L M Tennessee Valley Authority 82/09/01 O'REILLY, J P 
2> Office of Director ip 15565 002 24X 

Fiche 50-259.32/09/22,0210010097 


?2IQ010326 Porcj^rds tumirary of 020900 enforcement meeting ui/uti 1 to 
di«co&i corrective actions re leakage during shipment of loii/ 
level uastc & util plans for improving employee training 
O^AEILLV. JP Region 2, Office of Director 02/09/22 PARRIS- HO 
Tennessee Valley Authority App 1S569 100 24X 

Fiche 50-359*62/09/22,0210010326 


210030290 Ack receipt of supplemental 820901 1 tr informing NRC of 
steps- takei to correct Violation B noted in IE Insp Repts 
50-259/81-26- 50-260/02-26 L- 50-296/01-26 

LEHIS.R C Division of Project & Resident Programs 82/09/24 
PARRIS, H <J Tennessee Valley Authority Ip 15573 183 24X 

Fiche 30-259,82/09/24,8310010290 


-E21 001 0304 Forii/ards revised response to NRC 8HO20 1 tr re Violation Q 
noted in IE Inip Repts 50-259/82-26.50-260/02-26 it 
50-296/02-26 Corrective actions R factor returned to uithin 
Jjnits tc revision to Tech Spec approved 

tlJEL0*L n Tennessee Valley Authority 02/09/01 O'REILLY, J P 
F^gion 2, Office of Director 3pp 15573 104 24X 

FJch* SO' 2 59, 02/09/24,8210010290 


110220390 Forwards IE insp Repts 50-259/02-29, 50-260/02-29 it 
50-296/65-29 on 020906-10 No noncompliance noted 

%'^:Rf?ELLI. D M Division of Project 8< Resident Programs 82/09/30 
PAJirttS.H 0 Tennessee Valley Authority 2pp 15779 220 24X 

r 1 e SO-239. 02/09/30, 0210220390 


B?LO2204ai IE insP Repts 50-259/02-29,50-260/82-29 tt 50-296/02-29 on 
B20906-10 No noncompliance noted Major areas inspected Unit 
2 refueling t maint outage procedural compliance of 
h-eaitA phy* ics- re lated practices by wortera 

COLLlwg, T R , BARR,K P Division of Engineering (e Technical 
Programs 82/09/27 5pp 15779 222 24X Fiche 50-259,02/09/30, 

B2 1 0220390 


10030219 Forwards revised request for relief from Inservice Insp 7 re 
inaccessible uelds In piping penetrations it under rigid pipe 
raatraiTifcs Best effort visual exam will be performed during 
ill's hijilrostat 1 C pressure test 

'ilLLS, L M Tennessee Valley Authority 82/10/04 DENTON, H, R 
If ^ ice of Nuclear Reactor Regulation, Director 3pp 15630 083 
?4X Ft Che 50-259,82/ 10/04, 0210080219 


^8190.233 IE Info Notice 80-35, Suppl 1, "Leaking I* Dislodged 1-125 
.rp lant Seeds " Sve list end 

QBB.L I Division of Fuel Facilities, Materials it Safeguards 
■2/' 10/06 Consolidated Edison Co of New Vorfc 66pp 15761 250 
•*A Ft Che 50-000,02/10/06,0208190233 


01S02:L3 Forwards update of present work schedule for 
mp ] «<m«ntation of inspi required under IE Bulletins 79-02 S< 

9- M Phase II evaluation will not be completed until 

4ciaoi 

ILLS. L « Tennessee Valley Authority 02/10/07 O'REILLY, J P 
e^ion 2. Office of Director 2pp 15705 276 24X 

IChe 50-259, 02/10/07,8210150318 


3190-238 IE Bulletin 82-03, "Btresi Corrosion Cracking In Thick- 
ill , Large-Diame ter, Stainless Bteel, Rec ircu latlon Sys 
iping at BWR Plants •' 0vc list encl 

iVOVMO-R C Director's Office, Office of Inspection and 

tfoTcament 82/10/14 Consolidated Edison Ce of New York 

L5pp l&BiO 125 24X Fiche 50-000,82/10/14,0200190238 


l-vportable occurrences, LERs it related correspondence 


>•1 20129 Advises of need for ln~depth evaluation of potential for 
■ accaptable interaction between control rod drive sys i* 
nessantiai control air syt Margin of safety inherent in 
cvn-sftd design basis should be promptly restored 

CHet-SOll.C Director's Office 80/08/10 DENTONxH.R Office pf 
clv^r Reactor Regulation, Director 3pp 15692,150 24X 

ch«. 50-296. 00/00/18,8210120129 


OlOOOB Responds to FOIA request for 19 categories of documents re 
c-l«ar reactor events it safety prob 1 ems. Forwards documents 
stvd' In App A 

LTON, %/ M Division of Rules and Records, 02/06/28 UDELL, W. A 

I -t teat Mass Energy Project iSpp 15727 005 24X 

c h « 5 0-000, 82/ 06/26, 82 1 00 1 0008, 


— 81 12210538 Forwards description of events Sc resulting action re high 
circulating current associated u/invrrter output due to 
lack of circuit tuning IE circular or info notice should be 
issued to address issue 

HeLTEMEBiC J Dl rector 's Of f i ce 81/12/10 JORDAN, E L 
Director's Office 4pp 1573 1 361. 24X Fiche 50-000,02/06/20, 

8210010008 


— 6210060002 “Bommary of Ofe of Analysis Evaluation of Operational Data 
Analysis 6 Evaluation of Browns Ferry Unit 3 Partial Failure 
to 8c ram Event of 800628 '■ 

LANIK, 0 Director's Office Qi/lI/30 22pp 15731 263 24X 

Fiche 50-000, 82/06/28, 8210010000 


6210080015 Addl response to FOIA request for 19 categories of info re 
nuclear reactor events St safety problems Foriuards documents 
listed in App A Documents in App B completelg withheld (ref 
FOIA Exemption 9) 

FELTON* J M Division of Rules and Records 02/07/12 UDELL. R A 
Critical Hess Energy Project 9pp 1S669 027 24X 

Fiche 50-000, 02/07/12, 0210000015 


— 8210080197 NRC operation* ctr usage chart re events at facilities 

a NRC - No Detailed Affiliation Oiven 62/07/12 ip 15668 221 
24X Fiche 50-000,02/07/12,0210080015 


8210060263 Forwards LER 02-O42/OaL-a 

OREEN, H J Tennessee Valley Authority 62/09/20 O'REILLY, JP 
Region 2, Office of Director. Ip 15621 0/6 24X 

Fiche 30-296,02/09/20,8210060265 


—8210060270 LER 62-042/03L-0 on 020831 , d Lese 1 generator 3C right hank 
air starters failed to develop min rpm Caused by loose bolts 
on right bank air start valve 853-3 Bolts tightened 
PORTER, M.R Tennossse Valley Authority. 02/09/20 Region 2, 
Office of Director Spp 15621 077 24X Fiche 50-296*02/09/20, 

8210060265 


0210130157 Forwards LER 02-043/ 03L-0 

OREEN/H J Tennessee Valley Authority 02/10/07 O'REILLY, J P 
H»aion 2, Office of Director Ip. 15673 0 77. 24X 

Fiche 90-296,82/10/07,0210130157 


—8210130162 LER 92-043/03L-O on 820909, 4eo-vo It reactor motor operated 
valve board 3DN motor-generator set reeioved from sve when 
gtn*rator/f 1 ywheel ball bearing became noisy Caused by lack 
of adequate lubricant film on hearing Bearing replaced 
AARON, J. A Tennessee Valley Authority 82/10/07 Region 3, 
Office of Director 2pp 15673 070 24X Fiche 50-296,82/10/07, 

8210130157 


8210290231 Forwards updated LER BS-037/01X-1 

GREEN, H J Tennessee Valley Authority 02/10/14 O'REILLY, J. P. 
Region 2, Office of Director Ip 19053 231 24X 

Fiche^ 50-296, 02/10/14. 9210290231 


—8210290232 Updated LER 82-037 /OlX-1 on 020824, dur ing instrumentation 
callbr for core standby coaling sys suppression chamber, 
cellbr valve on level suiit-ch L8-73-57A found open rendering 
switches inoperable Caused by open valve Valve closed 
IRBV, B J Tennessee Valley Authority 82/10/13 Region 2, 
Office of Director 3pp 15053.232 24X Fiche 50-296, 02/ 10/ 14, 

0210290231 


T Hearing transcripts an non-ant Itrust matters 


8210070133 Testimony of JN Nutten answering ASLAB questions on low 
level radweste mgt options Availability Of adequate space 
to dispose of low level waste* In next 5 yn uncertain 
Certificate of Sve encl 

HUTTON, JW Tennessee Valley Authority 02/10/01. I2pp 
15627 031 24X Fiche 50-259, 02/lO/Of , 0210070133 


DOCKET 50-290 COOPER NUCLEAR STATION 


F Security, medical, emergency & fire protection plans 


9210010090 Forwards rept of change to safeguards plan. Revision 0. 
Rspt withheld (ref iOCFR2. 790 tt 10CFR73. St). 

PILANT, J.M Nebraska Public Power District. 02/09/13. 

VAS8ALt0, D 8 Operating Reactors Dranch 2 Ip 15567' 153 24X 

Fiche 90-290,82/09/13,0210010058 


8210130310 Forwards changes to Revision 1 to safeguards plan. Changes 
withheld (ref iOCFR2 790 it I0CFR73 21) 

PILANT, J.M. Nebraska Public Power District 02/10/04, VASBALO, D. B. 
Operating Reactors Branch 2 2pp 19678 160 24X 

Fiche* 90-290, 82/10/04, 0210130310 
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B21-0180320 forwardt propr-la^ary uhlqu-i ^■ptl for fjcLllty 

Riptt wU^h«ld <rif lOCFi^2 7^Q} 

Optra ting R*4i;tor« Branch 2 B2/ 10/04 BUaRAtlONMN. N 

Trankltn Intiltotf /Frank Hn Rtiaarch Ctnter Ip 15746,010 24X 

Flcht 90-299162/10/04.02X0100320 


0210260217 Foruarda rt-appnia to NRC 020509 Itr foriirard Irtg noblct of 
violation & propofiil Impoiltton of civil ptnallg ordtr 
modlfvlng llcinit Kagnltutfi of inforcaaitnt action not 
u^arrantid 

jONESiC ft Nibraika Public Pou#r 01 air let 82/li0/07 D£yOUNO.« C 
Dlrtcto-r"* Offlca. Offtca of Inipactton and EnfoTcomthtH 04pp 
1 3504 091. 24X Flcht 50-290, B2/ 10/07. B2 102602 17. 


0210220254 Bubmlti vpdatt to D20416 rttpontt to Oantrlc Ltr 82-09. 
confirming optrablUtg i*. Inttal lation of poti-THI 
rtqulramtni p tr NUACO-0737. 1t»m It F 1 ra accl-dtnt 
(Aonttorlng Int trvjnrntationi -nob 1 • gaa it lodini particulata 
PtLAMTiJ H Ntlrtiba Public Pohiir Dittrict BS/lO/lB 
Er&ENHUT.D 0 Olvltian of LI canting Ip 15776 220 24X 

F i C h • 90-298, 82/ 1 0/ 1 B. SS 1 02 20294 


8210260298 Foruardi I& Baftgvardf Imp Rapt 30-29a/B2->2a on 
&20B30-090l,Notict Of violation wtthKald irtf 10CFR73 8U. 

MADSEN. 0 L, DlylftLon of Raiidtnli Raactor Proitet 6 Englnttring 
pTograwt, 82/10/22 PILANT, J M Mabrasha Public Pouar Diitrlct* 
2pp 15801' 399 24X Fl c (it, 90-299, 92/10/32. 8210260290 


—8210260301 IE Sifaguardt Rapt 90-290/02-28 on 020830-0901 Non comp 1 lane a 
notid. data! la ulthhald <raf lOCFR^S 21) 

CALOIfELLiR A , KELLY, J A F. fttglon 4. Offlca of Dirtetor 
82/10/14 Ip. 19001.360 24X Flcht' 50-298, 82/10/22. 8210260298 


P Qptrablng llctnti ataga docuffltnta 6 corraipandanct 


6210120904 Ftruardi ordir mtdifglng 810113 ordar. • x ttnd Ing compittlon 
data for Initallation af plant moda naidarf to comply u/ 

NU(IE0-0661 1 App A to atari of fuil Cvla 9. 

VASSALUD.D, 8, Optratlng Riictert Branch 3 82/09/19. PIUANT.JH. 

Nabritta Public Pobrtr Diatrlet. 2pp. 19604:209 24X 

Flcht: 80-298. 82/09/19.8210 1 20904. 


--92101S0590 Ordar nodlfijlng 810118 ordar. titanding conplatlon data for 
Inttt nation of plant modt natdid to comply u/NURE0-066li 
App A to ftart of Full CycU 9. 

SISEf^HJr. D. 0. OtvHUn of Lleintlng. 02/09/19. Nabraak a Public 
Powir Diltrlet, opp. ie684!Sli. a4X Flcht: 80-298. 82/09/1 9; 
0210120984. 


8210270308 Itifor/nt that Intigratlon of NUREO-0737. Itim II. K,3, 27 
"Common Rtf Lavtl^ li ItOA 1.0.1. ^'Control Room Dtilpn 
RfvltUj " par util 820930 eoinmUiriffnt uJll tllAlnata optrator 
eonfutlon rtaultlng from changing wattr Itval. 

VABBALUOiO. 0. Optritlng Rtaetcri firaneh 2. 82/10/12. PILAMT. J.H. 

Ntbraika Foblle Foi/tr Olitrfet, 2pp. 15036:337. 84X 

FI eh 11 00-298. 82/10/12. 0310270308. 


8210260217 Formarda raiponat to NRC 020009 Ifcr foruj-ard inp rotici ai 
violation t prop-oaad Impoaitlon of civil pinalttj t< ordtr 
modifying llcanta Magnitude of anforcemani action not 
uarrantad 

JG(4E6. C R Nabraika Public Pouar Dxitrict 02/10/07 DEVDI.mj- /■ 
OlractOT'a Offica. Offlca of Inapactlon and Enforcarntnt ' 

15804 081 24X Ficha 50-290,82/10/07,5210260217 


0208190230 IE Oullatln 02-03, "Btraa* Corrosion Cracking in Ihiti 
Wal 1. Large-Ol ama tar, Stainlass Stael, Rac ircu lat i an Suf 
Piping at DWR Plants " Sve list ancl 

DEYOU'NO.R C Dlractor'i Dfficti Offica of Inspactlon and 

Enforcamant 62/10/14 Consolidated Edison Co of Ktu Vorl 

Xl5pp 15010 125 24X Ficha 50-000.02/10/14.8206190230 


0210220130 Act racaipt gf 820910 ltr informing NBC of step* intn ti 
correct violations noted in IE Insp Rapt 50-S7g/gs-t6 
HAOSEN,0 L Division of Risidant, Raactor Project f, Enpisufir# 
Programs 02/10/14 PILANT.J M Nabraska Public Powtr Dlitrlcl 
ip 15778 lie 24X Flcht 50-290, 02/ 10/14. 8210220130 


-8210220136 Raspondt to NRC 020013 ltr re vtalatici)i noted IE 1 
Rapt 50-298/02-16 Corractlva actions antrg uays into ' 

affactad araa poatad, loctad or obsarvablt to radiographtr 
DisclpLinarg action taken ra Procadura 7 4 4,n«visJon 12 
PILANT, JM Nibraika Public Powar District 82/09/10 

HADBEN, 0 L Division of Rasident, Raactor Projrct t Enajrairirj 

Programs 3pp 15770 119 24X FI eha 50-290. 02/ jo/ 14 , a 2 lD?;:iy 


8210260328 Feriaards ravlsions to 920329 Raliaf Raquatts RP-02 t P?" ^ 
ra Insarvlta Insp/testlng raquirafflints for pumps it vaJvai 
PfLANT, J M Nabraska Public Pcjutr District 62/10/19 
VA88ALL0# D B Oparatlng Reactors Branch 2 4pp 19799 344 ri: 
Ficha- 90-290, 02/10/19,8210260328 


8210260290 Foruards IE Befaguards Insp Rapt 50-290/82-20 on 
820830-0901 Notlct of violation wlthhald irmf iOCFF}73 Sli 
MADSEM, 0 L Dlvlllon of Residant. Raactor Pro|act 4. EnclnterLii 
Programa 02/10/22 PILANT, J.M Nabraska Public Poutr OLslfdlt 
2pp 10801 398 24X Flche 50-290.82/10/22,0210260290 


—8210260301 IE Safa guards Rapt 50-298/82-28 on 820830-0901 NsnctTi 
notad' dttal 1% u/ithheld (rtf 10CFR73 21) 

CALDUEUL. R A. . KELLY. J A F Region 4. Office of DLrecicr 
82/10/14 Ip, 19801 360 24X Ficha 50-299. 02/10/28. 


6. Reportable occurrincas. LERs 1. related cor rttpondanct 


8210010008 fteffponiii to FOIA request for 19 categories of docuniMi'i 
nuclear reeetqp events $< safety problems Forwards docunpnii 
JIatad in App A 

FELTON. J M Dlvlalon of Rules and Records 02/O6/2B UIitLirli 
•Critical Jiaet Energy Project. lOpp 15727.009 24X 

flche; 90-000. 82/06/28, B2 10010008, 


6210280264 Submltl update ta 820416 respbnii to Oenerlc Ltr B2-09i 
confirming opiribiLlty li initellatlon of poat-THl 
fiquiramfnt per NUftE0-0737i Lben ILF. 1 re eccldint 
fflonltarlng Initrumintatlehi noble get k Iodine gartleulati, 
FlLANTrJ.M. Nebratka Public Power Dlitrlet. 62/10/18. 

0. 0. DlWeien pf LiCfneing. Ip. 19776.' 028. IMX 
Flehai 90-296» 68/10/ 1618210220894. 


8210960328 Foruardi reviflbni to 6203S9 Relief Reguettt RP-03 |i flP-04 
re IniiPvUe Inep/tetUng requlrtiiitnte for punpt 1. velvet. 

FILANT. J.H. hlebraiba Public Pfluir 01 itrlct. 82/10/19. 

VAiOALLO. 0. a, Operating Reickori fl finch 2. 40a, i07?P(344. 84X 

Fichu B0-898< 88/10/19.8210260328. ^ 


8210890323 eubmits duitlf leetinn fer cenblnuetf riant epiretlon re OE dc 
ACbar cpiitral lire, fall ura ef 06 eon^rolUrM due te berth 
environ uiU net affiek tafi ihutdown. Centr tlLert will 
JAFFA*# tabitfer terl Jy after fjrptfeur# *e pedlatitfir deie. 

PlLAN?i«i. H. Nibrecka Public fewer DIe-irIct. 68/10/22, 

VABIALLO. D. B. OptPiklng Reaetoff Branch 8. Ib, 19893:066, 24); 

FI Che; 90-298^ 18/ 10/22,02 10290383, 


0. Intpictlen ftpartei iK Bullftlni 8 cerfiipendanct 


*■ ’‘•'•“ni k DiiUd,,. 1-18# 

lABlanb tiidi," 0ve Hit inci, 

08/10/06, aonteliefaiid Edlien Oe, of Neiy York. 66ee. 19761*290 

SAX Ficlif;90*-0e0/ 00/10/06. 0200190203. ™ 


DOCKET 90-301 POINT BEACH NUCLEAR PLANT. UNIT S 
F. aeeurlty* medical, emergency |< flrt prutectlun plans 


9210040119 Dlicuseee revision of plant emergency response prciil.'n 
egecifylng neceeeary precautions required before poit- 
eccident re-entry Into auxiliary bldg or facade, in respenie 
to 020914 raquaet for Info ra NURE0-0737i Itam 11 D.2. 

FAY*C,W. Mlfconiin Elaetrlc Power Co. 82/09/24 DENTON, H * 
Office cf Nuclear Reactor Regulation, Director, CLAItK.F A 
Operating Reaetori Efanch 3, 2 pp 15981.201. 84X 

Fie he: 90-266. 82/09/24, 8210040H 9 


8210090278 Forwards addl info requested in NRC B2D916 teKon U 
igppoft utll 820630 App R exemption request , Eight overfiri 
drewings anc 1 . Ap erture carde art available In PDR, 

FAYfC. H. Wlsconiln Electric Power Co, B2/09/89. DENTOF.KR 
Office of Nuclear Reactor Regulation. Director CLARK.* A 
Operating Reectors Branch 3 I3ps, 19606' 047. 24X 

Flche; B0-266i 02/09/29. 8210090272. 


6210090094 Forwerdt addl Info re propoeed mode for emergsntii 
c tr. 

FAYiC N. Nlsconein Electric Power Co 82/09/30, DENTON, MB 
Offlae of Nuclear Reactor Ragulatlon. Director. I6pp k5iOJ 3 
24X Flche: 00-266. 82/09/30. 6210050054. 


6210270296 Releasee public version of revised amergancy pliik 
Impltmentlng pracedurei. 

FELTON. J.M, Division of Rules and Records. 82/10/06. 
Management Branch. Ip. 19834.001. 24X FI eh »■ 90-266. flS/lC/f* 

0210370296. 
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e^lO27025^9 Forwards public version of revised emergency plan 

Si«rp 1 emenb 1 n g procedures, me luding Procedures EPIP 1 1 re 

initial c lassi f icat ion. EP IP I 3 re estlmatjon of source 

term ■(< EPIP 1 4 re radiological dose evaluation 

FAi^p C W F/isconsifi Electric Power Co 02 / 09/10 DENTON. H R 

Office of Nuclear Reactor Regulation. Director CLARK. R A 

Operating Reactors Branch 3 4pp 15834 002 24X 

Flc^e 50-266,82/10/00.0210270256 


■^-0310270261 Public version of revised emergency plan imp lenient Ing 
prac edures. me 1 uding Procedures EPIP 1 1 re initial 
c Lass 1 f 1 c at ton. EPIP 1 3 re estimation of source term S. 

EPIP 1 4 re radialogtcal dose evaluation 

Wisconsin Electric Power Co 02/09/10 244pp 15034 OOA 2-4X 

Fjche 50-366,82/10/00.0210270256 


B31 0150471 Forwards addl mfo re 820630 requests for exemption from 
1 CCFR50 App R concerning Fire Area 9. control room & 
vertical cable trays, in response to 021001 & 06 tolcons 
H/16 aversixe drawings Aperture cards in PDR 
EAV.C H Wisconsin Electric Power Co 82/10/11 DENTON. H R 
Office of Nuclear Reactor Regulation. Director CLARK, R A 

Operating Reactors Branch 3 12pp 15734 350 24X 

Fsche SO-266. 02/10/1 1 . 021 0150471 


O Adjudicatory correspondence 


saioc> 5025 l hfemorandum order granting summary disposition of all WI 
Environ Decade issues except issue of demonstration of 
adequacy of eddy current testing tP detect cracking 
□ UaCH, P D . KLINE. J R . PAXTON. N C Atomic Safety and Licensing 
Board Pare! 02/10/Dl Wisconsin's Envi ronmenta i Decade 19pp 

I5i»l0 306 24X Fiche 50-266.82/10/01.0210050251 


BSIOSODOB? Notice of 831117-20 evidentiary hearing in Two Rlvers.Wl re 
adequacy of inservice nondestructive testing of sleeves 
pi^oposed to be used to repair corroded steam generator 
tubes prehearing conference to be held after hearing 
BL-OCN. P D Atomic Safety and Licensing Doard Panel 62/10/15 Ip 
115756 325 34X Fiche 50-266.02/10/15,0210200027 


32 10220242 Notice of relocation of 021117-20 hearing from Two Rlver&iWI 
t C3 Miluauiee.WI Limited appearance statements will be taken 
original location on 921117 

Bl^aOHi P B Atomic Safety and Licensing Board Panel 82/10/21 Ip 
15775 351 34X FIche 50-266,02/10/31.0210220242 


P Df] a rating license stage documents 6 correspondence 


33I021C009 Recommends review of design of int erconectlon between 
r-edundant safety-related electrical load groups Design 
sifiouid be modified to assure full compliance w/Rag Guide 
1 .6 

mCHELSON.C Director's Office 00/06/27 DENTON. H R Director's 
Office 2pp 15782 20S 24X Flche 50-266.80/00/27,0210210009 


GSI.OOIOOO0 Responds to FDIA request for 19 categories of documents re 
nuclear reactor events St safety problems Forwards documents 
li-sted in App A 

PELTDN. J M Division of Rules and Records 82/06/26 UDELL. R A 
C-ratical Mass Energy Project tSpp 15727 005 24X 

Picbe 50-000,02/06/26.0210010008 


300214-0204 Forwards evaluation of proposed Tech Specs change to operate 

facility at 2250 or 2000 psia Proposed changes are 
■acceptable U/o end 

CHECK. P 5 Reactor Safety Branch 79/12/26 9CHWENCER, A 
Operating Reactors Branch 1 (Pre 800420) 6pp 15727 030 24X 

Fjche 50-000.02/06/28.9210010000 


3310070007 Responds to FOIA request for eight categories of records re 
a fc«am generators fc steam turbines App A documents provided 
in R Udell FQIA Request 01-313 Forwards documents listed m 
App B 

F3<^T0Nr J K Division of Rules and Records 02/08/10 LONG. D J 
Winthropi Stimson. Putnam $. Roberts 9pp 15645 063 24X 

F' i c h e 50-000, 02/00/ 1 Or 02 1 0070007 


- — B| 10290050 Advises that technical reviewers providing input for SER 
^rust be available to testify at 011029-31 hearings Schedule 
It agenda info end 

CCARKrR A Operating Reactors Branch 3 81/10/20 MURPHVrE ^ 

N^HEKtAS. J . MQ. T NRG - No Detailed Affiliation Given 3pP 
X S645 271 24X Fiche 50-000. 82/06/10. 0210070007. 


3 X 10300460 Requests evaluation by 611023 of util 810702 appllcetlon for 

license amend to permit steam generator tube sleeving Info 
to b« presented at ASLB 811029-30 hearing 

COLBORNtT 0 Operating Reactors Branch 3 01/10/19 BALLARD* R.L 

Environmental Engineering Branch Ip 15645 S70 24X 

F-icha 50-000,82/08/10.0210070007 


8210040414 Forwards Amends 63 U 68 to Licenses DPR-24 t< DPR-27, 
respectively, safety evaluation *< notice of issuance 6 
availability Amends revise inservice Insp Tech Specs 
CLARK. R A Dperating Reactors Branch 3 B2/D8/31 FAY, C W 

Wisconsin Electric Power Co 5pp 1 5S97 134 24X 

Fiche 50-266.82/08/31,0210040414 


— 0210040420 Amends 63 & 6B to Licenses DPR-24 U DPft-27. r espic t Iv* ly. 
revising language of Tech Specs re inservice insp 
requirements of safety class components to conform 
W/10CFR50 55 

CLARK, R A Operating Reactors Branch 3 82/00/31 I6pp 

15597 139 24X Fiche 50-266,02/00/31.0210040414 


— 0210040425 Safety evaluation supporting Amends 63 tc 69 to Licenses 
DPR-24 V DPR-27, respectively 

a Office of Nuclear Reactor Regulation. Director 82/00/31 4pp 
15597 155 24X Fiche 50-266.93/03/31.0210040414 


— 0310040427 Notice of Issuan-ce & availability of Amends 63 Sc 66 to 
Licenses DPR-24 & DPR-27, respec tive ly 

CLARK, R A Operating Reactors Branch 3 02/00/31 3pp 

I5S97 179 24X Fiche 30-266.83/08/31.0210040414 


8210030005 Advises that error analysis of reactor vessel water leva] 
instrumentation sys requested In NRC 820619 I tr will be 
available by 830115 

FAY. C W Wisconsin Electric Power Co 02/09/29 DENTON, W R 
Office of Nuclear Reactor Regulation. Director CLARK. R A 
Operating Reactors Branch 3 Ip 15605 208 24X 

Fiche SO-266, 02/09/29, 82100S0005 


8210050055 Forwards info requested In NRC 620630 Itf re implementation 
of TMI Item 110 2, ''Post-Accident Sampling Sys " Addl 
requirements re backup power sources for lab are beyond 
scope of original NUHEG-0737 Implementation schedule 
SWRSTEIN, 8 Wiscons in El BC tr Ic Power Co 82/09/30 DENTON, H R 
Office of Nuclear Reactor Regulation. Director CLARK. P A 

Operating Reactors Branch 3 iSIpp 15603 307 24X 

Fiche 50-266,02/09/30.8210050055 


8210050222 Application to amend Licenses DPR-24 fi< 0PR-27i revis i ng spent 
fuel pool poison surveillance specimen location & clarifying 
conditions for operating power-operated relief valves 
FAY. C W Wisconsin Electric Power Co 82/09/30 DENTON. H R 
Office of Nuclear Reactor Regulation. Director. 3pp 15609 056 
24/ Fiche 50-366.82/09/30.8210050222 


— 8310050231 Proposed Tech Specs revising spent fuel pool poison 
surveillance ipecimen location it clarifying condition for 
operating power-operated relief valves 

* Wisconsin Electric Power Co 02/09/30 3pp 15609 059 24X 

Fiche 50-266,82/09/30.8210030232 


8210290426 Forwards Amends 64 4. 69 to Licenses DPR-24 6 DPR-27 1 
respectively, safety evaluation notice of issuance 6 
availability Amends modify operation S, surveillance testing 
requirements of containment purge supply & exhaust valves 
CGLBURNtT 0 Operating Reactors Branch 3 02/10/04 FAY. G W 

Wisconsin Electric Power Co 4pp 15063 143 24X 

Fiche SO-266. 82/10/04. 0210290426 


— 0210290431 Amends 64 It 69 to Licenses DPn-24 tt DPR-27, reipec t ive ly. 
modifying operation & surveillance testing requirements of 
containment purge supply it exhaust isolation valves h 
terminology of Tech Spec 15 4.4 on testing. 

CLARKtR A Operating Reactors Branch 3 02/10/04 12pp 

15963. 184 24X Flche 50-866.82/10/04*0210290426 


‘8210290436 Safety evaluation supporting Amends 64 6 69 to Licenses 
DPR-24 It DPR-27. respec tively 

a Office of Nuclaar Reactor Regulation, Director 82/10/04 5pp 
15063 146 24X Flche 50-266* 92/10/04,8210290426 


— 8210290441 Notice of issuance & availability of Aihetids 64 h 69 to 
Licenses DFR-24 4 DPR-27, respective ly 

CLARK* R A Operating Reactors Branch 3 82/10/04 8pp. 

15063 151 24X Flche 50-266,02/10/04.0210890426 


0210190284 Advises of mod to RC8 gas vent sgs to prevent operation of 
power operated valves during normal plant operation, per 
821012 telcon Physical restreining device fitted on «r over 
valve operator switch 

FAV.C W Wisconsin Electric Power Co 82/10/15 OENTON.H, R 
Office of Nuc lear Reactor Regulation. Director ^CLARK. R. A 
Operating Reactors Branch 3 lj> 15742-177 24X 

Flche 90-266. 02/10/19.0210190204 
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ea 1027059^ Foruards Amende 65 8t 70 to ClcensB^ DPfl->2« h DPIl-27. 
rospBc 1 1 volgi e-^aluation & notico of ifi«uance & 

availoti i 1 itg Amohd anoii;^ rslaiation o-f monthly turbino itop 
?4 aovornor valv* t*<fcs duTirvj end of c^cIb operatton 
COLBURN. T 0 apoTating Reaittore Branch 3 82/lO/IS FAY.C M 
Wiicotiiin Electn-c Pauer Co 3pp 1 5B3£ 31A S4}( 

FiChB 50-266. 82/10/13. B2 10270294 


— 8210270397 Arvendt 65 6 70 to LiCBniai DPfl-24 & DPR'*27. rupect i veli|. 
allowing ralaiatlon of nonthli^ turbine sto-p S« gov«Tna^ vaive 
tilts during end of ci/cle operation 

CLARK, R A Operating Reattorl Branch 3 82/10/15 7pp 

15836 319 24 X Fiche 30-266.62/10/15*0310970294 


— 8210270302 Gafet*^ evaluation supporting Afnehda 65 K 70 to Llcanses 
DPll-'24 it PPR-27. respectively 

■« Office of Nuclear Rfactor Regulation. Director 02/10/15 2pp 
IS836 3SS 24X FUhe 50-266.82/10/15.6210270294 


0EO727O179 "Shaking Table Study of Single-Story Masonry liouies.Vj] i 
Test Structure* J & 2 " 

OULKAN, P , MAYES. R L . CLOUGH. R U California. Univ of Berlin 
UCDy£EftC-7 9/23 VOl 79/09/30 375pp Available at mCS ' 

09152 277 24X Fich# 50-266.01/07/17.8107270156 


— 01O727O1B2 "Shaking Table Study of Single-Story Masonry Houitiiyoia 
Teet Structure* 364" * 

QULKAN, P . MAYES. R L . CLOUGH. R U California. Unw ol, 
UCO/EERC-79/24 V02 79/09/30 300pp 09153 i04 24x * 

Fiche 50-266,81/07/17.8107270156 


—8107270185 "Shaking Table Study nf Bingle-Stofy Masonry Hausci.Vik ] 
Sunmarg. Can c lus lone h Recommendations " 

CLOUOH. R W , MAVE3.R L , CULKAN. P California. Univ of, Derki^. 

UCO/eERC-79/25 V03 79/09/30 llOpp Available at WTIG 

09154 078 24X Fiche 50-266.81/07/17,8107270156 


— 0210270303 Notice of iiiuance 6 availability of Arnenda 65 i 70 to 
Licinset DPR-24 & DPR-27, resp icttve ly 

CLARKiR A Operating Reattori Branch 3 62/10/15 2pp 

13836 327 24K Fiche 50-266,82/10/15.8210270294 


— BI0727019B "Cyclic Shear Tests of Masonry Piers. Voi } 
MAYES. R L . OMATE.Y . CLOUGH, R W California. Univ 
ECflC 76-e 76/03/31 lOSpp 09154 182 24X 

Fiche 50-266.01/07/17,0107270156 


- Tjeit Pttvin ■ 
of, Beriilif 


0210260476 Application to araird Licenses DPR-24 6 OPft-27. revi i i ng Tech 
Spec re administrative control of high radiation areas 
FAY.C U Uiscontin Electric Pouar Co 02/10/19 DENTON.H R 
Office of Nuclear Reactor Regulation. Director 2pp 1SS06 233 
24X Fiche 50-266,02/10/19.0210260476 


— BI07270191 "Cyclic Shear Tests of Masonry Piers. Vol g 
Test Results " 

MAYES. R L . OMATE.V , CLQUOH. R W California. Univ 
EERC 76-16 76/06/30 7app 09154 208 24K 

Fiche S0-Z66, 81/07/17.0107270156 


- Analy list* 
of. Oitirlsi 


— 0210860479 Proposed Tech Spec changes incorporat ing ravisiont re 
admin i strat ive contra! of high radiation areas 
• Uisconsin Electric Pouier Co 02/10/19 Ip 15806 235 24X 

Fithf 50-266.02/10/19.8210260476 


— 8107270194 "Strength nf Timber Roof Connections Bub«ectii] lo Cuciic 
Loads " 

OUUKAN.P , MAYES, n L , CLOUGH. R W California. Univ of, Oira.'^ ‘ 
UCB/EEftC-7B/l7 70/07/30 I7lpp 09155 005 24X ' 

Fiche 50-266.81/07/17.0107270156 i 


&210280295 Application to amentl LItensas OPR-24 6 DPR-27. ■changing Tech 
Specs re retiu irements for periodic leakage rate testing of 
containment airlock door* Class I tt 11 amend fees enc] 

FAYrC U Ui scons in Electric Power Co 82/! 0/21 DENTON. H R 

Office of Nuclear Reactor Regulation. Director 3pp 1S037 272 
SAX Fiche' SG-S66. B2/10/21 , 8210500295 


—0810200296 Tech Spec Change R 0 (iuest 02. changing requirement* for 
periodic leakage rate testing -of containment air lock doors 
♦ Wisconiln Electric Power Co 82/10/21 4pp 15037 275 24X 

Fiche 50-266.02/10/21.0210200295 


—0107270196 "Literature Survey Transverse Strength of Masonfu Willi - 
OMATE.Y . HAYES. R U . CHEN. S J California. Univ of, DrrMlit 
OCIl/EERC-77/07 77/03/31 I49pp 09155 140 21 X 

Fiche 50-266.01/07/17,0107270156 


— 8107270190 '’Literature Survey Compres s i ve, Tensl le, Dond 6 flhsar SlH- 
of Masonry " 

MAYES. R L , CLOUQK.R W California. Univ of. Derkaley Etfl'C 
75-15 75/06/30 2l2pp 09155 206 a4X Fiche 50-266. QWOf/li 

8107270186 


0210290294 Provides, results of confirmatory analysis demons trat tng 
that unacceptable radioactive release from containment 
would not take place as result of small break LQCA in which 
operator action required Radioactive release neglipibie 
FAY.C W- Wisconsin Electric Power Co B2J 10/32 CLARK. R A 
Operating Reactors Branch 3 ip 15053 135 24X 

Fiche 50-266.82/10/22,8210290294 


0 Inspection reports, IE Bulietine U correspondence 


01-O7a7O156 Forwards addl info in response to IE Bulletin 00-11 re 
masonry walls Thirteen repts <c 109 overslie drawings end 
Aperture cards are available in PDR 

FAY, C, W Wisconsin Electric Power Co. 01/07/17. DENTON, H R 
Office of Nuclear Reactor Regulation, Director. CLARK, R Dpepatsng 

Reactors Branch 3. I9pp> Available at NTIQ 09151.026 24X 

Fiche 50-266,81/07/17.8107270156 


--8t07270J99 "8 tate-of-the-Ar t in Seismic Shear Strength of Meic-iJ 
Evaluatiun Review " 

KAVE$« n L < CLOUGH, R H California, Univ of, Oerteliy Xfh. 
75-ai 75/10/31 I47pp 09156 135 24X Fiche 90-266. i)l/OJ/M 

8107270156 


0210070007 Responds to FOIA request for eight categories of rirBrfi''i 
steam generators 6 steam turbines App A documents provldej 
In R Vdell FOIA Request 01-313 Forwards documents listed fh 
App fi, 

FELTON. J f1 Division of Rules and Records 02/00/10 LONG. D d 
Winthrop. Stlmson. Putnam Roberts 9pp 15645 063 24K 

Fich* 50-000.02/08/10*8210070007 


—8210070139 Forwards tabulated data on steam generator imp i muir 
fa-cllitiei Data should be provided to llcenstee 
IPPOLlTD.T Operating Reactor* Assessment Branch 02/0-1/Gl 
VAROA,B Operating Reactor* Branch 1. 5pp 15649 131 Jlr 
Fiche 50-000.82/08/10.0210070007 


—8107270161 "Modal Contribution bo Dynamic Analysis Raaulti " 

e Computech Englneerins Bervices, Inc R 993 02, 81/07/31 U5pp 

09151' 045 24X Fiche 30-266,01/07/17,8107270156 


-0107270166 "CytUc Loading Tests of Masonry Blngle Piars.Vel 1 - Height 
to Midth Ratio of a " s » yn 

HIDALOO.F A , MAYEG, R, L , HCNlVENiH 0 California, Univ of, 

Rtrkelay UCB/EERC-7B/a7 VOI 7B/U/30 I4lpp Available at 
NflB 09151* 138 24X Fiche 50-266,81/07/17,8107270156 


— 8107270U9 ^Cyclic Loading Test* of Masonry Btngte Piers. Vol 2 - Height 
to Width ftatio of 1. " 

CMEN,fi J , HIDALOQ.P A . MAYES.R L Cell f urn ia, Univ of. 

Berkeley, UC B/EER 0-78/28 V02 78/12/31. leapp 89151 290 24X 

Ftc he, 50-266. 81/07/17.0107270156 ^ 


— 8210D70172 Foruerds info re steam generator integrity L Infsel-i 
operating PWRs.per 750320 & 21 requests Details of Irtiis. 
including defect indications, tube plugging criteria 6 Ukti 
plugged will not be provided except for Point Beach I 
OOLLER.K R Division of Reactor Licensing <NRR-i973 oniil 
75/03/24, MACCARY.R.R Division of Technical Review IHPJ!-1411 
only! 5pp 15645 196 24X Fiche 50-000. 02/00/10. OJ 10070007 


0210040414 Forwards Amends 63 it 60 to Licenses DPR-24 fc DfJl'JT, 
Tispec t ivaly, safety evaluation ti notice of issuance t. 
availability Amends revise Inservice insp Tech Bpecs 
CLARKiR A Operating Reactors Branch 3. 02/00/31 FAV.'C U 

Wisconsin Electric Power Co Spp 15597 134 24X 

Fiche* 50-266 j 02/00/31.8210040414 


8107270174 "Cyclic Loading Tests of Masonry Blngla Piers, Vol 3 - Htiaht 
to Width Ratio of 0 5,"^ 

HIDALGO, p A , MAVee.R L , MCNIVEM, H 0 California, Vniv of, 

Berkeley UCfl/EEfiC-7?/l2 V03 79/05/31. 154pp Aval lab I* at 

09150 124. 24X Fiche* 50-266.01/07/17.8107270156, 


NTIS 


—0210040420 Amends 63 $« 68 to Licenses DPR-24 b DPR- 27 , 
revising language of Tech 9pec* re inservice insp 
requirements of safety class components to conform 
w/lOCFRSO. 55 

CLARK. R. A Operating Reactors Branch 3 02/08/31 Ibff 

13997 139 24X Fiche, 50-266. 82/08/ 31 . 0210040414 


<--0210040425 Bafety evaluation supporting Amends 63 1, 60 to til '*’’**^ 
DPR-24 6 DPR-27. respectively, 

a Office of Nuclear Reactor Regulation. Director 02/00/31 
13397'195. 24X Fiche 50-266.82/08 /31,0210040414 
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■P20i21057l ’"Point Qsach Nuclear Plant Unitt i & Z Iniervice In»p 
Program Technical Evaluation Ropt '* 

^ Science Applications. Inc NRC-O3-B2-096 8AI-106-OSa-SS 
B2/04/15 NRC - No Detailed Affiliation Given 20pp 
15597 159 24X Fiche 50'366i 03/00/31 . B21 00404 14 


--PS 10040427 Notice of issuance 8< availability of Amends 63 tc 68 to 
Licenses OPR-24 ft DPR-27/ respec tive ly 

CLARP ► fT A Operating Reactors Branch 3 03/08/31 3pp 24X 

Ficha 50-366. 82/00/31 1 8210040414 


0310050186 Forwards IE Insp Repts 50-266/83-13 8< 50-301/02-12 on 
020303-04 ft 0615 ft notice of violation 

^'FPPLER.^ 0 Region 3. Office of Director 02/09/15 BURSTEIN* 8 
Wisconsin Electric Power Co 3pp 15611 113 34X 

Fiche 50-266.03/09/15.0210050186 


'83t005Dl'94 ^lotice of violation from insp on 020503-04 ft 0615 
PEPPLEfl.J G Region 3. Office of Director 03/09/15 3pp 
15611 1(8 24X Fiche 50-266.02/09/15.8210050106 


— 6210050205 lE Insp Ropts 30-366/82-12 ft 50-301-82-12 on 020503-04 ft 
D615 Non c onp I i anc 0 noted failure to control access to high 
radiation areas ft failure to follow approved procedures 
LOVENDALEi P C . HAGUE, ft L . GREGER. L R Region 3. Office of 
Director 03/07/13 8pp 1561 1 121 24X Fiche 50-266.02/09/15, 

8210050106 


6210050256 fteq.iiests relief from A8ME Section Xliinservlce Insp 
requirements re frequency of reactor vessel interior exam 
FAy. C II (lisconsin Electric Power Co 03/09/29 DENTON. H ft 
Office of Nuclear Reactor Regulation. Director CLARK. R A 
Operating Reactors Branch 3 4pp 15610 386 24X 

Fiche 50-266. 02/09/29. 8210050256 


0210190669 Forwards IE Insp Repts 50-266/B2-20 ft 50-301/02-80 on 
020914-S6 No noncompi lancc noted 

LITTLE. IJ S Division of Engineering ft Technical Programs 02/10/04 
OlrRSTEZN.S Wisconsin Electric Power Co 2pp 15730 153 24X 

Fiche 50-266.02/10/04.8210190669 


— 6210190675 IE InSp Repts 50-266/02-20 ft 50-301/83-20 on 820914-16 
No nonconp I lance noted Major areas inspected surveillance 
ft calibr procedures ft performance history 

HAS5E. R A . PESCHEL.J M , HAWKINS. F C Division of Engineering ft 
Technical Programs 82/09/29 4pp 15738 154 24X 

Fiche 50-266.82/10/04.0210190669 


D20St90233 IE Info Notice 80-35. Suppl 1. "Leaking ft Dislodged 1-125 
Inplant Seeds " Bvc list end 

CDBB.t ] Division of Fuel Facilities. Materials ft 8afeguards 
62/10/06 Consolidated Edison Co of Now York 66pp 15761 250 

24 « Fichc 50-000.82/10/06.8208190333 


02OB19O23Q IE Bulletin 02-03. "Stress Corrosion Cracking In Thick- 
Hal J . Uarg e-Di ameter. Stain less Steel, fiec irco latlon Sys 
Piping at DWH Plants •' Svc list end 

DEVOUNO.R C Director's Office, Office of Inspection and 

Enforcement 82/10/14 Consolidated Edison Co. of New York 

nSpp 15010 135 34X Fiche 50-000.02/10/14.8208190230 


R Periodic operating reports ft related correspondence 


eSlOlSOlSO Forwards monthly operating repts for Sept 1902 

FAY.C W Wisconsin Electric Power Co 82/10/11 Office of 
tJuclear Reactor Regulation. Director Ip 15697 074 24X 

Ftche 50-266 . 82/10/11.8210150150 


— ES1O1SO150 Monthly operating repts for Sept 1982 

FAY. C M Wisconsin Electric Power Co 82/10/04 8pp 15697 075 
34X Fiche 30-266.02/10/11.8210150150 


5 Rep-ortable occurrences. LERs ft related correspondence 


BSllOlSOSEO Advises that operator action necessary to protect BfcW plants 
■from excessive feedwater transients BftW plants do not employ 
high steam generator level turbine or reactor trips to 
p-rotect against transients 

CRE&WELl.. U S Director's Office. 00/09/12 MICHELGON, C, 

Director's Office 34pp I56B9 206 24X Fiche 50-327.80/09/12, 

0210120380 


??I0060325 Forwards updated LER a2-005/01T-0 

FAY.iC W Wisconsin Electric Power Co 82/09/20, KEPPLER. G. 
fte-gion 3. Office of Director Ip 15616 022 24X 

Fiche 30-30 1 . 02/09/20. 821 006032S 


—0210060333 Updated LER 82-003/0IT-1 on B20727. d i scovered 2 of 3 level 
instruments on C boric acid storage tank powered from common 
source Cause not determined due to poor early maint of 
documents Wiring corrected 

FAY, C W Wisconsin Electric Power Co 02/09/20 Region 3. 
Office of Director 5pp 15616.023 S4X Fiche 50-301.82/09/20, 
8210060325 


T Hearing transcripts on non-ant 1 true t matters 


8210080052 Transcript of B21006 telephone conference to discuss 
rescheduling of hearing in Wash ingtan# DC Pp 1.342-1.352 
« Atomic Safety and Licensing Board Panel 82/ 10/06 I2pp 
15643 204 24X Fiche 50-266.02/10/06.0210080052 
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F Security, medical, emergency ft fire protection plans 


8210270227 Forwards IE Safeguards Insp Rept 50-302/02-17 on 820706-09 
ft notice of V iolat i on. Not i ce of violation ft rept details 
withheld Irof 10CFR73. 21) 

LEUIS. R C Division of Project ft Resident Programs 02/07/26 
HANCOCK. J A Florida Power Corp 2pp. 15823.007 24X 

Fiche 50-302, 02/07/26.0210270229 


—021027033? IE Safeguards Insp Rept 50-302/02-17 on 020706-09 
Noncompliance noted failure to Initiate adequate 
compensatory measures Details withheld (ref 10CFR73 31} 

PERNV. C I NCOUIRE. D R Division of Engineering ft Technical 
Programs 02/07/22. Ip 15023 009. 24 X Fi c he, 50-302. 02/07/26. 

8210370229 


8210260370 Ack receipt of 820025 Itr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Rept 
50-302/03-17 End containing safeguards info withheld <ref 
10GFR73 21) 

LEWIS. R C Division of Project ft Resident Programs 82/09/17 
HANCDCKr J A Florida Power Corp 2pp, 15804 2S5 84X 

Fiche 50-302,02/09/17,8210260370 


— 8210260377 Forwards response to NRC 020726 Itr re violations noted In 
IE Eafaguards Insp Rept 50-302/02-1 7. Data i Is withheld (ref 
10GrR73 21 ft 10CFn2 790) 

OAYWARD.P Y. Florida Power Corp 82/08/25 O'REILLY. J P Region 
3. Office of Director tp, 15004 257 24X Fiche 50-302,03/09/17. 
8210260370 


0210010379 Ack receipt of 820907 Itr informing NRC of steps taken to 
correct emergency planning deflclenclas noted In IE Insp 
Rept 50-302/03-00 

LEWIS. R C Division of Project ft Resident Programs 82/09/30. 
HANCOCK. J A Florida Power CoTp tp> i557a'053 24X 

Fiche 50-302, 82/09/20,0210010379. 


8210010044 Act receipt of 020901 Itr Informing NRC of steps taken to 
correct emergency prepare dness deficiency noted In IE 
Emergency Pre paredness Appraisal Rept 50-302/01-14 
LEWIS. R C Division of Project ft Resident Programs 82/09/22. 
HANCOCK, J A. Florida Power Corp tp 15565*320 24X 

Fiche 50-303.82/09/23,8210010044 


— 0210010049 Responds to NRC 010911 Itr re emergency preparedness 
dsficiencg noted In t£ Emergency Preparedness Appraisal 
Rept 50-302/01-14. Corrective actions nau meteorological 
tower to be built west of plant. 

MARDie.D 0. Florida Power Corp. 02/09/01 O'REILLY. J.P Region 
2. Office of Director Ip 1S565 321. Z4X Fiche. 50-303. 02/09/32. 
8210010044 


82t0360-0-OS Releases public version of revised radiological ertergency 
response plan 

FELTON. J. H Division of Rules and Records. 02/10/05, Document 
Management Drench. Ip. 15811,001. S4X Fiche 50-308,02/10/05. 
8210260008, 


— 0210260010 Forwards public vert Ion of Revision 1 to radiological 
emergency response plan, in response to NRC 820408 Itr 
BAYMARD.P Y. Florida P r. war Corp. 02/09/20. □'REILLY, J. P. Region 
2. Office of Director tp 1501 1 002. 24X Fiche: 50-302, 83/10/03, 

0210260008 


— 8210260012 Public version of Revision 1 to radialegtcal emergency 
response plan. 

■e Florida Power Corp. 83/08/27, 3aBpp. 1501 1 003 S4X 
Fiche: 50-302,82/10/05.0210360000 
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S210260309 Ack rBC*-ipt of 621015 Itr iitforiaing NRC of ^tepc tal tn to 
cortvct violations notvd in IE Safv^uards Insp Rapt 
50-302 7 

LEUISi R C Division Proirct & Rtsidant Programs 62/10/2-2 
MANCOCKi J A Florida Ptvar Corp Ip 15602 361 Z4X 
Flcha 30-302,62/10/22.021026030*? 


6210260436 Foruardi revision to 020219 submittal ra caltuUlJon t 
fliaaturamanis of bus valtagas used to demonitreta adeouiru * 

o# ilectrieal distribution sgs ^ ^ 

DAYNARD»P Y Florida Power Corp 02/10/19 9T0LI, j F □atr-^kin 
Raactors Branch 4 4gpp 15806 246 24J< Ficbo 50-302. ' 

0210260436 


—0210260310 Respond* to KRC 020917 Itr ra violations noted in IE 
Safeguard! Intp Rapt 50-302/02-17 Corrective actions 
withheld tref 10CFiR2 790 6 10CFR73 211 

BAYMARD.P Y Florida Power Corp 62/10/19 0 'REILLY, J P Reg&on 

2, OFF ice of Director Ip 15902 362 24X Flche 50-302,82/10/22. 

0210260309 


0210260422 Renueiti concurrence u/interim plan to maintain ijnji *1.1 
For chemistrg control In once-through steam genaratohi In 
high etiergi| line state during each startup until Refurl V 
Condition reported in LER 82-058 Amend Fee will he sent 
BAYNARD,P Y Florida Power Corp 82/10/22 STOLZ.J F Oeriibipj 
ReactOTi Branch A 2pp 15806 312 SAX Fiche 50-302. ^ 
ao-inOAna:>:3 «•.> 


P Operating license stage docuioents 4c torrespordenc e 


8210100010 Forwards req.uett for addl info re UnresaWed Safety tssue 
B-24 re operability of purge valves 

8T0LZ.J F Operating Reactors Branch 4 02/09/20 -KAHCOCK. J A 
Florida Power Corp 7pg 15717 393 24X Flche 50-302,82/09/20, 
8210100010 


0210260454 Updates status of safe-end task force action plan Tin 
farce eqtlvltiei expected to be concluded by 021231 FinjJ 
rept t* recommended Implempntatl on plans will be submitted by 
83012 1 

DAYWARDiP Y Florida Power Corp 82/10/22 BTOLI. J F D>jfjl -« 
Reactors Drench 4 3pp 15007 120 24X Flche 90-302. 02/ iSyjJ 

8210260454 Urf/JOy// 


8210100035 Advises^ that plant emergencii feedwater automatic initiation 
It Flou indication si/s comply u/NHC long-term Safety-grade 
requirements w/eKceptlon re control room indication of 
overriding autamatlc Initiation capability 

ST0L2.J F Oparating Reactors Branch 4 02/09/27 HANCOCK. J A 

Florida Power Corp 7pp 19746 260 24X FJche 50-302,82/09/27, 

83101 BO 03S 


8210S60497 Submits responses to Enel I. Questions 1 2 in WIC QZ- 'r/j 

Ur re Generic Item 0-24, "Operability of Purge Valves " 

H/flve overslte drawings Aperture cards are available In 
POR 

BAYNARD, P Y Florida Power Corp 02/10/22 9TQLZ, J F Oeirat i 
Reactors Drench 4 3pp 15005 244 24X Flche 50-303, 03/ JO/ 


— 0208190290 “Auetliarg Feedwater Sgs Automatic Initiation Ic Flow 
Ind i c at inn . Cry eta 1 River Unit 3." technical evaluatio-n rept 
KAUOHEFI. -J E Franklin Instltute/rranlcl in Research Center 
NRC-OS-?*?-! la TER-C5237-2e2 82/00/17 KENDALL.R MRC - No 

Detailed Affiliation Oiven 16pp. 15746 367, 84X 

Flche 50-302, 83/09/27, 02 1 0 1 BO 035 


021OO6O19G Submits update to 001106 responses re interim retlabilltg 
evaluation program study rttommenda tl ons Mo further comnenii 
offer-ad 

BAYNAHOiP Y Florida Power Corp 82/09/29 STOLZ.J F Operating 
Reactors Branch 4 9pp, 15614 OlO 24X Flche 90-302.82/09/27. 
3310060 19B 


9210060263 Submits -primary test results re yearly goal for 
containment purgii-ng tiiriejper TNI Action Hem II E 4 2, 
based on data colliciad during OO-day last period which 
bega-n on 820723 

DAYNARDrF V Florida Power Corp, 82/09/29 8T0LZ,J F. Oj>i rating 
Reacters Branch 4 2pp 19621 063 24 X Fiche 50-302.02/09/29, 

081DO6O263 


8210150316 Reiiueste exemption from lOCFRSO 44 IcH3) ail > requiring 
reactor vessel haad 6igh point vent Alternative mithods 
for vent performance provided in util 010130 submittal. In 
response to NUREO -0737. Item 11 9.1 

OAVMARD.P Y Florida Power Corp ©2/10/12, 8T0LZ,J F Operating 
Reactors Branch A 3pp 15705'2B3 24X Fiche 50-302. B2 /1 0/1 8. 

0210150216 


Q Inspection reports. 1H Bulletins U correspondence 


0210000015 Addl response to FQIA request for 19 Categories ef isfs -i 
nuclear reactor events U safety problems Forwards docunents 
listed In App A Documents in App B completely withheld Iref 
FOIA Emmption S) 

FELTGM.J M Division of Rules and Records 82/07/13 UDfiL,i i 
Critical fiaat Energy Project 9pp IS665 027 SAX 
Fiche 50-000,82/07/12,0210080015 


'-B210080129 Systematic assessment of licensee performane notaj ri 
facility evaluation for Hay 1979-Apr 1980 
e NRC - No Detailad Apflllstion Given 00/04/30 Tpa 
13667 327 24X Fiche 50-000. 02/07/12, 8210000019 


0210270229 Forwards IE Safeguards Insp Rapt 50-302/02-17 on ? 

6 notice of violation Notice of violation t. rept dftalli 
withheld Cref 10CFR73 21) 

LEWlStR C Division of Project S< Resident Programs Q?/C7fti 
HANCOCK, J A Florida Power Corp 2pp 19823 00-7 8ilC 
Ficha 90-302,82/07/26,8210270329 


— 8810270239 IE aefeguards Insp Rept 90-302/02-17 on 0,^0106 0? 
Noncompliance noted failure to Initiate adequate 
compeniatory measures Details withheld iref lOCFft73 21 1- 
PERKY, C,. MCOUIRE, D R Division of Engineerino 8. Tachnlctl 
Program* 82/07/22 ip 15033 009 24X Flche 50 303.O?^'.i 

8210270229 


0210190691 Provide* addl info re dose calculations for NURE8-0737, Item 
ir 8 S. " Design of Plant Shielding tr Environ Qualifications 
of Equipment for 0paces/6y* Which Hey Be Used in Post- 
Accident ©peratlons ” 

Y Fl&rida Power Corp 02/10/12 BT0L2.U F Oparating 
’ranch 4. 2pp 15736 201 24X Ficha. 90-302, 02/10/ 18, 


'^ern wort schedule re NUR £0-0630. 

‘lodel* for LDCA Analysis,” not 
le to tncomplete short-term 
'd u/MRC approval of rept 
»r>p 02/10/14 LA1NAS,0C, Assistant 
t. Ip. i973a‘l43 24X 

>Rt 


Ivisors licensed at sanlor 
: U NgfiEO-0737. 

’rent candidates 

ElSENHUTiDO Division 
02/10/13. 


ition 


Oparating- 

/10/I8i 


0210260370 Atk receipt of 820889 Ur informing NflC of stipi Uiwu 
correct violations noted in lE 8afaguards Insp Rept 
90-302/82-17 Enel containing safeguards info withhold ^nf 
10CF«73 21) 

LENISj R C, Division of Project 6 Reeldent Programs 07/09/11 
HANCOCK. J A Florida Power Corp 2pp 19804 299 24x 

Fleh* 90-302,82/09/17,8210260370. 


'8210260377 Forwards response to NRC 880726 Itr r* violilUxi 
IE ©afeguardi Inip Rept 90-302/82-17 Details wlthhsll inf 
10CFR73 21 6 10CFR2 79Q) 

DAYNARD, P Y. Florida Power Corp 02/00/29 D'REIU.V. J f I*} 
2. Offlc# of Director ip 19004 297 24X Flche 

8210260370 


6210010379 Ack rscelpt of 920907 Ur informing NRC «f lUps leUi b 
correct emargsney planning diftcitncles noted In IE Inii 
Rept 50-302/82-00 

LENI81R C Division of Projsct tc Resident Programs 02/O4/J5 
HANCOCK. vT, A Florida Power Corp Ip. 19973 093, 3fl 
Flche 30-302. 82/09/80,6810010379, 


8210010044 Ack rtetipt of 820901 Ur informing NRC of lifii Hln * 
correct emergency preparedness deficiency noted irv IE 
Emargency Praparednesi Appraisal Rept 90-302/81-14 
LEWIS. B, C. Division of Project It Resident Programs 
HANCOCKiJ.A, Florida Power Corp Ip 193691320 Z** 

Fiche 90-302,82/09/22.8210010044 



DOCKETED ITEMS 


113 


— eaiOOlOO^'9- Responds to NRC 01O?!1 1 tr re smsrgentg preparvdn* « s 
tfeficiflhcg noted in IE E<nergenty Preparednei* AppreifAl 
Rept S0-30S Corrective actione niu) metcarologicel 
touer to be built ueit of plant 

MAHDfS.J> 0 Florida Power Corp BS/09/01 O'REILLY, J P Kagion 
a, Office of Director Ip 15563 321 24X Fiche 30-302.83/09/22, 

8210010044 


— aaiOOi'OtAl Dilutees potential problem re Sequoi^ah reactor pressure 
non 1 tt. iirpp lemon ting 800222 moriD Underclad craclie found bg 
us« of ultrasonic equipoient Addl items of recent origin 
discussed Related info end 

DENTON. H fl Office Of Nuclear Reactor Regulation., Director 
80/02/28 AHEARNe. J . GILIHSKY,'/ * KENNEDY, P Commissioners 
9 pp 15727 179 24X Ficbe 50-000.92/06/20,8210010009 


8209190233 IE Info Notice 80-35, Suppl I, “Leaving U Dislodged 1-125 
Implant Seeds “ Svc list end 

C0aB,L I Division of Fuel Facilities, Naterials Ci Safeguards. 
82/10/06 Consolidated Edison Co of New York 66 pp 157&1 250 
24 < Fjche 50-000. 82/ 1 0/06. 82081 90233 


9310130310 Foriuards tCB 
HANCOCK. J A rtorida 
2. Office of Director 
8210130310 


a2-045/OaL-0 
Pouier Corp 92/10/01 
Ip 13679 330 24X 


O'REILLY, J P Region 
Fiche 50-302, 02/10/01, 


8208190239 IE Hulletin 82-03, “Stress Corrosion Cracking in Thick- 
tJAl 1 1 Largs-Oianeter, Stain less Steel. RecirCU latlon Si|s 
Piping at BNR Plants “ Svc list encl 

OEYOUNO, R C Director's Office, Office of Inspection and 

Enfarcerrent 82/10/14 Consolidated Edison Co of Neii( York 

It5pp 15910 123 '24X Fiche 50-000, 82/10/ 14. 8200190230 


— 8210130319 LER B2-045/03L-0 on 820706 , emer g en c « foedwater ultrasonic 
flow indicator FW-313-FI discovered inoperabla «c train 0 
arbitrarily declared inoperable Caused by failed power 
lupply. Power supply replaced b indicator repaired 
FORD. E W Floride Powar Corp 92/10/01 Region 2, Office of 

Director 2pp 13670 339 24X Fiche 50 - 302 . 92/10/01. 8210 130310 


0213260309 Act receipt of 021015 1 tr Informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Ript 
50-302/82-17 

LEHIS. R C Division of Project 6 Resident Programs BS/lO/22. 
itAMCDCK, J A Florida Power Corp Ip I 5 B 02 361 24X 

Fiche 30-302. 82/ 10/22, 021 026030? 


— e2IO26O310 Responds to NRC 820917 Ur re violations noted In IE 
Safeguards Insp Rept 50-302/82-17 Corrective actions 
witKheld (ref 10CFR2 790 & 10CFR73 21) 

fiAVNARD.P y Florida Power Corp 02/10/15 O'REILLV, JP Retiion 
a. Office of Director Ip 15002 362 24X Fiehe 50-302,82/10/22, 

ea 1 026030? 


S Reportable occurrences. LERs & related correspondence 


8210130920 Forwards LER 
HANCOCK, J A Florida 
2) Office of Director 
B210J3G920 


82-057/03L-0 
Pduer Corp 82/10/01 
Ip 15602 3&2 24X 


O'REILLY, JR Pogion 
Fiche 50-302,02/10/01. 


— 8210130930 LER 82-097 /03L-0 un 920527. con ta inment isolation valvo in 
eve water s ys <SMU-49J not stroke time tested following 
fliaint Caused by personnel failure to include stroke time 
testing in work request Maint planners Instructed 
FORD. E M Florlifa Power Corp, 02/10/01 Region 2 , Office of 

Director 2pp 156B2 353 24X Fiche 90-302.92/10/01.8210130520 


0210190677 Faru ar ds LER 92-058/01 T-0 
LUTKEHAUS. T C Florid* Power Corp 
2. Office of Director tp 19730 
8210190677 


02/10/08 O'REILLY, JP Regian 
162 24X Fiche 90-302,92/10/09. 


6004D20420 Discusses decay heat closed cycle cooling water pump motor 
being out of spec Caused by inadequate lubrication Problem 
highlights vulnerability of nuclear power plants to 
inadequate lubrication Specs Sc work order encl 
ORNSTEIN.H U Director's Office 00/03/20 MICKELSON.C 
Director's Office 4pp 15649 239 24X Fiche 90-302,80/03/20, 

800 1020420 


—8210190687 LER 02 -O 9 B/O 1 T-O on 820924, valve lineups i dent 1 fie iJ which 
allow once through steam generator drain lines to be used 
for blowdown operations U also allows high energy fluid 
through lines Caused by inadequate review of sy* design 
UIL90N.K R Florida Power Corp 02/10/08 Region 2, Office of 
Director 2pp i573e 163 24X Fiche 50-302,82/10/00.9210190677 


S2101203BO Advises that operator action necessary to protect I16W plants 
from excessive feedwater transients DteW plants da not employ 
high steam generator level turbine or reactor trips to 
protect against transients 

CRESHELL.J 0 Director's Office 60/09/12 HICHEL&ON, C 
Director's Office Odpp 15609 286 a4X Fiche 50-302,60/09/18. 
0210120380 


B01O23O439 Forwards summary of 600930 transient, all igator cMf event 
HAiie at lOOX pawer, instrument test leads fell causing 
feedwater runback h control rod insertion 
DRNSTEIN.H L Director 'i Office 80/10/00 HICHELBON.C 
Director's Office 3pp 15692 265 24X Fiche 90-302,00/10/08, 

8010230435 


3012290110 Discusses conclusions of engineering evaluation of steam 
generator overfill transients at C-E 1, Wesfeinghouse plants 
LANNJNG, 14 D Director's Office BO/IO/29 MICHEL80N. C Director's 
Cffice 3pp 15692 262 24X Fiche 50-000,80/10/29,8012290119 


3210010008 Responds to FOIA request for 19 categories of documents re 
nuclear reactor events If safety problems Forwards documents 
] i sted In App A 

FELTON, O H Division of Rules and Records 82/06/26 UDELL, R. A 
Critical Mass Energy Project 15pp 15727 005 24X 

Fiche 50-000, 82/06/26,8210010006 


0210190271 PNO- IE-B2-1 13 on 021014, rise In, airborne rad loac tlvl ty 
lavale In reactor bldg detected Caused by leak in vicinity 
of reactor coolant drain tank Unit shut down. €t will be out 
of eve for about 3 wks to investigate & repair leak 
RQOOE.^ F . BROWNLEE.V L Region 2. Office of Director 02/10/15. 
ap 15737 241 a4X Fiche 50-302,92/10/19. 0210190271 


0810220052 Forwards UER B2-099/03L-0. 

HANCOCK, A Florida Power Corp B2/10/1S O'REILLY, J P flog Ion 
a. Office of Director Ip 15770 207 SAX Fiche- 50-302, 02/ 10/ 1 5, 
9210220052 


—9210220056 LER e2-099/03L-0 on 820915. valve DHV-ill on decay heatline 
p failed to control flow Caused by inoperable flow switch 
Buifcch replaced it calibr & DHV-lIl functionally tested 
u/sat 1 sfac toru reeulti. 

HUOMES, P.O Florida Power Corp 02/10/15 Region 2, Office of 
Director 2pp 15770:200 84X FI c he- 50-302, 02 / 10/ 1 5, 0210220058 


0210290186 RO 02-050. high energy linei axist in reactor bldg Study 
on reetraining lines for pipe whip comp lete d. A 1 ternativee 
under review Requests approval to maintain lines until 

BAYNARD.P Y Florida Power Carp 02/10/82 STOLI, J. F Operating 
Reactors Qranch 4 2pp 15853 309 24X Fiche 50-302, 82/ 10/23 » 

0210290186 


--B1061505SS Infarms that ESFAS relay failure reviewed to deter/nine 
significant number af fai lures, safety consequences & 
qwat i f ica ti ons of E 8 FAS relays Failure considered simple 
isolated event & does not warrant further action 

LAINA 81 O C Assistant Director for Safety Assessment 01/05/05. 
EtSENHUT, D 0 Division of Licensing 2pp 15730 137 24X 

Fiche 50-000.82/06/28, 6210010000 


9210290312 Infupms that special rspt supposedly end in 881001 
submitted LER 62-045 determined to be more useful as basis 
of Tech Spec change request to be submitted at later date. 

BAYI^ROiP Y Florida Power Corp. 02/10/25, O'REILLY. J P. Replan 
2, Office of Director tp 15053.158 24X Fiche 50-302, 82/ 10/85, 

8210290312 


-aiO9OG0-4l7 Cnncludes that no addl actions are required re engineered 
eafeguards relay failures Various relays, including new 
Crydon re lay s, should be monitored as watch list items 
Failures after Sept 1961 outage should bo reviewed 
CHIRAMAL.H Director's Office 01/06/80 M1CHEL60N,C 
Director's Office 2pp 1S7S0 126 24X Fiche 50-000, 62/06/29, 

0210010009 


DOCKET 90-304 ZION NUCLEAR POWER aTATION, JINIT 2 
F Security, medical, emergency tc fire prctectlan plans 


9209290125 Re leasts public version of revised generating station 
emergency plan corporate command ctr emergeilcy plan 
implementing procedure. 

FELTONi J M. Division of Rules and Records 02/09/16 Document 
Management Branch Ip. 15964.122 24X FI e he: 50-000, 02/09/1 6, 

0809290129. 
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— 0209290109 rmritrardi public vtTilon of Rtviiion A to gcnot4tln-9 itatipn 
*rt*Tji*ncy plon corporit* cccuh«nd ctr Cntrgtnc^ Plan 
Inp Ifmtntitig Procadur* eDF-3, -EnvlTon/Efttr janes 
Coordinator " flaeaipt form tad 

PAJOMSItliJ E Comftonwoalth Ed lion Co 02/09^01 DEI1T0W*H B NRC 
- l/o Oatallad Aff 11 iat ion OWin Ip 15544. 123 24X 

Flxht 50-000. 82/09'/16i 8209290125 


— 8209290225 Public vtrtlon of Rtvition 4 to gantrating itatlon 
•mtrgtnEs plan corparata coiMnand ctr Enargancy Plan 
Imp 1 ament Ina Procarfura EOF-3. "EnviTon/Ewersaocy 
Coordinator " 

PAv/agSKIiJ E Cottimonuta Ith Editor) Co 02^00/31 itpp 
15544 J24 24X Ficha 50-000.02/09^16.0209290125 


82100S0029 Ralaaiat public vertlon of rauition to amargancy plan 
imp limant Ing proetdure 

FELTON. J M Dlvltlon of Rultt and Rtcordt B2/09/22 Documant 
Manjgamant Branch ip 15669 307 24X FI eh t 50-295. ©2/09/22. 

82 1 0000029 


— G2100Q0030 Foruardi public version of Ravi* ion 3 to Entrgancu Plan 
tmplaniantlng Procadurt EPtP 550'3< "Radiological auppUai 
for Hadlcal E(n.trgane i et " Racalpt form and 

PLIHL.0 Comftionwaaltb Edtion Co B2/09/07 DENTON. M H NBC - No 
Data Had Affiliation Oivan Ip 1 5669' 300 24X 

Ftcha' 50-295. ©2/09/22. 0210000029 


— 0210000031 Public varalon of Raviilon 3 ta Enargancy Flan Imp lamenting 
Proeadure EPIP 550-3. "Radiological Suppliat for Hadlcal 
Emerginclat “ Procedura change ris^uatt form and. 
e Com^onuiaaitb Ed Hon Co 82/09/03 Bpp IS469 309 24X 

F i e h a 50-29 5. 82/09/22. 82 10000029 


0210050807 Foruardi ravliad avamptian raquatti from provi lions of 
10CFR50.App RrOaction 111.0 2 ri poit-firp ihutdoun 
capab i I itgi par 820917 talcon 

LENTINC.F 0 Conmonuaalth Ediion Co 02/10/01 OENTUN. H R Offica 
of Nuclear Reactor Regulation. Director. 30pp. 15611 066 24X 

Ficha S0-295i 02/10/01. 021 0050207, 


©210130376 Advliaa that Inatallat Ion of offilta dote calculation iji 
progran fully oparatlonal tracJtlng modal ti oparational 
A-medil uill be dalayad until 821231 to cornplata prime 
computer initallation 

BNARTIrE 0 Cammonuealth EdUon Ca 02/10/06 OENTONiK R Office 
of Nuclear Raactor Regulation. Director 2pp 15602 096 24X 

Ficha 50-000.62/10/06.8210130376 


0210290047 Rileaiai public vartlan df rtviilont to 0uad Citiai.Zion tr 
Dresden emargancs plan anniiac S. ravisaiT ganarating 
etation emargatiey plan talephona directory. 

FELTON. vl N Division of Rules and Raeorda 02/10/00 Document 
Management Branch Ip. 15077 313 24X Ficha* 50-000, 02/10/08. 

6210290047. 


—0210290060 Forwards public version of Revision 3 to Quad Oltles V 2 ion 
tmargancy plan anna xai. Ravi sian 2 to Dreadan enargancy plan 
annaij Revis Ion 0 to Byron enargancy plan annex 6 revised 
generating statloin emargency plan telaphone directory 
NOQRE.R 0. Connon wealth Edison Co. 82/07/30. DENTON. H R NRC - 
Ha Detail ad Affiliation Qtyan 5pp. 15877 314 24X 

Ficha SO-OOOi ©8/ 10/08. B 2 1 0290047 


—8210290077 Public varsien of Revision 3 to Quad CItiaa <« Zion 
atnargency plan anna xaa. Revision 2 to Dresden imargancy plan 
annex << Revision 0 to Byron smerganeg plan annex 
a Commonusilth Edison Co 02/06/30 325pp 15877.319 24X 

Fit he. 50-00 0. 02/10/08. 0210290047. 


0210280419 Ralaesas public version of revised emtrgsncv Plan 
Implamenting procedure 

FELTON. JK Division of Rules and Records 82/10/12 Dqilsi'-I 
Hanagament Branch Ip 15060 001 24X Ficha 50-295. 02/10/1 ?► 

0210200419 


— ©210280424 Forwards public version of Revision 5 to Emergaacj pj^i 
Implementing Procedure 110-1. "Station Director " Ppocfdvrf 
change request 6 receipt forms end 

PLiHLi Q Commonwealth Edison Co 02/09/17 DENTONrMR hRC - U 
Detailed Affiliation Given 2pp 1 5B60 002 24X 

Fichi 50-293, ©2/10/12.8210280419 


— 0210280427 Public version of Revision 5 to Emergency Plan 
Procedure llO-l. "Station Director " Revised index end 
e Commonwealth Edison Co 02/09/16 5p p 15360 004 24i 

Flche 50-29 5,82/10/12.0210260419 


8210290442 Releases public version of revised emergency plan 
implementing procedure 

FELTCN. J M Division of Rules and Records 82/10/12 Dac^firi 
Hanagamant Branch, Ip 15839 001 24X Ficha 30-295. 02/10/ 1 7r 

8210260442. 


— 9210230445 Forwards public version of Revision 4 to Emarfinti pif 
Implemanting Procedure EPIP 550-2, "Environ Emergarcy 
Kit 6 Emergency Operations Facility Radiological Cquipnsni * 
Receipt form ancl 

PLlMLiO Commanuealth Edison Co 82/09/10. DENTONJI R 1^1 -I 
Detailed Affiliation Given Ip 15059 002 S4X 
Fiche 50-295,82/10/12.0210200442 


— 8210200447 Public version of Revision 4 to Emergency Plan 

Implamenting Procedura EPIP 550-2. "Environ Emergency K1l t 
Emergency Operations Fac i lity Radiological Equipment " 
Procadurt change request form end 

a Gommonueal th Edison Co 02/09/03 8pp 15Q59 003 S4X 
Flche 50-295. ©2/10/12. 0210200442 


0210220358 Provides Info re organiiation it performance of depts 
responsible for redlation protection ac tivi ties, per 03O-7OS 
commitment Training coordinator assigned in Apr 1902 to 
tmprove health physics training programs, 

TRAMH.T.R Commonwealth Edison Co 02/10/14 OENTON.MR Ot-T^ ( 
of Nuclear Reactor Regulation. Director 9pp 15776 SC7 243 
Ficha 50-000. 82/l0/14r 0210220358 


8210200405 Notification of 821020-29 maatings w/utll tc DNL In 
MD to dltcuaa 6 rasolva quastions on proposad axamptlon Iq 
A pp R 

WJOOINTONi D Qparatlng Reactors Branch 1 62/10/22 VAA0A.9 a 

Opirating Reactors Branch 1 2pp 15059 327 24X 

Ficha 50-295^ 02/10/22,6210200405 


H Oanaral corr aspondenct 


8210210235 Copnmanta on facility operation NRC should deny utlL 
permitaion to use high burnup nuclear fuel Evidence 
supporting continued operation of facility should be 
provided to public 

auiOO«C Pollution tc Environmental Problems. Inc B3/10/LI 
Director's Office. Offics of Inspsctlon and Enforesmant 
15766.259 24X Ficha 50-295.02/10/11,8210210235 


0 Advisory Committaa on Reactor Safeguards reports Cr cor r 


0210270408 Comments on probabilistic risk aitessment per BLITSI 
matl.Oeaeral methods i principles employed In analyill bf 
possible earthquata shaking It site appear to apply modirn 
state of art techniques. 

TRIFUNAC, M D Boothern California, Unlv of TRIFUNACiAD >CM 
Advisory Comnittaa on Reactor Bafeguards 92/02/23 OPUGrCrtf,.' 

ACR6 - Advisory Committaa on Reactor Safeguards 3pp 
24X Fiche' 50-295.82/02/23.8210270408. 


F. Oparatirtg license stage documtnts It correspondence 


0007150303 Notifies that review will be conducted of Dlfiberi lei«i ^ 
short**tarni risk studies uilng various rasourcas. in reipenii 
to 800605 request Evaluation uill be submitted by 000922 
KATTBONiR J. DiylslDn of Safety Technology 00/07/02 
EZBENHUT, 0 . 0 Division of Ltcenaing. 2pp. 02952' 301. iHI 
Flche* 50-247, 80/07/02,0007150303, 


0210070007 Responds to FOIA request for eight catagarlli *1 rKarii'’ 
ataan ganeratora l< steam turblnts App A documents provldll 
in R Udell FOIA Request Bt-313 Foruardi documents lllild Is 
App 9. 

FELTON. J H Division of Rules and Records 02/00/10 LGN9 h5J 

NInthrop, Stimsan. Putnam L Roberts 9pp. 15645; 063 2U 

Flche: 50-000. 02/00/10,0210070007 
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10403 Foruards response to JD Dome le> c hd irnian of FoIlutioO Control 
Board# State of IL< questions in 820127 Itr 

JOHfiBTOMpy V Assistant Director for Matorials Qua! if ica ttons 
Engineering B2/02/22 tAlNAS. 0 Assistant Director for fidfetg 
Aisei,(nent 2pp 15643 126 24X FichB 50-000# 02/08/ 10# 

0210070007 


309160S03 Supplt 820831 Itr re 020908 meeting at Region 3 ofc 
Recent operation of Unit 2 w/tu>o inoperable auxiliarfi 
feed-uiater pumps added to agenda 

»<EFPLER,jC Region 3# Office of Director 82/09/03 REED# C 
C D'CTionur a I th Edison Co ip 14904 087 24X Fiche 50-“295» B2/09/03# 

820? 360 503 


2100402)8 Rec^ueits r ea f f i r/nati on of technical basis for operation 
at tGOK power Significant financial penalties incurred due 
to Qperatlon in overly conservative manner 

SriEDE.U L Commonwealth Edison Co 82709/27 DEVQUNO, R C 
Director's Office# Office of Inspection and Enforcement 3pp 
15593 IIS 24X Fiche 50-295,82/09/27,0210040210 


2iOOB01i] Forwards completion status (< revised schedule for 
iirprovtments made to control room display since 1980 rept, 
per 600229 confirmatory order 

LEfjriKE.F O Commonwealth Edison Co 62/10/04 DENTQN. H R Office 
of Nuclear Reactor Regulation, Director 4pp 15640 022< 24K 

Fiche 50-293, 82/10/04,8210080111 


110120105 Requests delay of implementation due dates re NUREO-OTS/, 
Iterna II E S> '’Plant Shielding,'* II B 3, "Post-Accident 
Sampling" tr I I F 1 1# "Noble Oas Effluent Monitor " 

5I/AR7Z, E D Commonwealth Edison Co 82/10/04 ElfiENHUT. 0 0 
Diviaioti pf Licensing 5pp lS65l 237 24X Fiche 50-000,82/10/04, 

B2lO{20]05 


*10260526 Forwards Revision 3 of Chapter 9 of "Offsite Dose 
Calculation Manual " 

GOLDEN. J C Commonwealth Edison Co 02/10/06 CASE# E O Office of 
Nuclear Reactor Regulation. Director 2pp 15005 137 24X 

Fiche SD-OQO, 82/10/06. 8210260526 


8210190568 Foruiardt IE Enforcement Conference ti Insp Repta 50-’295/B2-l9 
i, 50-304/82-17 on 020717-0907 Sc notice of violation ^ 

SPEsgARD.R L Division of Project it Resident Programs 02/09/30 
REED# C Commonwealth Ed i eon Co 2pp 15736 112 24X 

Fiche 50-295, 02/09/30, 0210190960 


— S2101?0579 Notice of violation from Insp on 020717-0831 

e Division of Project & Resident Program* Q2/09/3D tp. 
15736 113 24X Fiche gO- 275 , 02/09/30# 621 01 90968 


— 8210190599 IE Enforcement Confertncp U Insp Repts 50-295/02-19 St 
90-304/02-17 on 820717-0907 Noncorsp 1 lance noted failure to 
fellow 000209 conf Irtnatorv order requiring expeditious 
shutdown whenever ausillary feedwater sy* inoperable 
WAtEftS.J R # SCHNEIDER# 0 0 , REYES# L Region 3, Off lea 
Director 62/09/22 9pp 15736,114, 24 X Fiche, 50-295. 82/09/30, 
8210 1 90560 


0210060359 Ack reteipt of 020910 Itr Informing WRC of steps taken to 
correct violations noted in IE Insp Repts 50-237/01-39# 
50-249/81-32, 50-254/81-23# 90-269/01-23, 90-299/81-31 8, 

50-304/81-29 „ 

SPESSARDrR L Division of Project ft Resident Programs, 82/10/01 
REED, C Commonwealth Edison Co Ip 15610 354 24X 

Fiche, 50-OOD< 02/10/01,0210060359 


— 8210060367 Responds to NRG 020712 Itr re violations noted in IE Insp 
Rapts 50-237/81-39, 50-249/01-32,50-294/81-23. 90-269/01-23# 
50-299/81-31 ft 90-304/01-29 Corrective actions training for 
mat priorities re plant availability will be conducted 
HEED,C Commonwealth Edison Co 82/09/10, KEPPLER#J 0 Region 
3, Office of Director 13pp 15610 359 24X 

Fiche 50-000.82/10/01,0210060359 


0210080178 Forwards listing of piping syi which fail to meet FBAR 
requirements, per NRC 000018 confirmatorv action Itr, IE 
Bulletin 79-14 operability evaluation updates will not be 
provided for Dresden ft Ouad Cities Final update by Dec 1902. 

RAUSCH, T, J. Commonuieelth Edison Co. 82/10/01 KEPPLER#JO. Region 
04 Office of Director 6pp 19640; 199. 24X Fiche 90— 000, 82/ 10/01 1 

0210080170 


6210260542 Revision 3 of Chapter 9 of "Qffsite Dose Calculation 
Manual " 

s Commonwealth Edison Co 82/09/30 03pp 15005 139 S4X 
Fiche 50-000. 02/10/06, 0210260526 


10220399 Suppls 820414 response to Franklin Research Ctr 011009 draft 
technical evaluation rept re control of heavy loads 
<NLrRE0-06l2>, per 020024 ft 25 telcons 

LENTINE.F O Commonwealth Edison Co 02/10/12 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 3pp 15777 329 24X 

Fiche 50-295,82/10/12,0210220399 


10190443 Forwards addi info re NUREO-0737# I tem II B 3# "Post- 

Accident Sampling Sys, " in response to NRC 820722 Itr 

Ut i L currently pursuing possibility of developing procedure 

to estimate core damage via Nestinghouse owners group 

&NARTZ#E D Commonwealth Edison Co 02/10/13 EI8ENHUT#D 0 

Di vis ion of Licensing ISpp 15741 107 24X FI ch# 50-295, 02/10/13, 

B21O190443 


10270344 Notification of 021115-16 meetings w/utll In Olen Ellyn# IL 
to discuss bates for current Inservice testing proposed 
a X emp t ton# inc luding alternatives to required imps 
R’lOQINTON.D Operating Reactors Branch 1 82/10/22 VAROA, 8 A 

Operating Reactors Branch 1 2 pp 15051.354 24X 

Fiche 50-295. 82/ 1 0/22, 02 1 0270344 


Indirection reports, IE Bulletins ft correspondence 


10070007 Responds to FOIA request for eight categories of records re 
stvatT) generators ft steam turbines. App A documents provided 
in R ildetl FQtA Request 81-313 Forwards documents lifted In 
lipp » 

“ELTON, J M Division of Rules and Record* 02/00/10. LON®, D. J, 
flntArop, Stlmson# Putnam ft Roberts, 9pp. 15645.063 24X 

^iche 50-000 , 82/08/10,8210070007 


8200190233 IE Info Notice 00-35, Buppl I# "Leaking ft Dislodged 1-135 
Implant Seeds " 8vc list end 

COBB.U, r. Division of Fuel Facilities# Materials ft Safeguards 
82/10/06 Consol 1 dated Edison Co. of New York 66pp 18761 S30. 
24X Fiche 9 D- 000 , 83/10/06# 0200190233 


8210190613 Ack receipt of 920910 Itr informing NRC of steps tak tn to 
correct violation* noted In IE Insp Repts 50-895/02-14 ft 

50-304/82-13 Interpretati on of Tech Spec 1 O, D unaccep tab le 

SPE09ARD, R L Division of Project ft Resident Prograris 82/10/07 
REED.C Commonwealth Edison Co. Ip 15739 361 24X 

Fiche 90-299,02/10/07,0210190613 


“0210190624 Responds to NRC B20B13 Itr re violationi noted in IE insp 
Rtpts 50-295/82-14 ft S0-D04/B2-13# Dispute • NRC 
class If Icat ion of 820625 reactor trip, Trip Inadvertent 
Interpretat ion of Tech Spec 1 0 D end. 

8TIEDE,N L Commonwealth Edison Go. 82/09/10 KEPPLER#J. 0 
Region 3# Office of Director, 4pp 15740.001. 24X 

Fiche’ 50-295, 82/ 1 0/07# 82 1 0190613. 


820B19023B IE Bulletin 02-03# "Btnesi Gorroeion Cracking In Thick- 
Wall# Large-Diemeter# Stein less Steel. Recirculation Sys 
Piping at BWR plant* ** 8ve Uit end 

DEYOUNO, R C, Director's Office, Office of Inspection and 
Enforcement 63/10/14 Cone oUdeted Ed I son Co. of Hew York 

119pp. 15010 i2S 24X Fiche SO-OOO, 82/ iO/ 14r 0200190230 


0210270344 Notification of 821116-16 meetings ui/utll in Olen El lyn, IL 
to discuss bases for current inservice testing proposed 
exemptioni Including alternative* to required Insp*. 

WIOOINTON, D. Operating Reactor* Branch I, 02/10/22. VAROA# B.A. 
Operating ReacteT’s Branch I 2pp 15851*354 24X 

Fiche: 50-295# 02/10/22, 8210270344 


R Periodic operitlng report* ft related correspondence 


121-007013? Forwards tabulated data on steam generator insp ft- malnt at 
Facilities Data should be provided to ticeneeei 
IPPDLrTO#T Operating Reactors Asseisment Branch 82/04/01 
VAHOAiS Operating Reactors Branch 1 5pp 15645 131. 24X 

Fiche 50-000, 82/03/ 1 Oi 02 1 0070007. 


8210150405 Forward* monthly operating repts for Sept 1908, 

0RAESSER#K.L Commonweal th Ed i son Co. 02/10/06. Director's 

Office# Office of Inspection and Enforcement Ip, 15704.003 84X 

Fiche: 50-295# 02/10/06, 8210150405 


1210070172 Forwards info re steam generator Integrity ft in»ps at all 
operating FWRt,ptr 750320 ft 2i requests. Details of insps, 
including defect indications# tube plugging criteria ft tubes 
plugged will not be provided except for Point Beach 1. 

GDLLER#K ft Division of Reactor Licensing (NRR-1975 only! 
73/03/24 MACCARY#R R Olvi*ldn of Technical Review <NRR-1975 
only) Spp 15645 196 24X Fiche 50-000# 82 / 00 / 10 # 8210070007. 


— 8210150411 Monthly operating repts for 8ept 1902, 

AUSTIN, 0 Commonwealth Edison Co 82/10/06. 11 pp, 19704:004. 

24X Fiche. 90-295# 82/10/06# 021 0150405, 
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S i^epartabl* occurrvnos^ LERi & rilatid corr p«.po>idvnic§ 


8210070428 Rfconimintff l£ lf»u* in^PD noi»c« to InParm licantta- of 
posiiblc i-Llanc* toT propor tunfng d4 

output capacitance for ctrtaih invtrtars RaccnMiatidatlon 
baittf on 910909 & 28 'iola output traniforffitT i-hortfi 
KELTEHES. C J D-i rector '• Qllice 81/12/10 JORDAN. £ L Olviilon 
of Ritident It Rtpignal Rtactor tnipection 4pp 19444 263 24X 

rich*- 90-293. 61/ 12/10. 821 0070422 


8210010008 Rtiponifc to FOIA requiit for 19 cateporlas of documemti r* 
■nuclear reactor rwntt Ic «afet|| problem FoTuarda docutnaiitc 
lilted in App A 

TELTON. J H Div'lAior of Rulei and Records. 92/04/28 OD£LL*R A 

Critical Mai* Energg Project 15pp $9727 OOS 24K 
rich* 50-000. 82/04/28. 821 0010008 


— 8112210538 Foriipardt diicription «f evanti l< rciulting action re high 
circulatlnp current aiiociatid u/invcrtir output -dut to 
lact of circuit tuning IE circular or info notice ihould he 
itiutd to atfdreii iiiue 

HELTEHES. C J Director** Offica 81/12/10. JORDAN. E L 
Director*! Office 4pp 19731 341 24X F I che. 50-000. 02/04/23. 

8210010008 


— 8203090449 Ritpondi to r*qoe»t to evaluate 911211 trip of two iniervice 
auxlliarv ffidurater punpi from lou luction InitaMitlon of 
time relag on itarting eirtuitrij of motor driven auilJiarg 
feedueter pump* will eliminate problem 

ZUKOR.D Director'! Office 02/02/24 rtICHELSON.C Director'* 

Office 3pp 19750 339 24 X Fi chi’ 90-000. 02/04/29. 0210010003 


— 6210050075 Sutrmarg of 910513 operatirvfi reactor event! oieeting 

LAlNABrO C Aeeittarvt Director for Sefetv Aeieifaiani 01/03/10 
El&EKHUT.D 0 Aiilitent Director for Lie meins 4pp 15729 140 
24X Fiche. 90-304i 82/04/26.6210010000 


9210040114 Foruardc LER 82-02 i/03L-0 

ORAEESER. K t CommonuR el th Ediion Go 02/09/24 KEPPLER. J 0 
Region 3. Office of Director Ip 15501 191 S4X 
rich* 90-304 . 02/09/2 4 . 82 1 0040 i 1 4 


—8210040121 LER 82-021 /03L-0 cn 020087* dur In » running of 2A turbine 
driven auxiliatv faedwater pump, flow obitrved an pump 2 
diichargt header Gauied tg Improper procedure 
Implementation Procedure ulU be reviied 

JOHNSON. 0 Commonwealth Edlion Co 83/09/84. Region 3. Office 
of Director Ip 15981 192 24X Ficli* 30-304*02/09/24. 

8210040116 


8210040248 Forward* LER 82-082/ 03 L-^0 

ORAe03ER*K. L Coinili on wealth Edit on Co B2/09/3O K EPR LER. J 0 

Region 3* Office of Director Ip 15421 045 8 4X 

F 1 c h # 90-304. 88/09/30. 031 004024 2 


'G81'00402&7 LER 82-0'22/03L-0* on 020903. con ta inmen b iprag diet* 1-dr iven 
pump SC failed to ctart during remote control roon startup 
for mechanical maint Caused by itictg vnderepatd iwltch In 
closed poaitlon due to impurities Switch eelf-c 1 eantd 
SHIM. K Commonu'eaLth Edison Co 82/-09/30 Region 3. Office of 
Director Ip 19421 044 24X Fiche 90-304. 08/09/30. 0210040242 


0810100167 Forward! LER 02-083/031.-0. 

ORAESSER.K L Commonwealth Edison Co 82/10/07 KEPPLER. J 0 
Region 3* Office of Director Ip 18718 102 24X 

Flch# 90-304,02/10/07.0210180147 


'-8210100179 LER 88-083/03L-0 on 020907.26 steam generator level channel 
2L-949 did not trad Caused bg failure of transmitter 
(Fiseher/Porter 13D2499KDBAB6B-N8I. TransmCtter rap laced 
Invee t 1 getion ongoing 

CANTMELLiP E Commonwealth Edlion Co 08/10/07 Region 3. 

Office of Director Ip 15710 183 24X Fiche: 90-304* 02/10/07. 

a2£0ia0l47 


0810260219 Forwards LER 02-024/01 T-0 

0RAE88ERfK, L Camnonuta 1 th Edison Co 02/10/19. KEPPLER* J.O 
Region 3. Office of Director, Ip 150041262. 24X 

Fiche. 50-304* 02/10/19, 8210240219 


— 0210240223 LER 82-024/OIT-0 on 62092B*wbUe lahlng RGB solid* dj lution 
occurred via incorrect mateup whan contelnment Integrity wae 
not Intact w/ihutdown margin Ceused by penonnel error 
Operator re Instructed 

T'NIEMr.W D. Gommatiwealth Edison Co. 92/10/19. Region 3, 

19004:243. 24X Fiche, 30-304,02/ 10/19. 

6810240219 


DOCKET 50-305 KEWAUNEE NUCLEAR POWER PLANT 


r Security, medical, emergency 4 fire protection plant 


0209170041 Forward! draft vital area definition rept for 
Olv of Eefeguardf will review tachnlcal basis for rept 
during 980927-JOOl sit* visit W/o enc 1 

VAROArS A Operating Reactors Branch i 82/09/00 OlESUftiC w 
Wiiceniin Public Strvici Corp Ip 14910 104 24x 

Fiche 30-309.02/09/08.0209170041 


9210120909 Act cooperation in planning Div of Safeguard! 020727-1:' 
regulatory *f fee tivtniif review Team will evaluate overall 
effectiveness of security program to detirmlne if safeguiTfi 
regulation! yield acceptable level of protection 
EI6EMHUT*D 0 Division of Licensing 03/09/20 OtESLERiC U 
Wisconsin Public Service Corp 9pp 15472 074 24x 

Fiche 90-309. 0^/09/20.0210120505 


9210000201 Forward! IE Safety Evaluation Kept 50-305/02-17 jur lr| 
f902 No noncompliance noted *' 

HIND. J A Diviiion of Emergency Preparedness Sc OpereiiantI S.iii,' 
02/09/22 OIESLER.C W Wisconsin Public Service Corp ift 
15440 090 24X Fiche 50-309.62/09/22.0210000201 


— 8210080204 IE Safety Evaluation Rept 90-305/02-17 during Aug 
ffe noncompl lance noted Major areas inipec ted emergtrev 
plan dtd Nov L9BI 

PAOLIARO. J A I AXELSONr W L Division of Emergency Prepi'efrsMl 
Operational Support 62/09/20 32pp 19440 098 24X 

Fiche 50-30 5,02/09/22.0210080201 


6210130300 Forward! Revision 3 to security force training 1. 
qualification manuel Revision withheld <ref 10CFn2 7V0I 
OlESLERtC W Wisconsin Public Service Corp 02/09/39 KHTCA . | 
Office of Nuclear Reactor Regulation. Director 2pp 1SA18 24 
24X Fiche 50-309.03/09/29.0210130300 


0210090102 Forwards IE Safeguards Insp Rept 50-309/03-th -on 
it notice of violation Notice of violation withheld 
(ref 10CFR73 21) 

KILLER. J R Division of Engineering L Technical Prograai t2 :: 

■OIESLER.C M Wilconsin Public Service Corp 8pp I54D3 3S9 2< 
Fiche 50-305* 02/09/30,0210050102 


— 8210090110 IE Safeguards Insp Rept 50-305/02-16 on O20BV3 i7 
Noncomp liance noted failure to certify qualification! fgf 
security force members, Detai 1 s withheld (ref tOCFfl73 3JI 
BELANGER, J.L , CREED. J R Region 3. Office of Dine tor i2 
Ip, 15603 297 24X Fich* 90-305.62/09/30.0210050103 


0210130581 Provides Info re changes to facility fire proltrtlP'< 
commitments Revised mod schedule submitted in Attachmint I 
of util 820804 Itr should be considered most current le 
accurate schedule 

OIESLER.C M Wisconsin Public Service Corp 62/10/00 
Office of Nuclear Reactor Regulation, Director 8pp IS4T9 iC!M 
24X FUha 50-309.02/10/00,0210130981 


0210200423 Forwards one-time exemption from lOCFHOO App E.ri(.LiM'i 
emergency preparedness exercise b* conducted annually 
EISENHUTiOO' Division of Licensing 62/10/19 OlEBiEA.t si 
Wisconsin Public Service Corp 2pp 15040 014 34X 

riche‘ 90-309. 08/10/19, 0210200423 


— 8210260429 One-tims exemption from 10CFR90 App C. raquirlnp ait’ » 
emergenev preparidnes* exercise Next exercise ichtdulll 
for 031101 

EISENHUT* D O Division of Licensing 82/10/19 WjiiSMis 
Public Service Corp 3pp 19040 014, 24X Fiche 9D-305i ^ 

0810260423 


P Operating license stage documents l< correiponiienca 


6210010179 Application to amend License DPR-43 j reviling Tub 
raorganliatlon of nuclear dept 

OlESLERrC.W Wisconsin Public Service Corp 02/09/27 tK. i 
Nuclear Reactor Regulation, Director 2pp 19947 287 
Flch*, 90-309, 02/09/27, 0810010179. 


<—8210010186^ Proposed Tech Spec* reflecting organltatlen fc 
corporate nuclear engineering staf f , e lari f y Ing frequtsil 
meetihgi b line of authority for nuclear safety revlie i 
audit committee It showing functional reap onelbl 1 1 tltl 
s Wisconiin Public Service Corp, 02/09/87 t3pp iW ^ 
a4X F 1 c h a : 9 0-305, 02/09/87, 0210010179 
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e?10060312 Ai<vm 9 « that anal(jse« of p 1 ant-sp » c i f i c tiafety & ralief 
it/aLva idischarge piping per NURE0-O737i Ite/n II D 1 require 
itror* tine than proposed in B2071S Itr Item resolution will 
be identified & implementation schedule provided bg QS1119 
CIESLER^C U Wisconsin Public Service Corp 82/09/37 
EISErJHUT.DO Division of Licensing Ip 15619 109 24X 

Fiche 50-305.02/09/27,0210060312 


0210130600 Informs that review of 810031 it 0915 responses to Oeneric 
Letter 01-01. "Qua U f i cat i ons for Insp.Exam & Testing & 

Audit Personnel." completed Commitments i. exceptions to 

Revision I to Peg Guides 1 50 tt 1 146 acceptable 

>/ARGAp S A Operating Reactors Dranch 1 02/09/20 OIESLER. C W 

Miscc-nsin Public Service Corp 2pp 15693 345 24X 

Fiche SO-305. 02 '09/20, 0210130600 


0310210395 Porwards safety evaluation of Generic Issue 0-24. 
‘Containment Purging During Normal PI ant Op eratinn " 

N'UREG-0737. It*m II E 4 2 will be completed by purge & vent 
reviBw Technical evaluation end 

VARGA I S A Operating Reactors Dranch 1 G2/09/30 OIESLER. C U 

Hisconsin Public Service Corp 9pp 15772 314 24X 

Fiche 30-303.82/09/30.8210210395 


B210210403 Safety evaluation of containment purging t< venting during 
normal operation Request for addl info re QA program and 
* hRC - No Detailed Affiliation Given 02/09/30 4pp 
15772 323 24X Fiche 30-305.02/09/30.8210210395 


--0210210410 Safety evaluation of facility override of containment 
purge isolation Licensee should demonstrate that override 
condition automatical iy removed upon clearing initial signal 
or provide sys level annunciation 

* NRC - No Detailed Affiliation Given 02/09/30 2pp 
15772 327 24X Fiche 50-305.02/09/30.8210210375 


— G010070320 "Technical Evaluation of Electri cal ■ Instrumentation it 
Control Design Aspects of Override of Containment Purge 
Valve Isolation tc Other Engineered Safety Features for 
Kewaunee Nuclear Pouer Plant " 

HACKETT. D B EQi.Q, Inc £00-1183-4160 00/09/30 NRC - No 

Detailed Affiliation Given 23pp 15772 329 24X 

Fiche 50-305.02/09/30.0210210395 


6210070108 Comments on NRC proposed generic requirements for steam 
generators Opposes requirements, favor ing mgt control program 
currently in effect Program should be at volition of util 
mgt It notice requirements 

OIESLER. C N Uisconsin Public Service Corp 02/10/04 
IPPOLITO, T A Operating Reactors Assessment Dranch 4pp 
IS6SB 070 24X Fiche 50-305.02/10/04.0210070100 


SS1O19048? Forwards progress update on implementing NUREO-O737i Items 
II B3. II 0 4.IIF 1 3. II FI 6t< III D34 
OIESLER. C M Wisconsin Public Service Corp 82/10/14 

ElSENHur. D G Division of Licensing 4pp 15735 331 24X 

Fi Che' 50-305. 02/10/14. B2I0190489 


O Inspection reports. IE Bulletins t* correspondence 


G2100700D7 Responds to FOIA request for eight categories of records re 
steam generators tc steam turbines App A documents provided 
in R l/dell FOIA Request 81-313 Forwards documents listed in 
App 8 

FELTON. J H Division of Rules end Records 82/08/10 LDNO, D J 
Wlnthrop. Stimson. Putnam Roberts 9pp 15645 063 24X 

Fiche 5 0-000, 02/00 / 1 0, 82 1 007000 7 


^-03^10070139 Forwards tabulated data on steam generator Insp St maint at 
facilities Data should be provided to licensees 
IPFOLITO. T Operating Reactors Assessment Branch 82/04/01 
VAROAiS Operating Reactors Branch 1 5pp 15645,131 24X 

Fiche 50-000.02/08/10,8210070007 


--©210070172 Forwards info re steam generator integrity it ineps at all 
operating PRRs.per 750320 it 21 requests Detells of insps* 
including defect indlcatiansi tube plugging criteria 8t tubes 
plugged will not be provided except for Point Deech 1 
OOLLER.K R Division of Reactor Licensing <NRR-1775 onlyl 
7S/03/24 MACCARY.RR Division of Technical Review <NRR-1975 
only! 5pp 15645 196 24X Fiche 30-000,02/00/10,9210070007 


GSiOOBO201 Forwards IE Dafety Evaluation Rept 50-305/02-17 during Aug 
[902 No noncompliance noted 

HEND.J A Division of Emergency Preparedness & Operational Support 
0S/O9/22 GIESLER,C R Wi sconsin Pub 1 Ic Service Corp 2pp 
15640 090. 24X Fiche 50-305,82/09/22,0210000201 


—8210080204 IE Safety Evaluation Rept 50-305/82-17 during Aug 190S 
No none ompl lance noted Major area* Inspected emergency 
plan dtd Nov 1981. 

PAOLIARO. J A . AXCLSON. W L Divleion of Emergency Preparedness t 
Operational Bupport 82/09/20 32pp 15640*092 24X 

Fiche 50-305.82/09/22*8210080201 


8210060328 Forwards util B20917 resiionst to NRC 020715 queetioni re IE 
Bui lefcin 00-04. inadvertently sent to Region 3 

GiesLER.C W Wisconsin Public Service Corp 82/09/29 VAROA, B A 
Operating Reactore Branch 1 Lp 15619:028 24X 

Fiche, 50-305, 02/09/29, 0210060320 


0210050102 Forwards IE 9af a guards Insp Rept 50-305/02-16 on 020023-27 
& notice of violation Notice uf vialation withheld 
(ref 10CFR73 21) 

KILLER* JR. Division of Engineering fc Technical Programs 02/09/30, 
OIESLER, C.W Miscuniln Public Service Corp 2pp 15603 295 24X 

Fiche 50-305, 82/09/30. 0210050102. 


— 82100S01I0 IE Safeguards Inep Rept 50-305/02-16 on 020023-27 
Noncompl lance noted failure to certify qual 1 f iea tions for 
security force members Details withheld (ref iOCFR73 21) 

BELANGER. J L. . CREED* J R Region 3. Office of Director 82/09/20 
Ip IS603 297 24X Fiche 90-305*02/09/30.0210030102 


8210060174 Forwards confirmatory measurements pragram data addendum 
sheet for IE Insp Rept 50-305/02-00. c losing out Open Item 
50-305/82-06-01. 

PAPEHIELLO*C J. Division of Emergency Preparedness 8« Operational 
Support 82/10/05 OIESLER* C W. Wisconsin Public Berviee Corp 
lp 15640 157 24X Fiche 50-305,82/10/05,0210000174 


— 8210080177 Addendum to IE Insp Rept 50-305/02-00 consisting of 
confirmatory measurements program data sheet re 8r-89 & 

01 — 90 samples Oamples below comparison limits 

e Region 3. Office of Director 82/10/05 lp. 19640 158 24X 

Fiche 50-305*82/10/09*0210030174 


8209190233 1£ Info Notice 00-35. 8uppl 1. “Leating tt Dislodged 1-125 
Implant Seeds ** Bve list end 

COBB, L I Division of Fuel Facilities* Materials ti Bafeguards 
82/10/06 Consolidated Edison Oo of New Vorl 66pp. 15761 250 

24X Fiche 50-000,82/10/06,8208190233. 


8210190532 Confirms schedule for 021010 enforcement conference at 
Region 3 ofes to discuss potential escalated enforcement 
actions re recent identification of capped containment 
pressure sensing lints 

KEPPLER.J 0 Regions* Office of Director 32/10/13 MATHEWBi E. R 
Wisconsin Public Service Corp ip 15751 254 24X 

Fiche 90-309,02/10/13.0210190932 


6210200223 Forwards 1£ Insp Rept S0-305/B2-13 on 820701-0031 it notices 
of violation b deviation 

STREETER, xi F Division of Project 8. Resident Programs 82/10/13 
OlESLERrC U Mltconsin Public Bervice Corp 2pp. 15039 279 24X 

Fi Ch a 50-309, 82/ 1 0/ 13, 02 1 02B0223 


—0210280226 Notice of violation from insp on 020701-0031 

STREETER. J F Oivltlon of Project U Resident Programs. 82/10/13 
Ip 19039 201 , 24X Fiche. 50-3(55*02/10/13, 0210280223 


— 6210280229 Notice of deviation from Insp on 820701-0031. 

STREETER* J, F. Division of Project t< Resident Programs 82/10/13 
lp 15039 202 24X Fiche* 50-305, 82/10/13, 8210280223. 


—8210200232 IE Insp Rept 90-303/82-13 on 820701-0831 NoncompU ance 
noted failure to maintain control of combustible matls S< to 
Issue operations memo as gf 020820 

NELBON, R. L , REYESrL. A. Division of Project it Resident Programs 
02/10/06 10pp. 19039.283 24X F 1 ch s ’ 50-305. 02/ 1 0/ 13, 021 0200223 


8200190238 IE Bulletin 02-03* "Stress Corrosion Cracting in Thick- 
Wall, Large— D1 ame ter. Ste Inlets 8 teel I Rec Ir cu lati on 8ys 
Piping at BWR Plants “ Sve list end 

DEYOUNOiR C Director's Office, Office of Inspection and 

Enforcement, 32/10/14 Consolidated Edison Co of New York 
119pp 15810*125. 24X Fiche* 90-000, 02/10/14*0208190230. 


0210260161 Confirms schedule for B21022 enfor c ament conference w/util 
to d'tscusB potential escalated enforcement action re recent 
identi f icat ion of -capped containment pressure tenting lines. 
SPESSARD, R L Division of Project le Resident Progremi 82/10/15 

MATHEWS, E.R, Ml scons In Public Service Corp. lp 15799 007. 24 X 
Fiche. SO-309, 02/10/19, 321026016 1 
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B Riport*bl» o ccorrinCBii- LERi (e ralat^d corraipqntf vnc* 


saioiaoiaz Oiicunt* findlngi Tt nu«»irou* fil lurat of contalnirint 
iioUtlon valvtt All failurtf ra^ulttd frotn Inopirabba ASCO 
Sirlii Q3SO toltnoid v« 1 vat 4 u>u-«l Ig dui to oil In air 
tupply Valv«< undtrgolr^g qualification 

LAKNiffOfW 0 Dlractor'f Qffict 00^08/22 Dlrfctor^i Office 
2pp 15492 2(4 24X Flche 30-295.80/08/22,8210120102 


0210040154 Forward* LEft 02-O20/O3L-O ^ updated 01-O36/O3X-1 

QlESLCRrC H Wliconilrv Public Servlca Corp 02/07/24 KEPPCEB, J 0 
Region 3, Office of Director Ip 15582 317 24JC 
Fi c h t 50-305 . 82/09/24, 0210040 1 54 


— 8210040(59 LER a2-02a/03L-0 on 820025. damper on Train A failed open 
cauilng lone fpeclal ventilation fan to i.tart automatical Iq 
Cauifd bg bad coil on lolenoid controlling exhauit filter 
inlet damper Coil replaced 

BERNHOFT. fi L Hi leant in Public Service Corp 82/09/24 Region 
3, Office of Director ip 15502 318 24X Fiche 50-305.02/09/24. 

8210040154 


—0210040142 Updated LER 81-034/03X-1* on eillOa.notor drive auiiUorv 
feeduater lube oil pump continued to run uhen pump (A 
stopped Caused bg exceeiive wear 4 ml sal i gnnent of switch 
linkage mtcNanism Uarn parte replaced 

BELANT. J L. Wisconsin Public Service Corp 02/07/21 Region 3, 
Office of Director 2pp 15502 319 24X Piche 50-305.82/09/24. 

0210040154 


0210190353 Forwards LERe 02-029/01 X-l 4 e2-03t/03L-0 

GIESLER.C H Wisconsin Public aervtc# Corp 02/IO/U HEPPLER.J 0 
Region 3. Office of Director. ip 13742 t07 24X 

Flchs 30-305,02/10/11,0210190353 


— 8210170355 LER 02-029/^OlX-l on 820927. d i icovsred that month Ig testing 
requirements aicesdad for containment ratflation monitors 
R-l( tt R-12 Caused by postponement of test due to backup 
radiation monitor being out of sve 4 personnel overflight 
e Wlteanfin Public Service Corp 02/10/11 Region O'. Office of 
Director. 2p9 15743 100 24X Flche 90-305.02/10/11.0210190353 


—8210170354 LER 02-O31/O3L-O on a209f3i train 10 of shield bldg vent 
felled to switch to recirculation mode after draulng vacuum 
Rtc ircu latian damper failed to open due to broken hydraulic 
pump on el ectro-Jiy drawl ic damper actuator. Oparator replaced 
DERNKDFTiS L Wliconcln Public Service Corp. 82/10/13 Region 
3, Office of Director. Ip 15742 110 24X Flche 50-305, 02/10/1 1. 

8210190353 


0210240240 Forwards LER 82-030/01 T-0 

0lE8LER,C.if Wisconsin Public Servici Corp 02/10/10 KEPPLER, J D 
Region 3. Office of Director Ip 15799 340 24X 

F 1 c K e 50-30 5, 02/1 0 /( Br 82 1 0240240 


— G210240243 LER 02-030/017-0 on 82(004. sensing linii on all tit 
containment pressure transmitters found capped off inside, 
rendering transmltterc Inaperab le> Caused by refueling cape 
inadvertently placed on endt of sensing 1 Inee Cage removed. 
KARGHI.ir L Wliconein Public Service Corp 02/10/(0 Region 3. 
Office of Director Ip 15797 349. 2qX Flche 50-305.82/10/10, 
8210240240 


V Operator Ecamlnatione 


8210050263 Describes Implenantatl on of senior reactor operator upgrade 
training to comply w/NUREO-0737, I tern l.A 2 I, "Senior 
Reactor Operator Qua I If leatione ** All potential candidates 
cannot he examined until May/June of (903 

OieSLER.C W Wise one In Public Service Corp, 02/09/27, DENTOfI, H R 

Office of Nuclear Reactor Regulation. Director 3pp 19609:193 
24 X Flche* 50-309,02/09/29.0210090243 


— 8210040354 IE Imp Repti 50-282/02-15 Sc 5D-304/02-I5 on :ji 

noncomp lian ce noted Kajor areas inspected prevloui ' ' ' 

deficiencies in prompt notification/warning tyi 
PATTERSON. J P Division of Emergency Pre perednese 1 Hjinne'*' 
Support 02/09/07 4pp 15593 358 24 X Flche 50-ynl.D/fc?' 

0210040345 


0210000(04 Forwerdi revised Page 4 reflecting NRC Quidintt «n 
ectivation of public elert t notification svs,r« 0.11014 
emergency plan aitrcise 

WARD. E C Northern States Power Co 02/07/20 AKFU.Uy W v ft 
3, Office of Director 2pp 15640 175 24X Flche 90 W 

9210080104 


0210120587 Ratification of 021001 meeting w/1 1 c tniti. DNL l,fr|brpr>,N 
Planning U Mg t. Jne in Betheida,HD to discuss requests far 
exemption from (OCFR90, App R requirements re fire 
protec t i on 

D(1ANNI,D C Operating Reactors Branch 3 02/O'9/20 Cl 44^ t * 

Operating Reactors Branch 3 2pp 15472 3 46 24X 

Flche 50-282,02/09/28,8210120587 


0210240374 Ack receipt of F EM A 020524 1 tr re evaluetlnn of a-CfilU 
emergency preparedness for facility exercise I, aiinctalrd 
final exercise evaluations Offsite emergency preparadtiisi 
defieienciet should be addressed by util 

WfND.J A Division of Emergency Preparedness 4 i)per*tiuft*L < ar. 
82/10/21 OlLBERTBrD E Northern States Power Co ;iie 4 
24X Flche^ 50 -202, 82/(0/21, 0210240374 


8210270242 Forwards info clarifying 020430 rept. "( irt 
Shutdown Analysis in Compliance W/i0CFR50, App R.Utdion. 

Ill O 4 Subetantivf Basis for Exemption Requests,'* per 
821001 meeting u/NRC 

MUEQLF.D Northern States Power Ca 02/(0/22 Dffiii af w -^r 

Reactor Regulation, Director 132pp 19B27 049 «|4I 

Flche 90-202,02/10/22,8210270262 


P Operating license stage documents U correspondence 


8210040123 Submits supplemental info re util 0206M ritu(i,i *i-r4 
to Licenses DPR-42 4 DPR-40 "LOCA EGGS Limiting Break t 
Exposure Sensitivity Analysis for ENC XN-1 tc XN-2 PeloMi si 
Fralrle Island 1 “ applies to both Units 1 I, 2 

MUSOLF.D Northern States Power Co 02/07/24 Offirs sf e r 
Reactor Regulation, Director Ip 15501' 203 24X 

Flche 50-282. 62/09/24,0210040123 


0210050319 Foruardf response to Cor* Performance BrsncK t* - 

Tt methods of monitoring core power distributions for 
Cycle 7 opera ticn 

MUSOLF.D Northern States Power Co 02/07/29 sf » > 4 

Reactor Regulation, Director 13pp 15410 260 Jdx 

Flche 50-202. 02/09/29,0210050319 


6210130240 Dlscuises implementation of NRC guldelliiti Inf 
hours. pro-Vida d In Oeneric Ltr 82-12 Revised guidalmn M.r 
been imp 1 emen ted. u/escept Ions of 72-h per wk IlmlUltn*' i 
relief from control board duties 

MUSOLF.D Northern Statfs Power Co 02/10/07 fIfflH ii s,. -» 
Reactor Regulation, Director, 2pp, 15674 012 241 

Flche: 50-000. 02/10/07,8210130240 


8210260154 Advisee that mods required by MURE 0-0737. Ilia 111 C 1 iL 
"Control Roam Habitability,'' will not be completai ur,||| 

630315 due to delays in receipt of matl 4 satnpllni 
equipment. 

MUBOLF. D Northern States Power Go 02/10/22 Uffiii ir s^< « 
Reector Regulation, Director 3pp, 15779 012 24X 

Flche; 50-202. 02/10/22,8210240154 


0 Inspection reports, IE Bulletin* correspondence 


8210070007 Responds to FOIA request for eight categoMfl ll >• 
steam generators h steam turbines App A documents fro.,ir<l 
in R Udell FOIA Request 01-313 Forwards documentf Itbllf 
App B 

FELTONrO.N Division of Rules and Records. 02/00/10 ICh* S 4 
Winthrop, Stimton, Putnam St Roberts 9pp, 15649 041 9*1 

Flche 50-000. 02/08/10,0210070007 


—6210070137 Forwards tabulated data on steam gentr eler )ei} I ^ 
feci 1 1 tlee. Data should be provided to Ucenteei 
IPPOLITOrT. Dperating Reactors Assessment Branch W/'Jf 4 
VARQAtS Operating Reactors Branch 1 5pp 15445 111 2^ 

Flche. 50-000, B2/0B/10, 0210070007. 
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821'0070172 Forufardt info t'e stoam gonarator intagritg & inapt at all 
operating PWRjipar 730320 It 21 raquBitt Datalli of ln*p*. 
including d*f«ct indication** &ub« plugging crltarla & tuba* 
pluggad uill not b« providad axctpt for Point Baach 1. 

<SCLLER« K R Division of Raactor Licaniing <NRR-1‘?7S onlg) 
75/03/'24 WACCARy*R R, Division of Ttchnical Raviaw (NRR-197D 
only) 5pp 15M5 196 24X Fieh# 50-000*82/08/10*8210070007 


9210040345 Forward* IE Imp R«pts 50-202/82-15 S* 50-306/82-13 on 
820024-25 No noncomp Liance notad 

PAP£ft J elLO* C J Division of Emargancy Praparadnass & Oparattonal 
Support 82/09/10 LARSON. C E Northarn Statoi Powar Co 2pp 
13393 356 24X Ficha 30-202,82/09/10.8210040345. 


—S2 10040354 IE Intp Rapt* 50-202/82-15 St 50-306/02-^15 on 820024-25 No 
Ttoncoaip llanca noted Majar areas inspactad previous 
daf Ic lanc xa » in prompt nofcif ication/uarnl ng tys 

PATTERSON, vP P * AXEL80N, U L Division of Emergency Praparednao* t 
Operational Support 02/09/09. 4pp 15593 350 24X 

Ficha 50-282*02/09/10*8210040345 


8210130563 Forwards ‘’Iniarvice Insp-Exam Summary* Prairie Island Nuclear 
Oanarating Plant-Unit 11*020601-0709 •' 

MUSOLF. D Northarn State* Power Co 02/10/05 Office of Nuclear 
Reactor Regulation* Director Ip 15683 110 24X 

Fiche- 50-306* 02/10/05,8210130363 


— 8210130566 Intervlce intp rept on 020601-0709 Rapt *ummariza* exam 
reiulte of balance-of-p lant h eddy currant exam of steam 
gaiierator tubing 

ANDERSON, N T * 8CHANEN* J F * DAHL MAN * L C Northern State* Power 
Co. 02/09/15 laOpp 18603 119 24X Fiche 50-306* 02/10/03* 

€810130563 


6206190233 IE Info Notice B0-3S* Suppl 1* “Leaking U Dislodged 1-188 
Ztrplant Seeds '• 8vc list end 

COBO*L r Division of Fuel Facilltie** Materials & Safeguards 
62/10/06 Coniolidated Edison Co of New York 66pp 15761 250 
34X Fiche 50-000*82/10/06,8208190233 


6210190432 Ac k receipt of 820915 1 tr informing NRC of step* taken to 
correct violation* noted in IE Insp Repts 50-282/82-11 4* 
50-306/02-1 1 

SPES8AR0, R L Division Of Project 6 Resident Programs 02/10/07 

LARSON, C E Northern Gtatet Power Co Ip. 15741 102 24X 

Flehe 90-282*82/10/07*8210190432 


--021O19O439 Responds to NRc 820817 Itr re violations noted in IE Insp 
Repte 50-282/02-il & 50-306/82-11 Corrective actions 
startup program changed to normalixe flux difference 
c hanne 1 * 

LARSON, C E Nor thorn State f Power Co 02/09/15 BTRBETER.J F 
Division of Project tc Resident Programs 2pp 15741 183 24X 

Fiche 90-282*82/10/07*8210190432 


621D150249 AcV receipt of 820928 Itr Informing NRC of steps taken to 
correct violations noted in IE Intp Repte 50-282/82-13 6 
90-306/62-13 

STREETER, J F Division of Project t( Resident Program* 02/10/08 
LARSON. C. E Northern State* Power Co, Ip 16704 361. 24X 

Fiche 90-282* 82/10/00*8210190249 


— ‘8210150255 Retpond* to NRC 820902 Itr re violations noted In IE Insp 
Hepte 50-282/02-13 t* 50-306/82-13 Corrective action*- dlesal 
generator test procedure* will be revised by S21201 & 
Investigative rept will be discussed w/operators 
LARSON, C E Northern Btatee Power Co 82/09/20 STREETER, J F 
Divlsien of Project 8* Resident Program* 2pp 15704,362 24X 

Fiche. 50-282* 82/10/08* 0210150249 


82L0280164 Forward* IE Imp Rept* 50-282/82-16 6 90-306/82-16 an 
020901— 17 & notice of violation 

STREETER* J.F Division of Project h Resident Program* 82/10/13 
LARSON, C. E. Northern State* Power Co 2pp 19037 199. 24X 

Fiche. 50-282* 82/10/13* 8210200164 


— 0210280171 IE in»p Rept* 50-282/82-16 !< 50-306/82-16 on 820901-17. 
None ompl lance noted' fai lure to post no smoking sign In 
safetg-rslated equipment area* fc operator* found smoking. 

DUBRY* N E, , REVEB* L Divx.slon of Project & Resident Programs 
82/10/12. 6pp. 19837 202 24X Fi che. 90-282* 82/10/13* 8210280164 


620819023B IE Bulletin 02-03, “Strei* Corrosion Cracking In Thlek- 
Nal Ir Large-Diameter, Stainless Steel, Rec ircu lation Sys 
Piping at BWR Plants, “v Bve list end 

DEYQtINOi R C Director^* Office* Office of Inspection and 

Enforcement 82/10/14 Consolidated Edison Co. of New York 

119pp. 15610,129, 24X Fiche' 90-000*62/10/14,0208190238. 


S Reportable occurrences, LER* b related cor reipondence 


8210190726 Forward* LER 82-01 7/03L-0 

MUSOLF*D Northern State* Power Co B2/I0/08 Ragion 3* Office 
of Director Ip 15737' 144 24X Fiche 50-306*82/10/08,8210190726 


“*—0210190749 LER 82— 017/03L—0 on 820900* two undervoltagt rtlayi found 
t« trip outside tolerance band of 90 plu* or miniti z% of 
nominal voltage Cause not stated Relays recalibr 
HUNSTAO* A A Northern States Power Co 82/10/08 Region 3, 
Office of Director Ip 15737 145 24X Fiche 90-306*02/10/00, 

8210190736 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F Security* medical, emergency b fire protection plans 


6210070094 Forward* Amend 64 to License DPR-36 1* notice of itiuance & 
availability Amend requires meint of safeguards contingency 
1( guard training 8< qual i f 1 cation plan 

HEITNER.K L Operating Reactor* Branch 3 02/09/19 OARRlTYrJ H 

Maine Yankee Atomic Power Co 4pp 19646 351 24X 

Fiche 50-309*02/09/15*8210070054 


“—8210070059 Amend 64 to License DPR-36. includ ing requirement to maintain 
Commission approved guard training & qual if Icatlon plan 
CLARK* R A Operating Reactor* Branch 3 02/09/15 2pp 

19646 359 24X Fiche: 50-309, 82/09/15. 0210070034 


“—8210070060 Notice of issuance 6 avaxlabllity of Amend 64 to License 
DPR-36 

CLARK* R A Operating Reactor* Branch 3 02/09/15 2pp 

15646 357 24X Fiche 50-309,02/09/15*8210070094 


6210090013 Releases public version of Vol 11 of emergency plan 

FELTON, J M. Division of Rule* and Records 02/O9/J6 Document 
Managoment Branch Ip 15622 221 24X Fiche 90-309*02/09/16, 

0210050013. 


'—0210050015 Forward* public vep»lon of Vol 1 1 of emergency plan Receipt 
form end 

a Maine Yank# a Atomic Power Co 02/08/30 EISENHUT*0 0 NRC - 
No Detailed Affiliation OiVen. 2pp 19622 222 24X 

Fiche 50-309, ©2/09/16. 0210050013 


— 021OOSOO10 Public version of Vpl II of emergency plan 

• Maine Yankee Atomic Power Co 82/07/12 21ipp 15622 224 
24X Fiche 90-309,82/09/16*8210050013 


6210210136 Forward* IE Insp Rept 50-309/02-12 on 820726-30 No 
noncomp 1 lance no-bed 

ALLAN, J h Region I, Office of Director 82/10/06 RAMDAZZA. J 8 
Mein* Yankat Atomic Power Co 2pp 15766 107, 24X 

Ficha. 90-309* 62/10/06,8210210136 


—0210210142 IE Inap Rept 50-309/82-12 on 820726-30 No none ompl lane e 
no-tad Major araa* inspected followup of emergency 
praparandess items from 810908-15 appraisal 

NOJNAS* E, J , CROCKER* H W Division of Emergency Preparednes* t* 
Operational Support. 82/09/30, llpp. 15766 109 24X 

Fiche 50-309*82/10/06*8210210136 


6210210313 Forwards lE Bafeguard* Insp Rept 90-309/82-11 on 820719-21 
it notice af violation 

MARTIN,! T Division of Engineering h Technical Program* 82/10/07 
RANOAZZAf-J B Maine Yankee Atomic Power Co 2pp 19764' 227 24X 

FI eh#: 90-309* 62/10/07, 8210210313 


'--6210210316 Notice of violation from insp on 820719-21 

a Division of Englnsaring h Technical Program* 82/10/07 Ip 
19764 229 24X Fiche: 50-309* 82/10/07* 8210210313 


—8210210321 IE Bafaguards Insp Rapt 50-309/02-11 on 820719-21. 
Nancomp 1 lenc a noted failure to establish 8NM control I* 
accounting procedure* to assure that source* (* detectors 
racalved, control led* invantoried fc shipped properly, 

KUBHNERj N L,* OODY* A. T. Division of Engineering i Technlcel 
Programs 82/09/14 7pp, 19764.230. 24X Fiche* 50-309* 82/10/07* 

8210210313 


8210130170 Ack receipt of 020927 Itr informing NRC of steps taken to 
correct violations noted in IE Safeguard* Insp Rept 
90-309/81-02 Corrective actions withheld (rtf 10CFR73 211. 

MARTIN* T^T Division of Engineering it Technical Program* 82/10/00 
RANDAZZA* J, B . Maine Yankee Atomic Power Co 2pp. 19673’ 020 24X 

Fiche. 90-309* 82/10/03, 0210130170. 
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B2tO2t300B7 Ad</i«e» oi racenfc changes to 630601 s«curtti^ P l4n, me ludin^ 
mo^in^; portion of ponmotor security fence & observAtiDn 
Lauer to prov'tife ad<^l area withLn protected area Chanjjet do 
not decrease effectiveness of plan 

GAflRiTY, J H Maine YanlfnE Atomic Power Co 62/10/21 DENTQNi H R 
Office of Rue leer Reactor Regulation* Director Ip 1 SG37 184 24X 

fichB 50-309, 62/10/21,82 102 BODB7 


C Ad jud icj tor(| c orre ipondsnc e 


H Oenirat corr eipondence 


9210S6D202 Reiiueit* response to listed questiofii p* a»tt4nniint af 
personnel during ihutdown 8< nature of work periannel Jin k. 
cohiductlng at plant 

fiARRDWSr J Maine Nuclear Rofaretidum Committee R3/10/2] 

CLARK, R A Operating Reactors Branch 3 Ip 1 9fl04 070 sai 
Flche 50-309102/10/31,8210260202 


82IO0S0236 Response apposing NRC & util objections to Sensible ME Pouer 
6SQ930 addl specific contentions NRC it util stds sought to 
be imposed are unfairly S' inproperly restrictive of 
intervetior right to be heard 

miller, D S Sensible Maine Power MILLER. D S Miller.D S 
62/09/30 Atomic Safety and Licensing Board Panel I3pp 
15606 349 24X Fiche 50-309,02/09/30.6210050236 


P Operating license stage documents & correspondence 


&Z10040074 Advises that Items 1,2 £, 3 of NRC ConfirmatOru Actl&N Lii 
02-01 have been satisfied per util 820202,22 C< 0300 Urs 
Approval for facilltg restart requested 

GARRtTY, J H Maine Yankee Atomic Power Co 82/03/1;^ HA>TyE^ It 
Region 1, Office of Director CLARK, R A Operatina Reacksrs Hrj 
3 Spp 15501 141 24X Fiche 50-30 9,82/03/12,0210040073 


Q210060190 Response opposing NRC & util 820915 replies to State of hE 
620630 addl contentions All contentions should be admitted 
Certificate of Sve end 

AHRENS, P Maine, State of 62/09/30 Atomic Safety and ti censing 
Board Panel 24pp 13613 240 24X Fiche 50-309.02/09/30. 

6210060190 


6210010000 Responds to FOIA request for 19 categories of dgcvBefti pf 
nuclear reactor events & safety problems Forwards docunsnti 
lilted in App A 

FELTON, J W Division of Rules and Records 02/06/20 LPD£tL.« i 
Critical Mas* Energy Project I5pp 15727 005 adX 
Fiche 50-000 , 02/06/28,8210010009 


82L0060069 Forwards 1QCFR2 Subpart D per 620926 request 
GUTIERREZ, J M Hearing Branch 3 02/10/01 MILLER. D S 

Hiller, DS 5pp £3643 030 24X Fi Che 50-309, 02/ lO/Ol. 0210080069 


8210130314 Answer opposing Sensible ME Power 820924 aiotion for 
clarification 6 mod of ASLO 020412 order on admissibility 
of contentions Filing is untimely 6 forbidden by 
regulations Certificate of Sve end 

DIONAN, T 0 , GAD,H K Maine Yankee Atomic Power Co DIONAN, T 0 
Ropes 6 Gray 02/10/09 Atomic Safety and Licensing Board Panel 
4pp 1S670 151 24X Fiche 30-309,02/10/06.0210130314 


D2J0150I34 Forwards ASLB 820915 partial initial decision in Big Rod 
Point spent fuel pool amend proceeding Same procedure re 
EI9 should be used in instant case 

GUTIERREZ. J M Hearing Sranch 3 82/10/13 LAZC, R M . HAND,C H j 

MORRIS, P A Atomic Safety and Licensing Board Panel 2pp 
15697 346 24X Fiche 50-309.82/10/13.8210150134 


9210200065 Reply opposing NRC 6 applicant opposition to Sensible ME 
Power motion for utik disclosure MD-tton should not be 
charac ter lied as premature discovery info requested basic 6 
essentia) to proceeding Certificate of Sve end 
MILLER, D S Sensible Ka i tie Ppuer MILLER, 0 S Hiller. 0 S 
02/10/13 Atomic Safety and Licensing Board Panel Spp 
15757 2Ql 24X Fiche 50-309.82/10/13.0210200065 


8210150460 Response opposing Sensible HE Power 020924 fflotion for 
c kar 1 f 1 c atlon t< mod of ASLO 820412 order ruling on 
admissibility o# Power proposed contentions Motion merely 
repeats arguments already rejected Certificate of Svc end 
GUTIERREZ. JM Hearing Branch 3 82/10/14 Atomic Safety and 

Licensing Doard Panel 6pp 15703 106 24X Fiche 50-309.02/10/44, 

8210150460 


0210260457 Parwarda Safe Power for ME, EO Garrett. JS Green ti J derabelt 
request for issuance of thou cause order to licensee 
Ml/JRBAY, P L Murray, Plumb V Murray MURRAY. P L Safe Power for 
Maine 82/10/20 Director's Office. Office of Inspection and 
Enforcement Ip. 15807 123 a4X Fiche 50-309.02/10/20.8210260457 


— 8210260465 Safe Power for ME, EG Garre tt.JB Green Sc J Jerabek request 
for issuance of show cause order to licensee Adequate 
financial backing must be shown to raise capital required 
to continue operations 6 to make capital Investment 
MURRAY, P L Safe Power for Maine HUftRAV, P L Murrau, Plumb & 
Murray 82/10/20 Director's Office, affict of Inspection and 
Enforcement 6pj> 15807 124 24K Fiche 50-309,82/10/20, 

0210260457 


0210280297 Comments on NRC 821013 Itr to ASLB re contentions Decision 
on merits In Dig Rock Point cast does not affect 
edmisf ib 1 1 1 ty of contentions In instant case 
AHRENS.P Mains- State of 82/10/20 LAZO, R M , MANOfC.K, 

MORRIS. P A Atonic Safety and Licensing Board Panel 3ph 
1 5837 083 24X Fiche 50-309,82/10/20,8210200227 


8210290303 First set of Interrogatories L requests for docuaents 
Certificate of Svc end 

MILLER, D 8 Sensible Mains Pouir MILLER, D 3 
82/10/25 Maine Yankee Atomic Power Co 0pn 
Fiche 50-309. 82/10/25.8210290303 


Ml 1 leri B 6 
15853 170 S4X 


— 9204290049 Recommends prompt attention be given to prabita 'Qf tii - 
coolant pump closure stud corrosion detected at faciJUlri 
Response by 820415 requested 

EISENHUT. D 0 Division of Licensing 82/03/24 HANAUERiS K 
Division of Systems Integration (post 811005) 3pp lAftjs 
24X Fiche 30-000.82/06/28,0210010008 


8210040077 Advises that refueling water storage tank ]*v»1 i.skpDlF'L 
for automatic recirculation actuation signal should not br 
changed in short term, per 820727 Itr 

OARRITY, J H Maine Yankee Atomic Pouer Co 02/07/28 HA>«a.lll 
Region I, Office of Director 2pp 15301 270 24K 

Fiche 50-309,02/07/28,8210040077 


G2100402I7 Submits addl info to 020727 Itr re refueling uatir dsri4 
tank temp upper limit tt water level lower limit Reanalytit 
of KP8H for CCC8 performance included safeguards pumpi, 
fluid sys & calculations of piping sys 

OARRITY, J H Maine Yankee Atomic Power Co 92/07/29 l( 

Region 1. Office of Director 2pp 15383' 110 24X 

Fiche 50-309,02/07/29,8210040217 


8209210514 Requests addl info re responses to NUREO-0737, Itis 
III D 3 4, ^'Control Room Habitability '♦ Response rtquitlij 
vlthin 60 days of receipt of itr 

CLARK. R A Operating Reactors Branch 3 82/09/01 OARBjTYiJ^ 

Ha the Yankee Atomic Power Co 2pp 14947 201 24X 

Fiche 30-309,02/09/01,8209210514 


0209210323 Informs of acceptability of control room hsbl tfti I lI| k, 
on licensee responses to NURE0-0737r Item III D 3 4 
Conclusion based on present plant sys 6 presumes 
impUmentat Ion of effective HYAC mods 

MURPKY,D U Battelle Memorial Institute, Pacific Norlhsisk 
Laboratorv. FJN D-2323 82/03/23 HULMAN, L 0 Ace Hint 

Evaluation Branch Spp 14947 203 24X Fiche - 30-309, D3/09.':', 

9209210514, 


0210050497 Foruardt Amend 63 to License DPR-GA, oaf « ty Svsld4lUn I 
notice of issuance 1, availability Amend changes Tech Bptii 
making limiting conditions for operation more restrictive b 
increasing surveillance requirements for ventilation sys 
NELSON, C C Operating Reactors Branch 3 82/09/07 OAflRrTf.,lH 

Kairie Yankee Atomic Power Co Spp 15626 304 24X 

F i C h B ; 3 0-3094 92/09/07. 02 i 005049 7. 


82100S0503 Amend 63 to License DPR-36, ehang ing Tech Specs te askf 
limiting conditions for operation more restrictive L 
increasing suTvelUance requirements for ventilation k 
filter sgs, 

CLARK, R A, Operating Reactors Branch 3 92/09/07 

15626 307. 24X Fiche 50-309,82/09/07,8210030497 


-021OOSO5O5 Bafety evaluation supporting Amend 63 ttt LiCfflii 
• Office of Nuclear Reactor Regulation, Director ej/B9/&7 
llpp 15626,321 24X Fiche. 30-309,02/09/07.0210050497 


0210050509 Notice of issuance k availability of Amend 61 4s U«i^ 
OPR-36 

CLARK, R A Op i rating Reactors Branch b 82/09/07 1ft 
16626:332, 24X Fiche, SO-309, 02/09/07, 0210050497 
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0^2100-40413 R«<iue9ts addl info re 010403 proposed mod to Tech Specs 
concerning s-nufaber surveillance Response requested uiithln 
30 4aqs 

CLARW.B A Operating Reactors Branch 3 02/09/14 OARRITY. J H 

^t;aLn« Yankee Atomic Power Co 2pp 15597 235 24X 

F i c h B 50-309. G2/09/ 1 4 . 82 1 00404 1 3 


&210040-423 Advises that util response to MJRE0-0737, Item 11 K 3 3. 
"fieportins Relie# L Safety Valve Failures & Challenges.'* 
accep tab le 

HEIT^ER.K L Operating Reactors Branch 3 82/09/15 OARRITY.J H 

Maine Yankee Atomic Power Co 2pp 15597 239 24X 

Fiche 50-309.82/09/15.8310040423 


8210130360 Application to amend App A of License DPR-36. consist inp of 
Proposed Change 92. mod 1 f y log Tech Specs to restrict 
•operations uthen reactor protective sys channels & E6F 
actuation syi sensors bypassed. 

RANDAZ2A»J B Maine Yankee Atofflic Power Co, 82/10/07 CLARK. R A 
Operating Reactors Branch 3 2pp 15679 117 24X 

Fiche 50-309.82/10/07.8210130360 


— 8210130369 Proposed changes to Tech Spec 3 9. res trie ting operations 
bihen reactor protective sys channels It EBF actuation sys 

sensors bypassed 

e Maine Vankae Atomic Potuer Co 82/10/07 6pp. 1567? 119 24X 

Fiche 50-309.82/10/07.8310130360 


821007-0054 Forwards Amend 64 to License DPR-36 6 notice of issuance t« 
availability Amend requires maint of safeguards contingency 
guard training & qualification plan 
HETTWER.K L Operating Reactors Branch 3 02/07/15 OAR.RITY.J H 

Maine Yankee Atomic Power Co 4pp 15646 351 24X 

Fiche 50-309, 82/09/ 1 S. 92 1 0070054 


— 8210070059 Amend 64 to License DPR-36. inc 1 ud ing requirement to maintain 
Coirmiss 1 on approved guard training & qualification plan 
CLARK, R A Operating Reactors Branch 3 82/09/15 2pp, 

IS646 355 24X Fiche 50-309.02/09/15.0210070054 


— B2 1 0-070060 Notice of issuance t. availability of Amend 64 to Llcensa 
DPfl-36 

CLARK, R A Operating Reactors Branch 3 82/09/15 2pp 

15646 357 24X Fiche 80-309.02/09/15.0210070054 


B210250267 Forwards audit rept re procedures U training on pressuriiod 
ther-mal shock containing specific recommendation for 
training program Requests summary of plans in response to 
T ec ommendatiDns within 45 days 

CLARK. R A Operating Reactors Branch 3 02/09/23 OARRITY .J H 

Maine Yankee Atomic Power Co 34pp I5Q07 341 24X 

Flrhe 50-309. 02/09/23.0210250267 


OS1006017i Application for amend to Tech Specs App A re Cycle 7 core 
performance analysis 

iRANDAZZA. J Q Maine Yankee Atomic Power Co 02/09/2? Office of 
Nuclear Reactor Regulation. Director 3pp 15614 069 24X 

Fj Che 50-309, 02/09/29. 8210060171 


8210270008 Forwards Revision 2 to "Irservico Insp Testing Program " 
OARRITV.^f H Maine Yankee Atomic Power Co 02/lO/t2 CLARK. R A 
Operating Reactors Branch 3 ip 15022 134 24X 

Fiche SO-309. 82/10/12. 8210270000 


— 821027000-9 Revision 2 to "rnsorvlee Insp 6t Testing Program " 
JONES. O L Maine Yankee Ato^nic Power Co 02/09/21 133pp 

15822 135 24X Fiche 50-309. 82/ 10/1 2. 921 0270008 


8210220203 Forwards addl info re "Environ due 1 If i cation of 
Sefety-Relatid Electrical Equipment,''* Item A 1 MM N/o end 
OARRITYrJ’ H Maine Yankee Atomic Power Co 82/10/10 CLARK. R A 
Operating Reactors Branch 3 3pp 15776:354 24X 

Fiche 50-309. 82/10/10. 02 H12202 03 


8210250098 Clarifies NUilEO-0737, I tern II D 4 1, "Training for Mitigating 
Core Damage," per NRC 820914 request All replacement 
licensed operators & shift technical advisors receive 
training prior to assuming duties 

OARRITY. J H Maine Yankee Atomic Power Co 82/10/16 CLARK, R A 
Operating Reactors Branch 3 2pp IS797 10? 24X 

Fiche 50-309. 82/ 10/18. 021 0250090 


0210220212 Informs that saturation manitor upgrading delayed due to 
equipment availability Rosemount resistance temp detectors 
(RTD) tkflll be used in conjunction ui/steam tables to provide 
atTequate backup In case of lass of RTD indication 
OARRITYiJ H Maine Yankee Atomic Power Co 82/10/19 CLARK. R A 
Operating Reactors Branch 3 2pp 15776*229 24X 

Fiche SO- 309. 02/10/19. 0210220212 


—0210060173 Proposed changes to Tech Specs re Cycle 7 core performance 
analy s i s 

a Maine Yankee Atomic Power Co 02/09/29 36pp 15614 071 24X 

Fiche 50-30 9.82/09/29,0210060171 


0210290160 Notification of changed location for 821013 meeting w/utils 
in Bethesda. MD to discuss Cycle 7 reload package 
HEITNER.K L Operating Reactors Branch 3 02/10/05 CLARK, R A 

Operating Reactors Branch 3 Ip 15076 220 24X 

Fiche 50-309, 02/10/05,0210290160 


0210290165 Notification of 021013 meeting w/utiU in Be thesda, MD to 
discuss Cycle 7 reload package 

HiElTNERiK L Operating Reactors Branch 3 02/10/05 CLARK, R A 

Operating Reactors Branch 3 2pp 15066 3 6 0 24X 

Fiche 50-309.82/10/05,8210290165 


3210130252 Proposed Change 94 to License DPR-36,App A Mod renders RC8 
p ouer-op eratc d relief valves temporarily Inoperable during 
hydrostatic testing when setpoint approached Approval 
requested prior to startup of Cycle 7 

RANBAZZA.J B Maine Yankee Atomic Power Co 02/10/07 CLARK.R A 
Operating Reactors Branch 3 3pp 15670 042 24X 

Fiche 50-309,82/10/07,8210130252 


--©210130254 Proposed Tech Spec Pages 3 3-1 through 3 3-3. render Ing RC8 
power-operated relief valves temporarily inoperable during 
hydrostatic testing when setpoint approached 

* Maine Yankee Atomic Power Co 82/10/07 3pp 1S67B 04 5 24X 

Fiche 30-307.82/10/07.8210130252 


0210130203 proposed Change 95 to License DPR-36, mod ify ing Tech Specs 
to satisfy generic concerns re containment purge vent sys 
i tests required to verify valve operability for on-line 
fiurge & leakage rate of isolation valves 

#?AN0AZZA, J. B Maine Yankee Atomic Power Co 82/10/07 CLARK, fl A 
Operating Reactors Branch 3 3pp 15678*297 24X 

Fiche* 50-309, 82/10/07.8210130283 


©21D130286 Proposed Tech Spec changes re containment purge & vent sys 

U tests required to verify valve operability for on-line 
purge t< leakage rate of isolation valves 

« Maine Yankee Atomic Power Co 82/10/07 5pp 15670 300 24X 

Fiche 50-309,82/10/07,6210130203 


8210260420 Advises that initallatiori of isolation valves in letdaun, 
steam generator blowdown tc auiiliary steam lines twill not 
be completed during 1982 refueling due to late equipment 
•delivery. Installation to be completed by next outage 
OARRITY, J H Maine Yankee Atomic Power Co. 02/10/21 CLARK, R A 
Operating Reactors Branch 3 Ip. 15006 314 24X 

Fiche 50-309,02/10/21,8210260420 


0210200161 Advisee that seismic design revieu re auxiliary feedwater 
sys seismic qualification will not be completed as 
committed to In vtli 010005 Itr but in accordance u/plan 
presented In util B20621 Itr. 

OARRITY, -J H Maine Yankee Atomic Power Co 82/10/22 CLARK, R A 
Operating Reactors Branch 3 Ip 15837:209 24X 

Fiche 50-309.82/10/22.0210260161. 


O Inspection reports* IE Bulletins S< correspondence 


8210070007 Rssponds to FOIA request for eight categories of records re 
stea^m generators b steam turbines App A documents provided 
in R UdclL FOIA Request 81-313 Forwards documents listed in 
App 0 

FELTON, J M Division of Rules and Records 02/08/10. LONQ, D, J 
Uinthrop, Btimson, Putnam t, Roberts. 9pp 15645 063 24X 

Fiche* 50-000, 02/00/10, 0210070007 


— 0210070172 Forwards info re steam generator Integrity U insps at all 
operating PNRs, per 750320 4c 21 requests Details of insps, 
including defect indications, tube plugging criteria I, tubes 
plugged will not be provided except for Point Beach £, 

OOLLER,K R Division of Reactor Licensing INRR-1973 only) 
75/03/24 MACCARY, R.R Division of Technical Revlcu (NRR-197S 
only) 5pp. 15645. 196 Z4X Fiche 50-000, 82/00/10.6210070007. 


6210070357 Forwards IE Enforcement Conference Rspt 50-309/82-14 on 
020602 & 0714 No noncomp Hance noted Enforcement action 
pending i< will be forwarded under separate cover. 

STAROSTECKlrR Division of Project b Resident Programs 82/09/2D 
RANDAZZA, J B Maine Yankee Atomic Power Co 2pp 19634 062 24X 

Fiche. 50-309, 82/09/20* 8210070357. 


—0210070361 IE Enforcemsnt Conferenea Rept 50-309/82-14 on 020602 S* 
0714. No none ompl 1 ance notid. Major areas discussed NRC 
concerns re design change control U event reporting 
weaknesses Identified in IE Insp Rept 50-309/82-09, 

SHETLAND, P , OALLO, R Division of Project I* Resident Programs 
82/09/09. 2pp, 15634 064. 24X F£ ch e, 50-309. 02/09/20, 6210070337 
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82100&0302 Reipantfi %o 820708 rtqu>«t for atfd L info r» control tlemoht 
ac«>i«blv ^ otivnblii frottins uior Intpi 

OARRiTYiJ H rtoln# YanLiB Atonic Poutr Co 02/07/28 CLAflKi R A 
□paratinff Roocfcori Branch 3 ^pp I5AI7 202 24K 

F£ch», SO-SO?* 82/09/28. 0210060302 


8210190378 Fary«rd« roipansa to ^RC r«q,u»ii for add! info tt IE 
Bullatin BO- 1 I, ''Maiotiry Wall DatlflU " All roqoirodi (nodi 
inatalltd &V 020301 . Math trror dotactad uhtch rsqnircs 
strong t h aning of uall lutll b« accotnpl Ithod at 1902 outag« 
0ARR1TY#J H Haina Yank*# Atomic Powar Co 02/07/30 CiARK* R A 
Optra tlna Raactora Branch 3 78pp 19703 286 24X 

rich# 50-309 j 82/09/30,8210150370 


0200190233 IE Info Notica 60-33. 0uppl 1, **Laabli >9 t* Ditl'Odgid 1-129 
Inplant Gavdi " 0vc list tncl 

COBBiL I l>i vision nf Fuel Paciliiiat, Mat#rial« U Safigutrds 
02/10/06 Consol Idatad Etfitan Co of Meu York 6&pp 15761 250 
24 X rich# 90-000*02/10/06.8200190233 


—0210270177 LER BI-005/03L-0 on 810509, one o# throa RAS actualien 
iultchts failrd to close Cauitd bv matl 1 ncomp^it ib f i 1 (u 
Switch rtplactd w/improvad modal utilising stainlasi tittl 
if) plac# of 6ra«t 

a Main# Yank## Atomic Power Co 81/09/26 Rtglotv \, 
Philadelphia* Offica of the Director {Ql/03/OiJ le ijQJa 
a4K Flche 90-309,81/09/26.8210270165 


0210290267 Part 21 deflclencg rept re potential galling proUia ||i,i 
stem U. bonnet of 1 25-inch & larger AlOS carbon stRel h 
A162'F22 vilv«f supplied Feb 1961-Aug 1982 V/alvei thaj)^ l^r 
serviced <« stem &/or bonnet replaced 

ISABELLE, t D Conval, Inc 02/10/11 HAYNES, R c Region I. Cr^ 
of Olrector I7pp 19034 232 24X Fiche 50-000* 02/10/1 j, 

8210290267 


8210210019 Forward* LER 02-O27/O3L-O 

WOOD, E C Main# Yank## Atomic Power Co 02/10/12 Rfjian I. 
Office of Director Ip 19766 021 24x Fiche 30-309, Q^yiOnS. 
8210210015 


8210210136 Forwards IE Insp Rapt 90-309/92-12 on 820726-30 Mo 
noncompl iance noted 

ALLAH. Region 1. Office of Director 82/10/06 RANDAZZA.JB 

Main# Yankee Atomic Power Co 2pp 19766 107 24X 

Fiche 50-309,62/10/06.8210210136 


— 0210210142 IE Inip R#pt 90-309/02-12 on 020726-30 No noncompt ianc e 
noted Ma/or areas inspected followop of •invrgAnci^ 
preparendesi items from 810908-13 appraisal, 

WDJNAS.E J * CBDCKERiH M Division of Emtrgencv Preparedness tt 
Operational Gupport G2/09/30 llpp 19766 109 24X 

Fiche 50-30 9. 82/10/06* 0 2 1 021 0 ! 36 


9210210313 Forward* IE Safeguard* InSp Rept 30-309/02-11 on 020719-21 
It notice of violation 

MARTIN. T T Division of Engineering li Technical Programs B2/10/07 
RANDAZZA, J B Maine Yankee Atomic Power Co 2pp 15764 227 24X 

Fiche 50-309. 02/10/07.8210210313 


--8210210316 Notice of violation from insp on 020719-2( 

e Division of Engineering Ci Technical Programs 02/10/07 ip 
15764 229 24X Fiche 50-309,02/10/07*0210210313. 


—8210210321 IE Safeguards Insp Rept 50-309/02-11 on 020719-21 
None ompliancB noted failure to establish SNH control it 
accounting procedures to assure that sourcee it detectors 
received. control led. Inventoried U shipped properly 
KUSKMERiH. L , ODDY, A T Division of Engineering 6 Technical 
Programs 82/09/14 7pp. I5764>830. 24X Fiche 50-309.02/10/07, 

0210210313 


8210130176 Ack receipt of 020927 Itr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Rept 
80-^09/61-02 Corrective action* withheld (ref 10CF873 21). 

MARTIN, T T. Division of Engineering 4, Technical Programs 82/10/08 
RANDAZZA, J D. Kaine Yankee Atomic Power Co 2pp 15673 020 24X 

Fiche' 50-309, 02/10/08, 0210130170 


6210270006 Fnruardi Revision 2 to "Iniervlce Insp t Testing Proprani “ 
OARftlTY.J. H Maine Yankee Atomic Power Co 02/10/12 CLARK. R A. 
Operating Reactors Branch 3 Ip 15822 134 24X 

rich# 50-309, 82/ 1 0/ 12. 0 2i 0270000. 


— 0210270009 RevisioTi 2 to * Inservice Insp It Tesli-ng Program ” 
JDNE6. D L Maine Yankee Atomic Pewer Ce. 02/09/31, 133pp 

15022.139 24X Fiche. 50-309. 02/10/ 12, 0210270008 


0200190238 IE Bulletin 82-03, "Gtrees Corrosion Cracking in Thick- 
Well. Large-Di ameter. Stainltis Steel. Recirculation Sue 
Piping at BWR Plante." 8vc list end. 

DEYOUMO,R. C, Director's Office. Office of Inspection and 
Enforcement. 82/10/14 Consolidated Edlion Co af Mew York 
118pp. ISQIO'125, 24 X Fiche 90-000. 02/10/14.0200190236 


— 8210210010 LER B2-027/03L-0 on 920929, conta i nment isoUttco i l|‘/' 
safety injection actuation signal steam generator bloirfd-cun 
valve BD-T'-32 failed to fully close Caused by loose tcriv 
lodged between disk 6 seating surface Parts replaced 
NELSON, R H Maine Yankee Atomic Power Co 82/10/12 Reimj 
Office Of Director Ip 15766 022 24X Fiche 30-309, W/l D'l2 

6210210015 


0210260193 Forwards LER 82-026/ 03L-0 

UOQD.E C Heine Yankee Atomic Power Co B2/I0/I8 Hi^iiOn I, 
Office of Director Ip 1S0O4 272 24X Flcfia 50-309,02/10/18 
0210260193 


— 8210260200 LER 82-026/03U-0 on 820924. one steam, generator sefil^.* 
failed to operate L two valves operated above Tech 6prc 
limit* during test Caused by instrument drift Cause of 
instrument drift unknown 

NELSON, R ii Heine Yankee Atomic Power Co 02/10/10 Repi.i, 
Office of Director 2pp 15004 273 24X Fiche 50-309, G2/1C J 
0210260193 


8210260199 Forward* LER 02-O28/O3L-O 

HOOD. E C Main# Yankee Atomic Power Co 82/10/10 nsglen t 
Office of Director Ip 15799 140 24X Fiche 50-309i.02/lD/ J8 
6210260199 


— 9210260208 LEfl 82-O20/O3L-O on 020929, cont a inment Itolatien »L|'r, 
reset resulted in unexpected opening of control eleistnl 
drive mechanism cooler return valve Caused bij open coll In 
Agastat E8F reset panel valve switch control relay 
NELSON. R H Maine Yankee Atomic Power Co 02/10/10 Pi|U!i 
Office of Director 2pp 15799 149 24X Fiche 5O-a09.BJ/i: I 

8210260199 


8210260327 LER B2-029/01T-0‘ scheduled eddy current tests of ties* 
generator 2 tubes revealed small number of tubas icct#dlr| 
tube plugging limit 

OARRITYj^ H. Maine Yankee Atomic Power Co 62/10/10 FipUs 
Office of Director Ip 15001.362 24X Fiche 90-309.03/10/12 

0210260327. 


6210290343 LER B2-029/01T-1 eddy current tests op steam ginilitir i 
tubes revealed iO tubes exceeding tube plugging limit Cdviif 
by short radius bend tub* degradation Condition also 
reported by similar C-E plant 

OARRlTYf^J H Maine Yankee Atomic Power Co 02/10/19 Rijiiil 
Office of Director Ip. 150S3 026 24X F I ch*. 30-309. (r?/l(l/X9 

8210290343 


DOCKET 50-311 SALEM NUCLEAR OENERATINO STATION, l/MIT 2 
F Security, medlcali emergency & fire protection plant 


8210260144 Forwards addl info ra IE Bulletin 80-11. Two addl masonry 
walls identified In fuel bldg One wall located south of 
spent fuel pool tt one wall adjacent to ventilation 
penthouse, Des tgn edequecy will be ri-eveluated. 

OARRITY, J,H. Heine Yankee Atomic Power Go 82/10/21. CLARK, R, A 
Operating Reactors Branch 3, 2pp, 15799.009, 24X 

Fiche 50-307, 82/10/21, 0210260144 


8210280245 Forwards 1982 PEHA/NRC observed exercise scinerLQ f*' £- 
eserclse Revisions reflect changes agreed upon during B204?O 
meeting w/MRC U FEMA 

ZUPKO/J.H. Public Bervlce Electric h Qa* Co. of New Jtriii 
62/07/16, HAYNES, R C. Region 1, Office of Director U9tt 
15787; 002 24 X Fiche 80-272i 62/09/16, 6210250349 


S Reportable occurrences, LERs it related eorrespondenea 


8210370165 Forwards LER 01-OO5/O3L-O 

MlOO, £ C Heine Yankee Atonic PoMer Co 61/05/26 
Philadelphia, Office of the Dirsetpr 181/03/01), lo, 

24X Fiche* 50-307. 01/05/26,8210270165 


Region 1 j 
15822. 395 


8210260516 Forwards exemption from requirements of lOCf R90 45 
protcetlen of safe shutdown capability 

VAR 0 A. 8. A, Oparatlng Reactor* Branch 1, 02/09/ 16 VOCRiTf'* k 

Public Service Electric it Oas Co, of New Jereey 3pp I553C LA 
S4X Fiche ' 50-272, 82/07/16i 6210260516. 


—8210260521 Exemption from requirements of 1OCFR90 46 r# Mr# P''fS' 
of safe shutdown capability. 

ElSENHUTi 0. 0. Division of Licensing 82/09/J6 Pulli* 
Electric it Oas Co of New Jersey. 4pp, 15030 171 
Fiche: 50-272, 62/09/16, 0210260516. 
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‘♦-3210260534 Safeti^ ttvali/atlQn supparting licenfag rec^uest for exemption 
?rofi reituirementa of lOCFfiSO 40 re fire protection of f«fe 
e-hutdoun cepabilitg 

* Office of Nuclear Reactor Regulation* Director 02/09/16 3pp 
15830 175 24X Fiche 50-272102/09/16.8210260516 


3210060431 Forwards exemption from re<iuir emen ti of Section IV F 1 of 
Ap p E to lOCFRSOr to allow next full-scale emergency 
preparedness exercise at facility to be conducted on or 
atainTt 020929. granting 020709 request 

VARGArS A Operating Reactors Branch l 02/09/23 UOERITZ, R A 
Public Service Electric ti Qas Co of New Jersey 3pp 15636 227 
24X: Fiche 50-272.02/09/23.0210060431 


-'-6210060433 Exemption from tequlrements of Section IV F 1 of App E to 
IOCFR50. to allow next full-scale emergency preparedness 
exercise at facility to be conducted on or about 020927 
ervalyatidn end 

iEISEnhVT. D Q Division of Licensing 82/09/23 Public Service 

lELectrlc U Oas Co of New Jersey 5pp 1S636 230 24X 

Ft Che 50-372,82/09/23.0210060431 


P Operating license stage documents 5< correspondence 


B2lDOSiOOOB Responds to FOlA request for 19 categories of documents re 
nuclear reactor events safety problems Forwards documents 
1 1 fc ted in App A 

FELTON, j M Division of Rules and Records 82/06/28 UDELL. R A 
Critical Mass Energy Project ISpp 15727 005 24X 

Fiche 50-000, 82/06/20. 0210010000 


~Q0D8050265 Discusses addl required info to better define potential far 
cradling in reactor vessel noiiles 

fJQONAN. V 8 Assistant Director for Materials & Qual if icat t ons 
Engineering 80/05/05 TEDESCQ. R L Assistant Director for 
Licensing 2pp IS727 176 24X Fiche 50-000,02/06/20,8210010008 


--0203310089 Forwards memo re equipment malfunctions during 020114 
turbine load reduction operation Following review of 
final rept from licensee U Region l.will complete 
e^valuation of event for generic implications 

MICHELSDN.C Di rec tor ' s Of f i c e 02/03/15 JORDAN. E L Division 
of Engineering & duality Assurance Ip 15745 050 24X 

Fiche 30-000,82/06/20.0210010000 


0203310094 Summary of 820204 meeting re evaluation of sequence of 
events 0 # Salem 820114 load reduction transient, operators 
act i one, lessons learned ^ future remedial actions to be 
taten 

TREHANrNK Director's Office 82/02/22 KICHEL80N.C 
Director's Office 2pp 15734 036 24X Fiche 50-000.02/06/20. 

02100 I 0000 


8210 050405 Forwards documentation of satisfactory complmtion of 
rmnuiretnents contained in 790921 Ur re TMI Action Itam 
tl E i 1 concerning auxiliary feedwater sys 

VARGA. S A Operating Reactors Branch i 02/09/20 UDERITZ. R A 
Public Service Electric (< Oas Co of New Jersey Spp* 15626 277 
34 K Fiche 50-272,82/09/20,8210050485 


--031.0050490 "Suppl to 8afety Evaluation Rept for Salem Units 1 8< 2 
foip I ementat ion of Recommendations for Auxiliary Feedwater 
Eys 

** Office of Nuclear Reactor Regulation, Director 82/09/20 3pp 
J3626 200 24X Fiche 50-272.82/09/20,0210030405 


0310130603 Advises that installed monitoring sys required by TMI Action 
It«n»s II F I 4rll F 1 5 J< II F 1 6 acceptable S. items 
conaidered closed 

V/AROA. S A Operating Reactors Branch 1 02/09/20 UDERITZ. R A 

public Service Electric $< Oe* Co of New Jersey 2pp. 15692,349 
34 X Fiche 50-272.02/09/20,0210130603 


821019’0047 Informs that util rod exchange methodology not approved 
because of ca Iculat ional content of reactivity measuremertt 
Neuj submittal or return to boron dilution method requestod. 

VAROA. S A Operating Reactors Branch 1 02/09/29 UDERITZ, R A 

Public Service Electric i* Oas Co of New Jersey 3pp 15761 041 
24X Fiche 50-272,02/09/29,8210190047 


0310 1 90507 Application for amend to Licenses DPR-70 U DPR-75, revls ing 
car* 1 imits. fractional thermal power factor limit, 
performance of RCS water inventory balance 8i boron 
concentration k contained vol limits, 

UTDENiE A Public Service Electric k Oas Co of New Jersey 
eS/lO/OS VAROAiS A Operating Reactors Branch 1 2pp 10063,124 
24X Fiche 50-278,02/10/05.0210190507, 


— 62101905]^ Proposed Tech Epacs supporting application to amend Licenses 
DPR-70 & DPR-75, revis ing core I Imi ts, f rac tiona 1 power 
factor 1 iml t. per formanc a of RCS water inventory balance 6 
boron concentration tc contained vol limits 

« Public Service Electric & Oas Co of New Jersey 62/10/05 
I7pp 15063 126 24X Fiche 50-272,62/10/05.8210190507 


6210270136 License Change Requests 62-17-20-21 6 22 to Licenses DPR-70 
k DPR-75 Changes involve inservlce imp of snuhb ers, steam 
generator insp per ts. conCa inmen t ventilation valve insp & 
surveillance functional testing 

LINDEN. E A Public Service Electric |< Oas Co of New Jersey 
02/10/07 UARQA,. S A Operating Reactors Branch 1 3p p 15037 036 
24X Fiche 50-272,82/10/07,6210270136 


— 8210270142 Proposed Tech Spec changes re In service insp of snubbers, 
installation of steam generator inip por t s, pressure djop 
test k reactor trip instrumentation 

e Public Servlet Electric 9. Oas Co of New Jersey 62/10/07 
6pp 1S827 029 24X Fiche 50-272.82/10/07.6210270136 


6210160009 Advises that design changes satisfying coTtcerns expressed in 
020917 request for addl info re reactor protection sya/ESF 
actuation sys initiated Tech Specs will be modified to 
address setpoint changes 

LIDEN.E A Public Service Electric 6 Oas Co of New Jersey 

02/10/00 VAROA. B A Operating Reactors Branch 1 ip 15720 024 

24X Fiche 50-272. 62/10/08, 82101 00009 


6210270352 Forwards Amends 40 & 13 to Licenses DPR-TO & DPR-73i 
respectively, safety evaluation k notice of issuance & 
availability Amend revises process k effluont manitors to 
agree w/existing plant conditlans 

ROSS.N J Operating Reactors Branch i 82/10/16 UDERITZ. R A 
Public Service Electric & Oas Co. of New Jersey 2pp 10834' 310 
24X Fiche, 50-272, 02/10/18.8210270352 


— 8210270355 Amends 48 8. 13 to Licenses DPR-70 8. DPR-75i respect ively, 
revising process & effluent monitors to agree w/existing 
plant conditions 

VAROA, S A Operating Reactors Branch 1 02/10/10 14pp. 

15034 320 24X Fiche 50-272.82/10/18,8210270352 


—8210270360 Safety evaluation supporting Amends 40 k 13 to Licenses 
DPR~70 k DRR-7S, respectively 

a Office of fluclear Reactor Regulation. Director 02/10/10 6pp 
15634 334 24X Fiche 50-272.02/10/18.0210270352 


— 0210270366 Notice gf issuance 8i availability of Amends 48 L 13 to 
Licenses DPR-70 k DPR-7S, respectively 

VAROA. S A Operating Reactors Branch 1 02/10/18 2pp 

13834 340 24X Fiche 30-272,02/10/10,0210270332 


Q Inspection reports, IE Bulletins (< corresp ondeuco 


0210080015 Addl response to FQIA request for 19 categories of info re 
nuclear reactor events k safety prob 1 ems. Forwards documents 
listed in App A Documents in App D completely withheld (ref 
FOIA Exemption 53, 

FELTON, J M, Division of Rules and Records 02/07/12 UDELL, R A 
Critical Mess Energy Frojact 9pp IS665 027 24X 

Fiche 50-0001 02/07/12,6210080015 


— 8210080150 Sy t tematic assessment of licensee performance notes re 
facility evaluation for Sept 1979-Aug 1930 
* NRC - No Detailed Affiliation Given 00/00/31 8pp 
15660 043 24X FI ch e* 50-000, 82/07/ 12, 6210060015 


0210070007 Responds to FOIA request for eight categories of records re 
steam generators k staam turbines App A documents provided 
in R Odell FOIA Request 01-313 Forwards documents listed In 
App B, 

FELTON. J M Division of Rules and Records 02/06/10, L0N(9i D J 
Iflnthrop. Stlmson, Putnam k Roberts. 9pp 19645 063 24X 

Fiche 50-000,02/08/10,8210070007 


— 8210070139 Forwards tabulated data on steam generator insp maint at 
facilities Date ihouid be provided to licensees 
IPPOLlTO, T Operating Reactors Astessment Branch. 02/04/01. 

VAROA. S Operating Reactors Branch 1. 5pp, 15645,131 24X 

Fiche 50-000, 32/00/10, 8210070007. 


3210120323 Responds to violations noted In IE Imp Repts 50-272/02-17 
k 50-311/82—17 on B20707-OB03, Correct ive actlani 
administrative procedure will be revised so futurd 
temporary design changes are removed on timely basis 
UDERITZ, R A Public Service Electric k Oas Co. of New Jersey. 
82/09/20. HAYNES, R C Region 1, Office of Director. STARDSTECK,!, R 
Division of Project k Resident Programs, 5pp 15652t 125 24X 

Fiche. 50-272, 82/09/28, 8210120320 
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S210060aOB R..po»«l to BBOTOB r.qot.l Ror tO<ll !"»» r. control 

u JUff^bly fr.tllng uwr . CLARK* A 

Op*p<tinf Rgacton Branch 3 4jtjj 15619 202 24X 

Fichi 50-309.02/09/2010210060302 


—9210570177 tGR SI-OOS/OX-O on 81 0309. one t»f three 8AS ^*.41 K'r 
tuitche* to dote Ctated by 'f'atl incompatibility 

Sceitch r«placa<i u/ifl^proved model utilitlnp tt«ln)«i|f itfel 
in place o^ bra«« 

e Kalne /anke* Atomic Power Co 01/03/56 Region 

pMladalphla. Office of the Director (B1/03/DJ > |p tSBiZ 
2AX Flcbo 50-309< 01/03/26.8210270165 


0210180378 Forw.rdi r. .?»«•« t» 

aull.tln 00-U, "Ka.onrd Hall Ortlsn * All Paquir.d moJa 

initallrd 8v BSOaoi Hat* arrar ISli'aJtaoi 

atr«»ttanlnl of uall xlll t. accOFpIt.h.d f. 

OARfllTV.dH M**"* 'f'"''" oaf a« 

Otter at irg R**ct*rt Brantb 3 70pp 15703 206 
Flche 50-309.02/09/30.0510150398 


B20B190233 lE Info ^t^tice 00-33. 0(jppl 1. ''Leekinfl DUUdgtd Id25 

CoU?L'j^”D‘vi,Un if^ulrraclltit*. ''•‘"JjJ* bSO 

Ba/lo/o* CancnlKtata. Ediaon ca of Nau Yorl £*ac> IS/oi iJo 
2AX Fltbf 50-000 < 02/10706. 0300190233 


8210290267 Part 21 deficiently rept re potential 9.»llkhg prabIiMi^‘d 
Item t< boTinat of 1 2S-lnch S. larger A109 carbon eteel 6 
A182-F22 valvai lupplled Feb 1901-Aug 1902 Valvee thcuid be 
serviced & etem «</or bonnet replaced 

IBABELLEfL D Conval. Int 02/10/11 HAYNEfi. 8 C fitn-ofx li 
of Director l7pp 15854 232 24X Fiche SQ'OQO, 02/ lO/l 1. 

9210290267 


9210210015 Foruard* LER 02-027/oaL-O 

IfOODdE C Main* Yankee Atomic Power Co 82/10/12 Begien !• 
Office of Director Ip IS766 021 SAX Fltfte 50-309, flJ/lC/i; 
0210210015 


8210210136 Foruardi IE R*Pt 50-^09/02-12 on 020726-30 Mo 

Off. 7* »' “‘"'tSai * 

Maine Yankee Atomic Power Co 2pp 15766 lo/ 24X 
Fiche 50-309.82/10/06.9210210136 


—8210210142 IZ ln*p Kept 50-007/02-13 on 020726-30 Kq nbncomp I lance 
noted Major araae inepected followup of energincg 
DT ep arand • * t Itemi from 01O9OB-15 appralial j 

SoJNAa.e J I CSDCKER.H W Divteion of ^ ** 

Operational Support 82/09/3D UpP 19766 107 24)1 

Ficht 50-3098 03/10/06.0210210136 


—9210210010 UER e2-027/03L-0 on 920929. conta i hmont UcJeUen i J r* 
eafetfl Injection actuation itgnal iteam generator bloiuitjn 
valve DD‘-T-02 failed to full^ close Caused by loose ifrev 
lodged between disk b seating surface Parts replaced 
NELSOK* W H Heine Yankee Atomic Power Co Q2/J0/)3 Rep..*/ 

Office of Director Ip 15766 022 24X Ficbe 30-'JDY, CJ/fC.'/Ji 

6210210019 


0210260193 Forwards LER 02-O26/O3L-O 

MOOOf E C Natne Yankee Atomic Power Co 83/10/10 ftegsan t 
Office of Director Ip 15804 272 24X Flcbe SO-309. D?/ lO/ 19 
6210260193 


0310210313 Forwards IE 8*#tgu«rds Intp Rept 50-307/02-11 on 020719-21 

MARriw” ^Dlilsion of Engineering b 
0AHDAZZA, J 0 Maine Yankee Atomic Power Co 2pp 15764 227 JAX 
Fiche SO-aO?. 62/10/07.0210210313. 


-0210210316 Notice Of Violation from imp on 820719-21 

« Division of enolnierlng & Technical Programs 02/10/07 
«764 229 2« Fiche 30-309.02/10/07.8210210313 


IP 


-8210210331 It aafeguards Insp Rept 50-309/02-11 on 020717-21 
NoneomplUiie# noted failure to sslabllsh tm control b 
recounting broetduras to assure that sources (< datetters 

received. coMtrolleddnventoTled 4. shipped propeTly ^ , 

KUSHNERdU L . qODY. A T. Division of Engineering fc Technical^ 
Programs 02/09/14, 7pp 13764.230. 

021021031 3 


24X Fiche- 50-309*02/10/07, 


8210130170 Aek receipt bf 820527 Itr Informing NRC of steps taten to 
correct violatiani noted In I£ Safeguards Insp Rppt 
50-309/81-02 Corrective actions withheld Cref iOCFtt7a 21). 
martin. T T. Dlviston of Engineering 6 technical Programs 82/10/00 
RANDAZZA. J 8 Maine Yankee Atomic Power Co 2pp 19673 020 24X 

Fiche: 50-309. 02/10/00,8210130178 


0210270000 Forwards Rsvlsion 2 td "laiervlce Inep b testing Program 
QARfitTY, J H Maine Yaolee AtomU Power Co 02/|O/i2 CtARKiR A. 
Operating Reactor* Branch 3 If. 13022 134, 24X 

Fiche. 50-309. 02/10/12,9210270008 


— 0210270007 Ravltion 2 to "Jnservlce Imp 1. TestlnB Pragram “ 
^ONGS, 0. L Maifif Yanks# Atomic Power Co 82/09/21, 133pp 

15022' 135. 24X Fi Cher 50-309, 82/10/12,8210270008. 


0206190238 IE Bulletin 82-03. "Stress Carrosloo Cracking In Thick- 
Wall, targe-Dlaneter, Stainless Steal^Rec Irculatlon Sgs 
Piping at Bh)R Plants ** Svc list end 

DEYOUNO.ft. C Director's Office. Office of Inspection and 

EnPorcefflemt. 62/iO/lA Consolidated Edison Co of New York 
115pp. 15810:125 S4X Fiche 90-000. 02/10/14* 0200190230 


—6210260200 LER 82-026/03U~0 on 020924 , one steam gentralar safetf.. 
failed to operate & two valves operated above Tech C)p«c 
limits during test Caused by instrument drift Cauic of 
Instrument drift unknown 

NEUBOM. R H Maine Yankee Atomic Powor Co tlS/jO/HJ Pigik^ 
Office n f Director 2pp 1S0O4 273 24V Fiche i 

6210260173 


6210260199 Fo-ruards LER 02-oa0/O3L**O 

14QQQ.E C Maine Yankee Atomic Power Co 02/lO/JO /legui * 
Office of Director Ip 13799 MB 24X Fiche SO 10V. OJMP/il 
8210260199 


— 8210260200 LER 02-O20/O3L-O on 820929, con ta Inmemt iioUlle'v r^, 
reset resulted in unexpected opening of control elmenl 
drive macbanism cooler return valve Caused tg open ct»ll |e 
Agastat E8F reset panel valve switch control relay 
NCLSari, R H Mains Yankee Atomic Power CP il2/lO/ll) tei.. 
Office of Director 8pp 13799,149 24X PMh# 50 W/f' J 

8210260197 


8210260327 LER 82-029/011-0 scheduled eddg currsist tiili Pt 
jjsntrator 2 tubes revealed small number of twbaa ercasdinf 
tube plugging limit 

OAORITY, J.H Maine Yanks# Atomic Power Co 02/10/1(1 Pi|i' 
Office of Director Ip. 15B01 362. 24X F Icba^ 50 -309 8J/ir 

821026032? 


0210270343 LER 82-029/017-1 . eddy current tests on itgan g<r «rstsr g 
tubes revealed 10 tubes txceedlhg tube plugging limit CihIII 
by short radius bend tube degradation Condition also 
reported tg slmlVsT C-E plant 

OARRITY.,1. H. Mains Yankee Atomic Power Co, 62/10,17 Sijj,' 
Office of Director Ip. 13853 020. 24X Flch# ' flO'307. Bjai i» 

6210290543. 


DOCKET 50-311 3ALGM NUCLEAR OENERATINO STATION, UNIT 2 
F aecuTitg* medlcali emargency & fire pf otac tlart p Urn 


0210260144 Forwards addl info rs IE Bulletin 80-11 Two addl masonry 
walls tdintlfisd In fvsl bldg One wall Located south of 
spent fuel pool 6 ons well adjacent to ventUatlo-h 
penthouse Design adeiiuacy will re-avaluated 

OARRlTYi J. H Maine Yanksa Atomic Power Cp 82/10/21. 0L4RK*R A, 
Operating Rsactors Branch 3. 2pp. 15799’ 069 24X 

Fiche. 50-307, 82/10/21, 0210260144. 


S Reportable occurrences, UERs h related corretpondance 


6310270165 Forwards LER 01-QO5/D3L-O 

UOOO, E C. Maine Yankee Atonic Pautr Co. 81/09/36. Reg Ion li 
PhlladalphU, Office of the Dt rector (81/03/01) If. 15822; 353. 
34X Fiche. SQ-3071 01/03/26,8210270163 


8210250249 Forwards 1908 FEMA/NRC observed axsrclsi 
aitrcise.Revl slpns reflect changes agreed upon durlrj 
me# 1 1 mg m/NRC 6 FStiA 

lUPKO)d,M Public BerVlc* Else trie h Oas Co of Nee Je*m 
82/09/16. HAVreaM C Region l» Office of Director l#ati 
15789! OOS. S4X Flchei 50-372, 08/09/16, 0210230243 


0210260910 Forwards sxemptlon from requirements of |0<fR30 
protictfon of eafe shutdown capability 

VAR0A*8. A. Operating Reactors Branch 1. 08/09/U i^ieJUU 
Public eervica Electric h Oas Co of New J»reiy 3fl IM3?,* 
24K Fleha: 90-272. 02/09/16, 0810860510 


— 0210260931 Esemptlon from rsquirements of 10CFB90 40 rt ni-sF”- 
of Safa shutdown capability ...... . , . 

EI6EMHUT, D 0 Division of Licensing, 88/09/16 Sr 

Electric U Oas Co of New Jersey 4pf. 15030 111 3^1 

Ficft#: 50-872, 02/09/16, 0210260518. 



DOCKETED ITEMS 


--fi?t0260534 Sa^etij tvalgation lupporting llceniBV request for evempiipo 
from requirements of 10CFR30 40 re fire protection of sefe 
shiutiiifittin copabilitij 

* OffUe qf Nuclear Reactor Regulation! Director 02/09/16 3pp 
15030 175 24 JC Fiche 50-272, 02/09/16, 0210260510 


021OO6O431 Foruards exemption from requirements of Section IV F 1 of 
App E to lOCFRSOi to alloui next full-scale Bmcrgencij 
preparedness exercise at faciJjtv to he conducted on or 
about 020929, granting 020709 request 

VftflOA, S A Operating Reactors Dranch 1 02/09/23 UOERITZj R A 

Public Service Electric t< Qas Co of Neu Jersey 3pp 15636 237 
24X Fiche 50-272, 82/09/23, 0210060431 


0210060433 Exemption from requirements of Section U F 1 of App E to 
IOCFRso-i to allobi next full-scale emergency preparedness 
exercise at facility to be conducted on or about 020929 
Evaluation end 

EISEnhUT, D O Division of Licensing 02/09/23 Public Service 
Electric & Oas Co of Neu Jersey 5pp 15636 230 24X 

Fiche 50-272.02/07/23,0210060431 


P Operating license stage documents U correspondence 


6210010000 Responds to FOIA request for 19 categories of documents re 
nuclear reactor events tt safety problems Ppruiards documents 
Listed in App A 

FELrON, J M Division of Rules and Records 02/06/28 UDELL, R A 
Critical Mass Energy Project ISpp 15727 005 a4X 
Fiche 50-000,02/06/90,0210010008 


--0003050265 Discusses addl required info to better define potential for 
cracting in reactor vessel noilles 

NOONAN, V S Assistant Director for Materials k Qualifications 
Engineering 80/05/05 TEDESCO.R L Assistant Director for 
Licensing 2pp 15727 176 24X Fiche 50-000,03/06/28,0210010000 


—-6203310089 Forwards memo re equipment mal func tions during 020114 
turbine load reduction operation Fotlowing revieui of 
final rept from licensee l< Region l,win complete 
evaluation of event for generic implications 

M1CWELSDN,C Director's Office 02/03/15 JORDAN, E L Division 
of Engineering L Quality Assurance Ip 15745 050 24X 

Fiche 50-000,02/06/20,0210010008 


'6203310094 Summary of 820204 meeting re evaluation of sequence of 
events of Salem 620114 load reduction transient, operators 
ac 1 1 o-ns, I essons learned Sc future remedial actions to be 
ta k en 

TREHAff, N K Director's Office 02/02/22 MICHELfiON,C 
Director's Office 2pp 15734 036 24X Fiche 50-000,02/06/20. 

321001 0008 


6210050483 Forwards documentation of satisfactory completion of 
requirements contained in 790921 Itr re THl Action Item 
M E 1 1 concerning auxiliary feedwater lys 

VAROA.s A Operating Reactors Branch 1 02/09/20 UDERITZ.R A 

Public Service Electric k Oas Co of New Jersey 3pp 15626 277 
24/ Fiche- 50-272, 02/09/20, 0210050405 


8210050490 "Buppl to Safety Evaluation Rept for Salem Unit* I >e 8 
Fxnp I e mentat 1 on of Recommendations for Auxiliary Feedwater 
Sys " 

^ Office of Nuclear Reactor Regulation, Director 02/09/20 3pp 
15626 200 24X Fiche 50-272,02/09/20,0210050485 


&21013-0603 Advises that installed monitoring sys requtrad by TMI Action 
Items 11 F 1 4, 1 1 F 1 S Ic 1 1 F 1 6 acceptable k items 
cansidered closed 

VAROA, S A Operating Reactors Branch 1 82/09/20 UDERIT2, fi A 

Public Service Electric ?c Oas Co of New Jersey 2pp. 15692*349 
24/ Fiche 50-272,02/09/20,0210130603 


8210190047 Informs that util rod exchange methodalogy not approved 
because of ca Iculatlonal content of reactivity measurement 
Neu; submittal or return to boron dilution method requested 
VAR-OA, S A Operating Reactors Branch I 02/09/29 UDERITZ.R A 
Public Service Electric k Oas Co of New Jersey 3pp. 15761 041 
24X Fiche 50-272,82/09/29,8210190047, 


8210190507 Applicetion for amend to Licenses DPR-70 k DPR-75i revising 
core 1 imi ts, fractional thermal power factor limit, 
performance of RCS water inventory balance k boron 
concentration b contained vol limits 

LIDEM, E A Public Service Electric b Oas Co of New Jersey 
BS/10/05 VAROAiS A Operating Reactors Branch 1 2pp, 15863.124, 
24X Fiche 50-272,82/10/05,8210190507 


— 8210190515 Proposed Tech Specs supporting application to amend License 
OPR-70 |( DPR-75f revis ing core 1 ima ts, free 1 1 onai power 
factor limi ti performance of RCS water Inventory balance k 
boron concentration & contained vol limits 

s Public Service Electric k Gas Co of New Jersey, 02/10/05 
t7pp 15663 1 26 24X Fiche 50-272,82/10/03,0210190507 


8210270136 License Change Requests 02-17-20—21 & 22 to Licenses DPR-70 
k DPR— 75. Chan gei involve inservice Insp of snubb ers« steam 
generator imp por ts, conta i nmen t ventilation valve insp $, 
surveillance functional testing 

LINDEN,E A Public Service Electric Oas Co of Neiix Jersey. 

02/10/07 VAROAiB A Operating Reactors Branch L 3pp 15827 026 
24X Fiche SO -27S« 02/10/07, 8210270136 


— B210270142 Proposed Tech Spec changes re ineervice insp of snubbers, 
installation, of steam generator insp port s. press ur e drop 
test k reactor trip i nstrumen tatl on 

e Public Service Electric fi< Oas Co of New Jersey 02/10/07 
Bpp 15027 029 aqX Fiche 50-272.02/10/07,0210270136 


0210100009 Advises that design changes satisfying concerns BxpTossed in 
020917 request for addl Info re reactor protection 9y«/E0F 
actuetion sys Initiated Tech Specs will be tnodifled to 
address setpoint changes 

LIOEN.E A Public Service Electric k Gas Co of New Jersey 

82/10/00 VARGA, a A Operating Reactors Dranch 1 Ip 15720,024 

24X Fiche 50-272.02/10/00,8210180009 


8210270352 Forwards Amends 48 fa 13 to Licenses DPtt-70 fa DPR-7S, 
respectively, safety evaluation fa nottco of issuance fa 
availability Amend revises process fa effluent monitors to 
agree u/existing plant conditions. 

ROBB. N J Operating Reactors Branch 1 82/10/18 UOERtTZ.R A 

Public Service Electric fa Oas Co, of New Jersey 2pp 15034 318 

24K Fiche 50-272,82/10/16,0210270332 


—0210270355 Amends 40 fa 13 to Licenses DPR-70 fa DPR-7S, r espec t ive ly, 
revising process fa effluent nortitor* to agree w/existlng 
p lant condl tions 

VARGA, a A Opareting Reactors Drench 1. B2/L0/18 i4pp 

1S034 320 24X Fithe 50-272.02/10/10.6210270352 


— 0210270360 Sa f sty evaluation supporting Amends 46 fa 13 to Licenses 
DPR-70 fa DPR-75, respectively 

a Office of Nuclear Reactor Regulation, Director 82/10/10, 6pp, 
15B34 334 2 4X Fiche 50-272. 02/10 /IB, ©2 10270352 


— 8210270366 Notice of issuance fa availability Of Amends 48 fa 13 to 
Licenses 0PR~7O fa DPR-7S, respec tive ly 

VARGA, S A Operating Reactor* Branch 1 Q2/tO/l0 2pp 
15834 340 24X Fichei 50-272, 82/10/ 10, 0210270352 


O Inspection reports, XE Bulletins fa correspondence 


B2100B0015 Addl response to FOIA request for 19 categories of info re 
nuclear reactor events fa safety problems Forwards documents 
listed In App A Documents in App D completely withheld iref 
FOIA Exemption 3> 

FELTON, J M, Division of Rules and Records, 82/07/12 UDELL, R A 
Critical Hass Energy Project 9pp 15665:027 24X 

Fiche SO-'OOO, 02/07/12, 0210060015 


— 8210000150 Systematic assessment of Licensee performance notes re 
facility evaluation for Sept 1979-Aug 1900 
a NRC - No Detailed AffiUation Given 80/08/31 Bpp 
15660 043 24X Flch e* 50-000, 82/07/12, 821 0000015 


0210070007 Responds to FOIA request for eight categoric* of records re 
steam generators fa steam turbines. App A document* provided 
In R Udell FOIA Request 01-313 Forwards documents listed in 
App B 

FELTON, J. M Division of Rules and Record*. 02/00/10. LONG, D J. 
Wlnthrop, Gtimson, Putnam fa Roberts, 7pp. 15645 063 24X 

Fiche 50-000,82/08/10,8210070007 


— B2£0070139 Forwards tabulated data on steam generator Insp fa malnt at' 
facilities- Data should be provided to licensee*. 

IPPOLITO, T. Operating Reactors Assessment Branch 82/04/01.. 
VAR0A,8. Operating Reactor* Branch 1 5pp 15645' 131 24)5 

Fichi' 50-000, 02/00/10,0210070007 


d210t2032G Responds ta violation* noted In IE Insp Repts 50-272/02-17 
fa 50-311/02-17 on 020707-0003 Corrective action*, 
administrative procedure will be revised so futurd- 
temporary design changes are removed on timely basis. 

UDERITZrR.A Public Service Electric fa Oas Co of New Jersey. 
32/09/20 HAYNES,R C Region 1, Office of Director STARQBTECKIi R 
Division of Project fa Resident Program*. 5pp t56S2, 129 24X 

Fiche 50-272, 02/09/20, 8210120320 
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DOCKETED ITEMS 


&20B190a33 IB Info Nofcie# 80-33, Suppl I- 
Implant 8»»di " Bvc llifc incl 
COBB, I. I Dlviilon of ^*^*^i****» 

92/10/0d» Connoi Idattd 
S4X Ficfi* SO-OCO. 82/' 10/06 1 3208190233 


“Ltallng Sc DltUdatd I-ISS 

HatariaU Sc Bafafluardt 
Niu York 66pp 1 5761 250 


021001-0008 Ffoponif* to fOIA rtq,u*it for 19 catcgoriat of iJocifBurrli t 4 
nucliar raactor avant* <c tafatg problam* Forwardi documtntf 
llitid in App A 

FELTOMiJ M Dlviaion of RuU» and Racord* 82/06/33 UO€LL. fl A 
Criblcal Mat* Enarflg Projtct 15pp 1S727 003 24X 

Flcha 50-000,82/06/20,0210010008 


eaioaioMs F.r^.H. ie m.p n.pk. so-ara/aa-a® c so-au/ea-ao 

iliSY: 

iSwa Sa* a4x FicS. 50-a«,Bano/06, 8 aioaio«as 


-8ai02I0461 IE in.p R.pC 30-=”'®*'“ " 

£SEli??'“"SS5E.rr!%REli!;JJ:p"Vvu.05^^ 

Tichnlc.l Pl'Oir.M 82/09/30 =PP l»743 038 a« 

Ficha 50-272102/10/06. 0210210+35 


8210810444 Fcr«.r4. IE In.p H.pt. 50-272/82-88 I. 80-311/82-24 .n 
15763 OIB B4X FlcAa 50 - 272 . 02/10/06 < &21 02 10464 


—8210210469 Hotict of vtolatt&n from 
« Haglon I, OffU» of Dirtcfcor 
F i C h a ' 50-27 2, 02 / 1 0/06. 8 2 1 0210464 


imp on 020901-27 
02/10/06 ip 15763,020 


24X 


— S210050124 SufLimary of 010610 optrattng raac tor evtnts matUri 

LAINAEfO C Aaalitant Diractor for Safatg Aa^vtintant 01/06/17 
ClfiENHUr. D 0 Division of Llctnsing 5pp 13729 217 2U 
Flcha 50-000,02/06/28.0210010000 


0210010045 Forward! LER B2-095/03L-0 Da tail ad evant analvtii imcI 
WIDUBA.H J Public Barvica Elactrlc £< Oaa Co nf Maw Jarfig 
62/09/16 HAYNES, R C Ragion 1, Off lea of Director 3pp 
15365 137 24X Flcha 50-311.02/09/16,8210010045 


—8210010047 LEU 02-O95/O3L-O on 020031 , sorva i I lanca r*v*4l»d that /.s 
not placad in valve 2| MS46 of auxiliary feeduatar igi alua 
Hna 23 Caused bg sheared off stud which attache! valva dlic 
to hangar Engineering analgale conducted 

HELLER, R Public Service Electric U Oa* Co of Mew Otriiy 
02/09/16 Ragion i. Office of Director tp 15565 HO 241 
Flcha 50-311,02/09/16,8210010043 


0210010123 Forward 1 LER 92-092/OIT-0 Detailed event analvii* 

mOURA.H J . HELLER. R Public Service Electric U Oaa Co of Nie 
Jereeu B2/09/1A. HAYNES, R C Region I, Office of Dinctar Ijp 
13566 014 24X Flche 50-311,02/09/16 , 0210010123 


-8210210477 IE Intp Rept! 50-272/02-25 U 50-311/02-24 on 020901-27 
Nonconplianc. not.d trip br.atare cla.ed u/p ^ujo operable 
fcurce*^Tan9t ini trurtent a lo ivc S failure to aubmit 30-dav 

NOTRHOLH.L J , SUMMERS, R . TRIPF.L E Diviiion of Project Sr 
Rcfident Program* 02/10/04 I5pp 15763 021 24X 

Flche 30-272,82/10/06,0210210464 


0210010120 LER 82-092/01T-0 on 820908, ivc water liat d 1 tcavir I f ai 

contalnfTient fan coil unit 21 Caused bg eroilon of motor 
cooling coil! Motor cooler replaced 6 fan coll tested 
•atiafoctoT ilg , , . „ « .... 

HELLER.R Public Service Electric h Oas Co of New Uaritg 
02/09/16 Region 1, Office of Director Ip 15566 DID JH 
Flche 50-31 li 02/09/16,8210010123 


8810270,34 Lle.„., Ch.nj. 8.40..,. 82-17-20-21 4 22 

4. BPH-78 Ch»n,.. inv«lv. ,n..rvU. In.p ‘"“‘J"*'****; 
generator Imp portti containment ventilation valve in*p w 
survtillanca functional taatlnj 

LINDEN. E A Public Service Electric 6 Oa* Co 026 

02/10/07 VARGA, 8. A Uparatinj Reactors Branch I 3pp 15027 6 

a4X F I C her 50-272i 02/1 0/07. B2 10270136 


-8210270142 Propoted Tech 0pac change! re inearvlct inap of snubbers, 
InstalUtion'^of steam generator Insp porter prntsure drop 
test V reactor trip ln»tTum*ntatlof» o-j/ia/ot 

« Public Service Electric U Oas Co of Naw 
Bpp 15827 029. 24X Fiche 50-272i 02/1 0/07» 82 10270136 

0200190238 IE Bulletin 82-03, “Stress Corrosion Cracking In Thicl- 
Han.Large-DlamiteriSUlnless Steel. Recirculation Sye 
Piping at BWR Plant* '• 8vc list end, 

DEYOUNOiR C Director'! Offict. Office of Inspection and 

Enforcement. 02/10/14, Consolidated Edison Co of Neu York 
nSpS iSaio- 125 24X Flchr 50-000, 02/10/14,0200190230 


8210200221 EN-02-O34*on 021 027, notice of violation 4< proposed 
impotition of civil panaltg in amount of *40,000 Isfuad re 
Inadequate vital physical area barrier 
R08AN0.R. , AXELRADrJ D1 rector 't Of flee. Office of 
Enforeeiaent 02/10/22 Ip 15037 009 84X Flche 50-272.02/10/22, 

8210200221 


R Periodic operating reporte fc related correspondence 


0210010144 Forward! LER e2-096/03L-0 Detailed event analysis and 
MIDURA, H J Public Service Electric t« Oas Co of Ntw Vrnig 
82/09/16 HAYNES. R C Region I, Office of Director 3fp 
19567 240 24X Flche 50-311,02/09/16,8210010144 


♦-021OOIO15O LER a2-096/03L-0 on 020031 , conta Inment fan coll tnlt Sp 
declared inoperable when operator received indication of lev 
IVC water flow Caused bg eilt buildup in cooling coil* Floe 
control valve cycled & unit tested tatisf actor i I g 
H£LLER,R Public Service Electric 1< Oas Co of New Jariig 
82/09/16 Region I, Office of Director Ip 15967 70 

Flche 50-311,82/09/16,0210010144. 


8210010237 Forwird* LER 02-O9O/O3U-O Detailed event anaIgtU in<l 
MIDURA. H.J Public Service Electric «< Gae Co of Mew Ueritg 
02/09/16 HAYNES, RC Region I, Office of Director 3pp 
15574 DIB 24X Fich* 50-311,02/09/16,8210010237. 


—8210010239 LER a2-090/03L-0 on 020022, opera tor disrovend leat i-.! r 
lOO-ft elevation containment air lock outer door Caused Ig 
rubber teal partially leaving retaining groove due lo 
pereonnel doting door u/excestive force Beal replaced 
HELLER, R Public Service Electric 4c Oai Co of New Jeriiy 
02/09/16 Region i, Office of Director Ip 19S?4 021 SU 

Flcha. 50-31 1,82/09/16,0210010237 


0210010344 Forwards LER B2-094/03L-0 Detailed event analyin i-icl 
KlDURAjH J. Public Service Electric 4, Gas Co of New Jinij 
02/09/16 HAYNEa, R C. Region 1, Office of Director 3f| 
15569.829. a4X Flche 50-311.02/09/16,0210010344 


8210200010 Forward* nonthly oparitlng rept for Bept 1902 

MIDURA, H J Public Service Electric 6 Oas Co, of New Jereey, 

icfi Office of Inspection and Enforcement, 
50-311, 02/ ID/ 10, 0210200010 


f New Jersey. 
2/lO/lOi 0210200010 


-0210010355 LER 82-094/03L-0 on 020025,20 vital but under velU|i tr . 
failed to trip at required setpoint Caused bg setpoint 
drift Channel declared operable h Action Statement 3 3 8l 
Action 14 terminated 

HELLER, R Public Service Electric 8t Oae Co of New JiriHi 
82/09/16. Region 1, Office of Director Ip. 1556* 2W ** 
Flche: 50-311, 62/09/16, 0210010344 


0210010407 Forward! LER Ba-088/03L-0 Detailed event analgsil leil 
MIDURA, H,J Public Service Electric 4, Oas Co. of New Jiriif 
82/09/16 HAYNES, R.C Region I, Offict of Director 3|p 
19572- 203, 24X Flche 50-311,02/09/16,0210010407 


r 


»ir 


—0210010412 LER 02-O00/O3L-O‘ on 020024, conta Inment fin ceil esU ^3 
declared Inoperable after low ivc water flow obitrvid CiuiH 
ty air regulator being out of adjustment. Air regulltet 
atfjwited t( fan coll unit latl ifactor 1 ly tested. 

HELLER, R Public Service Electric 6 Oae Co, of ^4“ 

02/09/16 Region I, Office of Director Ip I557i S®* 
Flche, 50-31 1, 62/09/16, 0210010407 
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0SIOOIO419 Foruards LER 62'-093/01 T-0 Detailed event analifCit and 
HJDURA.H J Public Service Electric it Gas Co of Neu Jersey 
62/09/16 HAYNES. R C Region li Office of Director 4pp 
15569 338 24x Fiche 50-311102/09/16^0210010419 


— 02)0010423 LER 82-093/011-0 on 620910r conta i nment fan coil unit 21 
declared inoperable uhen svc uater leak discovered Caused by 
erosion of cooling coll Leaking coil blanked off Design 
change submitted to replace coils w/erosion resistant matl 
■"liELLERtR Public Service Electric & Gas Co of Neu Jersey 
ea/09/16 Region 1, Office of Director Ip J5569 342 24X 

Fiche 50-31 1,02/09/16.8810010419 


G21001C>455 Forwards LER 82-102/03L-0 Detailed event analysis sncL 
HIOUHA.H J Public Service Electric ti Gas Co of New Jersey 
82/09/16 HAYnES.R C Region 1, Office of Director 3pp 
15570 001 24X Ficho 50-311,02/09/16,0210010455 


--0210010461 LER a2-l02/03L-0 on 020823. 130- ft elevation containment air 
lock declared inoperable after excessive leakage discovered 
past inner door seals Caused by closing door w/eicessivt 
force Seal replaced Installation of snubbers proposed 
HELLERiR Public Service Electric & Gas Co of |4cu Jersey 
62/09/16 Region 1, Office of Director Ip 15570 0D4 24X 

Fiche 50-31 1,02/09/16,82100104 55 


&210070'221 Forwards LER 88-lOl/OlT-O Detailed event analysis end 
MlOJRAiH J Public Service Electric 6 Gas Co of New Jersey 
62/09/22 HAYNES. R C Region 1, Office of Director 4pp 
15637 156 24X Flche 50-311,02/09/22,02100 70221 


--6210070231 LER 02-lOl/OlT-"O on 020916, svc water leakage discovered in 
cpo-ling coils of containment fan coil unit 21 Caused by 
excessive erosion of cooling coils by silt Coils repaired 
New design colls will be installed during nest refueling 
FAAHHpR Public Service Electric &c Gas Co of New Jersey 
Ba/09/22 Region t, Office of Director Ip 15637:160 24)C 

Fiche 50-311,82/09/22,8210070221 


6210070246 Forwards LER 02-O99/O3L-O Detailed event analysis ancl 
KIOLTRApH j Public Service Electric it Gas Co of New Jersey 
62/09/22 HAYNES. R C Region 1, Office of Director 3pp 
15634 293 24x Fiche 50-311.82/09/22.8210070246 


--621007024B LER B2-099/03L-0 on 020902, control room operator received 
indication of low svc water flow on containment fan coil 23 
Caused by silt buildup in cooling coils Svc water flow 
contra] isolation valve cycled 

HELLER. R Public Service Electric it Gas Co of New Jersey 
62/09/22 Region 1, Office of Director Ip 15634 296 24>{ 

Fiche 50-31 1 , 02/09/82, 0210070846 


0210070249 Forwards LER 02-lOO/OlT-O Detailed event analysis end 
HiDURAiH J Public Service Electric it Gas Co of New Jersey 
82/09/22 HAYNES. R C Region 1, Office of Director 4pp 
156.34 208 24)f Fiche 50-311,82/09/22,0210070249 


— 8210D70252 LER 02-lOO/OlT-O on 820915 jSVC water leak of approx 0 3 gpm 
discovered on cooling coil of containment fan coil 22 Caused 
fay excessive erosion of cooling coil by silt in svc water. 

Looking coi \ repaired 

FRAHH.R Public Service Electric i< Gas Co of New Jersey. 

62/09/22 Region 1. Office of Director Ip 15634 892 24X 

Fiche 50-311,82/09/22,8210070849 


3610070254 Forwards LER 02-O61/O3X-1 Detailed event analysis and 
PtJDURAfH J Public Service Electric it Gas Co of New Jersey 
62/09/22 HAYNES, R C Region 1, Office of Director 3pp 
15634 283 24X Fiche 50-311,02/09/22,0210070254 


--62 10070258 LER 82-061/03X-1 an 020716, steam generator level chonnol II 
indication erratic Caused by leakage past packing on Root 
valve 21BF20 Valve repacked S, leakage stopped 
FRAHH.R Public Service Electric Gas Co of New Jersey 
S2/09/22 Region 1. Office of Director Ip 15634,286 24X 

Fiche 50-31 1,82/09/22,8210070254 


8210070351 Forwards LER B2-O90/O3L-O Detailed event analysis end 
MIDURA.Jt J Public Service Electric & Gas Co, of New Jersey 
62/09/22 HAYNES. R C Region 1, Office of Director 2pp 
15634 047 24X Fiche 50-311,02/09/82,0210070351 


— 6210070359 LER a2-O90/O3L-O on 020901 . indie ation of low svc water flow 
r«cBived on containment fan coil unit 21 Caused by silt 
build-up in cooling coils Svc water flow control valve 
cycled it coll unit tested sat i sfactor ily 

HELLER. R Public Service Electric fc Gas Co of New Jersey 
BS/09/22 Region I, Office of Director ip 15634 050 84X 

Fiche 50-311,02/09/28,0210070351 


B210070371 Forwards LER 02-O12/O3X-1 Detailed event analysis end 
KIDURA.H J Public Service Electric & Gas Co of New Jersey 
82/09/22 HAYNESi R C Region I, Office of Director 3pp 
15633.027 24X Fiche 50-311,02/09/22,8210070371 


— 8210070377 LER Q2-012/03X-1 on 920209, steam generator level channel 8 
displayed* erratic behavior, Ind icat ing drift Apparently 
caused by intermittent ground on signal lead. Ground 
eliminated by lifting leads while troub Leshoo ting problem 
FRAKN, R Public Service Electric it Oai Co of New Jersey 
62/09/22 Region !• Office of Director Ip 15634 030 24X 

Flclte 50-311,82/09/22.0210070371 


6210130164 Forwards LER 02-1O3/O3L-O Detailed event analysis end 
HIDURA, H J Public Service Electric & Gas Co of New Jersey 
82/09/29 HAYNES. R C Region 1. Office of Director 3pp 
15673 087 24X Fiche 50-311,02/09/29,8210130164 


—8210130170 LER B2-t03/03L-0 on B20904. while running auxiliary alarm 
summary, con tro 1 breaker alarm observed for containment spray 
pump 21 Caused by opened 4 kv breaker ML contact Breaker 
racked out & pump declared operable 

FRAHNrR Public Service Electric Gas Co of New Jersey 
02/09/29 Region 1, Office of Director Ip 15673>060 24X 

Riche 50-311,02/09/29,0210130164 


8210130219 Foruards LER 82-097/03L-0 Detailed event analysis end 
HIDURA. H J Public Service Electric & Oas Co of New Jersey 
02/09/29 HAYNES, R C Region 1, Office of Director 3pp 
15675 265 24X Ftche 50-3 i I. 02/09/29, 0210130219 


—0210130227 LER 82-097/03L-0 on 020910, RCS water inventory not performed 
within specified time interval Caused by failure af 
surveillance to make allowance for routine unavcidable 
transients precluding Inventory performance 
FRAHtifR Public Service Electric 8, 0a» Co of New Jersey 
88/09/29 Regson 1, Office of Director Ip 15675 260 24X 

Fiche 50-311,02/09/29,0210130219 


0210130340 Foruards LER B2-105/03L-0 Detailed event analysis end 
MIDURA, H J Public Service Electric tc Gas Go of New Jersey 
02/09/29 HAYNES, R C Region 1, Office of Director 3pp, 
15662 046 24X Fich« 50-311,02/09/29,0210130340. 


—0210130345 LER 82-105/03L-0 on 020900, s VC water flow to containment fan 
coil unit 22 found less than re^iuired by Tech Specs. Caused 
by slit deposited In cooling coils restricting svc uatsr 
flaw Pressure control valve cycled to flush out silt 
FRAHH, R Public Service Electric 6 Oas Co of Nau Jersey 
82/09/89 Region i. Office of Director Ip 15682 049 84X 

Fiche- 50-31 1, 02/09/29. 6210130340 


0210130351 Forwards UER B2-109/OIT-0 Detailed event analysis and 
MIDURA, H J Public Service Electric it Oas Co of New Jersey 
02/09/29 HAYNEa, R. G Region 1, Office of Director 4pp 
15600 313. 24X Fiche 50-311,82/09/29,0810130331 


— 0210130350 LER 02-IO9/O1T-O* on 020923, svc water leakage of approx O 6 
gpin discovered an containment fan call unit 21 cooling ceil 
Caused by erosion by silt in svc water Leaks repaired w/ 
blanked flange it Beliana metal filler. 

FrAHMj R, Public Service Electric 6 Gas Co of Neu Jersey 
62/09/29 Region 1, Office of Director Ip 15680'319 24X 

Fiche 50-311,02/09/29.8210130351 


B210150057 Foruards LER 02-OB6/O3L-O Detailed event analysis end 
MIDlfRA, H J Pubtic Service Electric (t Gas Co of New Jersey. 
82/09/29 HAYNES, R.C Region I, Office of Director 3pp 
15690 300 24X Fiche 50-311,02/09/29,8210150057 


— 8210190065 LER B2-0a6/03L-O on 820915. water obeerved dripping from oil 
level slghtglasi on svc water pump motor Caused by failed 
motor bearing oil cooler due to accelerated erosion 6 
corrosion Failed cooler repaired. 

FRAHMrR Public Service Electric Oat Co. of New Jersey 
B2/09/29 Region 1, Office of Director Ip. 15690.303. 24X 

Fiche 50-31 1, 82/09/29, 82101 90037. 


0210150109 Forwards LER 02-1O4/O3L-O. Beta i Led event analysis end 
MIDURA, H J. Public Service Electric & Gas Go of New Jersey. 
02/09/29 HAYNES, R C Region 1, Office qf Director 3pp. 
15697 G99 24X Fiche 50-311,02/09/29,0210130109 


’8210150118 LER S2-I04/03L-0 on 020908, vital bus 2A would not transfer 
awtomatl cal ly from one 4 kV transformar to another. Caused by 
dirt in undervoltage relay Relay cleaned 

FRAHH.R, Public Service Electric & Oas Co of New Jersey 
02/09/29. Region L, Office of Director. Ip 15697 062 24X 

Fiche 50-31 1, 02/09/29, 021O1SOIO9 
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82lO>SO’OB9 Forward I LER G2-073/'0>1 T'O 

HlOl/RAiH J Public Service EWetne & Gas C<i of Niu Jenvg 
82/07/30 HAVNESiR C Region 1< Office of Director Lp 
15701 198 a AX riche 50-311,82/09/30.8210150089 


— 8210150093 LER 62-073/017-0 on S20Qi3« during centainnictit; enirv* 1 5 gpjx 
ivc water leak dlecaverod on containment fan coil Unit 23 
Cautfld by failed cooling coll due ta eroslo-n by file 
particUf Leak repaireif iii/J9eliona ^etal filler 
FRAHKiR Public Service Electric 4^ Oai Co of Keu ^jerity 
82/08/16 Region I, Office of Director tp 15701 199 2AX 
Flche 50-311, 02/09/30. 02101 500S8 


B210150099 Forward* corrected LER Q2-075/01T-0 

MIDLIRA, H J Public Service Electric & Oa* Co of New Jerieg 
82/09/30 HAYKEB, R C Region 1* Office of Director lp 
15707 302 2AX Flche 50-311.82/09/30,0210150099 


—8210150320 Corrected LER G2-O75/01T-0 on 820314. 1 gpm eve water teat 
diecovered bn contain/nent fan coll unit 22 Cause not 
determined. Unit repaired by blanking flange* in *vc water 
piping to coil Neuf design coil* will be installed 
FRAHM, fl Public Service Electric ti Oa* Co of New Jersey 
82/08/18 Rcgi(vn 1, Office of Director Ip 15707*303 SAX 
Fiche 50-311,82/07/30,0210150099 


8210150311 Forward* corrected LER 82''074/01T-0 

UroURA.H J Public Service Electric b Oas Co of New Jerseg 
02/09/30 HAYNES, R C Region 1. Office of Director lp 
15701.343 2 4X Fiche 50-311,82/09/30.8210150311 


--8210150339 Corrected LER 02-074/017-0 on G20813, control operator 
discovered Increased leakage ta containment sump Caused by 
coil failures due to tilt particle* in sve water Lealc 
repaired by blanking flanges 

FRAHidi R Public Service Electric t. Oas Co of New Jersey 
82/08/18 Region 1, Office of Director lp 15701:344 24X 

Flcbt 50-31 l,82/09/30i 6210150311 


8210070243 Telecopy mtiiag* of LER 82->n/0iP On 821002, during 
routl-ne power op iratlon, i vc water leak discovered inside 
containment bldg on containment fan coil unit 23 Cauie 
undetermined Rept ulU be submitted per IE Bulletin 00-24 
MIDURAj H J Public Service Electric & Oas Co of Nau Jersey 
82/10/04 HAYNESrR C Region 1, Office of Director Jp 
154»49 243 24X Fi Che; 50-311, 82/10/04, 8210070243 


8210DB0241 LER 82-113/OlP on 621 0015. during routine operation, sve 
water leak discovered inside containment on fan col) 22 
Cause unknown investigat 1 on in progress Rept wili be 
submitted per iE Bulletin 80-24 

MIDLIRA, H. J Public Bervlte Electric 4 Oat Co of Mew Jersey 
62/10/06 HAYNEa, R C Region I, Office of Director lp 
16638 077 24X Flche* 50-311, 82/10/06. 8210080241 


8210190644 LER a2-il9/0iP on 821008,1 gpm »vc water leak dlstcv^raH . 
containment fan coil unit 21 Leak Isolated Investigation 
progress Detailed rept will be submitted per IE Bulletin 
80-24 

MIDURA. H J Public Service Electric 4 Oas Co of New Jersiu 
62/10/12 HAYNES, R C Region 1, Office of Director ifr 
15737 213 24X Fiche 50-311,82/10/12,8210190644 


8210190651 LE#? S2-120/01P on 821011,0 5 gpm sve water leak dlicQwarci 
on containment fan coil unit Si Leak Isolated Investigation 
in progress Detailed rept will be submitted per lE Bulletin 

(IlDURA, H J Public Service Electric 4 Oa& Co of Neu Jerscu 
82/10/12 HAYNES, R C Region 1, Office of Director Id 
IS 737 212 24X Fiche 50-311,82/10/12,8210190651 


8210280123 Forward* LER Ii3/01T-0 Detailed event analysis end 
Ml DOR A. H J Public Service Electric 4 Gas Co of New Jeniii 
82/10/15 HAYNES. R C Region I. Office of Director 4 dd 
15837 158 24X Fiche 50-311,02/10/15,02109 80123 


..w, w., „ w,. ucwv,.,, >,,,,,4 1 ivc water leek dkn 
on cooling coil* of containment fan coil unit 52 Caused by 
erosion of cooling coil* by silt in ivc water Coil reoaired 
w/Beliona metal filler ^ 

FRAHM, R Public Service Electric 4 Oas Co of New Jersce 
82/10/J5 Region 1. Office of Director lp 15837 i£2 
Fiche 50-311,82/10/15,0210200123 


0210280192 Forward* LER B2-112/OIT-0 Detailed event 
MIDURA, H J Public Service Electric 4 Oa* Co of 
02/10/15 HAYHES.R C Region 1, Office of Direct 
I5B37 221 24X Fiche 30-311,02/10/19,8210200152 


analysis efltl 
New Jersey 
nr 3pp 


— Q2102801S6 LER 82-112/017-0 on 821005, sve water leak of l 0 ods frci 
flange In piping discovered on containment fan coil unit 21 
Caused by removal of blank following Oelzona repair Planai 
retorqurd * 

FRAHM, R Public Service Electric 4 Gas Co of New Jersey 
62/10/15 Region 1, Office of Director ip 15037 534 
Fiche 50-31 !, 82/10/13,8210280152 


741 


9210260335 LER Ga-122/OlP on 621019, sve water leak of approi 0 k its 
discovoretf on containment fan coil unit 24 Leak isolated 
Detailed rept to be submitted 

MIDl/RA, H J Public Service Electric 4 Gas Co of New Jtrieu 
02/10/19 HAYNE8,R C Region 1, Office of Director U 
15004 273 24X Fiche 30-311,02/10/19,8210260335 


DOCKET 50-312 RANCHO SECQ teuEAR GENERATING STATION 
F Security, medical, emergency 4 fire protection plans 


8210080296 LER B2-lka/01P on 8210 05, SVC water discovered leaking at 
rate of l gallon par minute Ini id# containment bldg on fan 
roll unit 21 Cause not ffrated Leak isolated Investigation 
continuing Detailed rept forthcoming 

MIDURA,H J Public Gervice Electric 4 Oas Co of New Jersey 
62/10/06 HAvNEaiR €. Region I, Office of Director lp, 
15638:295 24X Fichs 30-311,82/10/06,0210080296 


8210250053 Forward* LER a2-l06/03L-0 Detailed event enaluslt end 
ttlDURAiH J Public Service Electric 4 Gas Co of New Jersey 
82/10/06 HAYNES, R G Region i, Office of Director 3pp 
15787.086 24X Fiche 50-311,82/10/06,0210250053 


0210010057 Provide* clarification of 020920 telcon re THI Attiort Itss 
III A 1 I Radialogical surveys that cannot be performed by 
NRG-supplied equipment will be performed by util staff 
MATTIMOE, J J Sacramento Municipal Utility District BJ/OWW 

EIGENHUT, D 0 Division of Licensing 2pp ISS63 117 24X 

Fiche, 50-312, 82/09/22,8210010057 


8210270314 Forward* Amend 40 to License DPfi-54 4 notice of Isiumti ? 
4 availability Amend adds License Condition 2C (10) r* ' 

imp iementat ion of IAEA safeguards ) 

BTOL^iJ F Operating Reactor* Branch 4 82/09/29 MATTIHOEjJ J I 

Gecramenta Municipal Utility District 4pp 15836 34l 2M 
FI Che- 50-312, 82/09/29,0210270314. 


—9210250057 LEr 02-1O6/O3L-O on 920913, s|, broken links discovered o 
circulator travelling screen 2lA Possibly caused bu 
strecf-lnduced cracking. Link* replaced. Design change reauest 
Issued to consider itainlesi steel links 

Public Service Electric 4 Gas Co of Ktw Jersey, 
82/10/06 Region I, Office of Director, Ip 15787-099 S4X 
Fie he 50-31 1, 02/10/06, 02 IcasoOSO, 


B2;loe/05U-0 Detailed event analysis end. 
a*rvice Electric 4 Gas Co- of New Jareev 
^ Region t, Offict of Director, 4pp 
18790.072. 54K Fiche, 50-31 1, 62/10/064 0210250382 ^ 

-8210250389 LER a2-l0a/03L-0*on 820915 4 I7i RPl IC4 discovered 
f If demand 
Indication, ceused by combination of RPI module <aUbr drift 
tAtV'V ^2 position signal output. 

B3/I0y2k '■““J' 8».-vlc. ei.ctpn & Co, 0, Ntu J,T„, 
02/10/06 Region 1. Office qf Olrsctor, lp. 15790:076. 24X 

FI Che: 50-311 ,02/ 10/06. 8210250382 ^ i<ax 


’-0210270317 Afliend 40 to License DPR-54, adding License Condltlfis 2 T > 
re Implementation of IAEA safeguards ^ 

8T0LZ, J F Operating Reactors Branch 4 82/09/29 5pp 

15836.345. 24X Fiche 50-312, 02/09/29, 821 0270314 I 

I 

I 

■“G210270320 Notice ©f issuance 4 availability of Amend te Ltuftse ' 
DPR-54 

STOLZrJ. F. Operating Reactor* Branch 4 82/09/29 jpp 

13836 350 24X Fiche; 50-312, 82/09/29, 0210270314. *■ 


9210190228 Furuards «8ystematlc Assessment of Licensee Per foraerir. W i 
Rancha Seco, " for Jvl 190l-8ept 1982 Performance anelyiti ! 

for listed functional areas requested by 021112 

STERNBERG, D, H, Division of Resldentj Reactor Project 4 Erglniiirisi - 
Programs, 82/10/14 YOUNG, T , CANTER, H , 0^fiRlEN4J ftijlen J. 
Office of Director 2pp 15742 201 24X Fiche- 50-312, BJ/lONL 1 

8210190220. 


-8210190231 '’Systematic Assessment of Licensee 
Been, " for Jul I9ei-8ept 1982 
a Region 5, Office of Director. 82/10/31, 
Fiche 50-312,82/10/14.8210190228 


Per f ornencr.fifWl^ (int 
S4pp 15742 2W W 
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Forejart^s Amend li ko secut'ity plan Amend withheld 
<Twt lOCFfl73 21) 

MATTII^DEpJ J Sacramento Municipal Utility District 02/10/15 
SrCL/iJ F Operating Reactore Branch 4 Ip 157S7 040 24X 

Fie»i» 50-3ia< 52/ 10/ 1 5i 8210250065 


G A d j ud i e ato r correspondence 


£210040093 Qr<^r directing NRC to provide results of NRC revieus of 
util revised reliability analysis of proposed mods to 
aujiliary fdeduater sys t/ Droothavon rept on analysis by 
eaiEOJ 

fO^‘PK]NS•& A Atomic Safety end Licensing Appeal Panel 02/09/30 
2pp 15581 035 24X Fichc 50-312, G2/07/30i 0210040073 


E2tO]70370 Notice of RL Black luithdraual of appearance & RP Lessy 
appearance m proceeding Certificate of five end 
eLACK.R U . LESSy. R P Hearing Branch 3 02/10/19 4pp 

15741 207 a4X Fiche 50-312.82/10/15,0210170370 


€310190331 Advises that NRC util provide results of reviews of 
reliability study of modified auxiliary feedwater sys by 
021201 even though util intends to install sys in mid’-1784, 
not Oan 1783. as anticipated 

BLACK. R L Hearing Branch 3 02/10/15 ROSENTHAL, A S , KOHL. C N , 

SUCK. v( M Atomic Safety and Licensing Appeal Panel 2pp 
15740 346 24X Fiche 50-312,02/10/15,0210190301 


P Operating license stage documents it correspondence 


82101B019S Foruards safety evaluation supporting adequacy of station 
electriral distribution vol tage s, based on 620421 submittal 
Requests verification of test schedule within 45 days of Itr 
receipt 

STCLf,>J F Operating Reactors Branch 4 02/09/20 MATTlMOE.J J 

SacramentD Municipal Utility District 3pp 15747329 a4X 
Fiche 50-3ia» 82/09/20, 021 0180195 


■8210100201 Safety evaluation supporting adequacy of station electric 
distribution sys voltages subj to completion of proposed 
-lod 5 

a Operating Reactors Branch 4 02/09/20 7pp 1S747 332 24X 

Fiche 50-312,02/09/20,8210100195 


--8206170006 "Technical Evaluation of Adequacy of Station Electric 
Distribution Sys Voltages fqr Rancho 6oco Nuclear Oenerating 
Station Unit I,*' selected issues program 
WHITE. R L Lawrence Livermore Laboratory FIN A-0250 
•UCID-I9H3 01/11/10 Assistant Director for Operating 
Reactor* |4pp Available at NTI8 *5 00 15747 339 24X 

Fiche 50-312,02/09/20,8210100195 


8210190594 Application to amend License DPR-54, revi sing Tech Specs to 
allau for replacement of existing fuel storage racks 
w/Lijh density poisoned storage racks 

HATTiraE, U J Gacramento Municipal Utility District 02/09/88 
Division of Licensing 2pp 15739 106 a4X FI che. 50-313, 82/09/20, 
8210190574 


--821OI90598 Proposed Tech Specs allowing for replacement of eiieting 
fuel storage racks u/high density poisoned storage racks 
■* Sacramento Municipal Utility District 82/07/20 Ip, 

15739 100 24X Fiche 30-312,82/09/20,8210190594 


“-82 10190603 "Licensing Rept for Spent Fuel Storage Capacity Expansion " 
'* Sacramento Municipal Utility District B2/06/30 165pp 

15737 no 24X Fiche 50-312.82/09/20,0210190594 


8210270314 Forwards Amend 40 to License DPR-S4 6 notice of issuance 
it availability Amend adds License Condition 2 C (10> re 
L.np lementat 1 on of IAEA safeguards 

SrtJLZ. J F Operating Reactors Branch 4 82/09/29 MATTIMDE.J J 

Sacramento Municipal Utility District 4pp 15036 341 24X 

Fiche 50-312, 82/09/29. 0210870314 


--S210270317 Amend 40 to License DPR-54i add mg License Condition 2 C ilOl 
r« imp 1 er>entation of IAEA safeguards 

STOLZ.J F Operating Reectors Branch 4 82/09/29 Spp. 

15036 345 84X Fiche 30-312,02/09/29,0210270314 


— S2IO37O320 Motic* of issuance L availability of Amend 40 to License 
JJPR-S4 

STGLI.J F Operating Reactors Branch 4 02/09/29. 2pp 

1 5B36 350 24X Fiche 50-312.02/09/29,0210270314. 


6210350220 Fcrwards "Transient Assessment Rept for Rancho Seco Reactor 
Trip on 01CBO7," per request 

HATTIHOE,>i J Sacramento Municipal Utility District 02/09/30 
HTNORrS Operating Reactors Branch 4 44pp. 15611 029 24X 

Fiche. 50-3ia, 02/09/30. 0210050220 


0210130175 Advi see that diesel generator room supply & exhaust f-ans 
will be movad to Block 4 to resolve NRC c-bneerne arising 
from sequencing auxiliary feedwater pump onto bus at 35-s No 
diesel ge'oeratfir sequential loading test will be performed 
MATTlMQEr^f J Sacramento Municipal Utility Dittrict 02/10/05 
STOLZ.U F Operating Reactors Branch 4 3pp^ 15673 026 24X 

Fiche 50-312,92/10/05,8210130175 


0210150319 Discusses NRR actions taken under Task Interface Agroement 
02-20 for steam generator auxiliary feedwater header 
damage Licensee authorixed to TBSume power operation at 
□consB 3 

EI6EMHUT, D O Division of Licensing Q2/10/06 OLBKINSKI.J 
Division of Enginsering S( technical Programs Ip 15717 261 24X 

Fiche 30-000.82/10/06,0210150319 


0210190331 Foruards addl info requested 820712 re TMI Item II □ 3, 
"Post-Accident eampllng Bys " 

HATTIHOE. JJ Sacramento Municipal Utility District 02/10/13 
STOLZ.J F Operating Reactors Branch 4 I9pp 15742 066 24K 

Fiche 50-312,02/10/13,0210190331 


8210190220 Foruards "Systematic Assessment of Licensee Rerf ormance, 8MUU 
Rancho Seco," jpor Ju 1 1981-Bept 1902 Performance analyses 
for listed functional areas requested by 821112 

6TERMBER0. 0 M Division of Resident, Reactor Project t. Engineering 
Programs 82/10/14 V'QUNO, T . CANTER, H , O'DRiENrJ Region 3, 
Office of Director 2pp 15742 201 24X Fiche 50-312,82/10/14, 

8210190220 


— 0210190231 "Systematic Assessment of License* Per f ormance. BMUD Rancho 
Seco," for Jul 19Bl-SBpt 1982 

a Region 5. Office of Director 92/10/3 1 84pp 15742 203 24X 

Fiche 50-312102/10/14,8210190220 


6210190381 Advises that NRC uill provide results of revleut of 
reliability study of modified auxiliary feedwater sys by 
021201 even though util Intends to install sys in mid-i964i 
not Jan 1903. as anticipated 

BLACK, R L Hearing Branch 3 82/10/15 ROSENTHAL, A B , KOHL, C N , 

BUCK. U H Atomic Safety and Licensing Appeal Panel 2pp 
15740 346 24X Fiche 50-312,02/10/15,0210190301 


0210250094 Responds to potential deficiency rept re effects of rin^ 
settings on Dresser safety valves Two Model 317S9A Dresser 
valves operable per Tech Specs Short inlefc pipe 
conf igurat 1 on expected to remain stable during D6H testing 
MATTIMOE. J.U Sacramento Munlc Ipa I Utility District 82/10/19. 
STQLZ.J F. Operating Reactors Branch 4 2pp 15767 071 24X 

Fiche 50-312,02/10/19,0210260094 


8210260231 Documents util position re safety valve operab i 1 i ty. Valve 
performance cannot be quant itat Ive ly determined for given 
ring settings Preliminary D&U evaluation c-onflrms util 
position pending more rigorous analysli per NUREO-0737 
MATTlMaE,J.U Bacramento Municipal Utility District 82/10/21 
STOLZ.J F. Operating Reactors Branch 4 Ip 15003 229 24X 

Fiche 30-312,02/10/21,8210260231 


0210200228 Comments on NRC safety evaluation of NUREO-0737, Items 
1 1 E 1 2 1 |( 1 1 C 1 2 2 re auxiliary feedwater automatic 
initiation U flow Indication, transnl t ted by 820907 Itr 
Safety grade flow inetrumentat ion info due by Jan 1963 
MATTlMaErJ. J Bacramento Municipal Utility District 62/10/22 
STOLZ.J F. Operating Reactors Branch 4 2pp 15837:020 24X 

Fiche 50-312.82/10/22,8210280220. 


8210280163 EN-e2-020A notice of order imposing civil monetary penalty 
iseued to util Proposed action uras bated on tuo items of 
none omp II an Cl Both items resulted from failure to properly 
return eafe ty-related equipment to sve 

CRAIO.J , AXELRAD.J. DlrsctorM Office, Office of Inspection and 
Enforcement 02/10/26 Ip. 15937:200. 24X Fiche 50-312, 02/ i 0/26, 

8210280163 


Q Inspection reports, IE Bulletin* U correspondence 


821OO1DOO0 Responds to FOXA request for 19 categories of documents re 
nuclear reactor events U safety prob 1 ems. Forward i documents 
listed in App A, 

FELTON, J M. Division of Rules and Records 02/06/20 UDELL, R A 
Critical Mass Energy Project. 15pp. 15727 005. 24X 

Fiche 50-000, 02/06/20, B21OD1OOO0. 


— 8111191042 Comments on draft IE circular re M81V failures to close 
Problem u/control air for MSIV may be part of larger 
spectrum of problems for meny valves 

MICHELSON.C Director^ Office. 01/10/01, JORDAM, E. L. Division 
of Resident 4ii Regional Reactor Inspection Ip. 15730:339, 24X 

Fiche. 50-000. 02/06/20, 8210010000. 
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92100B00IS AJdl r..pon« to FOIA ro,ue.» for 19 cotogorloi of Info r 
nucloar r.octar ov.nti i .ofoti) problon. 

llsttd iti App A Document! in Ap p B cOfflplftely withheld iref 

F£LTOMl'j"'H*’^'*Div!»lQn cf Rule* ^n6 UDELL, R A 

Critical Mas! Ene-ruy PTdjact 9pp 156A.5 027 24K 

Fiche 30-00 0,02/07/12.6210000015 


--0210000140 Systimatie asietsment of lic«r>see performance note* r* 
factlltij evaluation for 7*?041 5-BQ04 15 

♦ NRC — Mo Oetalled Affiliation Given 00/04/15 9pp 
l5f»&B 035 24X Fichs 30-000,92/07/12,0210080015 


0210070331 fieapond! to NRC 020016 I tr re violations noted iri It |r 

Rapt 5O-312/0S-30 Corrective actions OA manual revised to 
dafine commercial grade spare parts & receiving imp 
aerforraed on all Class I commercial grade spare parti 
flATTiHQE. J J Sacramento Municipal Utility Dittrlcl 02/fl9/irf 
BTERNOERO, D M Diviiion of Resident, Reactor Project Si En} ir.nr 
Proorami 2pp 15634 111 24X Fiche 50-312, 02/ 1 0/04, a2lOI>75aL' 


0209190233 IE Info Notice 80-35, Suppl 1, "Lealting it Dislodged I-j2& 
Implant Seed* " Sve litt end 

COJ)B,L 1 Dlvi<i*>n t>f Fuel Facilities, Materials St Safeguerdi 
62/10/06 Coti*«J 1 1 da ted Edison Co of Motu Vork 66pp 15741 

24X Ficlie 50-000,02/10/06.0208190233 


8210070007 Responds tn FOIA request for eight categories of records re 
steam generators t steam turbines App A documents provided 
in R Udell FOIA Raiquest 01-313 Forwards documents listed in 


Ap p B 

FELTON.J H Division »f Rules and Records 
WintKrop, fitimson, Putnam & Rofrerls ^pp 
Fiche 50-000.02/08/10.8210070007 


02/08/10 
1S645 063 


LONG, D J 
24X 


S20D19D23B IE Bulletin 82-'03, "Stress Corrosion Cracking in TUtl- 

Wal 1, Large-Diameter, Stainless Steel, Rec Irco lation Syi 
Piping at DWR Plants " Bve list end 

OE/OUNOf R C Director's Office, Office of Inspection and 

Enforcement 02/10/14 Consolidated Edison Co of Neu Vork 

llSpp 15910 125 24X Fiche 50-000.82/10/14,8208190230 


--9210070172 Foruards Info re steam generator integrity 1« insps at all 
operating PWHs.per 730320 t 21 re<iveit* Details of insp** 
including defect Indlca t i ons, tub* plugging criteria i> tubes 
Plus9*<* will riot be provided eacept for Point Beach I 
OOLLERiK B Division of Reactor Licensing <NRR-197& 

75/03/24 hACCART, R R Division of Technical Review CWR- 1975 
onlyl 5PP 15643 196 24X Fiche 30-000,92/08/10,8210070007 

8210060330 Forward* IE Insp Rept 50-312/82-35 an B20B04-0914 No 
noncomp lianca noted _ _ 

3TERNDEBO.O M Divitlon of Resident, Reactor Project & Engiyering 
Ppoorans 02/09/23 MATTIMOE, J. Secramente Munic ipal Uti 1 i tg 
DUtriefc 2pp 15619 036 84K Fich e 50-312, 82/09/23, 9210060330 


—8210060336 IE Insp Rapt SO-312/82-35 an 820804-0914 Mo none ompliance 
noted Major areas inspected operational safety verification, 
surveillance observat ions, mgt niBstlng 4i LER followup 
CANTER. H L . O'DRtEN.U , YQUNO. T Division of R*« i 
Project t Englnaering Programs 92/09/22 0pp 15619 030 24X 

Fiche 50-312, 82/09/23, 8210060330 


8210190229 Forwards "Systematic Assessment of Licensee Perf ormintl. £ 
Rancho Seco, " for Jul 19ai-Sept 1902 Performance analyses 
for listed functional areas 1*9 621112 

STERNDERO, D M Division of Resident, Reactor Project 4^ Enjlnufi- 
Prograns 02/10/14 YOUNO, T , CANTER, H , O'DRIEN, J Region 5 
Office of Director 2pp 15742 201 24X Fiche 50-312, 82/10/ ll^ 

0210190228 


9210190231 "Systematic Assessment of Licensee Performance, ShUO Pi- 

Seco, ” for Jul 1901‘'Sopt 1982 

* Region 5, Office of Director 02/10/31 24pp 15742 203 
Fiche 50-312.82/10/14,8210190228 


R PeriodU operating reports t< related correspondence 


0210190278 Forwards monthly operating rept for Bept 1902 

ftODRlOUEZ.R J Sacramento Municipal Utility District B2/10/I3 
Director's Office, Office of Inspection and Enforcement If 
15742 178 24X Fiche 50-312,02/10/13,8210190270 


0210190605 Forwards IE Insp Rept 5'0“3l2/B2-33 on 020907-10 No 
nonconpl lane e noted . „ . . « 

BOOK, H 0 Division of Radiological Safety it Safeguards Program 
82/09/30 MATTIMOE, J J SacraAenta Municipal Utility District 
2pp 15739 275 24X Fiche 50-312,02/09/30,0210190605 


—0210190285 Monthly operating rept for Sept 1982 

CDLQMDO.R Gacramento Municipal Utility District 
15742 179 24X Fiche 50-312, 02/10/13, 82 10190278 


02/10/09 I 


S Reportable occurrences, ULRs |< related correspondence 


—8210190612 IE Insp Rept 50-312/82-33 on 820907-10 Mo roncomp 1 lancn 
noted Majpr areas inspected crganliation U etaffing, 
transportation activi t ies.plant tour 4 health physics 
appraisal followup -of computer based mu J t Ichann* ) analyter 
NORTH.H B . WENBLAWSKI.r A » DOGK,H E, Division of Radiological 
Safety t Safeguard* Program 92/09/29 lOpp 15739 277 SAX 
Fiche 50-3 1 2 , 02/09/30. 8210190605 


6210120114 Advisee of immediate need for imposing specific 
pequiraments re operational restrictions for Class IE 
120-volt ac vital Instrument buses in operating plants 
MICMELSOM.C Director's Office 00/07/15 DENTON, H H Offici s 
Nuclear Reactor Regulation, Director ip IS699 165 24X 

Fiche 30-000. 80/07/15,0210120114 


8210070278 Ack receipt of 020824 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-312/82-20 
STERNBEROr D. M Division of Resident, Reactor Project 4 Engineering 
Prpgrami 02/10/04 MATTJMDE, J J SacTamento Municipal Utility 
District Ip 15634 171 24X Fiche 50-312.02/10/04,6210070870 


— 8210070287 Responds to NRC 820729 Itr re violations noted In IE Insp 
Rept 50-312/02-20 Corrective actions: 01 Ison Shaker not 
maintained by Oeneratlon Engineering therefor* £11 0-6 
not applicable NCR-3-2671 tf i spasitioned on 820927 
MATTIMOE. J J eacrawento Municipal Utility District 92/00/24 
ENOEUKEN. R H Region 5. Office of Director 2pp 15634 172 24X 

Fiche 30-312,82/10/04,8210070278 


9210070290 Ack receipt af 820920 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-312/82-32 
STERNBEROiD M Division of Resident, Reactor Project 4 Engineering 
Programs. 02/10/04 MATTIMOE, DM 6acpameiitio Municlpa I Utl 1 i ty 
District ip 15634 180. 24X Fiche 5D-31 2. 82/10/04. 8210070290 


0012290116 Discusses conclusions of engineering evaluation of itin 
oenerator overfill transients at C-E 4 Westinghouse plants 
LANNHN0,M D. Director's Office 80/10/29, HICHELSON.C ClJriitl 
Office, 3pf 15692 262 24X Fiche 30-000,00/10/29.00*2295119 


8210070412 Discusses problems caused by entry of desiccant Lnkc 
Instrument 4 control air lines Util should examine sge 1< 
determine source 4 extent of contamination 

MICHELBON.C Director's Office 01/09/15 DENTON. H ft * 

Nuclear Reactor Regulation, Director STELLOiV Director'i Din 
■Office of Inspection and Enforcement 5pp 19637 301 241 

Fiche. 50-312, 01/09/15,0210070412. 


e21OOlOO-O0 Responds to FOIA request for 19 categories of dccueiTili e 
nuclear reactor events 4 safety problems Forwards documenll 

FELTON, J^M^***^ Division of Rules and Record* 82/06/20 DKLVrR t 
Critical Mas* En*rgy project I6pp 15727 003 24X 

Fiche 90-000,82/06/29,6210010008 


— S210070294 Responds to NRC 920901 Itr re violations noted in IE Insp 
Rept 90-312/82-32 Corrective actions, all OA Cless 1 Tech 
Specs on overall contract specs will include statement re 
10CFR21 regulations 

MATTIMOE, J, J. Sacramento Municipal Utility District 82/09/20. 
STERNBEROr D. K, Division of Resident, Reactor Project 4 Engineering 
Programs 2pp 15634 *81 24X FI che 50-312, 92/10/04, 8210070290 


0109880036 Imraediate action memo re desiccant contamlnatldh sf 

1 Ints. Recommends issuance of bulletin requiring all 
licensees experienced w/alr sys contaminetion to furnish 


MlCHEUSOMrC Director's Office 81/09/15 
Nuclear Reactor Regulation, Director 2pp 
Fiche 30-312, e2/06/26i 9210010008 


DEMTOM.K R Oflue 
15730 241 ail 


9210070319 Ack receipt of 820909 Itr Informing NRC of step* tel in to 
correct violetion* noted in IE Insp Rapt 90-312/92-28 
STERNBEROiD M. Division of Resident, Reactor Project 4 Engineering 
Programs 82/10/04, MATTIMOE. J J. BecremenU Municipal Utility 
District Ip. LS634'I10, 24X Ficht 50-312,82/10/04.8210070319, 


— 8201300388 Discusses loss of HPI lube oil cooling at fackliil k 
failure a# aionthly operability test of HPI to detect 
clogging of qualified lube oil coolers Test deficiency a4y 
be more critical than event Issue to be addressed 
PELLET, J, Director's Office. 02/01/13, 

Office 3pp, 19732.254. 24X Fiche 50-000, 62/06/201 93 l«lWM 
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e2JO25O30i Foruarrfs LER 82-026/047-0 Detailed event analv»i« submitted 
KAmittDE. J J Sacramento Municipal Utility District 82/10/13 

R H Region 5< Office of Director ip 15770 090 24X 

Fiche 50-312.82/10/15.8210250306 


— 8210250390 LER 82-026/04T-0 on 821006. revieu of plant effluent records 
<lisclosed pH reading of 6 2 for less than 15 minutes on 
B20?1B Caused by leaVs at tuo elbous in acid line running 
tram storage tank to turbine bldg Leaks repaired 
COLO^BD. R U Sacramento Municipal Utility District BS/10/14 
Region 5. Office of Director Ip 15790 091 24X 

FicJie 50-312.82/10/15,6210250386 


6210250138 PND-V-a2~042 on B21016<RCS leakage of 1 15 gpm into reactor 
caoLant drain «ys through RCS loop drain valves discovered 
Leakage stands at 0 49 gpm Media interest expected 
VCiU„'0,T . CENTER. H Region 5, Office of Director 82/10/18 Ip 
15787 119 24X Fiche 50-312,82/10/10.0210250138 


ca:,^Er 50-313 Arkansas nuclear one, unit 1 


F Security, medical, emergency t fire protection plans 


6210010175 Forwards IE Safeguards Insp Repts 50-313/02-25 S, 
SO-3ie/82-22 on 020818-20 No noncomp 1 lance noted 
5EIDLE.U C Division of Resident, Reactor Project Engineering 
Programs 82/09/16 CAVANAUGH, W Arkansas Power i Light Co 2pp 
15567 2B2 24X Ficho 50-313.02/09/16,8210010175 


— 6210010170 IE Safeguards Insp Repts 50-313/82-25 & 50-368/82-22 on 
820610-20 No noncomp 1 1 anc c noted Major areas inspected 
security organization mgt. physical barriers it access control 
of packages Details withheld (ref 1 0CFR2 790> 

EVANS. C A . KELLY. J A F Division of Vendor U Technical Programs 
82/09/14 Ip 15567 284 24X Fiche 50-313. 82/09/16. 8210010175 


6210190497 Forwards IE Insp Repts 50-313/02-11 it 50-368/82-09 on 
020518-20 No noncomp 1 lance noted 

EEtDLE.U C Division of Resident, Reactor Project 8i Engineering 
f*T-ograins 82/09/26 CAVANAUGH. W Arkansas Pauier fc Light Co 2pp 
15735 344 24X Fiche 50-313. 82/09/28. 8210190497 


— 0210190516 IE Insp Repts 50-313/82-11 it 50-360/82-09 on 820518-20 Nu 
noncomp I lan ce noted Major areas inspected licensee 
performance 6 capabilities during full-scale exercise of 
emergency p Ians it procedures 

ROHRER. D M . HUNNICUTT. D M Division of Resident. Reactor Project 
4, Engineering Programs 82/09/24 I7pp 15735 346 24X 

Fiche 50-313. 02/09/28. 0210190497 


62 10070395 Updates 011021 response to Generic Ltr 01-04. "Emergency 
Procedure h Training for Station Blackout Events " Sea) 
return isolation is possible during blackout I, is provided 
for in procedures 

MARSHALL. J R Arkansas Power it Light Co 82/10/04 EISENHUT, D 0 
Division of Licensing 2pp 15663 341 24X Fiche 50-313,82/10/04, 

0210070395 


G21CI50073 Forwards addl info re safe shutdown capab i 1 1 ty , in response 
to NRC B209Q3 request 

MARSHALL, J R Arkansas Power & Light Co 82/10/05 CLARK, R, A 
Operating Reactors Branch 3 STOLZi U F Operating Reactors Branch 

4 72pp 15 696 349 24X Fiche 50-313,02/10/05.8210150073 


6210280100 Releases public version of amend to emergency plan 

FELTON, J M Division of Rules and Records 82/10/12 Document 

Management Drench Ip 15962 236 24X FUhe 50-313,82/10/12, 

0210280100 


'--^©210280112 Forwards public version of Amend 6 to emergency plan 

.HARSKALL, J R Arkansas Power 4, Light Co 02/10/04 CCM-LINS. J 
Region At Office of Director DENTON, H R Office of Nuclear 
Reactor Regulation, Director Ip 15862*237 24X 

Fiche 50-313,82/10/12,0210200108 


--©210280114 Public version of Amend 6 to emergency plan 

« Arkansas Power it Light Co 82/09/20 3pp 15862.238 24X 

Fiche 50-313.82/10/12.8210280108 


6210220377 Categorizes open items identified in IE Emergency 
Preparedness Repts 50-313/82-11 it 50-368/02-09 by need for 
liTTiediate consideration it type of response acceptable 
Notification of expected response date due within 10 days 
SE'IQLE. 14 C Division of Resident, Reactor Project it Engineering 
PTograms BZ/IO/19 GAVANAUOHfW. Arkenses Power Sc Light Co 4pp 
1*779 175 24X Fiche, 50-313,02/10/19, 0210220377 


6210260178 Ack receipt of 820929 ltr requesting addl time to respond to 
violations noted in Emergency Preparedness Appraisal Repts 
50-313/02-22 it 50-368/82-21 Response to App C due by 630501. 

SEIDLErU C Division of Resldentt Reactor Project 6 Engineering 
Programs 02/10/19 CAVANALTGH. U Arkansas Pouer it Light Co ip 
15799 037. 24X Fiche 50-313.02/10/19.0210260178 


— 0210260180 Responds to NRC 820625 ltr re App C to IE Emergenc ij 
Preparedness Appraisal Repts 50-313/82-22 Sc 50-369/02—21 
Deficiencies resolvad in emergency plan amends & 
implementing procedure revisions 

CAVANAUGH. W Arkansas Power it Light Co 02/09/29 COLLINS. J" T 
Region 4. Office of Director 4pp 15799,033 24X 

Fiche 50-313.82/10/19.0210260170 


P Operating license stage documents £c correspondence 


8210010008 Responds to- FOIA request for 19 categories of documents re 
nuclear reactor events & safety problems Forwards documents 
listed in App A 

FELTON. J M Division of Rules and Records 82/06/20 UDELL, R A 
Critical Maas Energy Project 15pp 15727 005 24X 

Fiche 50-000,82/06/28.8210010008 


— 8106100203 Discusses evaluation of HPSI pump operability ut/o eve 
water Operability of HP81 pumps cj/o sve laatar not adequately 
justified based on info submitted by licensee 

IMBRO,E Director's Office 81/05/22 Director"! Office 4pp 

15729 1 85 24X Fiche 50-000,82/06/20.0210010000 


8210190008 Responds to 820031 submittal re Tech Spec revision for 
snubber surveillance License amend application should be 
submitted to incorporate applicable portion of 001120 model 
Tech Specs within 60 days 

CLARK, R A Operating Reactors Branch 3 92/09/21 CAVANAUGH, W 

Arkansas Power & Light Co 2pp 15760.301 24X 

Fiche 50-313.62/09/21,8210190008 


0210290140 Forwards Amend 69 to License DPR-Sl. safety evaluation it 
notice of issuance it availability Amend revises Tech Bpecs 
to require chlorine detection 8< protection capability for 
control room 

VIS8ING. 0 8 Operating Reactors Branch 4 82/09/21 CAVANAUGH, (4 

Arkansas Power h Light Co 2pp 15876 209 24X 

Fiche 50-313. 02/09/21.8210290140 


— 0210290143 Amend 69 to License DPR-51 , amend Ing Tech Bpecs to require 
chlorine detection & protection capability for control room 
STOLZ. J F Operating Reactors Branch 4 82/09/21 Gpp. 

15076:211 24X Fiche' 50-313. 62/09/21 ,8210290140 


—8210290146 Safety evaluation supporting Amend 69 to License DPR-51 
# Office of Nuclear Reactor Regulation, Director B2/09/21 2pp 
15976 219 24X Fiche 50-310,82/09/21,8210290140 


— 8210290148 Notice of issuance £t availability Of Amend 69 to License 
DPR-51. 

STOLZiJ F Operating Reactors Branch 4 82/09/21 2pp 

15876-221 24X Fiche 50-313,82/09/21,8210290140. 


8210040109 Application for amend to License OPR-51 , changing B20517 
Tech Spec change request to allow higher steam line break 
Instrumentation it control sys setpoint. 

CAVANAUGH, W Arkensae Power it Light Co 02/09/29 8TQLZ, J F 
Operating Reactors Branch 4 2pp 15581 017. 24X 

Fiche. SO-313, 02/09/29, 0210040109 


— 821D040111 Proposed revised Tech Spec 3. 4 2 re steam line breah 
instrumentation & control sys 

e Arkansas Power & Light Co 02/09/29 3pp 15501:019. S4X 
Fiche: 50-31 3. 82/09/29, B210040109. 


8210150002 Forwards response to 820120 & (X301 requests for addl info re 
RC8 high point vents Credible missiles generated by failure 
of RGB vent valves not postulated based on valve design. Leak 
detection provided for by monitoring preseure, 

MARSHALL, J R Arkansas Power & Light Co 82/10/06 STOLZ. J F. 
Operating Reactors Branch 4 CLARK. R. A, Operating Reactors Branch 
3 4pp. 15696 309 24X Fic h •’ 50-31 3, 02/ 1 0/06, 021 0150002. 


8210150494 Submits info re status of waste gas eye li schedule for 
installation of reduntfant hydrogen/osy gen analyzers. 

Conceptual diagram of proposed upgraded weetq gas syt 
redundant analyzer panel end. 

MARSHALL. J R, Arkansas Power Si Light Co 82/10/12 BTDLZ, J F. 
Operating Reactors Branch 4 CLARK, R. A Operating Reactors Branch 
3 4pp. 15714.184. 24X Rich e 50-313, 02/1 0/ 12. 0210150494. 
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B2I02201M FormaUie* pmpottali made at 020729 w/iJil# awner* 

group r« rWREO-0737, II K 3 30. "Ravi***! Bwall Brtal 

LQCA M*thod« to Show Coispliano M ft 

MARSHALL. J ft Ar Icanaas Powar i Liaht Co 62/10/13 DEMiaN, H R 
Olflca of Ninclsar Raactor Ragulation. Diractor I5pp- 15770 
2AX Ftcha 50-313.02/10/13.0810220114 


—8210120252 Raipond* to NRC 820104 Ifcr ra violationa no^td In. IE [*m 
R apti 50-313/81-30 & SO-368/01-29 Corractiva actio-ni forail 
training aas«ion« uill be conducted u/appropriate ftatlcn 
ptraonnal to atraii Importance of individual re%pon»ibnitf| 
HARSHALL. J R Arkaneai Pouar Light Co 02/02/11 MADSEH.fl L 
DlvUioa of fiaaidenti ftaactor Project it Enginaarinj Prognai rji 
15652 111 24X Fiche 50-313. 82/10/01i 8210120246 


8210250206 I>l»cui«e« operabilltg of Dre-teer Model 3t739A preeauriier 
safety In util 4« vendor docucoentalton Ring tatting* ihould 
not cauta valve chatter it ntachnlcal damega Analytical modal* 
beino davflopad for plant-*p*cl f ic data 

MARSHALL. J R Arkanaai Power fc Light Co 02/10/19 STOLZ. J F 
Operating Raactor* Branch 4 2pp 15708 306 24X 

FicKe 50-313. 02/10/19.0210250206 


8210260192 Forward* addl r*«ponie to S20613 opan itam* ra emargency 
feedwater iy».par 020722 Itr Functional tatt required avarg 
10 month* cause* addition of heavily oiyganeted uatar into 
one a-throifoh itaarn ganarator. 

MARSHALL. J R Arlansa* Power it Light Co 02/iO/8O STOLZ. J f 
□ peratltig Raactor* Branch 4 4pp 15799 021 24X 

Fic ha: 50-313. 82/ 1 0/20. 0210260192 


Inepactlon reportti IE Bolletln* & c orraapondince 


eSlOOBOOlS Addl raapotite to FOIA ragwett for 19 eatagorie* of info re 
nuciaar raactqr avent* & safety problems Forufartf* document* 
li*t*d in App A Do-cumant* in App B conplatetg withheld iraf 
FCltAExemptionS) 

FELTON. J M Division of Role* and Record* 02/07/12 UDELL. R A 
Critical Ma*s Energy Project 9pp 15665 027 24X 

FI C he 50-000 . 88/07 / 1 2. 08 J 008001 5 


0210220270 Farward* IE Intp Bepts 50-313/82-18 it 50-369/Q2-2S on. 
820524-27 Ha noncomp 1 i enc e noted 

SEIOLEiN C Division of Resident. Reactor Project it Engintrrlrj 
Programs 82/10/05 CAVANAUGH. W Arkansas Power <i Light Co iff 
15775 OOl 24)t Fichfl 50-313.82/10/05.8210220270 


—8210220201 IE Inap Repts 50-313/02-12 t 50-368/82-25 on G20S24'S7 Hj 
tioncomp 1 ian< e noted Major areas inspected r adiochemiftry 
program, inc 1 udlng organl latlon. staff mg. tra Ining program, 
tampla collection 8c sample treatment 8< analysis 
NICHOLAS. U B , MURRAV. 6 Region 4. Office of Director 
Z5pp 1577 5 003 24X Ficha 50-313.82/10/05.8210220270 


8200170233 IE Info Notice 80-35. Suppl 1. "Leaking L Oislodgif t Hi 
Implant Seeds ” Gve list end 

CODDiL I Division of Fuel Facilities. Materials U Safeguirds 
82/10/06 Consolidated Edison Co of New Vork 66pp 15761 ill 

24 X Ft Che 50-000.82/10/06.8200190233 


B210J20241 Ack racaipt of 020715 Itr informing NRC of slept teieii Ii 
correct violations noted in IE Intp Rapts 50-313/00-20 t. 
50-368/80-20 

SEIDLE.M C Division of Resident. Reactor Project & Engineirlni 
Programs 82/10/06 CAVANAUGH. W Arkansas Power ft Llghk Co Ip 
15652 113 24X Fiche 50-313.82/10/06.0210120241 


--8210000112 Systematic afsesimarat of licantte performance note* re 
facility avaluation for 790101-BOOB19 
e NRC - No Detailed Affiliation Given 80/08/19 app 
15667 291, 24X Ficha 50-000.82/07/12.8210080015 


8210070007 Responds to FOIA request for eight categories of records re 
steam generators t steam turbines App A documents provided 
in R UdtU FOIA Request 01-313 Forwards document* listed In 
App 0 

FELTDH.U M Division of Rules and Record*. 02/08/10 LONG. 0 J 
Winthrop# fitimion. Putnam it Robert* 9pp 15645 063 24X 

Fi e Ji a 50-000. 82/00/10. 82 1 0070007. 


— 8210070172 Foriiiardi Info re steam generator integrity it insp* at all 
operating PURs. per 750320 t< 21 requette Detalle of lnsps« 
including defect ind Icatlons. tube plugging criteria it tubai 
plugged will not 6e provided eicept for Faint DeacK 1 
ODLLER^K R Division of Reactor Licensing (NRR-1973 only) 
75/03/24 NACCARViR R Division of Technical Review <NRR-1975 
onlyl- app 15645: 196 24X fiche 50-000. 02/00/10. 8210070007. 


8310010175 Forwards IE Safeguards Irvsp Repts 50-313/02-25 f. 
80-360/82-22 en 020018-20 No noncempi iance noted 
6EIDLE.M C Division of Resident. Reactor Project ic Engineering 
Programs 82/09/16 CAVANAUGH. H Artanse* Power 6 Light Co 2pp 
15567 202 24X Fiche: 80-313.02/09/16. 0210010175 


—8210010178 IE Safeguard* Insp Rspt* 50-313/02-25 6 50-368/02-22 on 
820018-20 No none amp liance noted Major areas Inspected' 
security organltatlon mgtrphyslcel barriers U acces* control 
af package* Details withheld (ref 10CFR2 7901. 

EVANS. C A I KELLY# J A. F. Division of Vendor 4. Technical Programs 
52/09/14. ip 15367.204. 24X Fiche; 50-313. 82/09/16# 0210010175. 


8210190497 Foruerdt IE Insp Reptf 50-313/82-11 b 50-368/82-09 en 
820518-20. No noncomp i lance noted 

SElDLEiH C Division of Resident. Reactor Project Ic Enginssrlng 
Programs. 62/09/20 CAVANAUGH. W. Arlantas Power It Light Co. 2pp 
15735:344 84X Fichf 30-313. 02/09/20# 8210190497, 


--8210190516 IE Insp Repts 50-313/82-11 50-360/02-09 on 020518-20 No 

ngncompllance noted Major area* Inspected: 1 Icaniee 
performance & capabilities during full-icalt exercise of 
emergency plans 6 procedures, 

RONRER. D ti . HUNNICUTTfD H, Division of Resident. Reactor Project 
& Engineering Programs. 02/09/24. ITjip 15739*346 24X 

Fiche 50-313.02/09/30.9210190497, 


8210120246 Acit receipt of 820211 Itr informing NRC of step* taken to 
correct violations noted in IE Insp Repts 90-313/01-30 6 
50-360/81-29. 

aSIDLE. N C Oivition jit Resident. Reactor Project It Engineering 
Programs. 82/10/01 CAVANAUGH. W Arkatiia* Power li Light Co Ip. 
19652' no 24X Fiche . 9(3-313. B2/t0/0lr 0210120246, 


— 8210120247 Provides status update on gaseous radioactive uiiti i|i 
mod*, in response to violations noted in IE Insp Repts 
50-313/00-20 8. 50-368/80-20 High airborne activity incidents 
in auxiliary bldgs significantly reduced 

MARSHALL# J R Arkansas Power Light Co 02/07/19 fietDLE.wC 
Division of Resident. Reactor Project 8. Engineering Pro|riai 
15652 114 24X Fichs 50-313.02/10/06.0210120241 


0208190238 IE Oullitin 02-03. "Stress Corrosion Cracking in ThUL- 
HaLl#Large-01 ameter. Stainless Steel. Rec Ircu lat 1 on 8ys 
Piping at DHR Plants " Sve list end 

DEVOUNO.RC Director's Office. Office of Inspection and 

Enforesment 82/10/14 Consolidated Edison Co of Niy Vorl 

ll9pp, 15810 125. 24X Fiche 50-000. 02/10/ 14# 8200190230 


0210220377 Categoriies open items Identified in IE Emergency 
Preparedness Repts SO-313/62-11 8. 50-368/82-09 by need for 
immediate consideration U type of response acceptable 
Natificatlon of expected response date due within 10 dayi 
6EIDLE. H C, Division of Resident. Reactor Project 6 Englniirihi 
Programs 02/iO/l? CAVANAUGH. M Arkansas Power it Light C« t, 
15779 179 24X Fiche 50-313.02/10/19.8210220377 


3210260178 Ack receipt of 020929 Ur requesting addl tlm# U »*1M' 
violations noted in Emergency Preparedness Appraisal ftipU 
50-313/02-22 it 50-360/02-21 Response to App C due by OSGbOl 
5E1DLE. H C. Division of Resident. Reactor Project 4 EtvglrtirJinj 
Programs 82/10/19 CAVANAUGH. W Arkansas Power 4 LljU te C. 
19799:037 24X Fiche 50-313.02/10/19.8210260170 


— 8210260100 Responds to NRC 820625 Ur re App 0 to IE Eair|»niT 
Preparedness Appraisal Repts 50-313/82-22 4 50-368/02-21 
Deficiencies resolved in emergency plan ameniis 4 
Implementing procedure revisions 

CAVANAUGH. W, Arkansas Power 4 Light Co 02/07/29 COUl^S ‘J ‘ 
Region 4. Office of Director 4pp 15799 038 24X 

Fic he: 50-31 3. 02/10/19.0210260170 


6 Reportable occurrencei. LEft* 4 related correspondence 


8210120300 Advise* that operator action necessary te protect ItV jU 
from excessive feedwater transi ents. B4W plants do not taplPI 
high steam generator level turbine or reactor trips to 
protect against transients 

CREBMELL. J. 8. Director's Office 80/09/12 HICHELBON.C 
Director's Office 34pp 15609:286 24X Fiche 50-305. 

8210120300, 


9012290110 Dleeuase* conclusions of enginoerlnj eva lualioft 
generator overfill transients at C-E 4 Nestinghous* plinti 
LANNINOjM 0. Director's Office. 00/10/29 MICHELSON.C Uv*W 
Office, 3pp. 19692.262 24X Fiche- 50-000. 00/ 10/29,801 


0210070104 Bpeech entitled "Pressure Boundary Degradation Dul 
Beal Failure at AR Nuclear One." presented at ninth aeitlM 
of Committee on Safety of Nuclear Ini tallation* on eilKKJ'Ol 
in Paris. France. ^ 

LANNlNO.W.Di BROWN.EJ. Director's Office 01/11/03 ftf 
15649:194. 24X Fiche 50-313.01/11/03.0810070104 
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9210010006 Retponda to FPIA request for 19 categories of documents re 
riuclear reactor events & safety problems Foruards documents 
I is ted in App A 

FELTON^ J M Division of Rules end Records 62/06/20 UDELL. K A 
Critical Kass Energy Project 15pp 15727 005 24X 

Ficho 50-000.82/06/28,8210010000 


— 6111040084 "Pressure Boundary Degradation Due to Pump Seal Failure 
of Arlansas Nuclear One " 

LANNIN<1.IV D , BRONN.EJ Director's Office 61/11/03 6p p 
15731 09? 24X Flche 90-000i 82/06/28. 621 0010006 


— 8203100547 Recommends explicit verification that seismic q^ual i f 1 cat ion 
for all protective devices used in control protection 
circuitry for diesel generator units performed ut/devices in 
energ 11 ed/de-energ 1 led fr tr i pped/nontripp ed states 
MtCHELSGN.C Di rec tor ' s Of f i c e 02/02/24 UOLLMER. R H Division 

of Engineering MATTSON. R J Division of Bystems Integration 
<poit 011005) 2pp 15732 320 24X Fiche 50-000. 02/06/26. 

B 2 £ 001000 a 


0210120145 '"Abnormal Transient Operating Guidelines as Applied to Apr 
l?0l Overfill Event at AR Nuclear One Unit 1 " 

FELLETT.J L Reactor Operations Analysis Branch 82/08/31 19pp 
2*1X Fiche 50-313.82/08/31,8210120145 


8210130513 Foruards LER e2-025/03L-0 

MARSHALL. \jl ft Arkansas Power t< Light Co 02/09/26 BEIDLE. W C 
Division of Resident. Reactor Project & Eng ineer ing Programs Ip 
1568S 236 24X Fiche 50-313.82/09/26.8210130513 


— effi013052a LER 02-O25/O3L-O on 820020. electr I cal jumpers discovered 
across trip contacts ot- shutdown bypass high pressure trip 
bistabies for A & D reactor protection sys channels Caused 
by personnel error Jumpers removed 

ROGERS. P Arkansas Power ft Light Co 02/09/26 Region 4. 
Office of Director 2pp 15602 239 24X Fiche 50-313.82/09/36. 

S31Of30313 


£210130312 Forwards LER 02-O27/O3L-O 

MARSHALL. J R Arkansas Power i Light Co 02/09/30 BEIDLE. W C 
division of Resident. Reactor Project & Engineering Programs Ip 
IS675 237 24X Fiche 90-313.02/09/30.8210130212 


— 8310130214 LER 62-027/03L-0 on 030714. RC9 leak rate calculated at 3 4 
gpm. In excess of Tech Spec Caused by low breakway torque 
va Ives, deter iorated gasket £< eroded manway cover All 
defective parts repaired or replaced 

R-QCERSj P Arkansas Power S( Light Co 02/09/30 Region 4. 
Office of Director 2pp 19675 230 24X Fiche 50-313.82/09/30. 

6310130212 


0210130302 Forwards LER 82-026/03L-0 

MARSHALL. J R Arkansas Power U Light Co 82/09/30 SEIDLE. W C 
Division of Resident. Reactor Project fc Engineering Programs Ip 
156BO 336 24X Fiche 50-313.62/09/30.6210130302 


— 8210130388 LER B2-026/03L-0 on 020901 . insta Ucd hose reel mH-49) found 
not visually inspected per Tech Specs Caused by lack of 
c oaiinunl catl an. lead ing to omission of Hf)-49 from Insp 
procedures HR-49 inspected procedure revised 
ROGERS. P Arkansas Power l< Light Co 82/09/30, Region 4. 

Office of Director 2pp. 15690 337 24X Fiche 50-313.62/09/30. 

8210130302 


0210190517 Forwards LER a2-02a/03L-0 

.MARSHALL. J R Arkansas Power U Light Co 02/10/07 SEIDLE. U C 
Division pf Resident. Reactor Project 6 Engineering Programs Ip 
157S1 244 24X Fiche 50-313.62/10/07,8210190517 


— 0210190526 LER 82-026/03L-0 on 820909. d lase 1 driven fire pump tP-60 ) 
failed to start when using 8 battery bank during 
surveillance Cause by normal end of sve life Batteries 
charged ^ later replaced 

ROGERS. P Arkansas Power (< Light Co 02/10/07 Region 4. 
Office of Director 2pp 1S751 245 24X Fiche 50-313# 82/10/07. 

8210190517 


DOCKET S0-3IS DONALD C COOK NUCLEAR POWER PLANT. UNIT 1 


F. fiecurlty. medical, emergency it fire protection plans 


0210060337 Forwards IE Imp Repts 50-315/82-00 i* 50-316/62-08 on 
820412-16.0514 6 0610 Deficiencies referred to Qfc of 
Tnve s t Iga t i on for review t< investigation 

fJORELIUS. C E Division of Engineering t< Technical Programs. 
02/09/22, DOLAN. J E Indiana & Michigan Electric Co 2pp 
1S615 350 24X Fiche 50-315,82/09/22.6210060307 


— 0210060393 IE Imp Rapts 50-315/62-08 & 50-316/82-08 on 020412-16.0514 
ii 0610 Deficiencies noted inadequate fire protection of safe 
shutdoiun ca pabl 1 1 ity. inac cora t e sta tement s. inadequate 
procedure for alternate safe shutdown & inadequate lighting 
OROOE.xf A « STONE. J C . HAUOHNEV. C J Division of Engineering it 
Technical Programs 02/09/17 27p p 15615 352 24X 

Fiche. 30-31 5. 02/09/22. 82100603B7 


8210060129 Releases public version of revised emergency plan 
procedures 

FELTON. J M Division of Rules and Records 82/09/22 Document 
Management Branch ip 15663 293 24X Fiche 50-315.62/09/22. 

8210080129 


— 0210060)32 Forwards public version of Reviiion 1 to Emergency Plan 
Procedures PMP 2081 EPP 012, ’'Offsite Radiological 
Monitoring'" Si Revision 1 to PMP 2061 EPP 026. ''Use of Stable 
Iodine for Thyroid Blocking During Radiation Emergency " 
a Indiana &. Michigan Electric Co 82/07/13 NRC - No Detailed 

AfflllatlQH Given ip 15663 294 24X Fiche 50-315,82/09/22. 

6210080129. 


—8210080136 Public version of Revision 1 to Emergency Plan Procedures 
PMP 2061 EPP 012, ''Offsite Radiological Monitoring" t< 

Revision 1 to PMP 2001 EPP 026. "Use of Stable Iodine for 
Thyroid Blocking During Radiation Emergency " Index end 
e Indiana U Michigan Electric Co 82/09/13 20pp 15663-295 
24X Fiche 50-315, 02/09/22.9210090129 


8210010362 Forwards revision to modified amended security plan re key Ir 
lock control program Revision withheld (ref 10CFR73 2i ) 

HUNTER.R S Indiana & Michigan Electric Co 62/07/27 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 15574.150 
24X Fiche 50-315.62/09/27.8210010362 


8210150994 Releases public version of revision to plant manager 
procedure/emergsney plan procedure 

FELTON. J M Division of Rules and Records 82/09/30 Document 
Management Branch Ip 15716:350 24X Fiche SO-31 9. 82/09/30. 

8210150594 


— 8210150604 Forwards public version of Revision 3 to Plant Manager 
Procedure/Eimtrgency Plan Procedure App A. "Telephone 
Numbers for Key Plant Personnel '•* 

e Indiana i, Michigan Electric Co 82/07/23 NRC - No Detailed 
Affiliation Given Ip 15716 351. 24X Fiche 50-315.02/09/30. 

0210150574 


—0210150616 Public version of Revision 3 to Plant Manager Procedure/ 
Emergency Plan Procedure App A. "Telephone Numbers of Key 
Plant Personnel " 

* Indiana 6 Michigan Electric Go 62/09/23 2lpp 15716.352 
84X Fiche 50-319. 82/09/30. 8210 I S0994 


6210190036 Releases public version of procedure temporary sheet to 
emergency plan procedure 

FELTON. J. M Division of Rules and Records 82/10/01. Document 
Management Branch. Ip 1576 1 034 24X Fiche 50-319,82/10/01. 

0210190036 


—0210190040 Public version of procedure temporary sheet to 
Emergency Plan Procedure PMP 2061 EPP 020* "Activation & 
Operation of Technical Support Ctr " Revised index end 
VINCE. 8 . SIMM8.R r CAMPBELL, D Indiana it Michigan Electric Co 
62/09/17 2pp 15761 035. 24X Fiche 50-315*62/10/01.0210190036 


6210190692 Forwards FEMA 620909 Itr. final evaluations of offsite 
emergency preparedness exercises conducted on 001009 U 
020330 for State of MI it Berrien County it Bteta of MI 
response. Recommendetions for offsite preparedness requested 
HINO.J A. Division of Emergency Preparedness & Operational Bupport 
82/10/12. MERINO. R F American Electric Poiuer Service Carp 
KERINO.R.F Indiana & Michigan Electric Co. 2pp 15737.149 S4X 
Fiche 50-315* 82/10/12* 0210190652 


0210200378 Releases public version of revision to emergency plan 
proctffur*. 

FELTON, J. M Division of Rules and Records 82/10/12 Document 
Management Branch Ip 15059 238 24X Flc he. 50-315. 82/10/1 2. 

0210280378, 


— 0210280380 Forward* public version of Revision 3 to emergency plan 
procediire App B re hosp assietance plan 

a Indiana & Michigan Electric Co 62/10/01. NRC - No DetaUed 
Affiliation Given ip 15039 237. 24X Fifche, 50-315* 02/10/12. 

8210260370 


— B21023D3B3 Public version of Revision 3 to emergency plan procedure 
App 6 re h«ep teeistance plan. 

« Indiana U Michigan Electric Co. 82/10/01. 17pp. 15057:241 

24X Fiche: 5 0-31 5* 82/10/ 13. 82 10260378. 
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0aiOaaO3V9 pyhUc v^rtlpn of twirg^ncy pl«n 

EsS.-s-'V ^;iu a 

9210200399- 


8210280408 Fi>TW 4 rtfi public v^*Ttlorv of roviiri tmofaincg pl*T> 

proc.duir^** including ProcodurtJ PKP 2081 EPP 0?** 

prottctiv# action juldis t protictivo actlont Sc PMP 2081 

ppp 009 T* 6i«»lt:h ohw«lc* procidurt* ^ j 

r &%ichi%n euctric Co 02/09/29. /RC - Ko 8. tailed 

Affiliation Olyen Ip 15839, 2fe2 24)! Flche* 50-3l5re2/l0/l2« 

6210280399 


—8210280413 Public version of T*vi»*4 •P*i‘9*ncv plat^ procadiiree* 
includlrvl Procodur* PrtP 2091 EPP 004 Tt protective action 
tpr.uctcv* actioni J, PW> BOPI f P W>9 r* h..Uk 
nhuiici oroeeduroa Procedure* Indei and 

« Indiana It Hichla*n Electric Co 02/09/29 l30a9;2A3 

24X F 1 c he- S 0-31 S* 82/10/ 12. 82 1 0200399 


1 Financial information 


8210070279 Foruard* Annual Financial R»pt for 1901 I. projected cash 


HERlfiO, R F Indiana t< Michigan Electric Co, 82/10/04 
Office of Kuclear Reactor ReguJatlcm Director 2pp 
24X Fiche 50-313.02/10/04.0210070279, 


DENTOif.H R 
15&34, 185 


^-8210040419 Notice of ieiuance S. availabllitg of Amend* t 44 
Licenie* DPR-5B U DPR-74i re»p ective 1 y 

VA80A. S A Operating Reactor* Branch 1 02/09/15 9pp 

15997,132 24X Fich* 30-315,02/09/15.8210040415 


0210040-428 Forujard* request for addl info re hydrogen control iesuii 
for ice condenser plant* Re«ponie requested by B21015 
VAfiOAi S A Operatlnp Reactor* Branch i 02/09/iA D0LAr/,J 
Indiana tt ^^icf^lpan Electric Co lOpp 13S97 252 24T 

Flehe 50“3i 5. 82/09/ 16, 0210040420 


621012D557 Foruard* Amend 62 to License DPR-50 tt notice of letuante 
tt avaitabitity Amend aitend* until 821009, p eT-mi si ili 1 r 
operation in Had** 2 (t 3 u/nne lafetg injection pump 
in-Opvrali 1 a 

VAROA. S A Operating Reactori Drench I 02/09/17 DDLAfJ J 
Indiana Sc Htchlgan Electric Go 3pp 1S6Q4 2lB 24X 
Ficha 50-3i5r 82/09/17,8210120557 


— 0210120360 Amend 62 to Licenee DPR-59, e xtend 1 ng until 02iOC9 
pcrmieeible operation in Mode* 2 t< 3 u//ane eafetg injection 
pump inoperab-ie 

VAROA.8 a Operating Reactor* Branch 1 02/09/17 4pp 

13694 22t a4X Fiche 50-315. 82/09/17# 8210120557 


—>8210120563 Notic* of i*tuan£e tt availabilitg uf Amend 62 to Lice 
DPR-Se 

VAROAi 8 A □parating Reactor* Branch 1 82/09/17 2pp 

18694 225 24X Fiche 50-315.82/09/17.8210120537 


— 8210070296 "ID 8 c Ml ElactriC Co# Annual Financial Rtpt 1981 

n American Electric Power Service Corp » Indiana U Michigan 
Electric Co 82/10/04 32pp IS634 107 24X 

F 1 e h 0 : 50-3 1 5, 82/ 1 0/04, e 2 1 007027 9 


J In»uranc< tt indemnity information 


61110040212 Dltcutsee Incunt ietanc g in ECCS analysi* Tech 8p»i val.e 
70 F used as temp for eafetg injection flaw uater detsreiinid 
nancon* ervat i va Refueling water storage tank temp raised to 
00 F p*r Tech Spec requirement 

SMITH^N 0 Indiana S. Michigan Electric Co 82/09/24 11 EPPl£R< J E 
Region 3, Office of Director ip 15503 123 24X 

Ficha. 50-315. 02/09/24,8210040212 


1 


6210040313 Forward* Endoriemenl 54 to MEUIA Policy NF~206 t. EndoPiement 
44 to MAELU Policy MF-79 ^ ^ ^ x , 

DUCKUE8.0 Mareh b McLennan, Jnc . M b K Nuclear Consultant*. Inc 
Div 82/09/27 SALTZffAM, J At*l*tant Director for State b Licensee 
R.l.ti”. 3,p, jssai 160 a4< Ffch. 80-3(5, B2/0»/a,,BS10<)W3ia 


p operating licen** *t49* document* fc eorrespondsiKe 


0210050139 Foru-ard* documents as Phase 1 b of response td Sictlsr 2i 
of End 3 to 00 Eisenhut 801222 Itr re control of heavy 
loads Westing house analvsis of lifting arrangement for 
reactor vessel heed 6 upper Internals ecpectad by 830315 
HUKI7ER.R S Indiana 6 Michigan Electric Co B2/09/2? DENTCM^ d 
Office of Nuclear Reactor Regulation. Director 3tpp LShO& 

24X FiCht’ 50-31 5. 82/09/29. 8210030138 


0210050530 Forward* Amend* 59 tt 42 to License* DPR-S0 b DPR-74. 
respect ivsly, safety evaluation L notice o-f Issuance L 
availabilitg Amend* revise Tech Spec* to reflect 
Initallation nr raplacemant of valve* to improve operation 
CIUKSERO, R L Opsraklng Reactor* Branch 1- D2/09/09- DOLAN. J 

Indiana %t Michigan Electric Co Spp 15637*172 9At 
Fiche 30-315. 62/09/09. 82 1 00 50338 


0210050159 Application for amend to Lie ante* DPR-SQ 6 DPR-74i p? p|M p 
Tsch Spec change* for placement of ntw post-accident 
containment hydrogen monitoring »g« to satisfy NUnEO-0737* 

Itsn II F i,6 to removt existing equipment from sve 
HUNTER. R 8 Indiana b Michigan Electric Co 02/09/29 Q€MtX^ 4 l 
Office of Nuclear Reactor Regulation. Director 2pp ]54C5 |49 
24X Fiche 50-318.02/09/29.8210050159 


■0210050541 Amend* 59 42 to License* DPR-58 b DPft-74# i-etpsc felvely, 

rsvising Tech Specs to reflect Installation or replacement 
of valves bo promote improved operation 
VARDA.3 A, Operating Reactor* Branch 1 82/-CI'9/09 26pp 

15637 174 84X Fiche 50-315.02/09/09.8210050530 


'B2100S0544 Safety evaluation supporting Amends 59 b 42 to Licenses 
t>FR-5a it 0Fft-r4.T*sp*ctivs|y 

» Office of riuclaar Reactor RiguUtlori, Director 62/09/09, 2pp 
15637,200 24X Flehe ■ 30-315.82/09/09, 0210050530 


— 8210050160 Proposed Tech 8pep 3/4.6 4 re combustible ga* cohtrel 
e Indiana b Michigan Electric Co B2/09/29 3pp jS&05 iSi 
24X Fiche 50-319.02/09/29.8210050159 


8210050349 Pbfwards addl infu re hydrogen mitigation 4. contrel j.t 
facllitiee Util continue* to work w/TVA b Duke Power Go 
toward completion of exacutive summary rept on Ice 
condenser hydrqgan RbD program 

HUNTER. R 8 Indiana b Michigan Electric Co 82/09/30 KNTOAHI 
Office of Nuclear Reactor Regulation. Director 126pp J9bl0 Jii 
24X Fiche 50-315. 82/09/30. 021005034? 


— 6210050546 Notice of isiuanc# b availability of Amend* 39 b 42 to 
Licenie* DPR-58 b DPR-74, rasp ec tlyely. 

0R0TENHUI3. M. □poratlng peac tor* Qranch 1 62/09/09 2pp, 

15637' 20a. 24X Flthe 50-315, 82/09 / 09 »B2 100 W53Q. 


82L0040415 Forward* Amends 61 b 44 to License* DPR-SG b DPR-74# 
respect iyalg. safety evaluation b notice of Issuance b 

1 to reflect revised 
PDC— I r nracaduras 


8210090194 Comment* on regulatory performance Improvement pi4|ri* 
Commsnti can be dealt w/by revising program daecriptlofr U 
taka full cradlt for mgt rsviaw effort* Util view* on 
comment* will be dltcutsetf at meeting scheduled for 82J0H 
KEPPLER.J. 0, Ntgion 3. Office of Director 62/10/01 Jjawi.J t 
American Etactric Power Service Corp DOLAM. U E Indian^ I fit* f 
Electric Go, 2pp 13640 1B8 24X Fiche 50-315.02/10/01.8710^’ 


8210060253 Dlscussef 820707 mgt meiting b forward* SystenitlC 
Assasement of Llctn*** Performance Rept* 50-315/92-16 b 
50-316/92-16 

KCPPLER.J.O Region 3. Office of Director 02/10/04 OOLNsi.J t 
American Electric Power Co , Inc DOLAN. J E Indiana b 4lcti|ii 
POwar Co 3pp 15620,196. 24X Fiche 50-315# 82/10/04. 8310060211 


— 8210060254 systematic Aeiessmsnt of Licensee Performance ! 

50-315/62-16 b 50-316/82-16 on 001001-820401 Major areii 
asartiinsdj ut i 1 regulatory parformance ’ 

a ftaglon 3# Office of Director. 02/06/30 7pp, 15620 251 2^1 

Ficha: 50-31 9. 82/10/04. 8210060253. 1 


1 
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-*-021CO6Oa5A Responds to NRC B20A23 Systefnatlc Assessment of Licensee 
Perforotjnce Repts 30-315/02-16 Sc 90-316/02-16 Twelve 
previouslv trained operators hired & computertied radiation 
FipQiure malnt sijs t security access control sys initalled 
HUf^TER^R S Indiana S< Michigan Electric Go 02/07/27 
KEf=PLEn,J Q Region 3 j Office of Director 35pp 15620 208 24X 

Rich* 50-315*02/10/04.8310060253 


9210150491 Confirm* 020922 telcon re masonry walls Addl info required 
vLt61n 45 days to complote review 

i/ARQA. S A Operating Reactors Branch i 02/10/04 D0LAN< J 
Indiana & Michigan Electric Co 3pp 1S717 275 24X 

Riche 30-315. 02/10/04. 0210150491 


-021007013? Forwards tabulated data on steam generator imp t mamt at 
facilities Data should be provided to liceniaes 
IPPOLITO. T Operating Reactors AsseiimaTit Branch 82/04/01 
VAROA.S Operating Reactors Branch 1 9pp 15645 131 24X 

Flcht 50-000. 02/00/10, 8210070007 


0210060307 Forwards IE Insp Repts 50-31 5/ 03-0 B h 50-316/82-00 on 
820412-16.0514 St 0610 Deficiencies referred to Ofc of 
Investigation for review Sc investigation 

NORELtUS/G £ Division of Engineering Sc Technical Programs 
82/09/22 DOLAN. J E Indiana Sc Michigan Electric Co 2pp 
15615 350 24X Flche 50-313.02/09/22.0310060387 


B2102S0340 Forwards Amends 63 Sc 45 to Licenses DPR-58 St DPR-74, 
respectively, safety evaluation Sc notice of issuance Sc 
a .'a i la-b 1 ] ( ty Amend reviBos Tech Specs changing 
surveillance requirements for boron Si safety injection lys 
CiLlHBERO, R L Operating Reactors Branch 1 02/10/04 DOLAN. J 

Indiana & Michigan Electric Co 2pp 15B07 259 24X 

F 1 c h * 50-3 1 5. 02/ 1 0/04 . 02 1 0250340 


0210250393 Amends 63 Sc 45 to Licenses DPR-50 Sc DPR-74, respect ive ly, 
changing Tech Specs re surveillance requ 1 recnents for boron 
t safety injection sys St updating core flui 
VARG-AiE A Operating Reactors Branch 1 82/10/04 73pp 

15807 261 24X Fichu 50-315.82/10/04,0210230340 


0210250394 Safety evaluation supporting Amends 63 S. 45 to License* 
I3PR-50 Si DPR-74. respect ively 

* Office of Nuclear Reactor Regulation. Director 02/10/04 3pp 
15907 334 24 X Flche 50-313,02/10/04.0210250340 


'G2I0350395 Notice of issuance availability of Amends 63 S< 45 to 
Licenses DPR-S0 Sc DPR-74. respective ly 

VAROA, S A Operating Reactors Branch 1 02/10/04 2pp 

15007 339 24X Flche 30-315.02/10/04,0210250340 


8210150434 Forwards safety evaluation re main steam line break 
w/continued feedwater addition Si contractor technical 
evaluation rept W/o technical evaluation rept 
VAFlOA.a A Operating Reactors Branch 1 02/10/05 DOLAN. J 

Indiana Ct Michigan Electric Co 2pp 15716 090 24X 

Flche 50-3IS. 02/10/05. 8210130434 


--0210150437 Safety evaluation re main steam line break w/contlnued 
feedwater addition 

■e Operating Reactors Branch 1 02/10/05 7pp 15716 092 24X 

Flche 50-315.02/10/03.0310150434 


8210220478' Submits followup to 020907, 1 7 S. 24 Itrs re emergency 
relief requests from Tech Spec 3 5 2 Repairs of north safety 
injection pump completed within alloted relief time granted 
by Amand! 62 Amend fee end 

KUNTER. fl 8 Indiana ti Michigan Electric Co 02/10/15 DENTON. H R 
Office op Nuclear Reactor Regulation. Director 2pp 1577? 001 
24 X Fiche 30-315. 02/10/15.0210220478 


0210250228 Forwards proprietary responses to five of 16 questions 
per NRC 020730 request for addl Info re hydrogen control 
issuas for ice condenser p lants. part 1 cularl y CLASIX computer 
progTam ISesponses withheld (ref 10CFR2 790) 

HUNTER, R 0 Indiana S. Michigan Electric Cq 02/10/15 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp. 15789 339 
24X Flche 50-315. 02/10/15,0210250220 


82102-S0393 Advises that util will reload w/Westlnghouse i5«15 
optiraiied fuel assemblies during Cycle 8 scheduled for 
03083] Meeting u/NRC requested on 021103 to clearly define 
licensing review schedule 

HUNTER. R 8 Indiana & Michigan Electric Co 82/10/10 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 3pp 13777,309 
a4X Fiche 50-315. 02/10/10,0210220393 


GSl02600ai Notification of 021103 meeting u/utils in Betheida.MD to 
discuss use of Nestlnghouse optimized fuel assemblies in 
Cycle a operation 

WIQOINTON. D. Operating Reactors Branch 1 02/10/21 VAROA. 8 A 

aperating Reactors Branch 1 3pp 15014 321 24X 

Fiche 50-315, 82/10/21.8210260001. 


—9210060393 IE Imp Rept* 50-315/82-00 U 30-316/02-08 on 020412-16.0514 
& 0610 Deficiencies noted Inadequate fire protection of safe 
shutdown capabl 1 1 ity. inaccura te statements, inadequate 
procedure for alternate safe shutdown inadequate lighting 
OROBE.J A . STONE. J C . HAUOHNEY. C J Division of Engineering & 
Technical Program* 02/07/17 27pp 15615 352 24X 

Fiche 50-31 5.02/09/22.0210060397 


6210050274 Ack receipt of 020914 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 90-315/02-12 & 
90-316/02-12 

STREETER, J F Division of Project ti Resident Programs 02/09/24 
DOLAN. E American Electric Power Service Corp DOLAN. J £ 
Indiana & Michigan Electric Cp Ip 15609 187 24X 

Flche 90-31 S. 82/09/24. 0210050274 


—8210050276 Responds to NRC 820816 Itr re violations noted In IE Insp 
Repts 50-315/02-12 S, 90-316/02-12 Corrective actions plant 
manager will Issue memo to plant depts by 820930 re 
procedures for installation of new design changes 
MERINO, R F Indiana l< Michigan Electric Co 02/09/14 
KEPPLER. J 0 Region 3, Office of Director Gpp 19609 188 B4X 
Fiche 50-3 1 5,02/09/24.0210090274 


8210060253 Discusses 020707 mgt meeting b forwards Systematic 
Assetiment of Licensee Performance Repts 50-315/62-16 1< 
50-316/02-16 

KEPPLER. 0 9 Region 3. Office of Director 02/10/04 DOLAN. J E 
American Electric Power Co , Inc DOLAN. J E Indiana & Michigan 
Power Co 3pp 15620 190 24 X Fich e 50-315. 02/10/04. 0210060253 


—8210060294 Systematic Assessment of Licensee Performance Repts 
50-315/02-16 li 50-316/82-16 on 801001-920401 Major areas 
tiamlned util regulatory performance 

* Region 3. Office of Director 02/06/30 7pp 15620 201 24X 

Flche, 50-3 1 5. 62/10/04. 8210060293 


—8210060256 Responds to NRC 820625 Systematic Assessment of Licensee 
Performance Repts 50-319/02-16 li 50-316/02-16 Twelve 
previously trained operators hired it computer! xeo radiation 
exposure ma int sys & security access control sys Installed 
HUNTER. R 8 Indiana & Michigan Electric Go 02/07/27 
KEPPLER, J 0 Region 3, Office of Director 35pp 15620 208 24X 

Fiche. 90-315,82/10/04. 0210060293 


8208190233 IE Info Notice 00-39. Buppl 1. "Leaking k Dislodged 1-125 
Implant Seeds ■' Sve list end 

COBB.L I Division of Fuel Facilities. Materials t< Safeguards 
82/10/06 Consolidated Edison Co of New York 66pp 15761 290 
24X Flche 50-000.82/10/06.0200190233 


8200190230 IE Bulletin 02-03, "Stress Corrosion Cracking In Thick- 
Nalt. Large-Diameter, Stainless Steel. Recirculation 8yt 
Piping at BNR Plants " Sve list end, 

DEYOUNO.R C Director's Office. Office of Inspection and 

Enforcement 82/10/14 Consolidated Edison Co of New Vor k 

115pp 15010 129, 24X Fiche 50-000. 02/10/14.6208190236 


621015038B EN-01-O47A on 821014. order Imposing civil monetary penalty 
in amount of *52,000 issued to Uciniee re violations 
contarning fire protection program k containment integrity. 

Qna violation withdrawn k two modified 

CRAIO,J I AXELRAD.J Director's Office, Office of Inspection and 
Enforcemant 82/10/14 Ip 19721 307 24X Flche 50-315.02/10/14, 

8210150306 


R Periodic operating reports k related correspondence 


Q< Inspection reports. IE Bulletin* k correspondence 


6210070007 Respond* to FOIA request for eight catogorto* of records re 
steam generators k steam turbines Ap p A documents provided 
in R Udell FOIA Request 81-313 Forwards documents listed in 
App 8 

FELTON^ J.M Division of Rules and Record* 02/08/10. LONG. D J 
Winthrop* Otimson. Putnam k Robert*' 9pp 15645*063 24X 

Fiche. 50- 000, 82/08/ 1 0, 02 1 0070007 


8210190676 Forwards Sr-B9 k 8 t- 90 data not completed by contractor 
until after due date for submittal of seailannual 
radioactive effluent ralaata rapt for Jan-June 1962 
HUNTER, ft 6 Indiana k Michigan Electric Co.' 82/10/01 KEPPLER, J 0 

Region 3, Office of Director 2pp 19738:197, 84X 
Flche: 90-319, 82/10/01. 0210190676 


— 8210190685 "Effluent k Waste Disposal Stmiannual Rtpt-19B2i Oa seous 
£ffluents-E leva ted Ralaate. " Sr-09 k Sr-90 data omitted from 
original 820827 lubmittal 

* Indiana k Michigan Electric Co, 62/10/01. lOpp, 19736.199, 
24X Fiche* 90-319. 02/10/01.0210190676. 
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6 RfpiOTt*!>l» occurr^ncffcf LER» Ia corrttp'Ond^nct 


0210000015 Add I rtipootr to FOIA for 19 cafeigorUi o# info n 

nucUir rtactor * waf9t<i probltm. Forward i docon.*iiti 

liitvd In App A Docuflsant* In App S cflirtp lite withheld <T»f 

FELTOMj J H Dlvieion of Rul«i end R*<ordi B2/07/12 UDELL i R A 
Criticel M»** Energy Project 9pp 136ia"027 24X 

Ftch# 90-00O1 02 / 07 / 12 , eaioowois 


— B210080197 NRC operation, ctr uiape chert re •venti 

« MftC - No Detelled A^MHefelon Oiven 02/07/12 Ip I5i»60 321 
24 X FUfie 50-000,82/07/12,0210000015 


B2 100 40073 Forwards LER 02-O76/O3L-O 

SMITH, W 0 Indlera &c Michigan Electric Co 
Region 3, Office of Director Ip 15503 193 
Flche 50-313,82/09/22,8210040073 


02/09/22 

24X 


K.EPPLER,J 0 


— 8210190588 LER 82-0G2/D3L-O on 020900, low preevure cerb-on dloiidi 1 , 
for AB diesel generator room discovered isolated u/no fire 
watch paste di contrary to Tech Specs Responsible IndlviduJl 
undeterAlria d Personnel trained in fire door 

PlEHLiR H Indian* & Michigan Electric Co 82/10/08 Ptlici 1 
Office of Director tp 13734 101 24X Flche 90-31 5, 02/1 0/rt 

8210190372 


0210190266 Forwards LERs B2-O03/O3L-O tt a2-O03/O3L-O 

SMITH. M 0 Indiana b Michigan Electric Co 02/10/12 KEPPLEP. J ( 
Ragio-n 3, Office of Director Ip 13742 107 24X 

Flche 30-313,02/10/12,0210190264 


— aSlOl^ORT? LER e2-O03/O3L-O on 820921 , during hot standby folU^L'^l 
ref (/el ing, 1 eat observed on isolation valve CB-422N 
Caused by failure of 2-inch Orinnell Grade h dlaphragn 
Diaphragm raplaced 

HlZHERrD 0 Indiana & Michigan Electric Co 02/10/12 Arjlsi 
3. Office of Director Ip 13742 190 24X Ftche, 50-315, 92a:'!l 

8210190244 


-0210040073 LER e2-076/03L-0 on 920023, Inver ter for emergency diesel 
generator 4B f ell ad. leavi ng only centrifugal charging pump 
in SVC w/o emergency power supply Cause not stated Charging 
pump shifted L Irivsrtir repaired . 

DRAPER, D n Indiana 4( Michigan Electric Co 82/09/22 
3i Office of Director Ip 1S503 194 241t Fiche. 50-319, 82/09/22, 

8210040073 


—8210190287 LER a2-0B5/03L-O on 020927, during hot standby follt^i*! 
refueling, steam generator 2 stop dump valve HRV-221 renovtd 
fr-ofn SVC Caused by need to correct seat leakage Valve diie, 
saat & stem replaced 

WJZNERrD 0 Indian* 6 Michigan Electric Co 02/10/12 if(|s 1 
3, Office of Director Ip 13742 191 24X Flche 50-315,02/1: >2 
021OL9O246 


0210040199 Forwards LERs 02-077/0 1 T-0 U B2-078/03L-0 
SMITH, U.O Indiana & Michigan Electric Co 02/09/24 
Region 3. Office of Director Ip 13983 I3l 24X 
Flche 90-319,82/09/24,8210040199 


KEPPLEH,J 0 


0210190340 Forwards LER B2-0a4/04L-0 

SMITH, U 0 Indiana L Michigan Elactric Co 02/10/12 KEPFLEf.Jt 
Region 3, Office of Director Ip 13742 123 24X 

Flche, 30-313, 02/10/12,0210190340 


aai0040203 LER a2-078/03L-0 Oft 020825. unplanned gas release detected 

by vent stact gaseous monitor R-26 reading Caused by water 
overflowing from liquid waste holdup tanks into rcom vents 
6 vent sys 

KRAUSE, D Indlena i Michigan Electric Co 82/09/24 Region 3. 
Office of Director If 19983 132 24X Fiche: 90-319, 82/09/24, 

6210040199. 


— 0210040209 LER 02-077/01 T-0 on 920910, requl red surveillance tasting 
following installation of design change an control room 
ventilation sys had not been performed Caused by unresolved 
status of design change sys Issues 

BEILKAN, T P Ind iana L Mich I gan Electric Co 02/09/24 Region 
3. Office of Director Ip 19983 133. a4X Fiche 90-319, 0a/O9/24, 
0210040199 


B2 10040300 Forwards LER 02-079/011-0 

BMITK, W 0. Indiana U Michigan Electric Co 02/09/29 KEPFLER.J Q 

Region 3, Office of Director. Ip 19419' 290, 24X 
Flche 90-319,02/09/29,0210040300 


— 0210040307 LER 02-O79/O1T-O on 820919, during low power physics testing 
program following end of Cycle 4 refuel ing, unit entered Mode 
2 w/overpouer S, evertemp delta-T bistable in nonconearvatlve 
configuration Caused by unclear procedure 

PALMER. R. A. Indiana L Michigan Electric Co 02/09/29. Region 
a, Office of Director 4pp. 13419 299 24X Flcha; 90-319, 

8 2 /09/29 r 82 100403 00 


B2101 90749 Forwards LER 02-080/01 T-0 

SMITH, H 0 Indian* U Michigan Electric Go 02/10/07 KEPPLFR, J. 0 
Region 3, Office of Director Ip. 19737.092. a4X 
Flche- 90-ai9, 82/10/07182X0190749 


— S210I90797 LER 02-OaO/OlT-O on 820923, dl ecu verad analysis for safety 
Injection flow water temp used value of 70 F Value of 80 F 
used In containment spray water temp analysis. Action taken 
to maintain reitorage water temp above 80 F 

DELLHANiT P Indiana b Michigan Electric Co 82/10/07 Region 

3, Office of Director. 4pp. 19737 093 a4X FI chi: 90-315, 
92/10/07, 0210190749 


8210190972 Ferwards LERi 82-091 /03L-0 h 82-Oa2/03L-0 

SMITH. U 0. Indiana It Michigan Electric Co. 82/10/08 KEPPLER,J.O. 
Region 3, Off lee of Director Ip. 19734:099 24X 

FI c he: 90 -31 5, 82 /lO/OBf 82 1 01 90972. 


— 8210)90570 LEII 03-0B1/03L-0 on 620908, during rautine turbine bldg tqur, 
operator dlscavered CD diesel room carbon dtoitde <C02) lyi 
isolated u/no names on entry board li no perionnol in room. 

Caused by parsunnel error Proper us* of 002 tys dlteuised, 

PALMER, R. A. Indiana Michigan Electric Co. 82/10/00. Region 
3, Office of Director Lp. 19734.100. 24 X FI cht, 50-3} 5i 92/10/00. 

0210190972. 


—02X0190342 LER 02-O04/O4L-O on 920912. onp lanned gas release 4ei*tkr-. 
elevated vent stack gaseous monitor Caused by leak on iirasti 
gas Dsygen analyier Leak repairad 

MURPHY, C E. Indiana L Michigan Electric Co 02/10/12 Rrjiis 
3, Office of Director Ip 19742 124 24X FIch* 50-3l9,e?/iC..a 

0210190340 


8210190380 Forwards LERs B2-084/03L-0, 82-007/ 03L-0 L 82-089/031-0 
SMITH. H 0 Indiana «< Michigan Electric Co 02/10/13 KEPPLC4.J I 
Region 3. Office of Director ip 1S740 399 a4X 
Flche 50-319,02/10/13,8210190380 


—0210190389 LER a2-0B4/O3L-O. on 820914 14. supply breaker fat Kaat 

trace circuits found tripped Cause unknown. Muni tor I ng of 
panel will continue until cause can be determined 
PALMER,R.A Indiana L Michigan Electric Co 02/10/13 Rtji 1 
a, Office of Director Ip 19740 340 24X Flche. 90-315, &2/ LI . 

0210190330 


— 8210190404 LER B2-087/03L-0 on 820920, conta Inment gastoui relliki 1 
monitor channel (ER8-1305J failed high, forcing removal of 
containment air particulate monitor channel from 
SVC Caused by defective J/0 card Card replaced 
PALMERiR.A Indiana L Michigan Electric Co 02/10/13 Rcjl,i 
a. Office of Director Ip 15740.341. 24X Fiche 90-315, 82/ LL.: 

8210190380 


—8210190415 LER e2-088/03L-0 on 820914, safety valve 8v-l for itlie 
generator 3 found leaking Cause not stated Seat ieakagi 
during plant heatup not uncommon Leakage stopped by gaggltif 
valve for short period of time 

HIZNER,D 0. Indiana & Michigan Electric Co 82/10/13 Ri|lii 
3, Office of Director. Ip 15740 342 24X Flche 50-319-02/14.: 

8210190380 


DOCKET SO-314 DONALD C COOK NUCLEAR POHER PLANT, UNIT 2 


F. Security, medical, emergency t( fire protection plans 


8210040387 Forwards IE Insp Repts 90-313/82-0 0 it 30-31 4/8 S >08 sn 
820412-141 091 4 h 0410 Deflctinciei referrsd to Ofc of 
Investigation for review L investigat ion. 

NORELIUB, C E. Dlviilon of Engineering L Technical Progriai 
82/09/22 DOLANrU, E Indiana L Michigan Electric Co 2jp 
19619*390 24X Flche. 50-319, 82/09/22, 6210040367 


—8210040393 IE Insp Repts 90-319/B2-0B 4 90-316/62-08 pn B204ia'l*9 
I 4 0410. Def ictsnclss noted* Inadequate fire protection of laCi 
shutd'pwn capebi il Ity, inaccurate stetements. Inadequate 
procedure for alttrnats safe shutdown It Inadequate llghlUi 
eRODE,J.A. I CHAN,T.L. , EBERLY,R Division of EngineerlTij b 
Technical Programs. 82/09/17 27pp. 19415:392. 24X 

FIch a: 50-31 9, B2/09/22, 6210040387. 
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public versiDn qf rsvii^d emergency plan 

Divliion of Rules and Records 02/O9/22 Document 
branch Ip 1S663 293 24X Fiche SO-315. fl2/09/22i 

^lCK3B0129 


10000132 Foruardi public vert ion of Revision 1 to Emergency Plan 
procedure* PMP 20B1 EPP 0l2i ♦'Offsite Radiological 
p^oTiltoring" & Revision 1 to PMP 2001 EPP 02&i *'Uee of Stable 
jadine for Thyroid Oloclring During Radiation Emergency " 

» Indiana b Michigan Electric Co B2/09/I3 NRC - No Detailed 
^^ftliafcion Oivtn Ip 15663 294 24X Fiche 50-31 S, 03/09/22# 

2110000129 


02100^®^^^ Public version of Revision i to Emergency Plan Procedures 
prtP 2001 EPP 012# "Offsite Radiological Monitoring" & 
pavilion 1 to PMP 2081 EPP 026< "Use of Stable Iodine for 
Thyroid Bloclmg During Radiation Emergency " Indei end 
> Indiana & Michigan Electric Co 02/09/13 20pp 15663 295 
24 X Fiche 50-315,02/09/2210210000129 


100103^2 Foruardi revision to modified amended security plan re key (i 
lock control program Revision withheld (ref 10CFR73 21 ) 
m/NrEft,n S Indiana 6 Michigan Electric Co 02/09/27 DENTON, H R 
QfFica of Nuclear Reactor Regulation, Director 2pp 15574 15B 
34X Fiche 30-315,02/09/27,0210010362 


JDI 50594 Releases public version of revision to plant manager 
p r o-c *dt/r*/enie rgency plan procedure 

FEI-TON, J M Division of Rules and Records 02/09/30 Document 
Management Branch Ip 1S7I6 330 24X Fiche 30-315,82/09/30, 

BS i 0150594 


32l'OlS060>1 Forwards public version of Revision 3 to Plant Manager 
Pr ecedure/Efflcrgency Plan Procedure App A, "Telephone 
ffuirbers for Key Plant Personnel " 

« Indiana & Michigan Electric Co 02/09/23 NRC - No Detailed 
AfPiUaiidrs Given Ip 15716 351 24X Fiche 50-315,02/09/30. 

sa 10150594 


— 0210280400 Farwarde public version of revised emergency plan 
procedures, including Procedures PMP 2001 EPP 004 re 
protective action guides h protective actions & PHP 2081 
EPP 009 re health phyiics procedure* 

# Indiana ti Michigan Electric Co 02/09/29 NRC - No Detailed 
Affiliation Olven Ip 15059 262 24X Flchs 50-315,82/10/12, 

0210280399 


— 0210200413 Public version of revised emergency plan procedures. 
Including Procedure PMP 2061 EPP 004 re protective action 
guides protective action* & PMP 20B1 EPP 009 re health 
physic* procedures Procedures Index enc 1 

# Indiana & Michigan Electric Co 02/09/29 57pp 15B39 263 
24X Fiche 50-315,82/10/12,8210200399 


L Financial information 


0210070279 Forwards Annual Financial Rapt for 1981 1< projected cash 
flow for 1902 

MERINO, R F Indiana & Michigan Electric Co 02/10/04 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pa 15634.105. 
24X Fiche 50-315,82/10/04,0210070279 


—8210070266 "ID It KI Electric Co, Annual Financial Rept 1901." 

« American Electric Power Service Oorp * Indiana St Michigan 
Electric Co 02/10/04 32pp. 15634 187 24X 

Fiche 50-315,02/10/04,0210070279 


^} Insurance & Indemnity Information 


8210040313 Forwards Endorsement 54 to NEI.IA Policy NF-206 It Endorsement 
44 to MAECU Policy MF-79 

SUCKLES, J Karsh HcLennan, Inc , M & K Nuclear Consultants, Inc 
Div. 82/09/27. 8ALTZMANivl Asiiitant Oirector for State 8. Licensee 

Relatione 3pp 15506.168 24X Fic he. SO-315. 82/09/27, 0210040313, 


P Operating License stage dacuments k correspondence 


3;?] 0150616 Public version of Revision S to Plant Manager Procedure/ 
EZmerg eticy Plan Procedure App A, "Telephone Numbers of Key 
Plant Personnel " 

• Indiana t Michigan Electric Co 02/09/23 2Ipp 15716 352 
24X Fiche 50-315,02/09/30,8210150594 


l<J 190036 Releases public version of procedure temporary theet to 
rraargency plan procedure 

'■EUTON, J H Division of Rules and Records 02/10/01 Document 

lanagement Branch ip 15761 034 24X Fiche 50-315,02/10/01, 

^2101 90036 


^10190040 Public version of procedure temporary sheet to 
emergency Plan Procedure PMP 2081 EPP 020, "Activation 8t 
Oparation of Technical Support Ctr " Revised index encl, 

VIHCE,S , SIMMS, R , CAMPBELL, D Indiana «. Michigan Electric Co. 
eay09/l7. 2pp 1376I oas 24X Fiche 50-315,02/10/01,0210190036 


0190652 Forwards FEMA 020909 Itr, final evaluations of offsite 
^^wT-gency preparedness exercises conducted on 001009 Ic 
1Z0330 for State of MI U Berrien County & State of MI 
0S-pOTiie Recommendations for offsite preparedness re<iUestKd 

* Division of Emergency Preparedness S( Operational Support 

1^^10/12 MERINO, R F American Electric Power Service Corp 

ffcRlNO.R F Indiana & Michigan Electric Co 2pp 15737:149. 24X 

Ich* 50-315,02/10/12,8210190652 


05Q0379 Releases public version of revision to emergency plan 

t-ocetfure ^ 

J M Division of Rules and Records 02/10/12 Document 
Branch Ip 15859 230 24X Fiche 50-315,82/10/12, 

►2 103 00378. 


tS 10330300 Farwerdf public version of Revision 3 to emergency plan 
Pe^ocedure App B re hoip assistance plan 

* Indiana & Michigan Electric Co 82/10/01 NRC - No Detallad 
J^Ff illation Given Ip 15059 239 24X Fiche 50-315,02/10/12, 

^210200370 


82100S053B Forward* Amends 59 it 42 to Licenses DPR-5Q it DPR-74, 
respectively, safety evaluation Sc notice of Issuance It 
availability Amends revise Tech Specs to reflect 
installation or replaciment of valves to improve operation 
CIL1MDER0,R. L Operating Reactors Oranch 1. 02/09/09 DOLANr«J. 

Indiana & Michigan Electric Co 2pp 13637 172 24K 

Fichs 50-313,82/09/09,8210050530 


—0210050541 Amends 59 it 42 to Licenses DPR-58 I, DPR-74, r tepee t Ive 1 y, 
revising Tech Epees to reflect installation or replacement 
of valve* to promote Improved operation 

VAR0A,8A Operating Reactors Branch 1 02/09/09 26pp. 

15637.174 84X Fiche 50-315,02/09/09,0210050530. 


— 8210050544 Be f fty evaluation supporting Amends 39 fi, 42 to Licenses 
DPR-58 It DPR-74, respectively. 

4 Office of Nuclear Reactor Regulation, Director 82/09/09. 2pp, 
15637:200 24X Fiche 50-315,02/09/09,0210050530 


— 8210050546 Notice of issuance It availability of Amends 59 It 42 to 
Licenses DPR-58 li DPR-74, resp ective 1 y 

OROTENHUia, li. Operating Raac tors Branch L 02/09/09 2pp. 
15637 202. 24X Fiche 50-315,02/09/09,0210050530. 


0210040415 Forwards Amend* 61 8. 44 to Licenses DPR-OQ L DPR-74i 
reipec tively, safety evaluation St notice of Issuance K. 
availability. Amends ravlst Tech Spec* to reflect revised 
LOCA analysis for Unit 1 Ic 8oppl 2 to PDC-I I procedures, 
ClLIMBEROjR L Operating Reactors Branch 1. 02/09/15. DOLAN, J. 

Indiana It Michigan Electric Go. 2pp 15597.090 24X 

Fiche; 50-313, 02/09/15, 02 1004041 3 


—0210040417 Amends 61 It 44 to Licenses DPR-50 It DPR-74, respset Ively, 
revising Tech 0pecs to reflect revised LOCA analysis for 
Unit 1 It implementation of Guppl 2 to PDC-II power 
distribution control procerfure* for Units 1 I, 2. 

VAROArB A, Operating Reactor* Branch 1. 82/09/13. 29pp 

1S597. lOD. 24X Flc he. 50-31 5, 02/09/ 13,821 0040415, 


^^'0200333 public version of Revision 3 to emergency plan procedure 
0 re hosp assistance plan 

^ Indiana 6 Michigan Electric Co 02/10/01 17pp. 15859.241. 

2 45C Fiche 30-315,02/10/12,0210200370 


— 0210040418 Safety avaluatlon supporting Amends 61 |< 44 ke Licenses 
DPR-S8 It DPR-74, respectively 

4 Office of Nuclear Reactor Regulation, Director. 02/0'9/i 5. Dpn. 
15597 129, 24X Fiche. 50-315* 02/09/15, 02 10'04041 5. 


^^^0399 Releases public version of revised emergency plan 
F Ocedures 

kUTQn, J M Division of Rules and Records 62/10/12 Document 
ement Branch Ip 15059 261 24X Fi che 50-315, 02/10/12, 

i-c tO2a0399 


—0210040419 Notice of Issuance It availability of Amends 61 fa 44 to 
Llcenees DFR-sa fa DPR-74, respective ly. 

VARGA, S, A Operating Reactors Branch 1, B2/09/I5. 2pp 

15597: 132 24X Fiche; 50-315, 92/09/15,0210040415 
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821004042Q Faru«rd« rcq,usst for adifl info r« |kV(lro 9 <ii control i sftuss 
for let contfin«»r plants Rtfpontt rt<LUft9tid by 821019 
V/AROAi 8 A Operating Reactors Branch 1. 82^09/]^ EKDLANi J 

Indiane tt mchijan Electric Co lOpp 15597 292- 24X 

Fiche 50-319.82/09/16,8210040428 


— 8210250393 Amends 43 6 45 to Lictntei DPR-5B «< I)PB-74. r eipic I 
changing Tech 8p#ci rt turveillanci requi remen ti for toren 
& safety injection svi 4 updating core Plus 
VAROArS A Operating Reactors Branch 1 02/10/04 73pfi 

15807 261 24K Flche 50-31 Si 82/10/04, 821 0250340 


8210050130 Foruards documents ai Phase I b of retpoose to Section 2 1 
of End 3 to DO Elianhwt 801222 Itr re control of heavg 
loads l4e«tlnghous« analvtls of lifting arrangement for 
reactor vasicl hiaif & upper intarnaU expected bg 830319 
HUN TER I R B Indiana & Michigan Electric -Co, B2/07/29 OEWTONi H R 

Office of Kuclear Reactor Regulatiani Director- 31pp 15606 029 
24 )C Fi Che: 80-3 J 5i 82/09/29. 82I00S01 38 


0210050159 Application for amend to Licenses DPR-5B It DPR“74i propoting 
Tech Spec changes for placement ef neu post-accident 
eontainoient hydrogen monitoring lys to satisfy NURE<5-0737. 

Item II F- 1 6 6 to remove existing equipment from sve 
HUNTERiR S Indiana St Michigan Electric Co 82/09/29 OEMTOM.H H, 
Office of Nuclear Reactor Regulation. Director 2pp 19605 149 
24 X Flche 50-315.82/09/2910210050199 


— 6210090160 Proposed Tech Spec 3/4 6 4 re combustible gee coatrol 
« Indiana & NtcNigan Electric Co 82/09/29 3pp 19609 131 
24X Flche 90-319.82/09/29*8210050159 


8210120230 Forwards proprietary Suppl 1 to XN-NF-82-37iPli "DC Cool 
Unit 2*Cycle 4 8AR. Thermal-Hydraulic Analysie*'' providing 
addl analysis of steady-state thermal margins during Cycla 
4 operation Rapt withheld <ref 10CFR2 790) 

CHANDLER, vf C Exxon Nuclear Co . Inc (subs of Erson Corp ) 
82/09/29 EISENHUTtD Q Division of Licensing 4pp 19656<079 
24 X F i C h • 50- 3 1 6. 02/09/29. 82 1 0 1 20230 


0210050211 Stcond suppl to 820407 application for Cycle 4 reload & 
uprate license amend Further changes to App A Tech Bpact 
necessary to allow Cycle 4 operation w/Curon Nuclear Co 
fuel at 3.411 MUt 

HUNTER* R 8 Indiana 6 Michigan Electric Co 82/09/30 BENTON. K R 
Office of Nuclear Reactor Regulation* Director llpp- 13611 246 
24X Fiche 50-316.02/09/30.821-0050211. 


8210050349 Forwards addl info re hydrogen mitigation 6 control at 
facilities Util continues to work w/TVA k Dole Rawer Co 
toward cQtnplation of executive tumtiary rept on Ice 
condenser hydrogen RIcO program 

HUNTER. R 8 Indiana & Michigan Electric Co 62/09/30 t>ENTQN*H R 
Office of Nuclear Reactor Regulation* Director 136pp. 19610.126 

24X Fiche 50-315*82/09/30*8210050349 


B2100G0194 Comments on regulatory performance impTovement program 
Comments can be dealt w/by revising program description to 
tele full credit for mgt review efforts Util views on 
comments will be discussed at meeting scheduled for 021014 
KEPPLER. JO. Regions. Office of Directbr 82/10/01 ODLANrJ E. 
American Electric Power Service Corp DOLAN* J E. Indiane k Michigan 
Electric Go. 2pp 15640 188 24X FUhi: 90-319. 82/10/01* 0210080194 


0210060253 Discusses 020707 mgt meeting 6 forwards Systematic 
Assessment of Licensee Performance Repts 90-319/02-16 6 
50-316/82-16. 

KEPPLER.J 0. Raglan 3* Office of Director 82/10/04 DOLAN* J E 
American Electric Power Co . Inc 3pp. 19620.199 24X 

Flche. 90-3 1 5j 02/ 10/04. 82 1 0060293. 


— 8210060254 fiyetamatic Aeiessment of Liceneae Performanci Rapts 
50-319/82-16 k 50-316/82-16 on 801001-820401. Major areas 
examined util regulatory performance 

» Region 3* Office of Director. 82/06/30 7pp 19620,201. 24X 

F i c h • : 90-3 1 9* 62/10/04* 82l 0060253 


'8210060256 Reiponds to NfiC 020629 Bystematlc Aiiesement pf License 
farfarmance Repti 50-315/62-16 |c 90-316/02-16. Twelve 
previously trained operators hired 6 compulerlttd radiation 
exposure maint lys & security access control lus InttalUd 
HUNTER* R & Indiana Michigan Electric Co. 02/07/27. 

KEPPLER.J 0. Region 3. Off lea of Director. 35pp, 19620,208, 

Fiche; 50-3 1 9* 02/10/04* B 2 1 0060253 


24X 


8210150491 Confirms 020922 telcon re masonry waUi.Addl Info requtrad 
within 49 days to complete review 

VAROAfS a. Operating Reactori Branch 1. 02/10/04. DOLAN. J 

Indiana k Michigan Elactric Co Spp 19717:279, 24X 

FI Che: 50-315*02/10/04*8210190491, 


— 0210250394 Safety evaluation supporting Amends 63 Sc 49 to Llcimtt 
OPR-S0 k DPR-74, respectively 

a Office of Nuclear Reactor Regulation. Director G3/10/0d 5*1 

19907 334 24X Fiche 90-31 5. 02/ 10/04. 02 10250340 


— 0210250399 Notice Qf issuance k aval lability of Amends 63 k 45 Is 
Licences DPR-50 1. DPR-74. respective ly 

VAROArS A Operating Reactors Branch 1 02/10/04 Spp 

19807 339 24X Fiche 50-319.82/10/04.0210250340 


B2l015if^434 Forwards safety evaluation re main steam line brsah 
w/coiitinued feedwater addition k contractor technical 
evaluation rept N/o technical evaluation rept 
VAROA. 8 A Operating Reactori Branch J 02/10/09 DOLARiJ 
Indiana 6 Michigan Electric Go 2pp 15716,090 24X 

Flche. 50-3 1 5. 02/10/05.0210150434 


— 0210190437 Safety avaluetion re main steam line break w/caritlrufi 
feedwater addition 

« Operating Reactors Branch 1 02/10/05 7pp 15716 092 ift 

Fiche 90-315.82/10/09.0210150434 


GSI0130123 Forwards proprietary "Users Manual for PT6PHB2-FDRTRAM 
Program for Bl*nulation of PWR Plant Transients" 6 Suppl I to 
manual Affidavit supporting proprietary c lass 1 ficat ion of 
documents end Manuals withheld (ref 10CFR2 790) 

OWSLEVrO F Exxon Nuclear Co . Inc (subs of Exxcmx Corp ) 
82/10/08 THOMAS* C 0 Standar d i i at i on & Special Projecti Gre*,i{i 
4pp 15673 097 &4X Fic he 50-316. 02/ 10/00. 8210130 1 23 


8210150033 Forwards Revision 1 to XN-NF-82-32(P ) . “Plant Trjniifil 
Analysis for DC Cook Unit 2 Reactor at 3.425 MNt* " including 
DNB analysis method changes to support Cycle 4 operation 
Revision withheld (ref 10CFR2 790) 

0NSL£y*0 F Exxon Nuclear Go . Inc (subs of Exxon Corp ) 
82/10/00 EISENHUT.DO Division of Licensing ip 19715 269 
24X Fiche 50-316.02/10/08,0210150033 


8210250220 Forwards proprietary reipontes to five of 16 quiitlcni 
per NRG 820730 request for addl info re hydrogen control 
iflsuee for ice condenser p lants* particular I y CLA9IX conpuliT 
program Responses withheld (ref 10CFR2, 790) 

HUNTER* R 9 Indiana k Michigan Electric Co 02/10/15 DGNTCNhl 
Office of Nuclear Reactor Regulation* Director 2pp 15789 339 
24X Flche 50-31 S. 82/10/19. 0210250228. 


0 Inspection reports. IE Bulletins k correspondence 


0210070007 Responds to FQIA request for eight categories of rrssrlsii 
steem generators l« steam turbines App A documents provldsl 
In R Udell FOIA Request 01-313 Forwards documents llsiid In 
App B. 

FELTON* J H Division of Rules and Records 02/08/10 LQRO.O J 
Ulnthrop* Stlmeon. Putnam 6 Roberts, 9pp 15649,063 2^1 

Flche: 50-000* 02/09/10, 0210070007 


— 021007013? Forurards tabulated data on steam generat&r Inip h aaiPte 
fad 1 1 ties. Data should be provided to licensees 
IPPDLITD, T Operating Reactors Assessment Branch Q2/M/01 
VAR0A.3 Operating Reactors Branch i Spp 13645,131 2U 
Flche 50-000. 82/09/10. 0210070007 


0210060387 Forwards IE Insp Repts 50-315/82-08 k 90-316/82-00 an 
820412-16.0514 $< 0610 Deficiencies referred to Ofc qf 
Investigation for review 6 Investigation 

NQRELlUSrC E. Division of Enplnetrlng !< Technical Frogreei 
82/09/22, DOLAN. J E, Indiana k Michigan Electric Co 2pp 
156LS.S90 24X Flche 90-315,82/09/22.8210060387 


-8210060393 IE Inep Repts 50-315/02-00 k 50-316/02-00 on 02O11S-U3. 
8* 0610 Deficiencies noted' inadequate fire protection bf IJfr 
shutdown capab 1 il Ity. Inaccurate statements* Inadequata 
proetdura for alternate safe shutdown I* inadequate llghkiri 
OROBE.J.A,. 6T0NE.JC.. HADOHNEY.C.J D1 vie 1 on af Englhlir in| k 

Technical Frograms 82/09/17 27pp 15615 352 24X 

Flche . 50-31 5, 88/09/22. 0210060307, 


8210250340 Forwartfe Amends 63 t* 49 to Licenses DFR-5a 1. DPR-74. 
respectively* safety evaluation k notice of issuance 4i 
availability. Amend reviiis Tech 0p»cs changing 

'^♦4«traaents for boron k sefety injection sys 
QILIMBERD.R.L, Operating Reactors Branch 1, 82/10/04 DOLAN* J, 

Indiana k Michigan Electric Go 2pp. 15007:299. 24X 

Flche; 50-315* 82/10/04*8210290340. 


eaiD090874 Ack receipt of 020914 Itr informing NfiC of itape lali^ tp 
correct violations noted in IE Insp Repts 90-319/88-12 1. 
50-316/08-12. 

0TREETER. J F Division of Project It Resident Program 92/97/^ 
DOLAN* E, American Electric Power Service Corp DOLAN. J E 
Indiana It Michigan Electric Co Ip, 15609:107. S4X 
rieha> 50-315. 02/09/24, 0210050274 
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-'eai.O05C&76 RB.*pond» to NRC 020816 Itr re violations noted in IE Insp 
R*pti SO-31 5/02-12 ic 30-3l6/a2“i2 Corrective actloni plant 
manager uili issue nemo to plant depti bij Q20?30 re 
proctdijirai for installation of neti design changes 
•KEHJNOin F Indiana tc Michigan Electric Co 02/09/14 
KCPPLER^J Q Region □, Office of Director 3pp 13609 IQB 24X 
Fiche 30-31 5. 82/09 /24i 8210050274 


-B210040209 Updated LER 82-064/03X-1 on e30724i Loop 3 overtemp 
Delta-T trip setpoint found high Caused bv eetpoint drift 
Nau module insta 1 Led, ca 11 br !< verified operatlonAl Loop 
returned to *vc r. , 

PALMER, R A, Indiana & M'lchlflars Electric Co 03/09/23 Region 
3, Office of Director Ip 15593 I&2 a4X Flche 50-3 16i 82/09/23, 
8210040201 


621006^0253 Discusses 020707 mgt meeting «4 forwards Systematic 
Assrstment of Licensee Performance Repti 90-313/02-16 & 
5O-DS6/02-16 

J^EPPLE1^| J G Region 3, Office of Director 82/10/04 DOLAN, J E 
A-icritan Electric Power Co , Inc DOLAN, J E Indiana t, Michigan 
Pc-^mr Co 3pp 15620 198 245( Fiche 50-3 1 5,02/10/04,021006 0253 


— G21G060254 Sij*tematic Assessment of Licensee Performance Repts 
50-315/82-16 U 50-316/02-16 on 801001-020401 Major areas 
asamined util regulatory performance, 

♦ Replan 3, Office of Director 82/06/30 7pp 15620 201 24X 

Ficlie 50-3J 5, 02/10/04, 0210060253 


0210060277 Forwards LER B2-076/03L-0 

SMITH. M O Indiana & Michigan Electric Co 02/09/29 
Region 3, Office of Director Ip 15621 168 24X 

Fiche 90-316, 02/09/29. 021 006027 7 


KEPPLER. J 0 


-0210060313 LER 02-O76/O3L-O on 9209 1 5, d 1 aco vered dieaal room AD carbon 
dioxide syi isolated w/no perionnel in room Cause not 
stated Signs posted cautioning porsonnei to rastore carbon 
dioxide sgs whan exiting Adml ^tltratlv« action taken 
LAMP. M S Indiana 6 Michigan Electric Co 02/09/29 Region 3, 
Office of Director Ip 15621 169 24X Fiche SO-316, 02/09/29, 

0210060277 


--0210040256 Responds to NRC 020625 Systematic Assessment of Licensee 
Performance Repts 50-315/02-16 6 50-316/82-16 Twelve 
previavslg trained operators hired 8< computerlxad radiatiPn 
exposure maint sys 6 security access control sys installed 
IfUliTER, R S Indiana & Michigan Electric Co 02/07/27 
FEPPLER.vi O Region 3, Office of Director 35pp 13620' 200 24X 

Fiche 50-315,82/10/04,0210060253 


■20BI50233 IE Info Notice 00-35, Suppl 1, "Leaking << Dislodged 1-125 
le-plant Seeds “ Svc list end 

CCDQj L [ Division of Fuel Facilities, Materials Si Safeguards 
02/10/06 Cpnsplidated Edison Co of New York 66pp 15761 2S0 

2-4 Jf Fiche 50-000,02/10/06,8200190233 


f20aj9O23B IE Qulletin 82-03, "Stress Corrosion Cracking in Thick- 
Mall , Larg e-Dt ameter, Sta in less Steel, Recirculation Sys 
Piping at 8MR Plants '* Svc list end 

t'EVOUNOiR C Director's Office, Office of Inspection and 

Enforcement 02/10/14 Consolidated Edison Co of New York 

ItSpp 15310 J25 24X Fiche 50-000, 02/10/14, 0200190238 


210150300 Ehr-ai-047A on 821014, order imposing civil monetary penalty 
in amount of *52.000 issued to licensee re violations 
concerning fire protection program ft containment integrity 
Dne violation withdrawn 6 two modified 

CftAXC,.J . AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 02/10/14 Ip 15721 307 24X Fiche 90-315.62/10/14, 

0210150390 


Fe-riodic operating reports & related correspondence 


9210080189 PNO- 1 1 1-02-105 on B20930, fac i 1 i ty »hut rfown for 3 days to 
repair weld crack in 1-inch foedwater drain between 
containment panetratson for steam generator 1 & last 


f eedwat er 
REVE8.L , 
02 / 10/01 


check valve, ^ , 

STREETER, J i SPESSARD, R Region 3, Office of Director 
Ip, 19640, 180 a4X Fiche 50-316,82/10/01,8210080109 


8210180120 Forwards LERs 82-077/03L-0 8c 82-07G/03L-0r 
SMITH,M 0 Indiana & Michigan Electric Ca 02/10/05 
Region 3. Office of Director Ip 15719' 325 24X 

Fiche 50-316,02/10/05,0210180120 


KEPPLEfi, J 0 


— 8210100123 UER 82-077/O3L-0 on 820907, equal i i ing valve on inner door of 
upper containment personnel airlock found leaking slightly 
during containment entry Cause unknown Valve actuating 
mechanism adjustsd ^ ^ „ 

PIEHL. R H, Indiana 4 Michigan Electric Co 02/10/05. Region 3, 
Office of Director Ip 15717 326 24X Fiche 50-316,02/10/05, 

0210100120 


— 0210100129 UER 02-O78/OaL-O an 820910 8< 20. RCB dose equivalent 1-131 
concentrati on exceeded 1 0 uCi/g steady-state Limit Caused 
by RC3 dose aquivalart 1-131 spiked to max of i 76 uCi/g 
PALMER.R A Indiana & Michigan Electric Co 82/10/05 Region 
3, Office of Director 6pp 19717 327 24X Fiche 50-316, 

02/10/05. 0210100120 


0210190727 Forwards LER B2-0SO/O3L-O 

SMITH, M 0 Indiana it Michigan Electric Co 02/10/08 
Region 3. Office of Director Ip 19736 298 24X 

Fiche 50-316,82/10/00.6210190727, 


KEPPLER, d 0 


210] 90676 Forwards Sr-G7 t< Sr-90 data not completed by contractor 
untiE after due date for submittal of semiannual 
radioactive effluent release rept for Jan-June 1902 
KLYJrER. R 8 Indiana 6 Michigan Electric Co 02/10/01 KEPPLER,J 0 

Region 3. Office of Director 2pp 15730 197 24X 

Ficha 30-315,02/10/01.0210190676 


-821 0190685 "Effluent t' Haste Disposal Semiannual Rept-i9B2, Oaseous 
Ef f luents-Elevated Release," 8r-89 & Sr-90 data omitted from 
original 820027 submittal 

• Indiana 6 Michigan Electric Co 02/10/01 lOpp 15730 199 
Fiche 50-315.82/10/01,0210190676 


Reportable occurrences, LERs ti related correspondence 


>10040321 Forwards LERs B2-072/03L-0 St 82-07 5/03L-0 
SMITH. H O Indiana & Michigan Electric Co 02/09/22 KEPPLER.J 0 
Region 3, Office of Director Ip 15506 171 24X 

Fiche 50-316, 02/09/22, 021 004032 1 


3210040327 LER 0 2-072 /03L-0. on 020024, reactor trip occurred as rsflult 
of failure in 120-volt ac vital bue Caused by burned out 
rcvlstor CRD & diode <011 on oscillator board It associated 
fu«e Oscillator board It fuse replaced 

PAUHERtF A Indiana U Michigan Electric Co, 02/09/22 Region 
3, Office of Director Ip, 15506 172 24X Fiche. 50-316, 08/09/22, 

0210040321 


B21OO4033D LER 82-075/03L-0 on 020024, fol lowing reactor trip* RC8 dose 
eqc/lvalent Si 1-131 concentration exceeded 1.0 uCi/g steady 
stdte 1 ini t , Caused by Inadvertent removal from svc of 
c/i«nical S, v«l control sys mixed bed dimintral i zer, 

PALMER, H A Indiana it Michigan Electric Co 02/09/22 Region 
3. Office of Director 6pp 15SR6 173 24X Fiche 50-316, 

82X09/22. 82 10040321 


'10040201 Forwards updated LER 02-O64/O3X-i 

SMITH. U O Endian* it Michigan Electric Co 02/09/83 KEPPLER, J. 0, 

Reg. ion 3. Office of Director, Ip 15503'161 24X 

rCcha: 50-316 , 02/09/23/8210040201 


8210190735 UER Ba-oaO/03L-0 an 820909, west component cooling water HX 

outlet valve CMO-420 removed from svc due to leak Caused by 
elastomer seat being pulled loosed from valve body Valves 
returned to manufacturer ^ . 

WrZNER, O 0 Indiana it Michigan Electric Co 82/10/00 Region 
3, Office of Director 2pp 15736-299 24X Fiche 50-316, 

02/10/00. 08 10190727. 


DOCKET 50-317 CALVERT CLIFFS NUCLEAR POWER PLANT. UNIT t 
F Security, medical, emergency it fire protection plans 


8203050307 Forwards IE Insp Repts 30-317/82-02 it 50-310/62-08 on 
020106-0202 it notice of violatlan 

BTAROSTECKI/R- Division of Project h Resident Programs 02/02/16 
LUNOVALL, A-E Baltimore Das 6 Electric Co 2pp 12134 890. 24X 

Fiche - 50-317. 62/02/16. 62030303B7 


— 0210190714 IE Insp Repts 50-317/B2-O2 it 30-318/82-02 an 020106-0308 
Nuncomplianc* noted failure to adequately control special 
processes associated u/repair of saltwatar piping &< failure 
to properly neutralize regenerative waste 

ARCHITZEL, R. E , MCCABE. E C Division of Project 6 Resident 
Programs, 62/02/12, Upp 15751 024 24X Fiche- 50-317. 02/02/16, 

0203050367 


0210210544 Relea^sei public version of revised emergency response plen 
implementing procedures, 

FELTON, J. M Division of Rules and Records, 82/09/23 Document 
Management Branch. Ip 15702 330. 24X Fl..che> 50-317. 62/09/23, 

821 021 0544. 


— 821021D546 For-uardi public version of revised emergency response plan 
implementing procedures, Including Precsdures EPIP 5.5 re 
Bierc 1 sesf test 6 drills & EPIP App B. 2 re maps 8i charts 
» Baltimore, Oai it Electric Co 02/09/15, CLARK, R. A Operating 
Reactors Branch 3 Ip 15702-331, 24X Fiche: 50-317, 02/09/23, 

0210210544 
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— 9210210S51 Public vsrsion of r*vi**d ■morgoiicv plan 

impKfflenting prae*rfur«i. inclutf irj Proc-dwr** EPIP 5 3 r« 

■ tfrcisBaritib ft drllla ^ EPIP D 2 r# mftpa tc c?i*rta 

Li*t of Bffactiv# pag«* incl 

• BiltlffloT* Oaa tt Cite trie Co 02/09/19 20pp 19703 333 
Pirba 50-31 7/02/09/33*6210210944 


34X 


— S210070117 Amandi 79 S. 5t to Lic*h*«* DPR-53 DPR-69, rtipact ivi 
corractSnp typographical arrora rr InttrvicB inip U v*«lv» 
listing it flllQuilng vt«rt up of reactors u/lnoperable but 
isolitftd pouier operated relief valvte 

CLARKiR A OperatiTig Reactors Branch 3 02/09/20 34ap 

19M9 009 24X Ficht 90-317, 82/09/20, 8210070106 


8310130134 Forwards third tuppl to 790914 flra protectltn tafalg 
evaluation, retclving Item 3 2 i#'F<re Warards Analgila " 
Ninety-dag period to inform of installation schedule for 
source range flu* monitoring instrumentation acceptable 
CLARK/ R A Qparating Reactors Branch 3 02/09/37 LUNDVALLjAvE 

Oaitiffiore Oai « Electric Ca Ip iS692 197- 24X 

Ficha 50-317.02/09/27,0310120134 


— 8210120139 Safety evaluation cftncludlng that proposed fire protection 
design tneeti requirementi of App R to lOCFftSO. I te^s HI 0 3 
& III L re safe shutdaun in event of fire 

FICRAVAMTE, ff , HARRISON. JAFFEr Z> OparatJng flaactora Branch 1 
02/09/27 9pp 15692 198 24X FI chi. 50-317. 62/09/27, 0210120134 


8210150423 Application for amend to Licenstf DRR-53 6 DPR-69 consletino 
of Revision 10 to security plan. allowing devl ta I i latlon of 
vital areas during cold outages Plan withheld 
iref lOCFR7a 21) 

BQWHAKGRrN J Baltimore Qas 6 Electric Co 82/10/07, CLARK, » A 
Operating Reactors Branch 3 3pp* 15704,021 24X 

Flche 50-317.02/10/07.0210150423 


— 0210070125 Safety evaluation supporting Amends 79 L 56 to Uiceni 
6PR-53 if DPR-69. respectively 

JAFFE, D H Office of NucUap Reactor Regulation, Director 
82/09/24 4pp 19645 043 24X Flche 90-317, 02/09/20, 821 007( 


— 07:10070130 Notice of issuance 6 availability of Amends 75 I. 56 | 
Licenses DPR-53 L DPfi-69, respectively 

CLARK* R A Pperatsng Reactors Branch 3 02/07/20 2 pp 

15645 047- 24X Piche 90-317,02/09/20,0810070106 


0210100124 Forwards proprietary It nonpr oprietary verslans of "Hut 
of Eddy Current Testing on Ouidc Tubes at Calvert Cliffs I 
After Cycle 9 " 

LUNOVALL, A E Qaltltnore Oas it Electric Co 02/09/82 CLAHK.fi 
Operating Reactors Branch 3 2pp 19719 097 S4X 
Pich# 90-317. 82/09/22, 921 01801 BA 


— 8210100133 Nonproprietary version of ’'Results of Eddy Current Ti 
on Ouide Tubes at Calvert Cliffs I After Cycle 5 •' 
tt Combustion Engineering, Inc CEN-Sl6iB) 02/00/31 7aB 
15719 099 24X Fiche 50-317.82/09/22,8210180124 


8210180005 Submits update of util progress in closing THF Action Items 


1 C II F I tt III. A 1 2. 

LONDVALL. A E Baltimore Cas U Electric Co 82/10/12 
Opirating Reactors Branch 3 3pp 1S720 028 24X 

Fiche 50-31 7, B2/iQ'i 2, 82101 90005 


CLARK. R A, 


F Operating license stage documetits 8< correi pondtnee 


0210290412 Forwards Amends 77 h 90 to Licenses DPn-53 Sc DPn-67, 
rsfpectively.- safety evaluation & notice of issuance S< 
availability Amends revise Tech Spec Table 3 7*«4 which Uits 
snubbers that require periodic Insp 1< testing 
eJAFFE, D VI Operating Reactors Branch 3 82/09/23 LlPNDVALLiA 

Beltimore Oas U Electric Co 3pp 19063 2 7 3 24X 

Flche 30-317*92/09/23.0210390412 


8210010008 Responds to FOIA request for 19 categories of documents re 
nuclear reactor events h safety problsmi Forwards doeuipeitte 
lifted in App A 

FELTON, J M Division of Roles and Records 02/06/28 UDELL, R A 
Critical Kass Energy Project I5pp- 19727:005 24X 

Flche; 50-000* 99/06/29, 92100 tCOOQ 


—9210290428 Amends 77 U 98 to Licenses DPR-SB 1. DrR-69, respective 
revising Tech Spec TabU 3 7-4 which provides Hits of 
safety-related hydraulic shock suppressors (snubhersl which 
require periodic insp i testing 

CLARK, R A Operating Reactors Branch 3 82/09/23 26pp 

19063*276 24X Flche 50-317.82/09/23.8210290418 


— B2O429OO40 Recommends prompt attention be given to problem of reactor 
coolant pump clature stud corrosion detected at facilities 
Response by 620419 requested 

EIBENHUT.D Q, Division of Licensing, 82/03/24, HAN AUER. 8 K 
Division of 8si stems Integration Cpest 0110091. 3pp 66039 222 
84X Fiche 50-000.82/06/28.0210010008 


8210080019 Addl response te FOIA riqucst for 19 eattgories of Info rs 
nuclear reaclor events It safety problepit Forwards documents 
listed in App A Dacunints in App B completely withheld iref 
FOIA Exemption 91 

FELTON, J h Division of Rules and Records 82/07/12. UDELL, R A 
Critical ilais Energy Project. 9pp. 15669.027. 84X 

Flche 90-000*82/07/12.8210080019 


—8210080064 Trip rept o# 820207 Visit to NRR in Belhesda.HD l« B2O2O0-IO 
site visit re Installatian of 10-inch automatic isolation 
valve in main feedwater sys 0pec 6750-M-a93 for nuclear 
cirfaon steel gate, globe 6 check valvee 6 related info end. 

BEARDEN, R 0. EOLO, Inc 82/03/22 47pp £9665:192, 24X 

Fiche; 50-000, 82/07/12. 0210080019 


— 0210290439 Safety evaluation supporting Amends 77 6 59 to Licmti 
DFR-53 t> OFR-69, respectively 

a Office of Nuclear Reactor Regulation, Director 02/09/23 
19863:302 24X Fiche 50-317. 02/09/23, 82 10290412 


— 8210290444 Notice of issuance I* aval labi 1 i t ij of Amends 77 L IS le 
Licenses DPR-90 it DPR-69. resp ec tlve ly 

•CLARK* R A Operating Reactors Branch 3 82/09/23 2pp 

19863*309. 24X Fiche 30-317. 82/09/23,8210290412 


8210130338 Application to amend Licenses DFR-53 & DpR-69, nvisirig 
Tech Bpeca re praesurliar limiting condition for operation 
6 aesoelated surveillance requi rimenti. 

LUNDVALLi A E Baltimore Oas St Electric Co 02/09/29 CLWIX.R 4 
□parating Reactors Branch 3 3pp 19600 2 60 24X 

Flche 50-317102/09/29.0210130338. 


—0210130342 Froposfd Tech Specs 3 4 4 5 4, 4 4 re RC0 presiurlMr 
4 Baltimore Oai 6 Electric Co 02/09/29, 44pp 15600 271 r 
Flche, 50-317. 82/09/29.0210130330 


8210190423 Application for amend to Licenees DPR-53 S* DPR-69 iesiliii 
of Revision lO to security plan. allowing de vltall eat Ion of 
vital areas during told outages. Plan withheld 
(rtf 10CFR73, 21) 

BQViriAKER. N, J Baltimore Oas S< Electric Co 82/10/07, CLAlKiRA 
Operating Reactors Branch 3 3pp. 15704*021 24X 

Fiche* 50-317. 02/10/07, 0210190423. 


8210180005 Submits update of util progrees in closing TMt Actlen lh> 
I C. 1. II.F 1 fc HI. A 1 2. 

LUHDVAUL, A.E Baltimore Oae 6 Electric Co. B2/iO/(Q CLARK. K A 
□ptratlng Rtactore Branch 3, 3pp 19720; 020 24X 

Fiche: 90-317. 82/10/12.821010000 9. 


8210200106 Natlftcatlon bf 021025 meeting M/util in Sethtidi*llP Is 
discuee cetitrcl of heavy loads. 

JAFFE. 0 H Operating Reactor* Branch 3. 02/10/10 CLARKJ A 

Operating AeBctor* Branch 3, 2pp 15767,304. 24X 

Flche: 90-317, 82/10/10.0210200100 
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i In»p»ctior> reports* IE Bulletins corresp ondenc® 


£^30S0aB7 Forwards IE Insp Rept* SO-317/82-02 i SO-aiQ/ea^oa on 
620it>i&-Q2a2 Zl notice violation 

STAftDBTECKI I R Olvtsion Project U Resident Programs G2/02/16 
LO'JOVALt.A E Baltimore Gas e* Electric Co 2pp 12134 290 24X 
Fiche S 0 -at 7 * 82/02/16*8203050307 


--E2 101^0702 Katice of violation from insp on B20i06''0202 

STAROSTECK E , R Division of Project 8t Resident Programs 02/02/16 
app- L5731 022 g4X Fiche 50-317*82/02/16*0203050387 


82101^0714 IE Insp Repts 50-317/82-02 ft* SO-310/02-02 on 020106-0202 
Ware omp E lance noted failure to adequately control special 
prceesses associated w/repair of saltwater piping <* failure 
to- properltj neutraliie regenerative waste 

ARCHITieLp R E I KCCABEj E C Division of Project 8< Resident 

Prejrams G2/02/12 llpp 15751 024 24X Fiche 50-317*82/02/16- 

8203050387 


£210070007 Responds to FOlA request for eight categories of records re 
steam generators 1* steam turbines App A documents provided 
in ft UdeLl FOIA Request 01-313 Forwards documents listed In 
App E 

fEl.rON. J rt Division of Rules and Records 02/08/10 LQNO* O J 
IfintliTop, Sfcimson* Putnam & Roberts 9pp 1S645 063 24X 

Fiche 50-000* 62/08/10*0210070007 


--0210070172 Forwards info re steam generator integritg k Insps at all 
operating Pi^Rs*per 750320 k 21 requests Details of imps* 
including defect indica tions* tube plugging criteria k tubes 
plugged will not be provided except for Point Beach 1 
GDLLER.k R Division of Reactor Licensing (WRR-i975 only) 
75/03/2q mcCARY*R R Division of Technical Review (NRR-1975 
only) 5pp 15645 196 24X Fiche 50-000,02/08/10.0210070007 


62 10060099 Forwards IE Insp Repts 50-317/82-06 k 50-318/82-06 on 
eS031S-t6 6 notice of violation 

HARTIMjT T Division of Engineering 8* Technical Programs 82/09/17 
LUNDVALL-A E Baltimore Oas k Electric Co 2pp IS6I4 345 24X 

Ficha 50-317. 82/09/17*0210060099 


-6210060104 Notice of violation from Insp on 620315-16 

• Division of Engineering k Technical Programs 08/09/17 2pp 
15614 347 24X Fiche 50-317*02/09/17*0210060099 


--6210060127 IE Insp Repts 50-317/02-06 k 50-310/02-06 on 020315-16 
Moncofflp lian t» noted failure to establish adequate 
procedures, failure to follow radiation protection procedures 
6 Failure to make necessary radiological surveys 
PLLPJiLEEiK E , OREENMAW* E 0 Division of Engineering k Technical 
Progprams 82/09/17 lOpp 15614 349 84X Fiche 50-317* 82/09/17. 

02 1 0060097 


6210070106 Foriirards Amends 75 k 56 to Licenses DPR-53 k DPR-69* 
r * sp e c t i v« E 9 1 safety evaluation k notice of issuance k 
ava 1 1 aib i 1 { ty Amends correct ty pograph ical errors re 
inservrice insg s* valve testing 

k/AFFE. D Hf Operating Reactors Drench 3 02/09/20 LUNDVALL. A E 

0.aliimore Oas k Electric Co 3pp 15645 006 24X 

Flc6e &0-317r aa/09/20. 8210070106 


— 0210070117 Amends 75 k 56 to Licenses DPB-53 l< DPR-69, respect ively* 
■ctarrectlng typographical errors re inservlce insp k valve 
testing k allowing start up of reactors u/inoperable but 
Isolated power operated relief valves 

Ct.AnKrR A Operating Reactors Branch 3 02/09/20 34pp. 

15645 009 24X Fiche 50-317*02/09/20.8210070106 


02 101^0124 Forwards proprietary It nonproprietary versions of ’’Results 
oF Eitidy Current Testing on Guide Tubes at Calvert Cliffs I 
AFter Cycle 5 ” 

UUr/DVALL. A E. Baltimore Oas k Electric Co 02/09/22 CLARK, R A 
Cp era ting Reactors Branch 3 2pp 15719 097. 24X 

Fiche 50-317. 02/09/22,8810180124 


eSlOSGOlGG Nonproprietary version of ’’Results of Eddy Current Testing 
on Guide Tubes at Calvert Cliffs I After Cycle 5 ” 
e Combustion Engineering* Inc CEN-21A<B) 82/08/31 7p p 
15717 099 24X Fiche 50-317*02/07/82*0210180124. 


621015-0214 Feruards IE Insp Repts 50-317/88-23 k 50-310/08-19 on 
6SOB10-o?i4 Sc notice of violation 

SrAROSTECKI* R Division of Project li Resident Programs 02/09/27 
LIAHOVALLpA E Baltimore Oas k Electric Co 8pp 15705' 234, 24X 

Ft Che: 50-317* 02/09/27.0210150214 


eZlOt 50226 Notice of violation from Insp on 820610-0914 

* Division of Project 6 Resident Programs 82/09/27. 8pp 
J570S 236 24X Fiche 50-317*88/09/27*0210150214. 


•B2l 0150233 IE Insp Repts S0-317/B2-23 1< 50-310/82-19 on 820610-0914 
NoncQmp 1 Ian Cfl noted radiological event not declared nor 
appropriate response taken Ic procedures not properly 
imp lemrntad 

ARCHITZEL.R E * TRIMBLE, D C , MCCABE* E C Division of Project k 
Resident Programs B^/Q^/27 10pp. 15705 238 24X 

Fiche 50-317*82/09/27.6210150214 


9210060240 Forwards notice af violation re IE Insp Repts 50-317/02-07 
k 50-318/02-07 on 820413-0511 Violation A re operation 
tti/hydrogen analyters inoperable needs no response Violation 
5 re inadequate review requires full response 

STAROSTECKI* R. Division of Project k Resident Programs 08/09/29 
LVNDVALL*A E Baltimore Qas k Electric Co 3p p 15619 322 24X 

Fiche 50-317* 02/07/29. 0210060240 


— 8210060243 Notice of violation from imp on 820413-0511 Noncomp 1 lance 
noted plant operated w/both hydrogen analyiere inoperable 
Plant operating safety review committee performed Inadequate 
review on 800924 k approved revision w/o correct criteria 
# Region 1. Dfflca of Director 02/09/29 2pp 15617' 325 24X 

Fiche 50-31 7, 02/09/29. 8210060240 


9210070159 Requasts approval for excluding reactor vessel cloture studs 
at fac 1 1 it 1 1 s. p«r IE Bulletin 02-02 & Reg Ouida 1.65 
Bolting matl complies u/r ecommended matls 

LUMDVALL.A E Baltimore Oas k Electric Co 62/10/01 DE YOUNG* R C 

Director's Office. Office of Inspection and Enforcement 3pp 
15627 013 24X Fiche 30-317* 82/10/01 * 021 Of’ “^O 1 59 


8208190233 IE Info Notice 80-35. Suppl I* ’’Leaking k Dislodged 1-125 
Implant Seeds.” Sve list end 

COBB.L I Division of Fuel Facilities. Materials & Gafeguards 
82/10/06 Consolidated Edison Co of New YorJr. 66pp 1S761 850 
24X Fiche 50-000.02/10/06.0208190233 


0210130099 Act receipt of 820917 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts S0-317/B2-'80 6 
50-310/02-17 

MARTIN* T T Division of Engineering & Technical Programs 82/10/06 
LUNDVALL* A E Baltimore Oat t Electric Co Ip 15673 104 24X 

Fiche 30-317* 08/ 10/06. 8210130099 


—8210130103 Responds to NRC 820819 Itr re violations noted In IE Insp 
Repts 50-317/82-20 A 50-318/82-17 Corrective actions: 

Operating 1 nstriictlon* AO Procedure 2 It Instruction 308 
revised 

LUNDVALL*A E Baltimore Oas k Electric Co 82/09/17. MARTIN, T T. 

Division of Engineering I. Technical Programs 4pp 13673 105 
24X Fiche 50-31 7* B2/i0/06* 881 0130097 


6210170797 Ack receipt of 82091S Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-317/88-18 ic 
50-318/02-16. 

STAROSTECKf* R Division of Project k Resident Programs 82/10/12 
LUNDVALL* A E Baltimore Oas Sc Electric Go, Ip 19736 314 24X 

Fiche* 30-317* 82/10/12* 8210190797 


— B21Q190B03 Reiponds to NRC 020316 Itr re violations noted in IE Insp 
Repts 50-317/82-18 8< 30-318/02-16 Cprrective actions 
Instructlon-1 12 revised to ensure essential equipment will 
not be Inadvertently removed from ivc FTI-107 also rtviserf 
LUNDVALL. A F Baltimore Oas k Electric Co 82/09/19 
STAROSTECK I , R Division of Project 1« Resident Programs 2pp 

15736 313. 24X Fiche: 50-317* 02/10/ 12. 821 0170777 


8200190230 IE Bulletin 82-03, ’’Stress Corrosion Cracking in Thick- 
I4« 1 Ir Large-Dl ame ter I Stain lass Steel, Reeircu la tian Sys 
Piping at BWR Plants.” 8vc list encl 

DEY-QUNO*R C. Director's Office, Office of Inspection and 

Enforcement. 62/10/14. Coneolidated Edison Co of New York* 

U5pp 15810:125. 24X Fiche. 30-000. 02/10/ 14* 6208170238. 


R Periodic operating reports k related correspondence 


8210210320 Forwards monthly operating repts for 8ept 1982 

LOTITO.E M Baltimore Qas 1( Electric Co. 82/10/15. Director's 
Office* Office of Inspection and Enforcement Ip. 15762 003. 24X 

Fiche 30-317*82/10/15.0210210328 


— 8210210457 Monthly operating rafts for Bept 1782. 

LOTITO*E, Baltimore Oas $« Electric Co. 32/10/13. lOpp. 
i 5762. 004. 24X Fiche: 30-317. 82/10/19* 0210210328. 


B Reportable Occurrences, LERs It related cor reepundence 


0210280305 Forwards LER 81-01 9/03L-0 

RUSBELLfL. 0. BalllmcTe Oas & Electric Co. 81/04/10 ORIER* B H, 
Region I* Phi lade Iph la* Office of the Director <61/03/01>. ip. 
13830*361 a4X Fiche. 50-317.81/04/101 8210280305 
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•a2l02a03ia leu 01-01 9/03L-0 on BI031I. •ip*ri»nc«il fallur# «f one 

cotit* intrant hydrajan analuxar (O-AE-fiSt*?) *»« 

dafactiv* <0«lph£ BlA-lAtEJ »*to adjuitmmt 

potantiomattr. Atialyitr rapUead ci. 

WENUEflLlCK, R L i RIZZO, P G Biltlmor# Oai it EUcti'ic Co 
81/04/iO Raglon I .1 Ph Had al phSai OPflca o-P th# 

(81/03/01) ip* 18833 3«2 Z4X Ficht 90 - 317 , 81/04/ 10 » 3210200305 


— 02102702^9 LER B1-032/03L-0 on 010420, raac t or protact iva i^t esir-i 
hljhpowar thtrmal /nargin/loui praiaure 8c axial rhapa tndii 
trip unlti tgpaaaad CauiatJ by naid to r«p laca tranimltltr 
I-TT-112D uihlch drifttd high 

LAOIEW&KliJ 8 I RIZZOiO Baltimora Oaa 8c Elactric Co 
Aaglott Ic Fhlladalphia, Qfflca of tha Diractar (01/03/01) u 
15929 044 24X Fich# S0“317, 01/09/20, 0210270266 


M 0230203 Foruardi LER 81—023/03U—0 _ »i 

RU&8ELL1L B Balt|(noTi Oai l< Elactric Co- Bl/04/16 ORIER, 0 H 
Molot; 1. PhUaSalphia^ OfHca af th. Oiractar (81/03/01) Ip 
19037 290 24J( Fltha 5a-3l7t 81 /04/I6, 8210280203 


0210270274 Forward* LER BI-033/04T-0 

RUSSELL, L B Baltlinora Oa* L Elactric Co 01/08/20 ORIEP^B H 
Raglon 1, Phi ladalphia, Offica of tha Dirsctor (81/03/01) |b 
15023-001 24X Fiche 50-3 1 7, 81 /09/20, 0210270274 


-9ZIO20O2O5 LER ai-023/03L-0 on 010317, vanfci lation *iliau*t dampar In 
cabla tpraading room did not ahut Cautad by ravarial 
Unit* 1 L 2 control clrcwit* Control U indication circuit* 

raupriad a , t 

HEIBEL, R P Baltimore Oat L Electric Co 01/04/16 Ragli^n J' 
Ph 1 lidalpM a, Offica of tha Director <01/03/01) Ip 15837 291 
24X 5 0-317 , 9 1 /04/ 1 6, 021 0280203 


— 0210270275 LER 81-033/04T-0 on 01OSO6, during normal oparatlfrn, cuti. 
operator dlecovarad uaita nautralieing Tant 12 drain valvr 
leaking Cauted by tmall amount* of particulata (natter lodged 
batu-aan valve teat 8t uadga Valve fluthad & doted 
e Saltlmpra Oa« 1, Electric Co 81/08/20 Region 1. 
Philadelphia, Office of the Director (01/03/01) 2pp ISflM CC! 
24X Fiehl 50-317.01/05/20.8210270274 


210200263 Forward* LER Sl-OZl/OSL-O 
RUSSELL, L B Baltimore Oat 6 Electric Co, 81/04/16 ® ^ 

Region Ir PJii lade lphia» Offica of the Director <01/03/01) Ip 

15937 307 24X Fiche' 50-317, 81 /04/I6, 0210200263 


8210270252 Forward* LER ai-ODO/O3L-0 

RUSSELL, L,B Baltimort Oat L Electric Co 81/05/22 ORlER.fiH 
Ragioi* 1. Philadelphia, Office of the Director (01/03/01} Ip 
15829 231 24X Fiche 50-317,81/05/22,8210270252 


-82 1 0280267 LER 81-021 /03L-0 on 010320, w/c 00 l4nt charging pump 12 
Inoperable doe to *tlc)(lng ditcharg* relief valve, pump 13 
taken cut of ivc for repair Cao»«d ty lot* of nitrogen 
pump 13 Valve repaired L deiurger charged 
UENDERLK^H, R L , HUSEBy, D E Baltimore Oat 6 Electric Co 
81/04/16 Region 1, Phllad elphla. Office of the Director 

C81/03/01) 2ppv 15337 300 24X Fiche 50-317,81/04/16, 

9210280263 


210280296 Forward* LER 01-O2O/O3L-O n u 

RUSSELL, L B BaHimori Oai -fc Electric Co 81/04/16 ORIER^O.H 
Redio-n 1, Ph i ladeiph la, Office of th# Director (01/03/01). Ip 
1 5837 279 84X Fiche 50-317,01/04/16,0210280296 


-8210200301 LER 01-O2O/O3L-O on 010320, conta tnment normal eump drain, 
l-HOV-5463, exceeded max doting time of 13-t Cauted bg 
valve operator open limit iwitcA out of adjwetment fiulfecft 
ad jut tedi 

DAVl8,fi K , RIZZO, P 0 Baltimore Oat 6 Electric Co Bl/04/16 
Riolon 1, PhllarfelphU, Office of the Director (81/03/01), Ip 
15037 280 24X Ficht 9a-3l7» 81/04/16,821 0280296 


8210200249 Forward* LER 8l-022/OaL-O ABteo n u 

RUSSELL, L.B Baltimore Oat l< Electric Co 01/04/83 ORIER, B H 
Region 1, Phi ladeiph ia, Office of the Director (81/03/01). Ip 
19837.051 2 4X FI eh*. 50-3 17, 81 /04/23, 821 0880249 


— 0210260255 LER BI-022/03L-0 on 810324, ESF actuation tg* degraded 
voltage relag found inoperab 1 e. Caue ed bg bind in relay 
output contact* Contact lever ttralghtened it tpring tendon 
increated to hold potltioned lever 

e Baltimore Oai U Electric Co 81/04/23. Region 1, 

Phi ladelphle, Office of the Director (Bl/03/01). 2pp. 19837'052 
24X Fiche 50-317,01/04/23,8210200249 


8210270279 Forward* LEfl 81-024/031-0 

RU8BELL, L. B Beltltftore Oa* 6 Electric Co, 81/03/01, (JRIERi 3. H 
Region li PhUedelphla, Office of the Director (BI/03/81) Ip 
15028.285. 24X FI chei 50-317, 01 /O9/0 1 , 8210270279 


— 8210270280 LER ai-024/03L-0 on 810404, during routine thutdewn 1 MSIV 12 
doting time eccecded Tech Spec* Cauted by contamination of 
valve actuation tg* hydraulic fluid retulting in ttieklng 
check valve* Fln^r filter* uiJ) b* uted, 

OAVI818.H I UElRiP.^i Baltimore Oa« L Electric Co, 81/09/01 
Region it Ph I ladeiph la, Office of the Director (81/03/01). Ip 
19828 <286, 24X Fiche 90-317,81/09/01,8210270279 


8210300318 Forwardt updated LER 0t-O2l/O3L-i 

RUB8ELL,L B Beltlmare Oai 6 Electric Co 01/09/12. ORlERrB.H 
Region 1, Philadelphia, Office of the Director <81/03/01) Ip 
19638:390 24X FI che; 90-317, 61 /09/12. 8210200318 


—8210280332 Updated LER 61-021 /03L-i: on 810320, d ivchergt relief valve 
fo-r coolant charging pump 12 lifted it *tucii open during 
tectfng following raalnt, renifering etcond pump laoptreble, 

Cauted by pump dltcharge deturger loiing nitrogen precharpe 
» Baltimore Oai k Electric Co, 01/05/12, Region 1, 
Philadelphlaf Office of the Director (81/03/01). 2pp. 19038.359. 
24X Fiche 90-317.81/09/12,9210280318 


8210270266 Forward* LER ei-032/03L-D 

RUSSELL, L B. Baltimore Oat k Electric Co. 81/09/20. ORfERx B. H. 
Region 1. Phi ladelphie, Office of the Director (61/03/01) Ip. 
19629:043, 24X Ficht: 90-317. 81/05/20, 0210270266. 


—0210270257 LER 91-030/03L-0 on 010424, reactor protection lyi CbJ'M 
containment pr*i*ur* trip unit k EBF actuation *yi ch^nr*) 

ZD containment presjwrt lenior placed out of tvc to replaci 
E/E convertor Itolator failure might be due to mod work 
» Baltimore Oa« k Electric Co 01/05/22 Region 1, 
Philadelphia. Office of the Director (01/03/01) Ip tSS^y 
24X Fiche 50-317.01/05/22.8210270252 


8210270276 Forward* LER 01-031/OlT-O Detailed event analytic mil 
rU 88ELL,L B Baltimora Oa* k Electric Co 81/05/22 ORtER.^H 
Region 1, Philadelphia. Office of th* Director <8|/0<3/0)l 
19820 202 S4X Fiche 50-317,01/05/22.8210270276 


—0210270278 LER 81-031/01T-0 on 810518, both auxiliary bldg 10-ft 
elevation fire ho«e etation* itolated u/o water cupply, 

Cauted by initructional error 6 operator unfamiliarity 
w/l*olatlon valve* Personnel eounieled. 

« Baltimore Oat 6 Electric Co 01/05/22 Region L, 
Philadelphia, Office of the Director (01/03/Oi) Ip 15B2e Z'-.'C 
24X Fiche 50-317,01/05/22,0210270276 


0210270272 Forward* LER ei-OSl/OSL-O 

RUSSELL. L B Baltimore 0*t k Electric Co 81/06/01 H 

Reylort 1, Philadelphia, Office of the Director (01/03/01) Ij 
15828 260 24X Fiche 90-317,91/06/01,8210270272 


— 8210270273 LER 81-031/03L-0 on 010500, during attempt tc- r»trti' 
dittel generator 11 back in «vc after FGR 80-1013 
InttallatioTii generator failed to reach rated cpeed Cauiid bg 
ttlcklng fuel rack* k operating linkage* Linkage* ripalni 
LAOIEMSXliJ 8 I HUeESY, D E Baltimore Oat k Electric Ce 
ei/06/01 Region 1. Philadelphia, Office of the Dirtitpr 

(ai/03/on. ip 15020201 24x Fiche- 90-317. 01 /(>6/oi,eaiwTJr; 


8210270244 Forward* LER 01-O35/O3L-O Detailed event analyiie tnil 
RUSSELL, L D Baltimore Oat k Electric Co 81/06/OS OniER.S H 
Region f. Phi ladelphia. Office of the Director (81/03/01) Zjg 
19022 344. 24X Fiche 50-317.81/06/09,0210270244 


—8210270248 LER B1-035/03L-0- on 010506, one cell of ISS-voh Ic vnN 
chate battery 12 found below Tech Spec min. Caute unknown 
Cell ditconnacted k will be replaced 

-» Baltimore Oat k Electric Co. 01/06/09 Region h 
Philadelphia, Office of the Director (01/03/01) Ip 1»3Z ^4^ ' 
24X Fiche' 90-317, 81/06/09,8210270244. 


0210080017 ’'Rep t on Calvert Clift* Unit I Lott of Svc Hatir «h «MSa 
I«BRO,e-V Director'* Office. 8i/l2/3l 40pp 156691007 Ui 
Fiche. 90-317. 81/12/31. 0210080017 


8210040142 Forward* LER 82'-09l/03L-0 

RUSSELL. L B Baltimore Oai k Electric Co. 02/09/24 ; 
Region 1. Office of Director ip 19503 089. 24X ! 
Fiche. 90-317, 02/09/24, 0210040142, 


—0210040144 LER a2-091/03L-0. on 820927, plant air header lielalUL^'. 
intlde containment, i-PA-1040, found open. Cauted by velvi 
being Inadvertently left open while tecurlng plant ait 
containment on 020022 Standing inttruction ittued 
LAOIEilSKIrU 8, Baltimore Oa* k Electric Co 02/09/24 * 

It Office of Director. 2pp 19063 086. 24X Ficlie 56-317. 

62/09/24, B2 100401 42. ^ 
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&2l00t0aa5 Forward* LER Ba-053/03X-I Si corr«c:t*d Prompt R«pt RO 02-93 
appropr iat* for Unit 1 onlg 

PU3SELL, L B Baltlmqr* Oas & EUctric Co 02/'O?/27 HAVNE8» R C 
Fajton ]. Office of Director Ip 1S&15 347 24X 

Ficha SO-317. 82/09/37, 621006030 5 


—-0210060390 LER 82-033/03X-1 on 020910, h ydro g eti analgier 0-AE-J6519 
adjuvted out of caiitr during initial training eK*rcia«» 
I'endvrirg unit inoperable Caused bg erroneoui adjuttmant 
'at«p in ^hemittrg procedure Procedure revised 

BELLS. J M Baltimore Oas h Electric Co 02/09/27 Region 1, 
Offic* of Director Ip 1S619 340 24X Fiche 50-317.02/09/27, 

@210060305 


—8210060394 Corrected RO 02^53 on 820910. d ur ing Mode I operation. 
6yoro9en analyzer unintentionally adjoited out of calibr. 
rendering unit inoperable Instrument recalibr Si returned to 
SVC Rept applicable to Unit 1 only 

RUSSELL, L B Baltimore Oas U Electric Co 92/09/13 HAYNES. R C 
Reigion 1. Office of Director Ip 15615 349 24X 

Fiche SO-3 1 7. 82/09/27, 8210060385 


@210130461 Forwards LER 82''0S6/O3L-0 

RUSSELL,L B Baltimore Oas h Electric Co 02/09/30 HAYNEGi R C 
«egton t, Qffice of Director tp 15602 130 24X 

Fiche 50-317.82/09/30.0210130461 


'' 3210130465 LER a2-056/O3L-0 on 920907. con t a inmen t particulate & gaseous 
RMS sample pump tripped U uould not restart Caused by 
failure cf shaft coupling due to etcessive wear created 
by corrosion of pump vanes Coupling replaced 
LAQEEHSKi.J s . LUDHIO, P G Baltimore Oas ic Electric Co 
02/09/30 Region i. Office of Director ip 15682 139 24X 

Fiche 50-317,82/09/30,0210130461 


621 0 1 30543 FoTwardi updated LER 02-023/01 X-i 

RUSSELL. L B Baltimore Oas h Electric Co 02/09/30 HAYNES, R C 
R*gion 1. Office of Director Ip 15602 279 24X 

Fiche 50-317.82/09/30,0210130543 


-&aiOI30559 Updated LER 02-O23/O1X-1 on 820514, Unplanned dilution of RCS 
In eicess of O 54 delta K/K experienced Caused by perforated 
tubes, in steam generator 11 i 1 tube in steam generator 
12 Tube support plate rim cut 

^ ^ ' 'J^NNINOS.R T Baltimore Oas & Electric Co 
02/09/30 Region 1, Qffice of Director 3pp 15602 200 a4X 

Fi«h» 50-317.92/09/30,8210130543 


— 8210250160 LER S2-052/03L-0 on 920913 8. 20, emergency diesel generator 
li failed to achieve required rpm within 10-s Caused by 
loose connector on speed switch □**88-4848 Connector 
tightened S( lock-wired 

PAUI8.0 8 . SASSOrL F Baltimore Oas tt Electric Co 82/10/13 
Region 1. Office of Director 2pp 19788 831 24X 

Fiche 90-317*82/10/13.0210250154 


DOCKET 90-318 CALVERT CLIFFS NUCLEAR POWER PLANT. UNIT 2 


A App 1 ic ation/conitrsic tlon stage documents & correspondetice 


8210190039 Forwards foe for B2O03O Class III license amend roqueet for 
relief from inservlce Insp program requirements 

FABRlZtO.R F Baltimore Oas U Electric Co 08/10/13 MILLER. If O 
License Pee Management Branch Ip 15720 020 24X 

Fiche 90-310, 02/10/13,8210180039, 


F Security, medical* emergency It fire protection plans 


0203050387 Forwards IE Insp Repts 50-317/82-02 B< 50-318/82-02 on 
020106-0202 notice of violation. 

STAROSTECKli R Division of Project i Resident Programs S2/02/16 
LUNOVALL. A. E Baltimore Oas I' Electric Co 2pp 12134 299, 24X 

Fiche 50-317.82/02/16.8203050397 


— 8210190714 IE Insp Repts 90-317/82-02 t. 50-318/82-02 on 820106-0202 
Noncompl iar>< e noted' fai lure to adoqueteiy control special 
processes associated u/rcpalr of saltwater piping & failure 
to properly neutralise regenerative waste 

ARCHITZEL.R £ Division of Project |< Resident Programs 82/02/12 
llpp a4X rich# 50-317*82/02/16,0203050387 


9210210544 Releases public version of revised emergency respo-nse plan 
implementing procedures 

FELTON, J M Division of Rules and Records 92/09/23 Document 
Management Branch Ip 15782 330 24X Flch* 50-317.92/09/23, 

8210210544 


—8210210546 Forurards public version of revised emergency response plan 
implementing procedures, inciud ing Frocedures EPIP 5 5 re 
eierc ises. test 6 drills it EPIP App B 2 re maps U charts 
e Baltimore Oas it Electric Co 02/09/15, CLARK.R A Operating 
Reactors Branch 3 Ip 15782 331 24X Fi cfie* SO-31 7^ 02/09/23. 

8210210844 


aa 10130560 Forward* LER 02-O54/O3L-O 

RUSSELL, L a Baltimore Oas 1. Electric Co 02/09/30 
Regaon 1. Office of Director Ip 15679 114. 24X 

Fiche 50-317,82/09/30,8210130960 


HAYNES* R C 


-6'21013097B LER 02-O^4/O3L-O on 820031,12 auxiliary feedwater pump 
governor linkage vibrated 1 oose, rendering pump inoperable 
■Caused by loose nut connecting governor lever to connecting 
causing pm to come out Pin reinserted 
v^UNGE.M A . L'HEUReuX, fi H Baltimore Oat 6 Electric Co 82/09/30 
Region l, Office of Director Ip 15679 119 24X 

Fiche 50-317.02/09/30.0210130560 


S21O190290 Forwards updated LER 00-041/OlX-l 

RUSSELL* L 0 Baltimore Oas It Electric Co 82/10/06. HAYNES. R C 
Region 1. Office of Director Ip 19742 172 24X 

Fiche 50-3 1 7. 82/10/06, 0210190290 


B21D19D296 Updated LER H0-041/OIX-1 on 800021.5 minutes after sve, water 
head tanks went from normal operating level to ful 1, i »op has e 
bus duct cooling low flow alarm received Caused by air 
jeompresior failure due to cracked after cooler tube* 

OAVIS.S M . HUSEBY, D E Baltimore Oas it Electric Co 82/10/06 

Region I. Office of Director 2pp 15742 173 24X 

Fiche 30-317.82/10/06,0210190290 


e2:t0l90730 ftO on 820027. oyster samples showed detectable levels of 
concentration qf Ag-IlOm Caused by natural tendency of 
oysters to concentrate environ silver Radioactive releases 
For first half of 1982 within allowable limits, 

FLTHRHAN.O R. Baltimore Oas it Electric Co 82/10/11 HAYNES. R C 
Rvgton i. Office of Director 2pp 19736 270 24X 

Fiche 50-317,82/10/11,0210190730 


— 8210210SS1 Public version of revised emergency response plan 
implementing procedures, inciud Ing Procedures EPIP 9 3 re 
there ises, t est i drills Ic EPIP App 8 2 re maps & charts 
List of effective pages end. 

e Baltimore Oai it Electric Co 82/09/15 20pp 15702 332 24X 

Ficha 50-317,82/09/23.8210210944 


9210120134 Forwardt third suppl to 790914 fire protection safety 
evaluation, re solving Item 3 2 i,*'FlTe Haiards Analysis »' 

Nlnety‘*‘day period to Inform of installation schedule for 

source range flux monitoring instrumentation acceptable 

CLARK. R A. Operating Reactors Branch 3 02/09/27 LUNOVALL. A, E 

Baltimore Oas ti Electric Co ip 15692,157 24X 

Fiche 50-317, 82/09/27, 0210120134 


—0210120139 Befety evaluation concluding that proposed fire protection 
design meets requirements ef App R to iOCFRSO. 1 tens lit 0,3 
l< III.L re safe shutdown in event of fire 

FIORAVAMTE, M, , HARRISON, 0 * JAFFE. D Operating Reactors Branch 1, 
02/09/27 9pp 19692' 158 84X FUhe 50-317,82/09/87,8210120134. 


8210150423 Application for amend to Licenses DPR-53 8« DPR-69 consisting 
of Revision 10 to security p Ian. a 1 1 aw Ing de vital 1 xation of 
vital areas during cold outages Plan withheld 
(ref 10CFR73 21) 

BOWMAKER, N J Baltimore Oas it Electric Co. 82/10/07 CLARK*R.A. 
□paratlng Reactors Branch 3 3pp. 15704.021 24X 

Fiche' 50-317, 82/10/07. 8210150423, 


8210180005 Submits update of util progress in closing TMl Action Items 
I Cv 1. II FI it III. A, 1 2 

LUNDVALLrA E, Baltimore Oas U Electric Co 82/10/12, CLARK. R. A. 
Operating Reactors Branch 3 3pp 13720' 028 24X 

Fiche. 50-317* 02/10/12. 8210180005 


GSI.O&-50154 Forward 1 LER 82-052/03L-0, 

RU&SELL. L, 8 Baltimore Oa* |( Electric Co 82/10/13 HAYNES, R C 
Rcffion ir Office of Director Ip 19788.230 24X 

Fiche 50-317.82/10/13.8210250194, 


P Operating license stage documents It correspondence 


8210010000 Responds to FQIA request for 19 categories of documents re 
nuclear reactor events It safety problems Forwards documents 
listed in App A 

FELTON, J M Division of Rules and Records Q2/06/2Q UDELL, R, A. 
Critical Hass Energy Project iSpp. 15727 005. 24X 

Fiche- 90-000, 02/06/28*8210010008 
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— 0204290040 Rtcojjimand'* prompt Jttontioo [>■ a ivfft to protJ*rt of pf»ctor 
coolant pump « loiuri ctuif corroiion det#c ttd «t 
ftatpofit* bg 820415 r*a«J*4t#i} 

ElSENHWr»D 0 Diviiton of Uictminj 02/03/24 HAffAUERiS H 
DlviaiQTi of Siftticns IntopTAtion (post BISOOS) 3pp ^>6035 222 
24X Ficho 30-000,62/06/28,0210010000 


6210100005 Submit* uprfat* of ut»l pragr*»» In doling THI Action 
I C Ir II, F 1 & HI A I 2 

LUNDVALL, A E flaltimora Cai & Electric Co 02/1O/S2 CLASH, R a 
Q ptrating Raaciort Branch 3 3pp 13720 020 24X 

Flcha 50-317,82/10/1210210100005 


6210000015 Addl ratpoflie to FOIA T*4U»it for 19 catagoflai of info re 
nuclaar reactor avint* Ic lafrtg pToblam* Forward! dDcunent* 
li<tad in App A OpcuRiint* in App 9 Gomplatvlg wlthhilif tr«f 
FOIA Exemption 5) 

FELTON, J. H Oivlilon of Rule* and Hecordi 02/07/12, UDEt-L,ll A 
Critical Mait Enorgg Progect 9pp 15663 027 24X 

Flch* 50-000,82/07/12.8210000013 


— 0210090064 Trip rtpt of 820207 vitit to NRR In B«th««da«M]> U 020208-10 
eitc viiit r« inetallatian of 10-inch automatic taolation 
vaWe in main fraduattr aga Bpec 67S0-K-233 for nuciaar 
carbon ateal gatergtoba ti chaclr valvit U. reUtad info and 
BEARDEN# ft 0 EOW, Inc 02/03/22 47pp 15663 192 24X 

Flcha- 50-000, 02/07/12, Q210080015 


0210070106 Foruiarda Amanda 73 Ic 36 to Licanttt OPR-53 h DPR-69p 
T a sptc t i VI I y I lafatg avalwation U notlci 9# itiuance & 
avallabilitg Amanda correct typographical arron ra 
iniarvlct Inap l< valva taating 

JAFPE, D H Opfrating Reactora Draneb 3 02/09/20 LU'NaVALL,A E 

Daltimora Oaa Elactrlc Co 3pp 15643.006 24K 

Flcha: 30-317. 02/09/20. 8210070106 


6210220370 Application to amend Llcenae DPR-69i changing STB tar 
operation of Cycle 5 at rated power of 2,700 HWt 
1_UN0VALL,A E. Baltimore Oa« 6 Electric Co 02/tO/15 CLARK, R a 
O perating Reacton Branch 3 2pp 13700 0 1 7 24X 

Flcha 30-310. 92/10/13.8210220378 


— 021O22O.3B5 Prppoiad STS changet for Cycle 5 operation 
of 2,700 fiWt 

a Beltimora Oei h Electric Co 02/10/15 t52pp 
Ficiha 50-318,02/10/15,0210220378 


at retij 

157Q0 034 24J 


0210200108 Notification of 821025 meeting u/util in Datheide,^D te 
dlacuee control of heavy load* 

JAFFE.B H Operating Reectora Drench 3 82/10/18 CLASH, R A 

Operating Reactor* Branch 3 2pp 15767 304 24X 

Fichi 80-3 1 7,02/10/18,8210200108 


8210260299 Forward* Cycle 3 reload emend fee 

LlFPOLDiU vf Daltlmore Oai & Electric Co 02/10/21 CLARK, R A 
Operating Reactora Branch 3 Ip 15003 211 24X 

Fiche 50-318.82/10/21.0210260299 


—9210070117 Amend* 73 U 56 to Licantei DPR-53 U DPR-69, retpect i velg. 
correcting typographical error* re Inservlc* in«p 4. valve 
teiting & aliauing «tart up of reactor* u/lnaperable but 
isolated power aperatad relltf valves 

CLARK, R A. Operating Reactor* Branch 3 82/09/SO 34pp 

15645 009 24X Fiche 50-317.82/09/20.8210070106 


0 Inspectlpn raportsi IE Bulletin* & c orreapondence 


0203050387 Forward* IE In*p R»pta 50-317/82-02 I. SO-3l&/a2-02 on 
920106-0202 6 notice of violation 

STAROSTECKI.R Division of project 6 Resident Programs &2/02/ib 
LUNDVALL. A E Baltimore Oas «< Electric Co 2pp 12134 290 24.] 
Fiche, 50-317, 82/02/16,8203050397 


—0210070125 Bafety evaluation aupgo-rting Amend* 75 56 to Llcenae* 

DPR-53 tc DPR-69, respectively 

•JAPFE*D H Office of Nuclear Reactor Ragulatlon, Director 
02/09/24 4pp 15649.043 2 4X Fi chi 50-317.82/09/20,8210070106 


— 8210190702 Notice ef violation from insp on 020106-0202 
STAROSTECKI . R Division of Project 6 Resident Frogrami 
2pp 15751 022 24X Fiche 50-317,82/02/16, 0203030387 


—8210070130 Notice of issuance 6 availability of Amend* 75 U 56 to 
License* DPR-53 4< DPft-69r respectively 

CLARK, R A Operating Reactors Branch 3 82/09/20 2pp 

13645 047 24X Fiche S 0-3 17, 82/09/80. 9210070106, 


8210290412 Foruard* Amend* 77 C, 58 to Uicenies BPR-33 I, DPR-69. 
respec t ivalg, safety evaluation It notice of lisuance 5 
aval lab i lity. Amend* rtvlie Tech Spec Table 3 7-4 which lists 
thufabers that raqulre periodic insp 6 testing 

JAFFE. D H Operating Reactor* Branch 3 82/09/23 LVNDVALL.A E 

Baltimort Oas $t Electric Co 3pp. 15863.873 24X 

Fiche 50-317.98/09/23,0210290412 


— B21029042B Amand* 77 & SB to License* DPR-S8 DFR-69, respec t ively, 
revising Tech Spec Table 3 7-4 which provitfa* lists of 
saf aty-r»Iat»d hydraulic shock suppressors Ctnubber*} which 
require periodic insp & testing 

CLARK. R A Operating Reacton Branch 3, 02/09/23 26pp 

15863:276 24X Fiche, 50-317, 92/09/23.8210290412 


— 8210290439 Safety evaluation logportlng Amend* 77 tt 50 to Llcen*** 
DPR“5a U DPR-69, roipectlvely 

a Office of Nuclear Riactor Ragulatloh, Director. 82/09/23 3pp 
18863-302 24X Fiche 50-317,02/09/83,8210290412. 


— 0810290444 Notice of isauanc* b availability of Aimend* 77 L 59 to 
Licenses DPB-50 b DPR-69. reap ectlv# ly 

CLARK, R A. Operating React on Branch 3. 62/09/23 2pp 

15863.305. 24X Fiche 50-317,92/09/23,0210890412. 


8210130338 Application to amend Licentes DPR-53 b DPR-A?. revising 
Tech Specs re praisuriier limiting condition for Dperation 
5 associated lurvcillanca re (^ui remen ts, 

LUNDVALL, A E. Baltimore 0*s L Electric Co 62/09/29. CLARK. A 
Operating Reactors Branch 3, 3pp 15600 268. 24X 

Flcha; 50-317, 02/09/89, 881 01 30338 


—0210130342 Proposed Tech Specs 3 4 4 b 4, 4. 4 r# RC8 pr#*»url*#r. 

e BaUimor* Oa* It Elextric Co. 02/09/29. 44pp, 15600.271. 24X 

F 1 c h e ; 50-3 1 7 r 82/09/29, 82 tO| 30330 


B210L50423 Application fer amend te Licaneas DPR-53 Ic DPR-69 consisting 
of Revision 10 to security pianrallowlng devitalljatl on of 
vital areas during cold o-utagat, P Ian withhelil 
Iraf tOCFR73.2n 

BOWrtAKER, W. J. llaUinere Oas It Electric Co. 02/10/07, CLARK. R A. 
Operating Raactore Branch 3 Spp 15704:021 HAX 
Fiche: 50-317. B2/ 10/07, 0210150423. 


—8210190714 IE Insp Rept* 50-317/82-08 L 50-318/82-02 on OSOlOi'0^2 
Noncompliance noted failure to adequately control special 
processes associated w/repair of saltwater piping & failure 
to properly neutraliii regenerative waste 
ARCHtT7EL, R E , HCCABE, E C Division of Project & Resident 

Programs 82/02/12 Hpp 15731 024 24X Fiche 50-317, 02/0?/ lb 

8203050387 


0210060099 Forward* IE Insp Rept* 50-317/82-06 I, 5O-318/02-D6 e» 
820315-16 U notice of violation, 

MARTIN. T.T Division of Engineering k Technical Programs 9S/&< 
LUNDVALL, A. E Baltimore Oas !< Electric Co 2pp 1 56 L 4 945 . 

Flcha V 50-317. 82/09/17. 0210060099 


--8210060104 Notice of violation from insp on 02O3J5-16 

a Division of engineering I. Technical Programs 82/09/17 it 
15614 347 24X Fiche 50-317, 82/09/ 17. 0810060099 


-a2l0060i27 IE Intp Repti 50-317/88-06 L 50-318/88-06 on 820315*14 
Noncotnp 1 iance noted failure to establish adequate 
proaedurei. fai lure to follow radiation protection procc-derii 
k failure to make nscetiery radiological surveys 
PLUNLEE.K E.i ORECNKANr E, 0 Division of Engineiring k Ttihniii 
Program*. 02/09/17 lOpp 15614 349 a4X Fiche BO-3S7,B2/fr9 
8810060099 


0210070106 Forward* Amends 75 k 56 to Licenses DPR-53 I, DPn-6?. 
respectively, safety evaluation k notice of issuance I, 
av« I lab i 1 1 ty. Amends correct typographical error* ra 
tnservice Intp k valve testing. 

UAFFE,D.H Operating Reactors Branch 3 82/09/80 LUROUAlLi * f 

Baltimore Oas 6 Electric Co 3pp 15645 006 84X 

Fiche; 50-317, 82/09/20. 0210070106 


— 82100701 17 Amends 75 It 56 to Licenses DPR-53 k DPR-69i 

correcting typographical errors re Intervicc insp k valvf 
testing k allowing start up of reactor* w/inoperahle bu1 
isolated power operated relisf valve* 

CLARK, R A. Operating Reactors Branch 3 02/09/20 

15645-009. 24X FI ch*. 50-317. 82/09/80, 8210070106 


B2101S0214 Forwards |E Imp Rept* 50-3)7/82-83 I, 50-31 6/0S-I9 «h 
020810-0914 U no bice of violation 

STARDSTECKl.R Divlflon of Projsct k Resident Program* B7/0f/27 
LUNDVALL, A E. Baltimore Oas It Electric Co Spp 15705 254 913 

Fiche - 50-317, 82/09/27, 0210150814 


—8210150826 Notice of violation from Insp on 820810~0914 

e Dlviilpn of Project k Resident Program*. 82/09/27. 9M 
J5705-236 24X FlChei 50-317, 82/09/27. 8210150214 
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'--8210150^35 le Insp Repta 5O“317/0a-23 & 30-310/02-1? on 820010-0914 
M<}Ti{:Drrip 1 1 anco noted rddloLogic^l event not declared nor 
appropriate reiponee tatcen b procedures not properly 
i^p lemented 

WICH]T2ELpR E j TRIMBLE. D C, , MCCABE. E C Divltion of Project 8c 
Reildent Programs 82/09/27 IBpp 19705 230 a4X 
F£c^e 50-317. 02/09/27, 0210150214 


—0210200200 LER ei“0l4/03L-0 on 010305, 4-kV buses 21 8. 24 EBF actuation 
sys degraded voltage relays found out of calibr Cause 
unknoun Trip setpoints readjusted Relays uill be tested at 
increased frequincy 

DAVlS.g H . RIZZO.P 0 Baltimore Oas & Electric Co 01/04/03 
Region 1. Ph i ladeiphia. Office of the Director 181/03/01) 2pp 
15837 031 2At Ftcha 50-3(0,01/04/03.8210280194 


B2l00b0240 Foruards notice of violation re IE Insp Repti 50-317/82-07 
t, 50-310/02-07 on 020413-0311 Violation A re operation 
uc^hydrogen analyiers inoperable needs no response Violation 
0 re anadeq.uate revieu requires full responso 

Sr/VRG5TECKI . n Division of Project b Resident Programs 02/09/89 
HJ!iOVALL,A E Baltimore Oae Z. Electric Co 3pp 19fil9 322 24X 

Fiche 50-317.02/09/29,8210060240 


6210070159 Requests approval for excluding reactor vessel closure studs 
at fac n itios. per IE Bulletin 82-02 b Rey Guide 1 65 
Bolting natl complies u/r ocommended matls 

LUflDVALti A E Baltimore Gas b Electric Co 02/10/01 DEYOUNG. R C 
Director's Office, Office of Inspection and Enforcement 3pp 
15627 013 24)( Ficho 50-317.82710/01.0210070159 


8210280279 Forwards LER 01-O13/O3L-O 

RUS8ELL.L B Baltimore Gas {. Electric Co 01/04/03 GRIER. D H 
Region 1. Phi ladelphia. Office of the Director <01/03/01) Ip 
13037 044 24X Fiche 50-318.81/04/03.0210200279 


—9210200204 LER BI-013/03L-0 on 010304. while installing instrumentatioTS. 
temporary shunt opened. causing loss of power to low pressure 
safety injection pump 22 Sc momentary loss of shutdown 
cooling flout Caused by opened lead on one end of shunt 
UENDERLIGH. R L RIZZO.P G Baltimore Oas S< Electric Co 
01/04/03 Region 1. Phi ladelphia. Office of the Director 
<81/03/01) 2pp 15837 043 24X Fiche 50-310.01/04/03. 

0210200279 


6209190233 IE Info Notice 80-35. Buppl 1. “Leaking Sc Dislodged 1-125 
Irplant Seeds “ 8vc list end 

CORO.L I Division of Fuel Facilities. Materials Sc 8afeguards 
82/10/06 Consolidated Edison Co of New York 66pp 15761 250 

34X Fiche 50-000.02/10/06.0208190233 


'0210130099 Ack receipt of 020917 I tr Informing NRC of steps taken to 
■correct violations noted in IE Insp Repts 50-317/02-20 S< 
50-310/02-17 

MARTIN, T r Division of Engineering Sc Technical Programs 02/10/06 
LUNDVALL. A £ Baltimore Gas Sc Electric Co Ip 19673 104 24X 

Fiche 50-317.02/10/06.0210130099 


8210280191 Forwards LER ai-012/03L-0 

RUSSELL. L B Baltimore Gas 6 Electric Co 01/04/08 GRIER. B K 
Region 1. Phi ladelphia. Office of the Director (81/03/01) Ip 
19037 064 24X Fiche 50-318.01/04/00.0210200191 


—0210200195 LER 8t-0i2/03L-0 on 810309. while personnel were exiting 
containment bldg via normal personnel hatch. both doors were 
open simultaneously Caused by broken cam follower in door 
operator Naint on clutches incorporated into procedures 
a Baltimore Gas Sc Electric Co 81/04/00 Region 1. 
Philadelphia. Office of the Director <81/03/01) 2pp 15037 065 
24X Fiche 50-318.81/04/08.8210200191 


— B210L30I03 Responds to NRC B20819 Itr re violations noted in IE Insp 
flepts 50-317/62-20 b 50-318/02-17 Corrective actions 
Operating I nstruc tl on. AQ Procedure 2 St Instruction 302 
revised 

LUNDVALL, A E Baltimore Gas St Electric Co 82/09/17 MARTIN, T T 
Division of Engineering S' Technical Programs 4pp 15673 109 
24X Fiche 50-317.02/10/06.8210130099 


G2I0190797 Ack receipt of 020915 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-317/02-18 S< 

50-31 0/B2- 16 

STAROSTECK 1. R Division of Project S< Resident Programs 02/10/12 
LU.VOVALL. AE Baltimore Gas 8< Electric Co Ip 15736 314. 24X 

Fiche 50-317,02/10/12.8210190797 


0210190803 Responds to NRC 02OS16 Itr re violations noted in IE Insp 

Repts 00-317/02-10 8. 90-310/82-16 Corrective actions 
[nstruc t i on-1 12 revised to ensure essential equipment will 
not be inadvertently remo-ved Prom sve FTI— 107 also revised. 
LUNDVALL, A E Baltimore Gas & Electric Co 02/09/15 
SFAROSTECKI . R Division of Project << Resident Programs 2pp 
15736 319 24X Ficho 50-317.02/10/12.0210190797 


02IL018Q039 Forwards foe for 820830 Class III license amend request for 
relief from interview insp prog ram requirements, 

FABRlZtC, R F Baltimore Oas b Electric Co 02/10/13 MILLER. W 0 
Uicense Fee Management Branch Ip 19720 020 84X 

Ficho 90-310.02/10/13.0210100039 


01200190238 IE DulUtin 02-03, «'8tress Corrosion Cracking in Thick- 
Vla 1 1 • Larg e-Di ameter , Stain less Steel . Rec Ircu latlon Bys 
Piping at BHR Plants " 8vc list end 

DEYOUNG. R C Director's Office. Office ef Inspection and 

Enforcement 02/10/14 Consolidated Edison Co of New York 

J I5pp (3810 123 24X Fiche 50-000.02/10/14.8209190238 


n- Periodic operating reports b related correspondence 


8210280336 Foruards LER ai-Oi5/03L-10 

RUaSELL, L B Baltimore Gas k Electric Co 81/04/17 GRIER. 0 K 
Region 1. Phi lade tphia. Office of the Director <01/03/01) Ip 
19038 324 24X Fiche 50-318.81/04/17.0210280336 


— 02IO2BO341 LER 01-O1S/O3L-O on 810319. resul ts of routine sample of 
boric acid storage tank 21 revealed boric acid 
concentrati on greater than Tech Spec liml t. reduc mg borated 
warer sources to one Cause undetermined 
a Baltimore Oas b Electric Co 81/04/17 Region 1. 
Philadelphia. Office of the Director <01/03/01) 2pp 15038 325 
24X Fiche 50-310.01/04/17.0210200336 


0210270237 Forwards LER 01-O22/O3L-O 

RUSSELL. L B Baltimore Gas b Electric Co 61/09/15 GRIER. B H 
Region 1. Ph 1 ladelphia. Office of the Director (01/03/01) Ip 
15020 279 24X Fiche 50-310.01/05/15.0210270237 


—0210270241 LER B1-022/03L-0 on 010419. during power increase, containment 
gaseous b particulate radloac tivi ty monitoring sys sample 
failed Caused by broken motor coupling Kotor coupling 
replaced 

* Baltimore Gas b Electric Co 01/05/19 Region t. 

Philadelphia. Office of the Director <01/03/01) 2pp 15829 276 
24X Fiche 90-318.31/09/15.0210270237 


0210040216 Forwards LER 82-042/03L-0 

RUSBELL.L B Baltimore Gas b Electric Co 82/09/23 
Region 1. Office of Director Ip 19506 132 24X 

Fiche, 50-318. 82/09/23. 0210040216 


HAYNES. R C 


— 9210040226 LER B2-042/03L-0 on 020824. Inner door on normal personnel 
hatch to containment would not shut completely Caused by 
broken cam follower to handwheel Inner door repaired Katli 
upgraded 

WENDERLlCHi R L. . WEIR. P J Baltimore Gas b Electric Co. 82/09/23 
Region 1. Office of Director Ip 15506 133 24X 

Fiche 50-318,02/09/23,8210040216 


32'1021O32a Forwards monthly oparmtlng repts for Sept 1902 

4.0TIT0.E M Baltinora Gas b Electric Co 02/10/15 Director's 
Office. Office of Inspection and Enforcement Ip. 15762 003 24X 

Fiche 50-317.02/10/15.8210210328 


9210040066 Forwards LER 02-04 1/03L~0 

RU88ELL. D Baltimore Oas b Electric Co 
Region 1. Office of Director Ip 15581 
Fiche* 90-318, 82/09/24. 0210040066 


02/09/24 
235 24X 


HAYNES. R C 


--0210210457 Monthly operating repts for Sept 1982 

LQTITQ.E Baltimore Gas b Electric Co. 02/10/15. lOpp 
1576.2 0 04 24X Fiche 50-317.82/10/19.0210210328 


S- flopor tJib lo occurrences. LERs b related correspondence 


—0210040069 LER 02-041/031-0 on 820826. excessive leak rate discovered 
past containment personnel air lockout b door gasket. Caused 
by decrease In force holding door shut Door operating 
mechanism adjusted to increase pressure , 

JUNGE. M. A Baltimore Gas b Electric Co 02/09/24 
Office ef Director ip 15581.236, 24X Fiche, 90-318. 02/09/24. 

6210040066, 


6310280194 Forwards LE« 01-O14/O3L-O 

RUSSELL. L 0 Baltimore Gas b Electric Co 81/04/03 GRIER. B H. 
Region i. Ph i ladelph » a. Office of the Director <81/03/01) Ip. 
15837*030 24X Fiche 90-318101/04/03,0210280194 


8210040211 Forwards LER S2-040/03L-0 

RUSSELL. L.0 Baltimore Gas b Electric Co 02/09/24 
Region 1. Office of Director ip 19537.177 24X 

Fiche. 50-318. 02/09/24,0210040211 


HAYNES. R C 
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DOCKETED ITEMS 


-9210040219 LER a2--040/03l--0 820823 U Pr***uriitr l.v*l 

illghtlv from pragrafli l#v«l bi^ mor* 
nornil it»T top oporatiofti Cauftd by loading of flialn torblna 

g.Otrafcor.RCS tamp lulng* cf 10 B2/09/24 

JVHGE.H A - WEiRrP J flaltinor* 83/09/24 

Ragion 1. Offlci of Director, Ip 15587 178 24X 

Flch* 50-318,82/09/244 8310040211 


92102102^^ Ratponsr to NRC 021014 motion to conform propoted Trth Sp 
attached to NHH 800211 order q,/ 820924 amend to order 
Licaniea doaa not oppose motionp att umlng formal amend 
auait« outcome of prospective hearing W/Cer ti f ica te of five 
AIDOUAY, D A Matropolitin Edison Co RIDOWAVp D A fihau, Pitloar 
Potts 4: Troutridge 02/10/18 Atomic Safety and tlcsniinp Bear 
Panel 5pp. t57A& 332 24X Fich* SO-320 , 82/10/ 10. 031021026* 


B210190730 fiO'on eaO'027« oy i ter laflipl** showed detectable levels 
concentration of Ag-ltOm Caused by natural tendency of 
oysters to concentrate environ silver Radioactive releases 
for first half of i982 within ■ } ^ ^ , mavneS^R C 

FUHftifAN, 0 R Daltimore Oas 4 

Region I. Office of Director 2pp 15736 270 24X 

Fiche 90-317.02/10/11,8210190730 


8210230000 Forwards LER 02-044/031. 0 oo/im/in 

RUSSELL, L B. Baltimore Oas 4 Electric Co B2/10/I9 
Region li Office of Director Ip 15707 059 24X 

Fiche 50-310,02/10/15.8210250009 


HAYNES, R C 


3210210173 Motion to extend period of time for Cammistion to rtviiw 
ALAD-6-92 Certificate of Sve enc I 

TROWBRIDGE*® F Metropolitan Edison Co TRDWDRIDOE, 0 F Bhav. 

Pittman, Potts 4 Trowbridge 02/10/20 Commiss 1 oners 4pp 

19766 060 24X Fiche 50-320,82/10/20,82102 1 0173 


—0210210179 Ra,|U«tt for extension to B21115 to file motion for 
reconsideration 4 mod of 820915 ALAB— 692 Certificate of 


TROWBRIDGE, 0 F Metropolitan Edison Co 
Pittman* Potts 4 Trowbridge 02/10/20 
Llcensin-g Appeal Panel 5pp 15766 064 
Fiche 50-320*02/10/20,8210210173 


TROWBRIDOE,® F ^Piae, 
Atomic Safety and 
24 X 


■-B2102S009S LER 02-O44/O3L-O or> 02091 5, emergency diesel generator 21 
tripped during teitlny Caused by common low jacket cooling 
water pressure switch isolation valve Left closed following 

matnt Valves opened r* moyio/is 

PAVIB.O 8 * BASSO* L F Daltimore = 02/10/15 

Region I, Office of Director 2pp 15707 059 24X 

Fiche. 50-310, 02/10/13, 0210330000 


0210220313 Order granting util 020914 request for leave to fill 
petition for reconsideration of portion of ALAB-692, sub j- U 
Commlfsion granting util 820914 request to extend period for 
sua sponte review 

TOMPJilNS, D A Atomic Safety and Licensing Appeal Panel 03/10/24 
Metropoliten Edison Co 2pp 15776 177 24X Fiche 50—320. 

82/10/20,6210220313 


8210200134 Forwards LER e2-046/03L-0 
RUSSELL, L fl Baltimore Oas 4 J 

Region 1, Of# ica of Director Ip 15037 339 24X 

Fiche 50-310.82/10/20,0210280134. 


HAYNES, R C 


—8210280141 LER 82-046/03U-0 on 020920 i reactor protective ays channel C 
trip unit for high prassuriter pressure 

failed low trip bistable power lUpplyrModel DRA15- 750/19 
750B Cause onknowri Power supply replaced 

LAOIEWSKIfJ 8 . RAYNOR. J M Baltimore Oas . 

02/10/20 Region li Office of Director tp 15037 240 
Fiche 90-310182/10/20.6210200134 


24X 


9210270176 Memorandum 4 order granting NRC motion to conform prepoir 
Tech Specs to NRR Director 830924 order amending B00211 
order, separating fuel handling bldg air cleaning exhaust syi 
4 auxiliary bldg air cleanup exhaust sys Tech Bpect 
WOLF, J F , PARIS, 0 H , 6H0N,F J Atomic Safety and Liccniirg Icari 
p«nel 62/10/25 Office of the Executive Legal Dirtetor 3pp 
15023 011 24X Fiche 50-320,02/10/29,0210270176 


021O27OL7O Order extending time until 821112 for Commission to act li 
review ALAB-692 

CHILK,a. J Office of the Secretary of the Commission &2/J0/3S 
Commissioners Ip 15832 348 24X Fiche 90-320,02/10/36, 

0210270170 


DOCKET 50-320 THREE MILE ISLAND NUCLEAR SMTION, ^^17^2 
F Security, medical, emergency 4 fire protection plans 


8210050491 Forwards exemption from annual emergency plan exercise 
requirements o# lOCFRSO.App E re level of govt 

STOLzfj^F^ Operating Reactors Branch 4 02/09/14 ® 

Osneral Public Utilities - CPU Bervlce Corp. 7pp 19626 291 24X 

Fiche 30-289,82/09/14,6210050491. 


J Insurance 4 Indemnity information 


8210150147 Forwards Endorsements 93 4 54 to MAELU Policy HF-73 t 
Endoreements 61 4 62 to NELIA Policy NF-220 

DERETV.H F General Public Utilities - GPU Service Corp B2/l(l/ui 
SAtTZMAN, J Antitrust 4 Economic analysis Branch {Utility Flninra] 
9pp 13697 399 24X Fiche 30-289,02/10/07,0210150147 


P Operating license stage documents 4 correspondence 


—0210050499 Exemption from annual amergency plan requirements re level 
of govt participation in exercises 

ETfiEHHUTrD 0. Division o# Licensing 02/09/14. Oenrral Public 
Uttlitiss - GPU Bervlce Corp 4pp 15626 298 24X 

Fi c h e : 5 0-209* 8 2/09/ 14,821 0030 491 


8210190100 Notification of contract execution "‘TJil-a Fire Protection 
Evaluetion, awarded to Rolf-Uensen 4 Assoc iates, Inc. 

FLEENOR.C. Technical Assistance Contracts Branch FIN B-8632 
B2/09/29 VOLLNER.R H , NOLAN, F Division of Engineering. Ip 
15738:118 24X Flchs- 50-320* 82/09/29* 8210190160 


8210050466 Requests installation of speakerphone at TMl info «fc 
KERR, V 8 Telecommunications Branch 00/01/30 ACCAROQ, V 9tll i 
Pennsylvania Ip 15633-236 24X Fiche 90-320*00/01/30.0210050464 


0210-080061 Comments on info gleaned from preoperatione 1 testing le-ilci 
entries of 770905-12 Installation of reactlmeter in all 
plants prior to startup tsstlng suggested Logbook entries 
enc 1 

0RN8TEIM,HL Director's Office 01/07/16 Director's Dffiie 
29pp 19669 326 24X Fiche 50-320.81/07/16,0210090061 


—0210190105 Contract, "TMl-2 Fire Protection Eveluatlon, " awarded to 
Rolf U^ensen 4 Assoc iates, Inc. , 

WE0BjW a Rolf Uensen 4 Associates, Inc. MATTIA.M -J, Technical 
Assistance -Contracts Branch. FIN B-0632 02/09/29. 0pp. 

19738; 119. 24X Fiche. 30-320, 82/09/29, 8210190100 


0210120406 "Recently Evaluated Pr eoperati onal Test Precursor Sf DlC-2 
Accident," for presentation at AN8 1962 Power Dlv Topical 
[Meeting In Ch arleston, 6C, 020326-31 

ORM0TEIN, H L, Director's Office. 02/03/31 24pp. 1569i 143 SU 

Fiche 30-320,02/03/31,0210120406. 


0 Adjudicatory corraspondance 


0210040021 Notice of withdrawal of appearance In proceeding. 

LEWIB,3 H Hearing Branch 2 82/09/29. 2pp 15881-260. 24X 

Fiche 50-320 , 82/09/29, 821 004002 1 - 


0310010008 Responds to FOIA request for 19 categories of doeuaenli ri 
nuclear reactor events 4 safety problems Forwards docuaentl 
listed In App A . „ ^ 

FELTON, U M Division of Rules and Records 02/06/28 UD6LL1.R A 
Critical Mass Energy Projact iSpp 15727.005. 24X 

Ft Che - 50-000, 02/06/20. 6210010000. 


6210150406 Motion to modify Tech Spies formally to conform w/820724 
emend of NRR Director 000211 order, al lowing separation of 
fuel handling bldg air cleanup exhaust sys 4 auxlllarv bldg 
elr cleanup exhaust eye Tech Bpe-cf, H/Certlf Icate of Bvc. 

HILCOVE, M N Hearing Branch 2 82/10/14. Atomic fiafety and 

Licensing Board Panel. 17pp 19714193 24X Fiche. 50-320*82/10/14* 

0210190406 


6210060473 Requests submlttel of imp lementetl on schedules fo^ 
completing removal of EPICOR-II prefilter 4 sobmarged 
demlneral 1 1 er lyi Ion exchange wastes, for dtfueling reactOT 
core 4 for removal of reactor coolant wastes 
DENTONtH.R Office of Nuclear Reactor Regulation, Director 
02/09/08 ARNOLD, R C General Public Utilitiai - GPU 0#rvkl <ir| 
3pp 1S636 220 24X Fiche 50-320,82/09/08,0210060473. 


0210030937 Speech entitlad, ^'ReguUtory Aspects of TMI Clsinui 
LQi-R , BELLAMY, R TMI Program Office. 02/09/20, 6pp. kSMMta 
24X Fiche: 50-320, 02/09/20,0210050937 



DOCKETED ITEMS 
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£^I02A053S Forwards amend of order, safety evaluation U proposed Tech 
Sjiecs Amend changes Tech Specs to allow for operations to 
pi-e^ar* for recovery mode activities 

Ji THI Program Office 02/09/24 KANOA. B K Oaneral 
■Pwhllc utilities -* GPU Service Corp 2pp 15S30 333 24X 

riche 50-320,02/09/24,0210260333 


8210150035 Fortifartf* polar crane functional description & rosponte 
to Item 4 of 020401 Ifcr re crane maint Checklist of 
specific ite«t for crane malnt to be evaluated 

KAMOA 4 B K General Public Utilities - CPU Service Corp 0S/1O/12 
BARRETT. L H T«I Program Office. a7pp 15701 214 24X 

Fiche 30-320, 02/10/12^8210130083 


— 0210260533 Amend of order changing Tech Specs to define which equipment 
would provide adequate ventilation capability for fuel 
handHTig t< auxiliary bldgs 

CASE.E G Office of Nuclear Reactor Regulation. Director 
02/09/24 General Public Utilities - GPU Servlc* Corp 4pp 

15830 335 24X Fiche 50-320,02/09/24.0210260535 


S210190570 Forwards Revision 0 to "Gafety Evaluation for Submerged 
Oeminaraliier 8gi Liner Rocombinor Sc Vacuum Outgasslng fiys 
Sui sat Imfactorily tested by Rockwell Hanford Qperatloni 
KANGA, D K General Public Utilities - GPU Service Corp 82/10/13 
DARRETT, L H TMI Program Office 2pp 15736 103 24X 

Fiche 30-320, 02/10/13. 0210190370 


"■02JG26O547 Safety evaluation supporting Tech Spec* change defining 
equipment to provide adequate ventilation capability for 
fuel handling S auxiliary bldgs 

^ Office of Nuclear Reactor Regulation, Director 82/09/24 5pp 
15830 339 24X Fiche 50-320,02/09/24.8210260535 


--8210260552 Proposed Tech Spec changes re fuel handling auxiliary bldg 
air vsntilatioTv cleanup sys 

^ Office of Nuclear Reactor Regulation. Director 82/09/24 3pp 
15030 344 24X Fiche 50-'320, 02/09/24, 02 1026053 S 


6310270320 Informs that proposal to conduct extended decontamination 
■eFTort acceptable Procedures used to implement 
d ec on tarn me 1 1 an effort subj to approval Rationale for 
approval t discussion of evaluation end 

SN/DER,S J THI Program Office 82/09/24 KANGA, E K General 
Public Utilities - GPU Service Corp 7pp 15034 351 24X 

F i c 6 e 50-350, 02/09/24 , 02 1 0270328 


6310190052 Requests attendance at 020920 meeting to discuss actions to 
Qbbaiin actual RCS gas space info St future plans for 
e-s ta b I i sh mg inert gas atmosphere in drained RCS portions 
uhich need not be yented 

eARRETT. L K TMI Program Office 02/09/27 KANGA, 0 K General 
Public Utilities - GPU Service Corp 2pp 15761 044 24X 

Fiche 50-320. 02/09/27, 09 10190032 


6310040200 Informs of newly established dairy farm yielding calculated 
(io $0 or dose commitment greater than several farms 
curre-ntly monitored by land use census Farm added to 
radiological monitoring program 

KAJJGA. 0 K General Public Utilities - GPU Service Corp 82/09/20. 
6M/DER, □ J TMI Program Office Ip 15503 163 24X 

Fiche 50-320, 82/09/28, 0210040200 


Sai0070220 Advises of installation of pressure relief device for long- 
tvras storage of spent submerged demineral i 1 er sys liner 
vient hoses 

KANGA, B K General Public Utilities - CPU Service Corp 02/IC/O4 
BARRETT. L H THI Program Office 2pp 13637 161 24X 

FicAe 50-320, 02/10/04.8210070220 


B2JG070365 Notifies of planned operations which will cause containment 
waste water inventory to exceed 50,000 gallons. In response 
to NRC 020420 Itr 

KAP/GA. B K General Public Utilities - GPU Gervice Corp 82/10/04 
BARiRErT, L H TMI Program Office Ip 15634 035 24X 

F i c h If 50-320 , 02/ 1 0/04 , 02 1 0070365 


0210130503 Revision 1 to Recovery Operations Plan Change Request 
IB. Revision will permit opening of both equipment hatch 
airtoct doers in order to allow excessive length tools & 
eq.bilp^ent to be transported into containment 

KAM'GA. B K General Public Utilities - GPU Service Corp 82/10/06 
BARRETT, L H THI Program Office 12pp 15679 063 24X 

Fi<lh« 50-320,02/10/06,0210130583 


-'-‘B210 13G5B4 Tech 8pec 4 6 1 re primary containment integrity 

* General Public Utilities - GPU Service Corp 02/10/06. 2pp 
19679 075 24X Fiche 50-320,62/10/06,0210130303 


62 S^®^^*** Provides info on schedules for removal of EPICDR II 
p-r ft T i 1 bers, submerged demincral i ler sys ion exchange wastes li 
t-r-met-or coolant purification sys ion exchange wastes, per NRC 
620908 Itr 4c util 020921 response Sve list end 

Arnold, R C. General Public Utilities - GPU Gervice Corp 82/10/06 
DENTON, H R Office of Nuclear Reactor Regulation, Director 5pp 
1S£>*3S 174 24X Fiche 50-320, 82/10/00, 0210130279 


^2 1'01!5G043 Provides results of sampling program to determine RC8 
rivdroaan evolution, in response to 020927 Itr Based on 
p^r le 1 i niinary evaluation, combust! ble gas mixture will not 
oc^sJT in loop high points in foreseeable future 

KAKGA, D K General Public Utilities - GPU Service Corp 02/10/08 
pARRETTrL H TMI Program Office 3pp 13701 129 24X 

FI ch*' 02/10/00, 0210130043 


— 021O19G577 Revision 0 to “Safety Evaluatinn for Submerged Deminaral i ler 
0ys Liner Rccomblner It Vacuum Ootgassing Sya “ 

e General Public UCllitles - OPG Service Corp 82/10/31 7pp 
15736 105 24X Fiche 50-320, 82/ 10/ 13, 621 0190370 


B210200012 Advises of status of EPICOH pref i I tor Itner Inserting 
Analyses indicate that hydrogen generator rat© can be 
adequately determined for nona i rtlght liners by 
concentration of hydrogen at initial sampling it IcaX rate 
KANOArD K General Public Utilities - GPU Service Corp 82/10/14 
BARRETT, L H TMI Program Office 2pp 15732 328 24X 

Fiche' 50-320, 02/10/14,8210200012 


0 Inspection reports, IE Bulletins & correspondence 


0210260225 Ac k receipt of B20902 Itr in response to violations noted 
in IE Insp Rept 50-320/02-06 Info not previously available 
to inspector during insp Recent investigation revealed new 
facts that could alter item of noncomp 1 ianc e 

STAROSTECKI, R Division of Project U Resident Programs 02/09/28 
KANGA. 0 K General Public Utilities - GPU Service Corp. 2pp 
15830 349 24X Fiche 50-320,82/09/28,8210260223 


— B2J0260236 Responds to NRC 020730 Itr re violations noted in IE Insp 
Rept 5O-32D/02-O6 Apparent violation re broken lid holddown 
ring on drum happened during transport Util not responsible 
KANGA, S K General Public Utilities - GPU Service Corp 02/09/02 
HAYNee,R C Region 1, Office of Director 4pp 15030 351 24X 

Fiche 50-320,82/09/20. 0210260225. 


0208190233 IE Info Notice 80-39, Suppl 1, "Leaking Dislodged 1-125 
Implant Seeds " Sve list end 

COBB,L 1 Division of Fuel Facilities, Haterlals it Bafoguards 
82/10/06 Consolidated Edison Co. of New York 66pp. 15761 250 

24X Fiche 50-000.82/10/06,8208190233 


0200190238 IE Bulletin 02-03, "atress Corrosion Cracking in Thick- 
Hall, Uarge-Dl ameter, 8 tain 1 ess 8 teel. Reclrcu tation ayt 
Piping at DWR Plants " Bve list ertcl 

OEYOUNO,R C Director's Office, Office of inspection and 

Enforcement 82/10/14 Consolidated Edison Co of New York 

llSpp 15010 125 24X Fiche: 5 O-OOO 1 02/10/ 14, 0200190230 


R. Periodic operating reports L related correspondence 


0210070863 Forwards TMI Program Dfc weekly status rept far uk of 
820029-09-03 

BARRETT, L,H TMI Program Office. 82/09/03 DENTON. H R. Office of 
Nucltar Reactor Regulation. Director SNYDER.D- J THI Program 
Office epp. 15649 106 24X Fi che* 50-320* 82/09/03. 8210070063 


8210070150 Forwards TMI Program Ofc weekly status rept for wk o f 
020904-11, 

BARRETT, L H TMI Program Of fl< e. 82/09/13 DENTON. H. R. Office of 
Nuclear Reactor Regulation, Director SNYDER, D. J THI Program 
Office 6 pp. 15644-359. 24 X FI che. 50-320* 82/09/13. 82100701 50 


6210190127 Forwards TMI Program Ofc weekly status rept for uk of 
820912-18, 

BARRETT, L.H TMI Program Office 82/09/20. DENTON. H. R. Office of 
Nuclear Reactor Regulation, Director 7pp 19761:230 24X 

Fiche 50-320102/09/20,0210190127 


8210190012 Forwards TMI Program Ofc weekly status rept for wk o f 
020919-25. 

BARRETT, L H. TMI Program Office 02/09/27. DENTON. H R. Office of 
Nuclear Reactor Regulation, Director 7pp, 19760:321 24X 

Fiche* 50-320* 02/09/27* 0210190012 


0210070226 Forwards results of program to detect radioactive water 
leakage t« graunduater at f acl 1 i ty. Da ta includes computer 
graphs of tritium cancentratloni. comp ut er tables of gamma 
■ can data (< first it eacund quarter strontium results 
KAMOA. B K. General Public Utilities - OPU Bervlce Corp 82/10/06 
BARRETT. L.H TMI Program Office 40pp, 19634:306 24X 

Fiche - 50-320. 02/lO/O6i 0210070226. 
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OOUKb I tu 1 1 tivio 


S Rtpori^bla oecwrr*nc*ir LEfii & rilatftf cor ^*■poIld■^c• 


coticlu I ion* o-f enjlnetrlnj ovali^afclon of ifcoaoi 
otnarotar ovor^lU tran»l6nt* at C-E S< W#st ifi9hou«« planti 
LANMINOrW D Dlr.<tor'« <>#flct 8a/iO/29 MI CHE L SOW. C Mrector'a 

omcf 3pp 15692 262 24X Ficho SO-OOO. SO/10/29. BO 12290116 


021O15O2BO Forward* LEfl 01 - 01 3/0lt--*0 

HOVEV, 0 K Hotropolifcan EJUon Co 81/06/03 
Ph lladf Iphla. Of-fic» o# tho DiracUr Cai/03/Qll 
a+X Fichi 50-380.31/06/08,8210150280 


ORtES. 0 H Ragion 
ip 19701 340 


1. 


0210150289 LER ei-Oia/OlL-O or B10508i Incor » thermocoopi# Ltl eahibltrd 

erratic bt6avloT Cdu*« otidettrmlnftf du# to condition of 
Encore in»trum«iit»tIon Condition monitored to determine 
long-tern effect on tafetg ^ , 

CHAPLIN. Q J> Metropal Iten Ed lion Co 81/06/05 Rejlon 1. 
PhHedelphl*r Office of the Director ifll/03/Ol) Spp 15701*341 
S4X FUhe 50-320, 81/06/08. B2101 90280 


&21OO0OO'24 Forward* chronology o# 770905-12 event* in which eteem 
bubble forneif during pr eaperaticnel teitlng 
□RHSieiN. H L Director'* Office 81/07/08 flKHELSON.C 
Director'! Office 9pp, 15669 294 24X FIche 50-320.81/07/00, 

0210030024* 


— 8210190016 Forwardi public vereion of Revision 4 to EAiergencg ( 
Implementing Procedure HNP-0O26 p "High Radiation Are* 
Entrance Cantrol " 

SORRELL, e C Georgia Power Co 02/09/23 Office of Ifutli 
Reactor Regulationi Director Ip 15760 329 24X 

FI Che 50-321,02/09/29,8210190013 


— 8210190017 Public version of Revision 4 to Emergency Plan lepli 
Procedure HNP-B026, "High Radiation Area Entrance Control ' 

# Georgia Power Co 02/09/22 12pp 19760 330 
Flche 50-321.32/09/29,0210190013 


B2L0190042 Releaee* public version of page* to emergency plan 
FELTON, J« Diviiion of Rule* and Record* 02/10/01 Jacup 
Management Branch Ip 15761 037 24X Piche 50-321,82/10/01, 

8210190042 


— 0210190046 Forwards public version of Pages M-1 & m- 2 to iaitji 
p Ian 

SORRELL.E C Georgia Power Co 02/09/22 Office of Ru: Ii 
Reactor Regulation. Director Ip 15761 038 24X 

Flche 90-321.32/10/01.0210190042 


— 8210190051 Public version of Pages M-1 t< M-2 to emergency ^Un 
« Georgia Power Co 02/03/31 2pp 1S761 039 24 JC 
Flche 50-321.32/10/01.0210190042 


0210010000 Reipond* to FOlA request for 19 categories of document* re 
nuclear reactor event* ■& safety problem* Forward* documents 
lleted In App A 

FELTON. J M Division of Rule* and Record* 82/06/20 UDELL.R A 
Critical Mas* Energy Profact 15?p 15727 005 24K 

Flche 50-000, 33/06/20. 021 001000 0 


B21Q080227 Tarufard* IE Safeguard* Insp Repts 50-321/82-3] 6 
50-366/82-29 on 020920-23 No no nc omp 1 lance noted 
DANCE, H C Division of Project t. Resident Programs 02/1-O/Od 

KELLV, R J Oeorgla Power Co 2pp 15630 057 24X 

Flche 50-321. 02/10/06,8210080227 


— 8210010161 Dlscuiset potential problem re tequoyah reactor pre«au-r« 
noirle. supplementing 800222 ^tmo Underelad craclcs found by 
use of ultrasonic equipment Addl Item* of recent origin 
diacuited Related info end 

DENTONilf R Office of Nuclear Reactor Regulation, Director 
00/02/86 AHEARNE.J Comm I* si oner* 9pp 15727 170 24X 

Flche 50-000 , 83/06/88. 82 1 00 10 000 


— 0210000228 IE Safeguard* Inap Rept* 50-321/02-31 6 50-366/92-29 
020920-23 No tioncompltance noted Major area* inspected 
physical barriers, 1 ight Ing. assessment aids, de tection eidt-, 
access control 6 vehicles Details withheld (ref 10CFR73 3ll 
MOORE. D E . MCGUIRE. D R Division of Engineering 6 Tichniial 

Program* 02/10/05 Ip 15633 059 24X Piche SO-331.92/10 

0210000227 


— 0210040374 Forwerd* LER 0O-2O/O3L & RO 569/80-9 re failure to open 
auriliary ficdwater valve k failure of fire datection 
sys, respect ivcly Addl attenUonmag be warranted 
BENDER. M. ACRB - Advisory Committee on Reactor Safeguards 
BO/OS/23 FRALEYiR F ACRS - Advl*orv Ccmmlttee on Reactor 
Bafeguard* ip 15727 272 24X Flche. 50-000. 82/06/20. 0210010000 


— 0210050161 Forwards addl info re events at facility during 
preop eratlone 1 testing on 770905-12 Failure of condensate 
polishers caused resin to clog strainers from closed cooling 
water pumps 

ORNSTEIN. H L Director 's Off Ice 81/07/00 MICHEL80N.C 
Director's Office 9pp* 15729 346 24X Fiche* 50-000. 02/06/20. 

0210010000. 


— 6210060460 “Recently Evaluated Preoperatlonal test Precursor of TMI-a 
Accident. “ presented at AN8 1982 Power Oiv topical meeting 
on 020320-31 

ORNSTEIN. H L Director'* Office 02/03/20. 24pp 18745 069 
24X Flche 50-000.02/06/20.0210010008. 


6210070265 PNO-rMI-82-020' on B2lOOS,game poacher apprehended on Util 
property tt turned over to state police Game Commission* No 
vital areas threatened Security increasid Licensee will 

issue press release 

NIEOE. U , DELlAMY.R Region 1, Office of Director 02/10/06 ip 
15634 306 24X Flche 50-209.02/10/06,0210070265. 


8210280124 LER 02-008 has been canceled, 

COLLINSiM General Public Utiiitiei - GPU Bervice Corp. 62/10/19. 

Region Ir Office of Director. Ip 15837.021. 24X 

riche 50-320,82/10/19,0210200124 


0210280127 LCR 02-002 has bten canceled 

COLLINS, M Ganerel Public Utllitltf - OPU Service Corp* 82/10/19* 
Region 1# Office of Director, Ip 15837' 023 24X 

Fich*' 50-320, 02/10/19,0210200127. 


P Operating license stage documents 6 correspondence 


0210120099 Lists UERi re HPCI L RCIC sys failures, not includi-tf in 
NU}l£0/Cn- 1 205 on LERs related to pumps Probabilistic 
Analysis Branch should correct classification def icicnr isi 
ORNSTEIN, H L Director's Office 00/07/10 BERNERO.RH 
Probabi I istic Analysis Staff (Pre 601 119} 2pp. IS689 170 2 

Fiche 50-321. 00/07/10.8210120099 


6S10050330 Forwards schedule for qualification testing of antl-ep 
transmitter trip sys, in response to 801001 request 
OUCMArL T Georgia Power Co 02/09/20 EISENHIJT. D 0 OflU* 
Nuclear Reactor Regulation. Director 3pp 15610 250 241 

Fiche 50-321. 02/09/28.6210050330 


8210150329 Application to amend License DPR-57i consis ting of 1nUr 
change to- Tech 0ptc re maint of secondary containment for 
period of upcoming refueling outage Proposed mod allows mors 
efficient access to torus area by workers 

SECKMAN, J T* Georgia Power Co 02/10/06 Office of NurJiei 
Reactor Regulation. Director 3pp 15701 323 24X 

F i c he: 50-321 , 82/ 10/06, 021 0 1 50329 


— 0210150333 Proposed temporary changes to Tech Spec re mint df 
secondary containment for period of upcoming refueling 
outage 

a Georgia Power Co. 82/10/06. 8pp 15701 326 24X 

Flcht 50-321,82/10/06.8210150329 


Q Inspection reports. IE Bulletins & correspondence 


8210010113 Forwards IE Insp Repts 50-321/02-26 L 50-366/82-21 
020809-13, No noncomptiance noted 

DANCE, H C Division of Project L Resident Programs 62/09/Or 

KELLY. R J Oeorgla Power Co 2pp 15567 206 24X 

Ficha 50-321,82/09/07.0210010113 


DOCKET 30-321 EDWIN I HATCH MJCLEAR PLANT. UNIT I 


F Security^ nedical. emergency fire protection plans 


6210190013 Reloafti public version of revised eiqergtncy plan 
implementing procedure 

FELTON. «/.l1 Division of Rula* and Records 02/09/29 Docu/nent 
Management Branch. Ip 15760*328, 24X Fi Che; 50-321, 62/09/29. 

0210190013, 


— S210010I1B IE Insp Repts 50-321/02-26 6 50-366/02-25 on e29SCMlt 
noncompliance noted Major areas inspected . lab QC pregracu 
chemistry <« radiochemistry procedures, air borne effluent 
sampling accountabll i ty 1< mobile lab, 

EVANS, C D r MONTGOMERY, D M Division of Emergency Prtpatli>^»<t^ 
Operational Support. 02/09/02 llpp 15567 2 0 0 241 

Fiche< 50-321,62/09/07, 6210010113 


8210010235 Forwards IE Insp Rept 90-321/62-27 on 620016-19 N« 
noncoflipliance noted 

DANCE, H, C- Division of Project t. Resident Programs 02/09/09 

KELLY, R.J Georgia Power Co 2pp 15574 022 24X 

Flche* 50-321, 62/09/08. 8210010235, 
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■"-0210010240 IE Insp Rept 50-321/02-27 on E2OB10‘-19 No noncompl ianco 
■noted Major area* Inspected followup of RO SO-32i/02-6O re 
620703 reactor trtp 

JAPEj-F . HERDT< A R Division of Engineering 8< Technical Programs 
02/09/02 7pp 15574 024 24X Fiche 50-321 r 02/O9/OBi 0210010235 


-0210010309 Forwards IE Insp Rept* 50-321/82-20 St SO''36&/02-26 on 
020727-0027 No none omp 1 ia nc e noted 

CANCEtH C Division of Project 8< Resident Programs 02/07/10 

l^ELLVtR J Georgia Power Co 2pp 1 SSA0 274 24X 

Fiche 50-321, 02/07/10, 0310010309 


— 0210010327 IE Insp Repts 50-321/02-20 St 50-3i.i/82-2A on 020727-0037 Na 
hcincomp 1 1 ance noted Major areas inspected Tech Spec 
c orp 1 1 anc e< operator per formance, overall plant pperationtt OA 
practices St station & corporate mgt practices 

ROGERS, R F , HOUMES-RAY, P , BROWNLEE,'/ L Division of Project & 
Resident Programs 02/09/10 4pp 155^6 27fi 24K 
Fiche 50-321,02/09/10,0210010309 


@2 10010019 Ack receipt of B20707 Itr informing NRC of steps taken to 
HCoTTect violations noted in IE Insp Rept SO-32l/02'“19 
0‘REJLLY.J P Region 2, Office of Director 02/09/16 KELLY, R J 
Ge-crgia Power Co ip 15565 300 24X Fiche 50'321, 02/07/16, 

eSMOOlOOl? 


— 9210220287 Responds to NflC 020823 Itr r» violations noted in IE In*p 
Rfpti SO-321/82-24 tt 50-366/82-22 Corrective actions written 
plan will be prepared to schedule t integrate lecture 
senes to meet addl training needs 

OUCWA,L T Oiorgia Power Co 82/09/27 O'REILLY, J P Region 2, 
Office of Director 4pp 15775 029 24X Fichs 50-321.02/10/14, 

B21 0220277 


— B210220272 Forwards IE Insp Repts 50-321/02-24 & 50-366/82-22 on 
020726-30 «. notice of violation 

LEWIB.R C Division of Project Resident Programs 02/00/23 

KELLY, R J Georgia Power Co 2pp 15775 033 24X 

Fiche 50-321,02/10/14,0210220277 


— 9210220297 Notice of violation from Insp on 820726-30 

* Division of Project & Resident Program* 82/00/23 2pp 
15775 035 24K Fiche 30-321,02/10/14,8210220277 


— Q21D220307 IE Imp Rept* 50-321/02-24 & 50-366/02-22 on 820726-30 
Noncomp lienee noted failure to provide GA indoctr inet Ion 6 
scheduled preplanned lecture eerie* bated on evaluation of 
annual licensed operetor exams . „ . 

SKINNER, P H , JACKSON, L H , UPRlOHT.C M Division of Eng in string & 
Technical Programs 02/08/19 0PP 15775 037 24X 

Fiche 50-321,82/10/14.0210220277 


--6210010022 Responds to NftC 020006 Itr re violations noted in IE Insp 
Repts 50-321/82-I9 6 50-366/02-19 Corrective actions 
procedures being revised to include tighter controls on 
changes to fuel movement data packages 

BECKHAM. J T Georgia Power Co 82/09/07 Q 'REILLY, J P Region 
S, Office of Director 3pp 15565 301 24X Fiche 50-321, 

62/09/ 16, 8210010019 


R Periodic operating reports Ic related correspondence 


6210130129 Forwards monthly operating repts for Bept 1982 
NIX,H C Georgia Power Co 82/10/07 Director's Office, 
of Inspection end Enforcement Ip 15673 029 24X 

Fiche 50-321.02/10/07,8210130129 


Office 


— 8210010025 Forwards IE Insp Rept* 50-321/02-19 4, 50-366/02-19 on 
620421-0525 6 nptice of violation 

O'REILLV, J P Region 2, Office of Director 02/00/06 KELLY, R J 
Georgia Power Co 2pp 15565 304 24X Fiche 50-321. B2/09/16. 

6210010017 


—8210130132 Monthly operating rept* for Sept 1902 
SMITH, J A Georgia Power Co 02/10/07. 7pp 
Fiche 50-321,62/10/07.0210130129 


15673 030 


24 X 


3 Reportable occurrence*, LER* 8< related correspondence 


--S210010039 Notice of Violation from insp on B2O42I-0S2S 

■■ Region 2, Office of Director 02/08/06 Ip 15565.306 24X 

Fiche 50-321,02/09/16,0210010019 


--8210010031 IE Insp Repts 50-321/02-19 50-366/02-19 on 020481-0525 

Hone omp 1 isnee noted fuel loaded into core w/o all control 
rods fullg inserted 

ROGERS, H F Division of pro-jcct 6 Resldant Programs 
BROWNLEE. V U Region 2, Office of Director 02/07/29 7pp 

15S65 307 24X Fiche 50-321,02/09/16,8210010019 


2i2l004C047 Ack receipt of check in payment e# civil penalty proposed on 
850713 Corrective measures described in 620012 it 0907 Itr* 
uj|.]| be examined in future insp 

AYElRAD. J A Director'* Office, Office of Inspection and 

E^nforcenent 82/09/23 KELLY, R J Georgia Power Co 2pp 

1S577 290 24X Fiche 50-321,02/09/23,0210040047 


a2OQl90233 IE Info Notice 80-35. Suppl 1. "Leaking «< Dislodged 1-125 
Itrplant Seed* ■’ Bve list end 

CODO.t. I Division of Fuel Facilities, Materials & Gafeguards 
€3-2/10/06 Consolidated Edison Co of New York 66pp 15761:250 
24 X Fiche 50-000,02/10/06,0200190233 


x2 10000227 Forwards IE Safeguards Insp Repts 50-321/02-31 it 
50-366/02-29 on 020920-23 NO noncompliance noted. 

DAf^CE. H C Division of Project V Resident Programs 92/10/06 

KELLY. R J Georgia Power Co 2pp 15630: 037 24X 

Riche 50-321,82/10/06,0210000227 


-G2J0080Z2B IE Safeguards InSp Repts 50-321/02-31 it 50-366/02-29 on 
620920-23 No noncompUance noted Major areas Inspected 
physical barriers, 1 ight ing, as sessment aid s, detection aide, 

•access control it vehicles Details withheld (ref 10CFR73 21)- 
hSOORE, D E . MCGUIRE, D R Division of EnBlneerlng it Technical 
Programs 88/10/03 Ip 15630 039- 24X Fiche 50-381,02/10/06, 

G2 1 0080227 


1208190230 IE Bulletin 08-03, "Btress Corrosion Cracking In Thlck- 
ida I I. Large-Diameter. Stainless steel, Rec ireu latlon 8ys 
Rtping at BWR Plant* " Sve list end 

DEVOI/NG. R C Director'* Office, Office of Intpection and 

Enfore enent B8/10/14 Confolidated Edison Co of New York. 

ItSpP 15010 125 24 X Fiche 50-000. 02/10/14. 0300190238 


r2IOS20S77 Act receipt of 020987 Itr informing NRC of steps fcaken to 
ccarrect violations noted in IE Insp Repts 50-381/02-24 
90-36i/a2-22 oo/,n/ia 

L.EUtB.,R C Division of Project it Resident Program* 82/lW/»'t 

KELLY., P J Georgia Power Ce Ip- 15776 020. 24X 

Fiche 50-321.08/10/14,8810220277 


0210120171 Discusses 810406 discovery that undervoUege relay* of 
second offsite source would not operate, preventing closure 
of all diesel generator brealer* Licensee will be proposing 
design mod to correct problem of non-Class IE interlock 
CHIHAMAUM Oir.ttor'l Of, it. 81/04/21. ‘ OCtC" 

3pp. 15692:202 24X Fiche 50-321.01/04/21,0210120171- 

8210010008 Responds to FOIA renuest for 19 categories of documents re 
nuclear reactor events t* safety problems Foruerds documents 

FELTON, Division of Rule* and Records. 02/06/28 UDELL, R A 

Critical Mess Energy Project I5pp 15727 005 24X 

Fiche 50-000.02/06/28.8210010009 


-8103120107 flummery of 010107 operating reactor events Jneeting M/o end 

LAINAQi 0 C Division of Llcenelng. 01/01/19 EISENHUTrD 0 
Division of Licensing 3pp J5727 361. 24X Fiche 50-000. 

BO/AA/cn. BSinoiGOOB 


—0104290103 Discusses IE deily rept for 810406 re alternate offsite 
source interlock w/«mergency diesel generators at Unit 1 
Lictnivff will propof* to corT^tt non**Cl#is IE iovorlocit 
preventing automatic operation of safety »yi 

CHIRAMAL. H Director's Office 81/04/21 Director s Office. 

3 pp 13789 041 24X Fiche 50-000,82/06/20,0210010000 


-0210010003 Recommends ACRS action on recent L^s re HPCI feili 
auto start after MSIV failure U ♦ingle cooling luppJy line 
on RHR pump motor* - j 

BOEHNERTi P ACRS - Advisory Committee on Reactor Sartguaroi 
00/06/13 KERR.W ACR8- Advisory Comffltttee^on^Reactor^ 








0210130256 Forward* LER 82-074/03L-0 
MIX, H C Georgia Power Co 02/09/20 
Office of Director. if 1567B 040. 
8210130256 


□ 'REILLY, J-P Region 
a4X Fiche 50-321,08/09/1 


—3210130250 LER 0a-O74/O3L-O on 020901, HPCI steam pressure con 
switches A, G & D actuated at !■*• than 107 3 psig Caused by 
component failure du* to setpoint drift ©witches calibr I, 

TIPPS^S^B^^^Oeorgia Power Co 02/09/20 Region Si Offlc 
SlJecio; 2?; lS67aT49 24X Fiche; 50-3SI, 02/09/20, 8210 


8210220304 Forward* LER 82-071/031.-0. 
NIX, H C Georgia Power Go. 02/09/20. 
Office of Director Ip 13779 167 
0210220384 


O'REILLY, J.P Region 
24X Flche-50-321,02/09/ 
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— 8210220380 LER 82 - 071 /03L-0 on S2093U prlfliarv contalnmnit itmoiphnro 
coneintrati on 02 oicf«rf»d T*ch Sp«c rtqul ramonti Ciutod by 
p»r«-oniTiil faiJur* to itcuro utafidhy gai troatmont •yi in 
Hfn* tjhlU venting dryweU PiTionintl eouneaUd 

TlPPSi S B Oeorgla Power Co 82/O9y20 Region 2i Office of 
Director 2pp 13779 1*0 24 X Ff eft# 50-321, 02/09/20, 021 02203S4 


9210220219 Forward# LER 02-O02/O3L-O 
MIX,H C Oaorgla Pouer Co 02/10/07 
Office of Director tp 1577*242 
8210220219 


O'REILLY. J P Region 2, 
24X Flche: 50-321. 02/10/07, 


--8210220222 LER a3-oe2/03L“0 on 62091 1, LPC I A inverter tripped Unit 
placid in 7-rfey limiting condition for op irafcion. Canted by 
failure of output filter capacitor Sji fu»e# S, 2 output 
filter capacitor# replaced Inverter placed in eve on 820913 
TIFFS, S B Ocorgia Power Co 02/10/07 Region 2, Office of 
Director Ip 15776 243 24X Flche 50-321.82/10/07,0210220219. 


3210290327 Forward# updated LER 0 0-016/ 03X-1 

NIX.H C Oeorgia Power Co B2/10/I2 O'FEILLY.J P Region 2, 
Office of Director Ip 15853 lOB 24X Flche 50-321,02/10/12, 
0210290327 


f 


DOCKET 50-322 SHQREHAM MUCLEAR POWER STATION ] 

S 

A AppUcat ion/conitruct ion #tage document# |< corr#«pondirce 


{ 

B21001000Q Respond# to FOIA request for 19 categories of decuoft# m ' 
nuclear reactor event# & safety problem# Foruard# docuAintl 
H#ted In App A 

FELTON. J M Division of Rules and Record# 02/06/28 irj>£lL. R 4 
Critical Mass Energy Project 15pp 15727 005 24X 

Fiche 50-000,82/06/20,0210010008 


— 8008050263 Discotse# addl required info to better defioi poHr,n»^^ 
cracking in reactor vessel noiile* } 

N00NAN,V S Assistant Director for Materiali U OuaUficllIc 1- 
Engineering 80/05/05 TEDESCO, R L Assistant Oirictor f<* 
Licensing 2pp 15727 176 24X Flche 30-000, 82/04/30, 621 ^ ’ 


*1 

8208290099 FOIA request for documents re shipment of radlcict I v» i-i' t 
mfg by OE at Wi Imington, NC, transported by Tri-gtat# Hilcr [ 

Transit, which traveled through NY on or about 020725 1. 
received at facility ^ 

SHARISON, S 8 New York. State of 02/09/14 Offlci of ' 

Administration Ip 15758 242 24X Flche 50-322.02/09/14, 

8208290099 


—0210290334 Updated LER 80-016/03X-1 on 8001 29. Inv#s ti gatlon oP IE 
Eullotin 79-27 revealed that breaker control power to swing 
diesel B motor control etr fed by non-Clat* IE vital ac sy# 
Caused by design error 

SUMNER, H L Oeorgia Power Co 82/10/12 Region 2, Ofrlc# of 
Director Ip 15053 109 24X Flche 50-321,82/10/12,0210290327 


0210290373 Furwards updated 
NIX.H C Oeorgia Power Co 
Director Ip 15653 022 


LER e2-054/03X-l 

82/10/12 Region 2. Office of 
a4X Flche 50-321,02/10/12,0210290 3 73 


— 8210290375 Updated LER 82-054/03X-1 on 020628, at lOOX powerrflHfl ivc 
water pump C failed operability t* flow requirements Caused 
by normal wear to impeller seal 6 casing wear rings Pump 
rtmoved.robuilt, installed <i tested succeeifuUy 
TIPPS,8 8 Oeorgia Power Co 82/10/12 Region Z. Office of 
Director Ip 15053 023 a4X Ficfte 50-321,02/10/12,8210290373 


8210290096 Forwards LER 82-083/03L-0 
NIX,H C. Oeorgia Power Co 02/10/14 
Office of Director Ip 15053 359. 
6210290096 


a 'REILLY, JP Region a, 
24X Flche 50-321,02/10/14, 


— 8210290106 LER 62-083/031-0, on 020915. QC review disclosed Ine tal lat ion 
of nan-0 part in level switch on A loop core spray discharge 
line Caused by ineffective administrative procedures, Part 
ordered Required 0 functions not affected 

TiPPSiS D Georgia Power Co 82/10/14 Region 2, Office of 
Director If 15853 360 24X Flche, 50-321, 02/10/14, 8210290096 


0210270262 Forwards LER B2-0B6/O3L-O 

NIX, H C. Oeorgia Power Ce 02/10/14 O'REILLY, J P Region 2. 
Office of Director Ip 15854 094 24X Flche. 50-321, 02/10/ 14. 

8210290262. 


8210050406 Forwards requests for addl info re instrument it lets L 
control, conta inment sys & environ qua J i f ication of 
4af ety-related electrical equipment Schedule for iLTbrnUtlng 
required info requested within 7 days W/o incli 
SCHWENCER. A Licensing Branch 2 02/09/20 POLLOCA.ND L!-| 

IfUnd Lighting Co 3pp 15626 206 24X Fiche 30-M.(, 

8210050483 


0210190019 Responds to FOIA request for documenti re ihipairt eP 
radioactive matl mfg by OE at Ni Iming ton. NC S. traniporlel by 
Trl-8tate Motor Transit to facility on 820725 Forwards DOC/ 

MAC Form 741 handwritten note 

FELTON, J M Di vie ion of Rules and Records 02/10/06 CHLPlI-'T'i 

New York, State of Ip 15750 243 24X Fiche 50-02,1, 02/1 Oi :6 

8210190019 


—8210190466 "DOE b NRC Nuclear Matl Transaction Rrpt 

e NRC - No Detailed Affiliation Given * Energy. Dept ef 
02/09/09 30pp 15750 245 24X Fiche 50-322, 02/10/06, &3K|5j 


G210280240 Provides NRC responses to Judge Morris 0209H quells i-» 
baaed on NRC B20629 response to earlier A6LQ info rtquiils 
Ouestione involve Unresolved Safety Issues A-44.A-46,A d? I 
A-24,TMr Item 1 A 1. 1 5« Item 63 

REPKArD A Hearing Branch 3 62/10/06 DRENNER.L , fARPCSTtf 

MORRIS. P. A Atomic Safety and Licensing Board Panel iTpf 

19645>177 24X Flche 50-322,02/10/06,8210260240 


0210210510 Responds to 020031 request to delay installalicn «< bii^ 
radiation signal for purge valves. (NUREO-07 37, 1 ten 
JI E4 217)) until fuel load Just if ication insufficiinl 
Re-evaluation requested 

SCHWENCER.A Licensing Branch 2 02/10/13 POLLCCK. rt S 

Island Lighting Co 2pp 15702 290 24X Flche 50-332, MHO 

0210210510 


—8210290272 LER 02-O06/O3L-O on 820917. attempt to place torus cooling in 
SVC failed due to lack of sve water flow Caused by loose 
bolts in valve operator coup! ing, al t owing coupling spring 
pin to break Pin replaced Ic bolts tightened 

TIPP8, 8 B Georgia Power Cp 82/10/14 Rag ion 2, Office of 
Dlreetdr Ip 15054.095 24K Flche.50-32li 82/10/14. 0210290262 


8210290326 Forwards LER 82-OB4/03L-0 

NIXiM C Georgia Power Co. 02/10/14 0'REILUV«J P Region 2. 
Office of Director IP- 15853 062 24X Flche 50-321,02/10/14. 
8210290326 


*--8210290329 LER B2-O04/O3L-O on 820916, chennel B main Steam 11ns 
radiation monitoring instrument failed Causa unknown Spare 
instrirmint instal led. ce 1 ibr L tasted 

TIPP0, 8. B Oeorgia Power Co. 82/10/14 Region 2. Office of 
Director Ip 15853 063 24X Fiche 50-321.82/10/14.8210290326, 


8210290349 Forwards LER 02-091 /03L-0 

NIX, H G Georgia Power Go 82/10/21 O'REILLY. JP Region 2. 
Office of Director Ip 15053.026 24X Flche 50-321.82/10/21. 
0210290349, 


—0210290359 LER 82-09t/03L-D on 820928, spec releast order change to 
liquid radwjste monitor instrument FThC procedure lacked 
plant review board evaluation Caused by parsonnaL arror 
TIPPB, 8 B Georgia Fewer Co 82/10/21 Ragton 8. Office of 
Director Ip 15853*027 24X Pic ha 50-321,82/10/21,6210290349 


E NRC Safety Evaluation Report ISER). suppls k e orraifondtnee 


82 1 0190365 Forwards NRC 021013 response to util jiuit Lf IcetU'^ f i' V 
inatillatlon of high radiation closure signal for pur|f 
valves Info relevant to 8ER Open Item II E 4 2 b Buffoh 
■County Contention 23 N/o encl, 

R:EPl<A,D A Hearing Branch 3 02/10/15 BRENNER, L . CAflPEnTif . 

MORRIS, P A Atomic 8afety and Licensing Board Panel iSfp 

13741 214. 24X Fiche- 50-322, 02/10/15, 02101 90385 


F Security, medicel, emergency b fire protection plans 


8210190055 Forwards IE Emergency Preparedness Appraisal Bill >5 ^ 
02-18 on 820820-0902, App A, sign If leant emergency 
praperedness findings b App D improvament items 
BM1TH,G,H Division of Emsrgency Preparednen b OpariHs''l-l 
82/09/30 POLLOCK. M. 8, Long Island Lighting Co SOff 
24X Flchs 50-322,02/09/30,0210 1 50055 


— 8210150059 IE Emsrgency Preparsdness Appraisal Hi#l SO-372/W' 
820820-0902 Corractive action# raqulrtd to complete 
amargsney prapartdneis training program 

TERC.N. M , CROCKER, H W Division of Emergency PripITileise «> 
Operational Support 02/09/30 40pp 15701 071 
Fiche, 90-322, 02/09/30, 0210150095 



DOCKETED ITEMS 


62BOSB0033 R»lea»e» public version of revised info for fecilitu 
energencv pien 

FELTON, JM Division of Rules and Records 02/10/00 Document 
Manajemenfc Dranth ip 1 5837 145 24X Fiche 50-322,82/10/08, 

B2 10280033 


- -8210280036 Forwards public version of revised info for facilifcu 
ener^encii p Un, i nc 1 ud ing updated cross-ref list, revised plan 
pages & radiological emergency evacuation plan Revised 
plan pages will be Included in next amend 

SMITH. J L Long Island Lighting Co 82/09/24 DENTON, H R 
Gffice of Nuclear Reactor Reguiation, Director 2pp 19857 146 
24X Firhe 50-322,82/10/00,8210280033 


-©210280039 Forwards public version of revised info for facllitg 
eirergencg plan including updated cross-ref list, revised plan 
pages L radiological emergency evacuation plan Revised plan 
pages will be included in next amend 

SMITH. J L Long Island Lighting Co 02/09/01 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 1SB57 148 
24X Fiche 30-322,02/10/00,8210280033 


— ©210280041 Public version of radiological emergency evacuation plan* 
co-rksisting of updated crosi-rcf list, revised pages & 
offsite dose assessment methodology Thirteen oversite maps 
end Aperture cards available in PDR 

MAON'JS.D Long Island Lighting Co MAGNUS, D KLD Associates. 

Inc 82/00/27 2l3pp 15097 ISO 24X Fiche 50-322,82/10/08, 
8210200033 


eaiO290JE5 Forwards IE Insp Rept 50-322/02-24 on 820907-10 No 
r oncompl lance noted 

MARTIN, T T Division of Engineering fc Technical Programs 02/10/15 
PDLLGCK. M S Long Island Lighting Co 2p p 19053 322 24X 

f^iche 50-322,02/10/15.8210290125 


©E 10290132 IE Inap Rept 90-322/02-24 on 820907-10 No noncompliance 
noted Major areas inspected actions on previous insp 
Findings 6 fire protection/prevention program in areas of 
administrative controls tr cable separation requirements 
RICHARDS, S A , PLISCOi L R , QETTENHAUSEN, L Region 1, Office of 
Director 02/09/29 7pp 19653 324 24X Fiche 50-322.82/10/15. 

0210290125 


O, Adjudicatory correspondence 


6208290094 FOIA request for CRAC 4( CRAC 2 analyses for facilities 
CURRAN, D Harmon it Nelss 02/09/10 Office of Administration 
Ip 15*26 239 24X Fiche 50-000,82/09/10,0200290094 


©■3 1020003* Stipulation of Soffoli County Contention 25/8horeham 
Opponents Coalition Contention 19(a) re preservice << 
insorvice insp * reactor pressure vessel integrity 
Certificate of five end 

ODRDENICK. fl M Hearing Branch 3 IRWIN. D P Long Island Lighting 

Co SHAW, J T Shoreham Opponents Coalition 02/09/17 llpp 

1S755 349 24X Fiche 50-322,82/09/17.021020003* 


©2-10040011 Forwards NRC 020903 itr to util transmitting IE Insp Rept 
50-322/02-14 

CORDEhlICK.D M Hearing Branch 3 02/09/27 BRENNER, L , 

CARPENTER, J L , MORRIS, P A Atomic Bafety and Licensing Board Panel 
App 15581 328 24X Fiche 50-322,82/09/27,0210040011 


6^10010395 Supp lernenta 1 status rept on Emergency Planning Contentions 
*■0 4 7A per ASLB 020907 supplemental prehearing conference 
order Certificate of 8vc end 

MCMURRAV.C M Buffolfc County, NY MCMURRAY, C M Kirtpatrick, 
Lockhart, Hill, Christopher 4t Phillips 02/09/20 5pp. 199*9 239 
SAX Fiche 50-322,02/09/88,0210010395 


32 1 OO l-()35* Suppiamental memorandum & order granting util motion to 
compel discovery on Suffolk County emergency planning 
documents Executive privilege does not apply to county 
«m-ergency planning steering committee meeting minutes 
BRENNER, L Atomic Safety and Licensing Board panel 82/09/29 
©uffolk County. NY 4pp 15574.140. 24X Fiche 50-322,82/09/29, 

©210010356 


92 10050582 Responds to FOIA request for CRAC It CRAC 2 analysts for 
facilities No analyses exist for Shoreham Nuclear Plant 
Analysas for CRDR furnished under FOIA 82-344 

FELTON, J M Division of Rules and Records 02/09/29 CURRAN, D 
Karma n Weiss Ip 1562* 240 24X Fiche ^ 50-000, 02/09/29, 

0210050502 


B21 00400*3 Forwards NRC 020916 Itr to util it util B2O018 Ur to NRC re 
tB Insp Rept 50-322/02-13 

BaRDENICK,B M Hearing Branch 3 02/09/30 BRENNER.L , 

CARPENTER, J L , MORRIS, P A Atomic Safety and Licensing Board Panel 
App 15981 237 24X Fiche 50-322,82/09/30,8210040063 


8210050189 Notice of relevant & matl new info re type of accident 
involving intern*! flooding which may lead to higher 
probability than calculated in draft probabilistic risk 
assessment Certificate of Sve end 

BROWN, H H fiuffolk County. NY BROWN, H. H Klrkpatricfr, Lockhart, 
Hill, Christopher Phillips 82/09/30 6pp 19603 301 24X 

Fiche 50-322,32/09/30,8210050189 


8210050393 Motion to suppl sponsorship of Suffolk County testimany on 
Contentions 12-15 re compliance w/NRC QA/QC requirements. 

Add! uiitnesses vill bring relevant expertise to prpceedlng 
Certificate of Sve * prof qua t i f ica ti on end 

LANPHER.L C Suffolk County, NY LANPHER, L C Kirkpatrick, 
Lockhart, Hill, Christopher L Phillips 82/09/30 Atomic Safety 
and Licensing Board Panel l*pp i56DB 235 24X 

Fiche' 50-322, 02/09/30, 8210050303 


8210090243 Forwards NRC 820913 Itr to util transmitting IE Mgt Hseting 
Rept 50-322/02-25 on 820826 

BORDEKICK,! M Hearing Branch 3 62/10/01 BRENNER.L , 

CARPENTER, J L , MaRRIS.U L Atomic Safety and Licensing Board Panel 
4pp ISAll 178 24X Fiche 50-322,02/10/01,8210050243 


6210060197 App fi to ASLB 620907 supplemental prehearing conference 
order on Phase 1 re emergency p lannlng, list ing admitted 
Phase 1 contentians 

e Atomic Safety and Licensing Board Panel 82/10/04 16pp 
15613:212 24X Fiche 50-322,82/10/04,8210060137 


0210200251 Forward's IE Emergency Preparedness Appraisal Rept 
50 - 322 / 82- 18 

BLACK, R U Hearing Branch 3 02/10/04 BRENNER.L , CARPENTER, J L 

MORRIS. P A Atomic Safety and Licensing Board Panel 2pp. 

15030 20* 24X Fiche 90-322,92/10/04,0210260251 


6210120307 Motion for further ASLB direction on conduct of QA 
cross-examination Steps listed to ensure fair St efficient 
litigation of QA issues Certificate of Sve end 
EARLEY, A F Long Island Lighting Co EARLEY, A F Hunton S' 
UiLIiams. 82/10/05 Atomic Safety and Licensing Board Panel. 
60pp 15651 255 24X Fiche 50-322.62/10/05,9210120307 


6210260234 Forwards IE Insp Rept 50-322/62-23 

OGRDENICK.D M Hearing Branch 3 02/10/06 BRENNER, L , 

CARPENTER, JL , MORRIS, P A Atomic Safety and Licensing Board Panel 
4pp 15837 067 24X Fi c he 90-322, B2/ 10/0 6, 621 0280234 


0210260240 Provides NRC responses to Judge Morris 620914 questions 
based on NRO 620*29 response to earlier ASLB info requests 
Questions involve ■Unresolved Safety Issues A-44, A-46, A-42 & 

A-24iTMI Item 1 A 1 1 ic Item 63 

REPKA, D A Hearing Branch 3 02/10/0* BRENNER.L , CARPENTER, J L. 

M0RRI6, P A Atomic Safety and Licensing Board Panel 17pp, 

15649' 177 24X Fiche 50-322,62/10/06,6210200240, 


6210150234 Notifies that North Shore Committee Against Nuclear I, 
Thermal Pollution L util have resolved Committee Contentions 
EP IKDKFXE) b EP 12(A1 Committee will not fll* testimony 
on Contentiqns £P IHAXDXC) but will cross-examine 
SHAPIRO, R Cammer 6 Shapiro 8HAPIR0»R North Shore Coaunitteo 
Against Nuclear it Thermal Pollution 62/10/06. BRENNER.L , 
CARPENTER, JL , MORRIS, P A Atomic Safety and Licensing Board Panel 
Ip 19706060 24X Fiche 50-322,62/10/00,8210150234 


8210260209 Forwards Reglan 1 620927 Itr to util ra IE Insp Repts 
90-322/02-10 k 50-322/02-11 S, util 820701 It 19 Itrs. 

BQRDENICK, B H Hearing Branch 3 62/10/00 BRENNER, L , 

CARPENTER, J L. , MORRIB.P.A Atomic Safety and Licensing Board Panel 
4pp 15837 091. 24X Fiche 50-322,62/10/08,6210280209 


6210150117 Advises that NM66 recommended Suffolk County not pursue 
820916 request re NRC initiation of discussions u/FBl to 
explore uays to make FBI fingerprint Identification sve 
available to util 

BOROENICK, BK Hearing Branch 3 62/10/12 MtLLERiM8 

Kirkpatrick, Lockhart, Hill. Chris topher S< Phi 1 1 i ps. MILLER.HS. 
Suffolk County, NV. 2pp. 15*96:016. 24X Fiche. 50-322, 92/10/12, 

8210190117. 


6210190279 Forwards written testimony on Phase 1 emergency planning 
Contentions EP 1 (B>, 2(A>. 2CD}, 4, 9(AX 9(B), 7 (S ) , I0(B > , 10 ( Of 
1 1 (A) , 1 1 CB)« 1 KC ) , 13 & 14 Stipulations will be sent as soon 
as recai ved« If /o testimony 

CHRISTMAN, J. II Hunton & Williams CHRiaTMAN, J N Long Island 
Lighting Co. 62/10/12 BRENNER, L , CARPENTER, J H , MORRIS, P A 
Atomic Safety and Licensing Board Panel 4pp/ 15719:059. 24X 

Fiche: 90-322, 92/10/12,8210190279 


— 821015029* Forwarde proposed settlement agreements on Emergency 
Planning Contentions i( A), 3, 5 (C ) , 71 A>, 0, 9f 10(A>, 11 (D ) • 11 (E) , 
IICF) k t2<A) 

MCCLESKEY, K. E. Hunton U Will lame 62/10/12 BRENNER, L , 
MORRIS, P. A. f CARPENTER, J H Atomic Safety and Licensing Board 
Panel, ip 19719 099 24X Fiche 30-322,82/10/12, e2£OlS0279, 


150 
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021015030? Sfeipirl^tion on Euffolit County Contontlon EP 1 <A) r« -offoct 

of uo^thO'T' on i.lr#ni Util docuiruntKl of 

■ UJtithfr takon into com i<J»ratn>n in doiign of 


BtACKiR L Muring B^an■c^ 3 MCCLEBREV* K E Long Island Lighting 
Co SHAPIRD^Jl Worth Shot* Coiwnitfcs* Against 
Pollution G2^t0/ll? 6pp 15715 O&O 
B2i015027? 


24X Flcha 50-322i BS/lO/lS* 


— 8210200083 Rasponic oppoflng Raquatts 1 & 3 In util 021005 flU'Oticn i.r 
Porthar AfiLB diractian on conduct of cros i~*Jaminat I on PTitls 
d»aign«t«ii for u«t ara ralevant Oppotos p radaterniintd 
dasdltna bv which County croi i-Bxam»n«tl on must b« coApLita 
LANPHERiL C Suffolk County^ NY LANPHER* L C Kirfcpatri<l» 
Lockharts Hllli Chriitophar & Phillips 02/10/lj Ati>ni« 

and Llctnaing Board Panel 45pp 15734 176 24X 

Ficha 50-32 2i 02/ 10/1 2< B2 10200076 


— B2101S0324 Stipulation on Suffolk County Contention EP 3 ra federal 
raiource* Plant amargancy plan to b# amandad to raapond to 


BLAc5yS*L Haarlng Branch 3 ffCCLESKEY, K E tong Island Lighting 
Co- SHAPIRO, R North Shore Coflwnittea Agalnat Wuclaar ^ 

Pollution 82/10/12 4pp 15715 066 
Q21015027? 


24K rich a 50-322,02/10/12, 


— 0210130337 Stipulation on Buffolk County Contention EP 5(0 re 
notification of raaponie organiiatton fc amirgency 
paraonnal Plant emergency plan to he amandad ai lilted 
BLACKER L Hearing Branch 3 KCCLEBREY, K E Long Island Lighting 
Co SHAPIRO, R North Shore Conunittee Against NucleaT L Thernal 
Pollution 82/10/12 4pp 15715 070 24X Fiche 50-322,82/10/12, 

821013027?, 


— 0210150351 Stipulation on Suffolk County Conbentloni EP 7CA1 EP 8 re 
onsite responie organiiation i a/nergency operation* 
facil 1 ty, re *p actively Plant tmirgency plan to be amended a* 

BLACK, R L Hearing Branch 3 MCCLESKEY, K E Long Jsianrf Lighting 
Co SHAPIRO, R north Shore Committee Against Muclear L Thermal 
Pollution 82/10/12 4pp 15715 074 24X Fiche 50-322r 02/10/12. 

821015027? 


— 821D15D36S Stipulation on Suffolk County Contention EP ? re 
radiological axposore Plant emergency plan to be amended as 

BLAcSfR L Hearing Branch 3 MCCLE6KEY. K E Long Island Lighting 
Co SHAPIRO, R. Morth Shore Committee Against Muclear b Thermal 
Pollution 62/10/12 7pp 15715.070 24X fiche. 50-322. 02/10/12. 

621015027? 


—0210150393 Stipulation on Suffolk County Contention 10(A) re field 
monitoring team Fourth replacement field monitoring team 
ulll be available to replace or relieve other three teami 
BLACK, R L Hearing Branch 3. KCCLEBKEYi K E Long Island Lighting 
Co SHAPIRO, R. North Shore Committee Against Nuclear b Thermal 
Pollution 82/18/12 4pp. 13715.08 5, 24X fiche: 30-322. 8 2/ 10/ 12. 

6210150279 


— 82101S0402 Stipulation on North Shore Committee Against Nuclear b 
Thermal Pollution Contention EP 11(D) ra redundant power 
supplies Backup dlasel generator pouer provldid to radios 
used by util as backup comnuni cation 

BLACK, R L Hearing Branch 3 MCCLESKEY, K E Long Island Lighting 
Co, SHAPIRO, R North Shore Committee Against Nuclear b Thermal 
Pollution 62/10/12 Spp 15715 088 24X Fiche 50-322.02/10/12, 

821015027? 


— 8210150410 Stipulation on North Shore Committss Against Nuclear b 
Thermal Pollution Contention EP IKE) re communlcati one 
through beepers Util commits to training personnel re 
rssponse to beepers if telephone lyt overloaded, 

BLACK, R.L Hearing Branch 3 MCCLESKEY.K E Long Island Lighting 
Co BHAPIRQrR. North Shore Committee Against Nuclear b Thermal 
Pollution 02/10/12 3pp, 15715 5?t 24X Fiche 50-322,82/10/12, 

021015027?. 


— B21&150422 Stipulation on North Bhore Committee Against Nuclear b 
Thermal Pollution Contention £P IKF) re communication 
through natl alart uarning sy*. Concerns re coverage b load 
capacity rasolved. 

BLACK.R L Hearing Branch 3, MCCLESKEY.K E Long Island Lighting 
Co- 6KAPIRC}, R North Bhore Coniriittee Against Nuclear b Tharmal 
Pollution 02/10/12 2pp 15715 094 24X Fiche* 30-322. 02/10/12, 

8210150279. 


— 82102000B9 Submittal of QA/QC info in Subparegrapha {s>-(c),Pagi 15 
of util 821005 motion for further ASLD direction conduct of 
QA cross-esaminabiati Certificate of Svc end 
LANPHER.U C Suffolk County, NY LAhPHER, L C Klrkpalrjcl, 
Lockhart. Hill, Christopher b Phillips 82/10/11 kl9pf 
15754 221 24X Fiche 30-322,82/10/12,9210200076 


0210200003 Response to Suffolk County 621002 motion to luppl OA uit'iti 
panel Request is out of time, it impermissible attempt to 
luppl County direct testimony b is different from earlter 
approved panel supple Certificate of Svc end 

ELLIS, r 8 Long Island Lighting Co ELLIS, T B Hunton bHilllssi 
02/10/14 Atomic Befety and Licensing Board Panel |2pp 
15754.340 24X Fiche 50-322,02/10/14,0210200003 


82101G0099 Notice of uithdraual of appearance in proceeding Cirtiriciti 
of Svc end 

BLACK. R L Hearing Branch 3 82/10/15 4pp 15719 305 24/ 

Fiche. 50-322. 82/10/15, 621018009? 


8210190385 Foruarde NRC 621013 response to util justification for liti 
installation of high radiation cloture signal for purge 
valves Info relevant to 8ER Open Item II G 4 2 b Suffolk 
County Contention 23 W/o end 

REPKA. 0 A Hearing Branch □ 02/10/15 BRENNER, L , CARPENtER.JL 

KDRR18,P A Atomic Safety and Licensing Board Panel 2pp 

13741 214 24X Fiche 50-322,62/10/15.6210190385 


G2102500>58 Forwards stipulation re Suffolk County Phase I Cfinttniki 
EP 6 

MCHURRAYiCh, Kirkpatrick, Lockhart, Hill, Christopher b Phillis 
HCMORRAY, C h Suffolk County, NY S2/10/19 BRENNER. L . 
CARPENTER.J H . MORRIS. P A Atomic Safety and Licensing Board fi't. 
Ip 15787 094 24X Fiche 50-322.82/10/19.6210250050 


--6210250059 Stipulation on Suffolk County Contention EP 6 re tTaltiit| 
emergency personnel Uading River fire dept brained per ubil 
emergency plan Cerblficate of Bvc end 

BORDENlCK.l) Haafing Branch 3 MCCLE6KEY, K E Long lilard 
Lighting Ca 8HAPIR0.R North Shore Committee Against Mudeir k 
Thermal Pol lution 82/10/15 Spp 15787 095 24X 

Fiche 50-322,62/10/19.6210250058 


8210290283 Forwards Suffolk County Deputy Executive f Janes 621025 
memo to Suffolk county legislators re brief slippage In date 
scheduled for completion of county radiological emergency 
reepoisse p Ian. Related correspondence 

HCKURAAY.C. H> Kirkpatrick. Lockhart, Hill. Chr Istophir b Phi I llfi. 
MCMUflRAy,C M Suffolk County. NY 82/10/26 BRENNER, L , 
CARPENTER, J. H. , MQRRIS.P A Atomic Safety and Licensing Bcird Pi'il 
2pp 15854 067 24X Fiche 50-322. 62/10/26. 8210290283 


K Osneral corr espondenci 


8210070034 Provide* responses to constituent T Hayes 82061] quiibUn} 
re furl storage b transport 

OIRCKBi N 0 Office of the Executive Director for Operations 
62/09/17 CARNEY, W. House of Rep. I7pp 15645 347 a4X 
Fiche 50-322, 02/09/17.9210070034. 


8210260409 Forwards Middle Country Central School Board 82100-4 
resolution apposing plant opening until acceptable safety 
aid can be met b acceptable evacuation plan developed 
AMAKO, V, Suffolk County. NY 02/10/07 NRC - Na DataUid 
Affiliation Given. 8pp. 15803.317 24X Ftche 50-322, 82/10/07, 

8210260409. 


— B2101S0S27 Stipulation on North Bhore Committee Against Nuclear b 
Thermal Pollution Cantention EP i2{A) re personnel 
assignments re communication notification l/til comailts to 
provide seven communicators Certificate of 6vc end 
BLACK, R L, Hearing Branch 3. MCCLESKEYi K E. Lang Island Lighting 
Go SHAPIRO. R. North Shore Coewnittes Agelnst Nuclear b Thermal 
Pollution 82/10/12 6pp. 15715 096. 24X Fiche 50-332^02/10/12. 

8210150279. 


8210200076- Notification of corractions ta Suffolk County EsMblts 51 Ir 
96 

LANPHER.LC Suffolk County. NY, LANPfERi L C, Kirkpatrick. 
Lockhart. HU 1, Ghristophar b Phillips, 62/10/12. 3pp 15754:173 
24X FI c h e . SO- 022. 02 / 1 0/ 12 , 021 0200076. 


0 Insffctlon reports. IE Qullrtini b correspondsnce 


8210040250 Adt rscsipt of 020701 b 19 Itrs informing NRC of ilsiSlDn, 
to correct violations noted in IE Insp Rept* 50-322/02-10 b 
50-322/B2-U ^ 

MARTIN, T, T, Division of Englneerino b Technical Progrint BJWiJ ' 
POLLOCK. II 8 Long Island Lighting Co 2pp. i55S9'07e 24X , 

Fiche 50-322. 02/09/27.8210040258. 


—8210040274 Respond* to NRC 820524 Itr re violation* noted In IE J 
Rapt 50-322/02-10. Correct iv# actions procedure for leal r*ll 
test panel rotometer callbr ravlsed. Sever Ity Level V 
violation contested 

POLLOCK. M S Long Island Lighting Co 02/07/01. MARTIN- TT 
Division of Enginetrlng b Technical Proprams 5pp. JSSB? w 
24X Fiche. 50-322.82/09/27.8210040258 
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1B1 


'-~62}00403£1 to NRC 020610 1 tr re violations noted in IE Insp 

Rapt 5D-GSa/a2-ll Corrective actions scope & frequencv of 
battery svc modified 

POLLOCK, « S Long Island Lighting Co 02/07/19 MARTINET T 
Division of Engineering it Technical Programs 4pp 15969 CB5 
2AX Flche 50-322,82/09/27.0210040250 


—8210290152 IE Imp Rapt 50-022/82-24 on 020907-10 Mo tioncoropl lanco 
noted flajor areas Itispecterf actions on pravioua Imp 
findings & fire protectlon/prevent i on program Iti ereai of 
admlnlstrat ivt controls tc cable separation reqiiiramen ts 
RICHARDS.S Ar PLISCO.L R , BETTENKAUSEM, L Region 1> 

Director 02/09/29 7pp 19033 324 a 4 X Fich » 50 - 322 , 02/ 10/15* 
8210290123 


E-2 1 0-1 50055 Foruards IE Emergency Preparedness Appraisal Rept 50-322/ 
G2'10 Dn 020020-0902, App Ai sign i f leant emergency 
p-r e paredness findings It App D improvement items 

S/IITHpO H Division of Emergency Preparedness Operational Support 

82/09/30 POLLOCK, H 8 Long Island Lighting Co iOpp, 19701 061 

24< Flche. 50-322,02/09/30,8210150055 


0310260134 Act receipt of 021007 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Bept 50-322/82-15 
STAROSTECKl.R Division of Project 4c Resident Programs 02/10/23 
POLLOCK* iM 8 Long Island Lighting Co 2pp 15799 093 24X 

Fiche 80-322*02/10/20,0210260134 


— &ai0l50059 IE Emergency Preparedness Appraisal Rept 50-322/02-10 on 
B20B20-0902 Corrective actions required to complete 
tirergency preparedness training progrrr, 

TERCiN N , CROCKER, H W Division of Emergency Preparedness 
Operational Support 02/09/30 40pp 1S701 071 24X 

Ftche 50-322,02/09/30,0210150055 


— B210260141 Responds to NRC 920030 Itr re violations noted in IE I*i»P 
Rept 50-322/82-15 Corrective actions startup mgt meeting 
held 820917 to revltiu decuman tation for all tasting U 

PT 654 007 revisad to incorporate exceptions „ 

POLLOCK, M B Long Island Lighting Co 02/10/07 STAROaTECKI, R 
Division of Projact it Resident Programs 7pp- 15799,099 24X 

Fiche: 50-322, 82/10/20, B210260i34 


62- 1 0 Forwards NRC 020913 Itr to util transmitting IE Hgt Meeting 
«ept 50-322/02-25 on 020826 

EORDEtlICK.S M Hearing Branch 3 82/10/01 BRENNER, L * 

CARPENTER, J L , MORRIS, J L Atomic Safety and Licensing Board Panel 
4pp 15611 178 24X Fiche 50-322.82/10/01,8210050243 


0^08190233 IE Info Notice 80-35, Suppl 1, “Leaking 4c Dislodged 1—125 
Implant Seeds " Sve list enci 

COSO, L I Division of Fuel Facilities, Materials t Safeguards 
02/10/06 Consolidated Edison Co of Neu York 66pp 15761 250 
34 X Fiche 50-000,02/10/06,8200190233 


S31 0290350 Forwards IE Insp Rept 50-322/02-22 on 020023-27. No 
ncncomp I lanco noted 

rtARTlN, T T Division of Engineering *« Technical Programs 02/10/06 
FCLLQCK*h S Long Island Lighting Co 2pp 150S3 067 24X 

Fiche 50-322, 02/10/06,0210290350 ^ 


8 Reportable occurrences, LERt it related car r espotidenc e 


0210070394 Deficiency rept r* analogue controllars supplied by 
Bailey Controls Co- Initially reported on 320027. C Irco 1 fc will 
be completed prior to fuel load, per E & DCR F-4a2t3 6 
CCF N50/06 

KILLIOAN, M H Long Island Lighting Co 02/09/20. ORIER, □, H 
Region 1, Office of Director 3pp. 15633 346 24X 

Fiche 50-322*82/09/20,8210070304 


8210280285 Interim deficiency rept re jacket water pump shaft failures 
on emergency standby diesel generators Initally reported on 
820917 Design mods to jackst water pump shaft-impeller 
assembly underusy Alterations to shaft expected 
MILLIOAN.MH Long Island Lighting Co 02/10/15 HAYNE9, R, C 
Region 1, Office of Director 3pp. 15837 0-40. 24X 

Fiche 50-322, 02/10/15,8210200205 


--BS102903S6 IE Insp Rept 50-322/02-22 on 020823-27 No non comp 1 lance 
noted Major areas inspected preoperationa 1 test program 
5 ta tus, 1 ncl uding program impl ementa tion, procedure review, 
prQcedure veri fleet ion, test witnessing 4, evaluation results 
NICHOLAS, H H , BETTENHAUSEN, L Division Of Engineering 6 Technical 
Programs 82/10/05 9pp 15853 069 84X Fiche 50-322,02/10/06, 

G2 I 0290350 


ea 10390341 Forwards IE Insp Rept 50-322/02-21 on 820729 No 
ncncompl lance noted 

MARTIN, T T Division of Engineering 4< Technical Programs 82/10/12 
POLLOCK. M S Long Island Lighting Co 2pp 15853 056 24X 

Fiche 50-322, 02/10/12, 021 029034 1 


--0210290344 IE Insp Rept 30-322/02-21 on 020729 No noncomp Jiance noted 
Major areas inspected health physics personnel training 4( 
qua 1 1 f 1 cati an program 

4;HIT£*J R , OREENMAN,E 0 Region I, Office of Director 02/10/00 
App 15853 058 a4X Fiche 50-322,02/10/12,8210290341 


8203190230 IE 0ulletin 02-03, “Stress Corrosion Cracking in Thick- 
-Ula 1 1. Larg e-Diameter, Stainless Steel, Rec irculation Sys 
Piping at BNR Plants “ Sve list end 

DEYOUNQ.R C Director's Office, Office of Inspection and 

Enforcement 02/10/14 Consolidated Edison Co of New York. 

ItSpp 15810 125 24X Fiche 50-000,82/10/14,8200190230 


02103 90084 Forwards IE Insp Rept 50-322/02-19 on 820719-0813 6 notice 
of violation 

MARTIN, T T Division of Engineering 4i Technical Programs 02/10/15, 
PCLLOCK.M 8 Long Island Lighting Co 2p p 15054 032 24X 

Fich® 50-322, 02/10/15,0210290084 


T Hearing transcripts on non-ant i trust mattars 


0210150168 Testimony of WO flchlffmachtr WF Rem re Phata I emergency 
planning Contention 1(D) on prompt notification sys. Prof 
qualifications end. 

SCHIFFMACHER, W , HENZ.MF Long Island Lighting Co. 02/10/10 
21pp 15707 315. S4X Fiche 50-322, 02/10/12, 0210150160. 


— 8210150176 Testimony of RE Linnentann & ML Mlele re Phase I emergency 
planning Contention 2<A) on adequate medical sves Prof 
qualif Icati ont tn supporting d ocumenta tlon end. 

LmNEf1ANN*R E , HJELE.M L Long It land Lighting Go 
LINNEMANN* R E Radiation Management Corp . 02/10/12 32pp, 

15707:336 24X Fiche 50-322,82/10/12,0210150160 


— 92101S0188 Testimony of NJ Dlhatcia E Lieberman re Phase 1 emergency 
planning Contention 2(D) on ground transportation to hosp 
Prof qual if lea tlons & supporting documentation end One 
aperture card available In PDR 

DIMABCIO.N. J , LIEBERMAN,E. Long Island Lighting Co. LIEDERMAN.C, 
KLO Associates, Inc. 82/10/12. 49pp. 19700-006 24X 

Fiche 50-322,02/10/12,0210150160 


— 8210150206 Testimony of S Aldikoff.HM DIauer.K Cordero, E Liebermen 8( 
vi Rive Ho re Phase I emergency planning Contention 4 on 
protective actions. Prof qualifications & supporting 
documentation end Bii aperture cards available in PDR 
AIDlKDFFiS , BLAUERiH H , CCRDARO, M Long Island Lighting Co 
82/10/12. 170pp. 15700.051. 24X FI che. 90-322, 82/10/ I2i 

8210150168 


--S2102900B9 Notice of violation from insp on 020719-0013 

e Division of Engineering 6 Technical Programs 02/10/15 Ip. 
19B54 034 24X Fiche 50-322,02/10/15,0210290004 


— 0210150223 Testimony of MC Cordaro, RR Dynes, D8 Mi let! 6 J RlveHo re 
Phase I eimergency planning Contention S(A} on role conflict 
Prof quel 1 f tcetlons end 

CORDARO, H.C , DYNES, R.R., MILETI, D. 0. Long Island Lighting Ca 

82 / 10/12 7app 15700 222 . 24X Fiche , 50-322. 82/10/ 12, 02101 50160 


e»l0290093 IE Insp Rept 50-322/82-19 on 020719-0013 Noncomp Hance 

noted two radiographs did not have required penetrameters l< 
proper dispositions 

KERCH, H W . HARRIS, R H , OIERR, J P, Region 1, Office of Director 
82/09/19 lOpp 19054 035 24X Fiche 50-322,02/10/15,0210290004 


02 10290125 Forwards IE Insp Rept 50-322/02-24 on 020907-10 No 
noncomp 1 i ance noted 

martin, T.T Division of Engineering h Technical Programs 02/10/15 
POLLOCK. M 8 Long Island Lighting Co 2pp 15053.322, 24X 

Fiche. 50-323. 02/10/15,8210290125 


—6310190240 Testimony of NJ DiMasclo I, E Llebernan re Fhaee I emergency 
planning Contention 5(B> on traffic congestion affecting 
onsite emergency uForkers fc offsite util personnel reporting 
to site Prof qual Iflcetlnns L supporting documentation end. 
DIMASClOrN J. , LIEBERHAN.e. Long Island Lighting Co LlESERMANtE, 
KLD Associates, Inc 02/10/12 3 4pp. 15700.299. 24X 

Fiche. 50-332, 03/10/12, 0310190160 


— 0210150250 Testimony of HH DlauenH Cordaro Ic J Rlvello re Phase 1 
emerssney planning Contention 7(0) on ability to augment 
procedures within 30 minutes Prof qual 1 f i ca tions tt 
supporting documentation end. 

BLAUER.H, M , CORDARO, M , RIVELLO.J, Long Island Lighting Co 

62/10/13 60pp. 15700:333, 24K Fiche ■ 90-333, 03/10/13, 02101 30160. 
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-B2I01S02S7 at HK BUuir-MC Cordiro i JF Bchflitt r* Pint* I 

ftoKTgtncy plinning CorUntlon JOfB) ^>n r««l moniton 

Prof qualiflc.tioni & ,upportlng doc4jmtnfc*tlQn .ncl 
DLAUEfl.H M . CGRDARO*M.C , SCHMITT, JF Long r*l«nd iighting Co 
I2T1I/1S iB9pr 1570*? Oai 2^K Flchr 50-322,02/10/12, 
8210150168 


-9210130265 Tr.timony of JF Schmitt & J8 B«ron r* Phoii I oflitrgtrtcg 
planning Contontion 10(0 on aecld.nt acEotsnint ^ 
fflonltoring Prof quai 1 f i cationi & tupportinj documonta ti on 

SCHMITT. J F r BARON, J 8 Long Ulanrf Llghtirvg Co BARON. J 9 
9ton» «« H*bitoT Engin#»ring Corp 02/10/12 30pp 
24J< Ficha SO-322. 82/10/12. B21015016& 


15709 321 


-6210150272 Tutimciny of MF Rom ii P FpiHman ra Pha»t I Mars 
plinnlng Cont.ntior llfAl.^B) S, <C> on commiintcat ioni 
u/offilt* raaptuti* prganiiati ana Praf qualification* »« 
fuppartlng docufflantatl on and 

RENZ, U F r FRIEDMAN, P Long faland Lighting Co 62/10/12 57pp 
19709:351 24)C Fieh* 50-322.82/(0/12,8210130169 


DOCHET 50-323 DIABLO CANTON NUCLEAR POWER PLANT, UNIT 2 
A Application/construction liag* docuiDint* it corrstponiirnct 


0210010008 Raipoud* to FOIA r«qua*t for 19 catagorla* of dpcuntnlt *• 
nvclaar raactar tvanti L tafcty problami Foruirdi docuintnti 
llatad in App A 

FELTON* J" M Oivi*lon of Rult* and Racord* 02/06/20 UDELL. R A 
Critical Ma»i Enargy Projact ISpp 15727 003 24X 

Flclia 50-000. 02/06/20,6210010008 


— 8008050265 Diicu**** addl raquirad info to battar daflna potaniUL ifsr 
cracking in raactor vaiial noizla* 

NOONAN, V 9 A**i»tant Diractor for Matariali it Gualif IcatLoni 
Enginaarlng 00/05/05 TEDE9C0, R L Aisltiant Diractor for 
Lie anting 2pp 13727 176 24X Ficha 50-000.62/06/20,82100100^ 


8210040429 Inform* of dacltion to partially rafund ft** rtmittid w/ 
800021 application to trtand lataat CP complation data* 

KILLER* W a Llcan*e Fa* M«nag*mant Branch 82/09/21 FUftBUSHiK h 
Pacific Oa* 6 Elactric Co Ip, 1S597 262 24X 

Ficha 50-275.92/09/21,8210040429 


—0210150281 Taitimanv of JA Notaro 6 RL Poltrina ra Phi»a I tjntrgancg 
planning Conkintion 13 on intarim lafafty paramatar ditplay 
*y« Prof qualification* 6 luppoxting docuafritatlDn 
NOTARO. J A , PQLTRINO. R,L Long 1 1 land Lighting Co P^TRIMO,R L 

Btona t< Wabttar, Inc. 82/10/12 6Spp 15710 046 24X 

Ficha 30-322,02/10/12.0210150168 


— 62101S0290 Tittlraony of JB BaroriihC CordarcNJ DiMaicio, JN Hamawl, 
LP Pocalujia (t JF Schmitt r* Phait I amargancy planning 
Contantlon 14 on accldant Ic do*a a»«a»*mint modal* W/ 
Cartiflcata of Sv< Flv* apartwr* card* availahla in PDR 
BARON, J 3 * CORDARO, M C , DIMASCIO, N J Long Jilanrf Lighting Co 
02/10/12 Il7pp 15710 126 24X FUhf 50-322,82/10/12. 

9210150168 


8210130056 Raftpand* to 620727 raquait for »tatu* rapt on daiign 
varifacation program L briefing on propoiad Phait 11 of 
program Info di*cu*fing background 6 currant itatu* «ncl 
DIRCKS, W J Office of the Eatcutlve Director for aperationi 
62/09/24 PALLADINO, N J , OILINSKY, V . AHEARNE.J F Comni*! i*ii|}| 

2app 15692 204. 24X Fich* 50-275, 02/09/24. 82101 30056 


6210050144 R**pond* to Centric Ltr 02-12 re plant itaff uorkfng lifit/Yi 
Util adminlttratlve procedure* addra** revi **d uorking 
Sour* 

CRANE.P A Pacific Ca* 6 Electric Go 82/10/01 MIRAOLIA.F J 
Licaneing Branch 3 Ip 15605 161 24X Fiche 50-275*62/10/01, 

8210050144 


8210150370 Trantcrlpt of 821012 haaring In Betha*da,MD Pp 
11,404 Supporting documantatl on ancl 
e Atomic Safety and Llcanting Board Panal 02/10/12 
15704 069 B4X Ficha 50-322,82/10/12.0210 1 30370 


1 1 , 309- 
194pp 


8210260232 Tattlmony of AC Kanan. JK Johneon, 8 Cola U KT Erikion on 
Cantantion* EP 2B 36 ra traffic canga*tlon 

KANENM C . JOHNSON, J,H * C(XE. 6 Suffolk County. NV 02/10/12 
339pp. 15002 001 24X Ficha 50-322,82/10/12,0210260232 


--B210260239 Te*tlmony of KT Erik ton 6 6 Cola on Contention EP 5A r* 

ERIKSDN^K COLE. 0 Suffolk County. NT. ERIKSON, K T YaJa 
Unlv 02/10/12 99pp 15002 170 24X Ficha 50-322*82/10/12, 
02 10260232 


—0210260242 Ta*timony of OC Minor on Content ion* EP lOB << EP IOC re 
radiation monitoring 6 EP 14 ra do** a*iat*in*nt 

HIKORiOC Suffolk County, NT B2/10/12 13pp 15802,273, 24X 

Ficha 50-322*82/10/12.8210860232 


0210250169 Forward* RH Engelktn 820915 manto re RF Ready* Inc e^H 
maating concerning QA audit* for con* idarat ion in evaluetion 
of OA program 

EISENHUTrD.O Dlvifion of Llcaniing 02/10/06 COOPER, WE 
Taladuna Enginaaring Barvicai, 2pp 1S0O0 009 84X 

Ficha 50-275, 82/10/06, 0210250168 


— 3210250392 Summary of 820910 matting w/util It RF Ready, Ire n QA ir 
of In-houi* deiign 

ENOELKEN, R H Region 5, Office of Director 82/09/15 
DENTON. H R Office of Nuclear Reactor Regulation, Diractor Ipp 
15800*011. 24X Fiche 50-275,82/10/06.02 1 0250168 


0210250240 Forward* independent deeign vtrlflcation progrin coaiinli 1 
Pha«e I finel rapt Rtpt should contain detailed daveriptioni 
of «capai criteria, methodology & mad*l* for all etructuret, 

«y* 6 component* 

COOPER, W.E Teledyn# Engineering Service* 02/10/07 DENTON. K R 
Office of Nuclear Reactor Regulation, Director ENOELKEN.i'l H 
Region 5* Office of Director MANEATt8,0. A Pacific Oai i Elidrii 
Co 16pp 15709:150 24X Fiche 50-275, 82/10/07, 0210250245 


— 0210260246 T**tim,ony of FC Flnlayeon on Content 1 on BP 14 r* accident 
aaeassmant 6 doe* a*»***m*nt model*. Certl ficate of Bve ancl. 
FINLAVSON, F.C Suffolk County, NT 82/10/12 50pp 15802' 286. 
2AX Fiche 50-322,62/10/12,0210260232. 


8210150166 Transcript of 821013 hearing in Batheida, MD. Pp U,4Q5- 
11,669. 

* Atomic Safety and Uictnelng Board Panel B2/10/13, 160pp. 

15690 025. 24X Ficha 50-322*82/10/13,0210150166 


8210180037 Transcript of 821014 hearing In Bathetda.MD Pp 11*670- 
11,882 Supporting dofu-mintation end. 

e Atomic Safety and Licensing Board Panel 82/10/14, 299pp 

15720:327. 24X Fieh*. 50-322, 02/10/14, 8210100037 


0210080123 Kotifle* of 821007 meeting u/utl I in Han Francitte.CA 
to dlecufl* statu* of Phiets I 6 1 1, instrument test rig far 
vtr if Icatlon of corrective action 6 NRC 82001? ltr ra fuel 
load. 

» Tetadyne Energy System* 02/10/08 Teledyna Energy Bysiiii 
Ip. 15640 129 24X Fiche’ 50-275, 82/ 10/08, 0210080123 


8210290446 Staff requirement* m*mo re 021007 af f irmat lQn./dl*<u*iiee I 
vote on extan* Ion of CDn«t complation data* for WFPSSr 
purging of classified matl in ALAB-653 4 emergency 
praparadiiasi & risk* aiioclatad w/fuel loading 
CHICK, 8, J. Office of the eecratary of the Commission &3/I0VM 
Office of the Secretary of the Commission 2pp 15363 16$ 711 

Fiche 50-000*82/10/08,0210290446. 


8210190330 Transcript of 821015 hearing In Bathaula, MD Pp 11*883- 

12, 021. 

e Atomic Safety and Licansing Board PanaK 02/10/15 I30pp 
15742.322 24X Ficha: 50-322, 82/10/1 5, 8210190338 


8210290004 Transcript of 821027 hearing In BethesdB,MD 

pp I2i 022-12* 194 

a Atomic Safety and Licensing Board Panal. 02/10/27 I74|>p. 

1 5856 ; 33 i 2 4X Fiche. 50-322, 82/ 1 0/27, 8210290004. 


8210190470 Provide* info ra ownership of Bschtsl Pow«r Carp 
FRIENOiH B Dachtal Corp, 02/10/11. MIRAOLIA, F. J. Lic*:>llo| 
Branch 3, Ip 15740.101 24X Fiche- 50-275, 82/10/ 1 1, a2l0lM4rfi 


8210270351 Advise* that Btchtal Power Corp 1* entity reiponiliLi fit 
work on project Ownership held by officer* of Bechtel 
Group* Inc ^ , 

FRIEN0*H B Pacific Oas S, Elactric Co FRIEND, H B B»cM«l 
82/10/11. MIRAOLIA, F. J, Licensing Branch 3 Ip. 15034 3M 
Fiche: 90-275, 82/10/11, B210370351 


82101S03B9 Suppl to 820719 application for amend to License DfR-^iri 
iscurity plan Enel withheld Iraf 10CFR73 21). 

CRAfC*P A Pacific Oas 6 Electric Co 82/10/12, DENTON,Jf H - 
NIRAOLIA Offic* of Nuelsar Reactor Regulation, Director 9tt 
15703; 879 24X FI chs- 50-275, 02/10/12, 8210 1 50309. 
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E^102&02'?1 B31007 statfflient r® rsquireq sy*' *• 

cO'npQnvnt® far plant operating madee for Independent deilgn 
if-er if iration program 

COOPER, g E Teledgne Engineering Servicet 83/10/13 EI8ENHUT. D 0 
DXviiion of Liecnting 4pp 1S790 191 24X Fiche 50-279. 82/ 10/12. 

eaiC250291- 


52^10290097 Reque«te eitplanatton of procasa & chronology of events in 
uhich Teledyne ditcuased conat QA review of plant u/ufaili 
Bechtel & siiM Info required to determine presence of 
ccinflact of interest Meeting requested 

EROUN.HH Kirkpatrick, Lockhart. Kill. Chrl ttopher Fh it 1 ipe 
BFlOkN. KH California. State of 02/10/12 COOPER, ME Teledyne 
Engineering Services Spp 15853 361 24X Fiche 50-275.82/10/12. 

S2l 0290097 


&2l'&2902t4 Provides NRC recommendation re Phase II of independent 
design verficatlon program Phase II program plan ti 
requirement that Phase II revi ew/eva 1 ua ti on s be completed 
iirior to fvsl toad/lou power decision approved 
DIRCKS. H J Office of the Executive Director for Operations 
SECV-a2-4l4 82/10/13 6lpp 19876 261 24K Fiche 90-275, 

&a/ 10/10, 8210290214 


02-10190593 Advises that two former Dechtel employees will be retained 
on. Independent design verification program Individuals: do 
not violate procedure on conflict of interest it will not 
v*rifij work participated in as Bechtel employee 

COOPER, H E Teltdyne Engineering Services 82/10/14 DENTON.H H 
Office of Nuclear Reactor Regulation, Director ENOELKEN.R K 
R*jion. 6. Office of Director MANEATI8.0 A Pacific Oat «r Electric 
Ca 3pp 15791 184 24X Fiche 90-275.82/10/14.8210190583 


8^10190594 Provides preliminary response to 820701 request for review 
oF seven points re validity of ONL results U generic 
ssip 1 icattons in final rept concerning analysis of facility 
COOLER, H E Teledgne Engineering Services 02/10/15 DENTON.H R 
OFfice of Nuclear Reactor Regulation. Director 3pp 15791 107 
24X Fiche 50-279,02/10/15.8210190584 


B2102S0210 Identifies concerns resulting from review of URB/Dlume 
containment annulus structure model evaluation Concerns 
TViulted in issuance of EOI Files 3006 tt 3007 

WRAY, R Teledyne Engineering Services 02/10/15 MANEAT18, 0 A 
PjicJfie Oas t, Electric Co 4pp 15780 292 24X 

Fiche 50-275.82/10/15,8210250210 


8310250319 Comments on Region 5 B2091S memo re Phase II of independent 
dflisj-gn verification program, per 021006 request Change in 
Phase II not indicated 

COPPER. H E Teledgne Engineering Services 02/10/19 EISENHUT. D, 0 
Dlvtsiofi of Licensing 5pp. 15790 048 24X Fiche 90-279,82/10/15, 

R21OS5031B 


F Security, medical, emergency U fire protection plans 


6210^10033 Releases public version of revised emergency plan 
imp ieevent (ng procedures 

FEUTON. J H Division of Rules and Records 02/10/01 Document 
Ji^nagement Branch Ip 15702 091 24X Fiche 50-275,82/10/01, 

S2 I Q21 0033 


— S2 10210044 Faruardf public version of revised emergency p len 
i rnp lement ing procedures, ine lud ing Procedure EP M-3 re 
chlorine releest.EP M-5 re Tsunami warning tt EP M-0 re 
Containment emergency personnel hatch 

CRAlXe.P A Pacific Oas C< Electric Co 82/09/23 ENOELKEN. R H 
Ragion 5. D-ffiee of Director 3pp 15762 092 24X 

Fiche 50-275.82/10/01,8210210033 


— e2tO210048 Public version of revised emergency plan Implementing 
procedures, including Procedure EP M-3 re chlorine release, 

EP M-5 rt Tsunami warning & EP M-0 re containment emergency 
personnel hatch 

* Pacific Oat & Electric Co 82/09/13 84pp. 15702 095. 24X 

Fiche 50-279.82/10/01,0210210033 


63101 50389 6uppl to 020719 application for amend to License DPR-76 re 
security plan. Enel withheld fref 10CFR73 2U. 

CRANE, P. A Pacific Oas & Electric Co. 02/10/12, DENTOM.H. R 
O-Pfice of Nuclear Reactor Regulation, Director, 2pp 15703,279 
SAX Fiche 50-275,82/10/12,0210150309 


O Adjudicatory correspondence 


63 S 039'0449 Responds to 820512 petition requesting action under 
10CFH2 206 For reasons stated in enclosed Director's 
D»c ia i on. get! tion denied 

DETNTONi H R Office of Nuclear Reactor Regulation, Director 
83/09/22, REVNQLDB, vi. Center for Law in the Public Interest 5pp, 
ise63:i66 24X Fiche* 50-275, 82/09/22, 821 0290449 


— 8210270451 Director's Decision 00-82-10 denying Ctr for Law In Publi 
Interest 820512 petition requesting NRC issue order to util 
to submit amend to DL to cover OA !< QC issues 
DENTON. K H Office of Nuclear Reactor Regulation. Director 
02/09/22 7pp 15863 171, 24X Fiche 50-275.02/09/22.8210290449 


— 8210290454 Notice of issuance of Director's Decision DD-02-10 under 
10CFR2 206 denying petition by -Ctr for Law in Public 
Interest request to require util to submit amend to DiL to 
cover QA 8< OC issues 

DENTON.H R Office of Nucleer Reactor Regulation. Director 
02/09/22 3pp 15963 1 78 24X Fi che’ 90-275. 62/09/22, 0210290449 


8210040102 Order extending lime until 821005 for Commission to act to 
review ALAB-6ei 

CHI UK. a J Office of the Secretary of the Commission Q2/09/3D 
Commissioners ip I55B1 029 24X Fiche 50-275,62/09/301 

6210040102 


6210050218 Reply to applicant it NRC 820924 briefs re status of pending 
appeals from author i xation of tou power operation No 
adequate factual basis eiclits to support A8L0 dismissal of 
Joint Intervenor QA contention as moot N/Ce rt i f icate of Sve, 

REVNOLDSi J H Joint Intervenor s-Diab 1 o Canyon REYNOLDa. J R 

Center for Law In the Public Interest 82/09/30 Atomic Safety 
and Licensing Appeal Panel 0pp 15611 237 24X 

Fiche 50-279,82/09/30.8210050210 


8210060220 Reply brief to other party briefs re mootness of low pouur 
contentions Emergency plenning issues it certain other 
Issues moot Certificate of Bve end 

LOCKE.R F Pacific Oaf it Electric Co 82/09/30 Atomic Safety 
and Licensing Appeal Panel 6pp, 15620.190, 24X 

Fiche 50-279,82/09/30.0210060220. 


0210040097 Reply to Governor Brown It Joint Intervenori 820924 filings 
in response to A6L8 030702 order on mootneis of tow power 
issues Emergency planning Issues in some low power 
contentians mooted Certificate of 8vc end 

JONES. 5 W Hearing Branch 1 82/10/0! Atomic Safety and 

Licensing Appeal Panel 9pp 15901 026 24X Fi c he: 50-275, 83/ lO/Oi 

8210040097 


8210050180 Reply brief to util it NRC 82 0934 briefs re mootness of low 
power Issues, per A8LS 820902 order Issues not moot. 

Controversy still exists & issue is of practical 
fignlficanc* Certificate of 6vc encl. 

6RQWN*H, H California, Stats of, DROWhl.H H Kir kpatr 1 cl, Lockhart 
Mill, Christopher & Phillips 62/10/01 Atomic Safety and 
Licensing Appeel Panel Spp 15603 345 24X Fi ch er 50-275, 03/1 0/Oi 

8210050100 


B21OO6O106 Request for leave to withdraw certain exceptions to ASLO 
820B31 initial decision A8LB 820927 c lari f 1 ca tlon of It local 
jurisdiction acquiescence to prec ond i t Ions re 80Pt render 
exceptions unnecessary Certificate of 8vc end 

HAS8ELC, DF. Hearing Branch L 82/10/04 Atomic Bafety and 
Licensing Appeal Panel 5pp. 15613 193 24X Fiche 50-275,82/10/04 

6210060186 


8210070145 Order txlendlhg time until 62100D for Commission to act to 
review ALAB-6ei, 

CKILK, B J Office of the Becretary of the Commisslan 02/10/09 
Commissioners Ip. 15627 076 24X Fiche. 50-275, 02/1 0/09, 

8210070145. 


8210130272 Forwards Ban Luis Dblepo- County Board of Supervisors 820927 
action approving Ban Luis Obiipo County nuclear power plant 
emergency response plan It State of CA Senate Bill 1473 
atstnding govt cede. Certificate of Bve encl 

CRANEjP a Pacific Oef ti Electric Co 82/10/06 BUCK, J. H t 
JOHNSON, W.R I ^OORE, T. S Atomic Safety and Licensing Appeal Panel, 
6pp 19678 284. 24X Fiche 50-279, 82/t0/06« 8210130272 


0210120332 Order CL3-82-30 directing all natl security classifiad Info 
be expunged from ALAB-693 4c underlying record. Info not 
fseentlal to A8LAB opinion b expunetton would not prejudice 
any party or public, 

CHILK. S. J. Office of the Secretary of the Commission 82/10/00 
2pp. 19652*108. 24X Fiche 90-279. 82/10/00, 8210120332, 


0210130327 Order extending time until 821026 for Commission to act to 
review ALAB-681 

CHILK, B, J Office of the flecretery of the Commleelon. 82/10/00. 
Commissioners Ip. 15678 202, 24X Fiche: 50-279,02/10/08, 

8210130327. 


0210210422 Order extending time until 021109 for Commiteion to act to 
review NRR Director 820922 deni el of Joint Interveners 
10CFR2, 206 request. 

CHILK, 9 J. Office of the 0ecrstary of the Commlstion 82/10/18. 
Commissioners. ip. 19763.003 24X Fiche, 50-279, 02/10/10, 

0210210422 
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6210290245 K*ftiorAn4um in r«tpsnt« to util 820924 nation for 
c rif ICJt i on of A8LB 820831 Initial ditciftlon Dscif.£an 
support* eonclutlon of lau on aiftquac^ of offtit* anargancv 
p linnlns, 

HOLFi J F. Atojnic Safotv and Licensing Board Pan* I 02/JO/2A Spp 

15B37 0S6 24X Flc^« 50-27 9« 8271 072&i 6210200245 


H Ofnarai torr ##pondati<» 


B210220363 Adviaai that 021010 Hr raquoating ulU racalctjjatf 
lafttg tgi at plant* ulll bi lant to all partial 
OILIMSKY.V Connitilonfri 02/10/20 SCHULKE,S. Affillatlan 
Uninown Ip 15779 201 24K Fich# 50 “2 7 5. 02/10/20. 0210220363 


— 0210220369 Urga* util b# forcad ta racalculata antlra «ai*«Ric lafati^ 
at plant 

8CKULKE1S Affiliation Uninouti 02/10/10 OILINSKY^U 
Comnitiionin Ip 15779 202 24X Flch # 50-279, 02/10/20. 

0210220363. 


0 Intpaction riporti. IE BuLlitini tc corrttp ondanci 


0210060133 Forwards IE Imp Rapt* 50-275/02-26 %t 50-323/02-13 oi> 
02O726-3O» 001 6-20 6 0830-0901 Mo noncompHanca not id 
BfSHOPi T M Division of Raiidant. Rvactor Projact 4c Enginaarlng 
Program* 92/09/17 CRANE, P. A Pacific Oat 1< Elactrle Co 2pp 
15614 307. 2AX Fi C ha* S0-279i 02/09/1 7. 02100601 33 


—0210060141 IE Intp Rapt* 50-275/02-26 & 50-323/02-13 on 020726-30* 
0016-20 fc 0030*0901 No nonconpl lane * notaif Hajor artat 
Impactad sita tour 6 isod to piping & tlactrlcal racawag 
support* rtiuHlng Iron rtviiad innului *»lsnic iptctra 
DUROOIHfJ F t 21.fETZI0*O Q Division of Rosldantf Aaactor Projact 4. 
Englntaring Program*. 02/09/17 9pp 15614 311 24K 

FUhi 90-27St 03/09/17,0210060133 


0200190233 IE Info Notica 00-35. 0uppl li "(Laaklng «. Dlilodgtd t-129 
implant Saad* five lift tncl 

COBfijL I 01vi«lon of Fual Facillti**, HatarlaJ* 6 Safaguards 
02/10/06, Consol Ldatad Edison Co of Nau Tort 66pp 15761 290 
24X f i c h a • 50-000 1 02/ 1 0/06 , 0200 1 90233 


0200190230 IE DulHtin 02-03, «6traif Corroilon Craclitig In Thlck- 
V/al 1, Larga-Dl amt tar. Stain 1 *** Btaa I , Racircu latlon 8g« 

Piping at EUR Plant* " 8ve U*t and 

DEYCKJNO. R C Dlrfctor'* Offica, Offica of Impaction and 

Enforcamant 02/10/14. Contolidatad Edison Co of Naw Vort 

IfSpp 15810 129, 24K Ficha, 90-000. 02/10/14, 9200190230 


0210200324 Forwards (E intp Riptf 50-275/03-30 b 50-323/02-14 on 
020914-16 No noncomp llanca nottd 

BISHaP.T U Division of Rasldtnt, Raactor Projact Enginaarinp 
Program* 02/lD/H CRAME.P A Pacific Oai 6 Elactrlc Co 2pp 
15039 019 24X Ficha 50-275,82/10/14.8310300324 


—8210280330 IE Intp flapt* 50-279/02-30 tc 90-323/02-14 on 820914-16 No 
noncomplia-n Cft noted Major araaa in*pf ctad. imp 1 emantati on of 
indapandant var i f ication program. Including Indipandanca 
qua 1 1 f Icat 1 on* of partOTinal I, Implamintat ion of OA program 
HORRILLrP J. I ECKHARDTtJ H , BieflOPiT Hf Division of Raiidant, 
Raactor Projact i Enginatrlng Program*, 02/JO/O8 6pp 
15039 021. 247 FI eh*: 50-279. 02/10/ 14, 8210280324 


R, Pariodic apirating raport* (c ralatad coprttpcndanca 


02iO25O347 Gubmit* 8«mlmanthlg Pragrat* Rapt 20 for 820902-1008, No open 
itam rapt* l*«UBd,but two opan Itam rapt* idantlflad 
Individual* complattd accaptabla ttaiamant* r* potantial or 
appartnt conflict* of intarast 

REEDY, ft F R.F Ratdg. Inc 82/10/00 DENTON* H R. Offica of 
Nuclaar Raactor Ragulatfan, Dlractor. EN<9ELK£N,R H Rag ion 9. 

Offica of Diractor MANEA7I0,O A, Pacific Oa* Ic Elactrlc Co, 2pp. 

1 9708 342. 2 4K Fi c ft a ‘ 50-27 9 j 82/10/00, 021 0250247. 


8 Raportabla occurrancai. LERi It ralatad corratpondanco 


8210250055 PNO-V-82-043 on 021016, unuiua 1 avant dad arid uban graat 
fira startad In 500 kV iwitchgard On 821017, thraa 500 kV 
circuit* trlppad,ri*ultlng in Ui* of all offilla powar, 

8acond unusual avant faclarad, 

STERNE ERO, D. M. Rag ion 9. Offica of Dirac tor. 02/10/16. Ip, 

19707? 100. 24X FI ell a '90-279, 82/10/ 16, 021 02 90098. 


T Haarlng transcript* on nan-ant Itruat mattar* 


8210290370 Unafflclal transcript »f 821020 public dltcustlpn af Phasa 
ir ravarlfication program in Washington, DC. Pp 1-113 
Supporting documantation and. 

a Comnisilonira. 82/10/20. 144pp, 18065 095. 24X 

Fie ha; 50-279. 82/10/20. 821 0290370. 


G21'022O4l6 Fartifards transcript of Commission 021020 misting to 
Tffcaivi NRC briafing on propoiad scopa of Phan Ij of 
Indapandant daslgn varlfication program & 821019 maiting u/ 
util 6 participant* r« program it GECY-82-414 W/p and 
CHI UK, 6 J Offica of thi Sacratarg of tht Comntlition 02/10/21 
Offica of tA* Eiicutlva Legal Diractor Ip 15779 2i ] 

Fleha 50-275, 02/10/21.8210220416 


DOCKCT 50-324 BRUNSWICK STEAM ELECTRIC PLANT. UNIT 2 


F Sacurlty. madical. rmargeneg & fir* protection plant 


8209140148 Forward* "Fir* Protection of Cable Spreading RioiMn, 
evaluating quantitg of transient combu«tiblai necasiari/ to 
causa ignition of most limiting cable Info suppl* 810306 
exemption request 

HOWE. P W Carolina Power 6 Light Co 62/09/08 DENTON, W ft CM 1x4 
of Nuclaar Raactor Regulation, Director 2pp 14702 001 Sdi 
Flcha 50-324.02/09/00,8209140140 


— 0209140153 '•'Fire Protection of Cable Spreading Room “ 

« Carolina Power 6 Light Co 82/08/31 61p 14782 004 24[ 

riche 50-324, 02/09/00, 0209140140 


8210060316 Forwards revised Section* 5 6 6 to "8aPe-6hutdfru-n Capibili.'^ 
Affsassfliant & Proposed Mods " 

2IHMERMAN, S R Carolina Power It Light Co 02/10/01 OENTQN, fl 
Office of Nuclaar Reactor Regulation, Director Jp {5616 0^3 2.,; 

Fleha 80-324, 82/10/01.0210060316 


—8210060323 Revised Sections 5 I, 6 to "Baf *-Stiutdoun CapitlUtv 
Asaassmant I, Proposed Mods 

a Carolina Powtr 6 Light Co 62/10/01 706pp 15616 034 EH 

Fleha 50-324.02/10/01,0210060316 


8210130295 Forwards responses to 8NNL & NRC Question* 1-6 ri util 
020004 radiation shielding study for proposed emerginty 
operation* fa c i 1 Itg/technlcal support ctr Written 
concurrence raqutfted by 021025 

ZIMMERNAN.S R Carolina Power 6 Light Co 82/10/11 VASSALlDiD I 
Operating Reactors Qranch 2 3pp 15670 240 24X 

Ficha 50-324, 82/10/11,8210130295 


0210220409 Ack receipt of 021006 Hr informing NRC of steps tiHa la 
correct vlalations nottd in IE Insp Repts 50-324/92-30 k 
50-325/02-30 

VERRELLI.D H Division of Project I, Resident Programs 02/1^/18 

UTLEY, E E Carolina Power k Light Co Ip 15779 0B7 24* 

Ficha 50-324, 82/10/10.8210220409 


--B210220492 Responds to NRC 820907 Hr re violations noted In IE hij 
Rapt* 50-324/82-30 6 50-328/82-30 Corrective actions 
technician counseled re compliance w/Halnt Instruction 
M1-10-2U Fir* Protection Procedure FP-14 will be revliid 
D1£T2,C R Carolina Power k Light Co 82/10/06 O'REJLLV.a P 
Region 2, Offica of Director 2pp. 1577? 000 24X 

Fiche' 80-324, 02/10/10. S2102204B9 


—8210220496 Notlc* of violation from imp on B2O715-0B15 

a Division of Project I, Resident Programs 02/09/07 If. 
18779:092 24X Fiche: 50-324. 02/10/ 18. 8210220489 


—8210220803 IE Imp Repti 50-324/02-30 I, 50-325/02-30 nn 02071 S’&ail 1 
Nancomp 1 ianca nottd on 020009, safety-related equipment Hetnl 
Instruction HI 10-2J incorrectly performed & Fire Proiicttsn , 
Procedure FP-14 Step HI A Improperly implemented on 020715 
HYERG.D 0 , OARNERiL.W. . CHABE. J Division of Project t, AsilM’l 
PTogrem* 02/09/03. 9pp. 15779 093 24X Fiche 50-324, 

6210220489 


8210280275 Forward* corrected peg** to rept submitted In canjuctis^ 
w/820900 cable spread room examption request It Pages 
A. 3- 7*- A 3-10 inadvertently omitted, 

ZIMMERMAN, 8 R Carolina Power I* Light Co 02/10/22 DEMHW-Ulf 
Office of Nuclear Reactor Regulation. Director Ip 15037 2 W ?*« 
Fleha. 50-324, 82/10/22,8210200275 


—0210200270 Corrected It eddl pages to 'Tire Protection of CiVlf 
Spreading R 00m. " 

a Carolina Power It Light Co 02/10/22 Bpp 15037 296 3ll 
Fleha: 80-324, 02/10/22. 8210280275 


H Oasiaral correspondence 


0210010029 fiequests NRC direct all official c orraspondanee to EE lllf, < 
util vie t-pra s 1 dant. due to 020930 retirement of JA Uonei 
JONES. J A Carolina Power t Light Go 02/09/27 DENTON. H R. 

Office of Nuclear Reactor Regulation. Diractor, lp> 18869 314 N 
Fleha: 50-000, 82/09/27,0210010020 
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&a!OtGa323 Request* change* to distribution list for NUREO'^OOSO* 
'Cicensed Operating Rsactors Status Suiriinarv Rapt '* 

2TmERKAN>S R Carolina Pouer & Light Ca 62/10/11 D^EBE* M R 
Syitins Development Branch 2pp 19^63 361 S4X 
Fiche 50-000,82/10/11.8210130323 


—8203080197 Advises that replacing Phrase 1^ ^ 

w/phrast "Calendar Vr“ In Tech Spec 2. 9 2 b acceptable 
Change would reduce rec ordl oep in j 4 . « nn 

HDUST0M»R U Assistant Director for ^ b 


82/02/11 NDVAK, 
2pp 15861 014 


T ti Assistant Director for Operating Reactors 
24K FI Che 50-000,82/09/17.0210280013 


F Operating license stage documents In correspondence 


8207100044 FOIA request for all internal non'^public documanti, metnos, 
evaluation reptt 6 other matl dealing w/ituclaar plant 
opara tvons 

HCiMNISiD News & Observer 62/08/17 Office of Administration 
Ip 1SB60 064 24X Fiche 50-000, 62/06/17, 8207180044 


82tGOd0006 Forwards revtsad Tech Specs to Amend 72 to Licetis* DPR~’62, 
correcting errors in total peaking factor values for Cgcle 
5 - 

L’ASSALUQrO 8 Operating Reactors Branch 2 82/08/30 JONES, J A 

Carolina Power & Light Co 2pp 19577 275 24X 

riche 50-324,82/08/30,6210040006 


— 6210040007 Revised Tech Specs to Amend 72 to License DPR-62, c or rec ting 
arrors in total peaking factor values for Cgcle 9 
* Operating Reactors Branch 2 62/08/30 Ip 15577 277 24X 

FlChe 50 -32 4,82/08/30,0210040006 


8310120626 Advises that proposed interim changes for shift technical 
>aidvisor training program acceptable up to Apr 1963 
VASSAL LOi D 8 Operating Reactors Branch 2 02/09/15 JONES, J A 

Cjirolitia Power <« Light Co 3pp 15672 266 24X 

Fiche 50-324.09/09/15.8210120626 


8310260013 Responds to FOIA request for all i nternal, non-public 
documents, memos, eva luati on repts tc other matl dealing w/ 
nuclear plant operations Foruiardt documents listed in App A 
TEI^TON. J (1 Division of Rules and Records 02/09/17 MCINNI8. D 
Nfriws I Observer 5pp 15860 065 24XFiche 50-000,82/09/17, 
83102Q0013 


— 79DS2903S7 Augmented offgas sgs shall be used at all times & util 
■should b« informed 

COLLI NS, J T Effluent Treatment Sgs terns Branch 79/09/03 
IPPDHTO, T A Operating Reactors Branch 3 (Pro 790625) Ip 
J5860 087 S4X Flche 50-000,82/09/17,8210280013 


— 79I22B0014 Advises of util 791025 interim commitment for demonstrating 
compliance w/4CCFRt90 Commitment ac eeptab le, but must include 
direct radiation per section 6 of NUREO-0473, Revision 2 
□ ANQARTiR Effluent Treatment Systems Branch 79/11/23 

JPPOLITO, T Operating Reactors Branch 3 (Pre 800428) Ip, 

19860 0B8 a4X Fich# 90-000,82/09/17,82 1 0280013 


--eiOlHO-002 Confirms 001126 telcon re possible willful violetion of 
reporting requirements IE lacks specific details necessary 
t^o make referral determination 

WARD, W J Office of Inspection U Enforcement, Office of the 

Director 00/12/02 FORTUNArR Office of Inspector V Aud itor 

ip 15S60 095 24X Flche- 50-000,82/09/17, 6210200013 


— Ql 04290774 Notifies that applicant should be informed that major change 
to radwasta treatment tys will require 10CFR50 90 review 
J^equests info to show conformance w/App I mod can meet 
acceptance criteria of 6RP in NDREO-0800 

QANKlLLtif P Effluent Treatment 8g stems Branch 81/04/06 
iPPOLITO, T A, Operating Reactors Branch 2. Ip, 15860*226 24X 

Fiche 50-000,82/09/17,0210280013 


— -01 12020085 Forwards request for addl licensee info re proposed second 
«Rpansii)n of spent fuel pool 6 estimate of vol of solid 
«4jast« generated by scrapping existing racks Info needed by 
611118 

KREOER. N E Assistant Director for Radiation Protection 
8e/H>/27. NOVAK. T Assistant Director for Operating Reactors 
iStpp 15860 231 24X Fiche. 50-000, 02/09/17,8210280013 


0112300287 Forwards Effluent Treatment 8ys Branch safety evaluatios 

input re spent fuel pool expansion appl Ication, per review 
of util 800416 submittal 

KRECERi U E Assistant Director for Radiation Protection 
ei/Il/27. NOVAK, T H Assistant Director for Operating Reactors, 
t^pp 15860 249 24X Fiche 50-000,82/09/17,8210280013 


1120260 Advises that 611112 Itr recoemtended improvomeist of dose 
impact calculation methodology St licensee accepted by 311125 
t tr Other edit changes assured new methodology use every 31 
days it nuclide dose factor inclusion in ET8, 

43AhNtLLtU P Radiological Assessment Branch 81/12/03 
IPFOLITOrT A Operating Reactors Branch 2 ipn 15860 264 24X 

Flche 90-000182/09/17,0210260013 


“8205170128 Advises that reviatj of NURE0-O737 p Item II F l,h 
satisfactorily completed & considered closed t.-unn 

MOUSTON.R W Assistant Director for - tor- 

02/04/16 NOVAK I T M Assistant Director for Opepating Reactor . 

Ip 19861 040 24X Fiche 50-000.02/09/1710210200013 

-6206220591 Submits backflrouund info on ^ 620116 

loss of RHR SVC water event at Pac i I ity, LER 02-005/01 T 
im? TR Director's Office 62/06/04 RUBIN, 9 Director's 
5PP 1^61 air 24X ?lihp- 50 - 000 , a2/0»^.7,aS102B00.3 

-9207120140 Trip rept of 820324 visit to facility re equipment environ 
qual 1 f icati on problems List of site vis i t/meatlng 
participants «c related info end onrnrr/n/ 

EL-ZEFTAWy, H. , WOLF. T R 

KICHEL6DN. C Director's Office i2pP 15861*314 24X 

Fiche 90-000,02/09/17.8210280013 


-8210200021 Recommends that facility coolant activity limits be changed 

to conform w/ST8 i^-r jtnd. 

EISENHUT, D O. Division of OpeTating Reactors 76/07/06. 

ODLLER, KR Assistant Director for Operating Reactor 

791030)- 3pp 15060 074 24X Fiche 50 - 000 , 92 / 09 / 1 7, 8210200013 

-8210280024 Advises that util 700918 rospon-se re proposed plans for 
correcting problems concerning aOBmenled offgas sys 
unacceptable Effluent Tech 3pecs should be 

C0ULIN8, J T Effluent Treatment Systems Branch 78/06/02 
LEAR,0 Operating Reactor* Branch 3 iPre 000420) 2pp 
19860 077 24X Fiche 50-000,82/09/17,8210280013 


-8210280027 Notifies that commitment schedule for ImplfmentlnB operable 
augmented offgas sys unacceptable Thermal T-ecomblner* for 
use in BWR offgas sys will not satisfy criteria 
C0LtIN8, J T Effluent Treatment Systems Branch , 70/09/06 

IPPOLITQ.T Operating Reactors Branch 3 (Pre BOO4S0) 3pp 
15860 079 24X Fiche 50-000,02/09/17,8210280013. 


—9210260031 Requests technical assistance to review recent events at 
facilities & to assess safety 4t environ significance 
STELLOrV Division of Operating Reactors, 70/00/03 MULLER, D 
Division of Site Safety Environmental Analysis 2pp, 13060,004 
24X Fiche 50-000, 82/09/1 7, 0210280013 


—6210200047 Notifia* that potential for criminality found re Region 4 
1 nvestigation resulting from U bfard 801202 memo corterning 
facility 

FORTUNAfR A Office of Inspector 6 Auditor 00/12/03. Office 
of Inspector Auditor Ip 15860 096, 24X Fiche SO-OOO, 

82/09/17,0210280013 


— 0210200095 Assumes responsibility for review of Casa 81-17 for 
criminality No crimirallty Indicated Case should be ejosad, 

SMITH, R M Office of Inspector 6 Auditor. 82/0B/24 Office of 
Inspector I, Auditor Ip 15061 029 24X Flche, 50-000, 82/09/ 17, 

8210260013. 


— 8210280100 Notifies that on 820224i-C Alderson advised that ropt cant re 
possible willful violation of reporting requirements fc 
falsification of QA 6 guard qual i f tea tion records at 
facilities 

RE8NER,H E Office of Inspector U Auditor 82/03/01 Office of 
Inspector & Auditor. Ip 15061 039, 24X Fi c he, 50-000, 82/09/ 17, 

8210280013. 


8210010051 Ack receipt of 820823 Itr requesting temporary relief from 
commitments rt tretnlng of shift technical advisors. Program 
approved & request forwarded to NRR for evatiiatlon 
O'REILLY* JP. Region 2, Office of Director B2/09/20 vlalNEB*^), A 
Carolina Power l< Light Co, Ip 15569:322 , 24X 

Flche 50-000*82/09/20,8210010051 


8210050362 Application to amend Clcense* DFR-71 6 DPR-62, revt s ing Tech 
Specs to clarify requirements for verifying operabilltv of 
scram discharge vol vent Ic drain valves, Class I ] I 
licanse amend fees end 

EURVjL W Carolina Power 6 Light Co 82/09/29. VAS8ALL0, » B 
Operating Reactors Branch 2 2pp 1960^:345 24X 

Flche* 50-324, 82/09/29, 8210090362 


— B2IO0S0371 Pr posed Tech Spec 4. 1.3. 1. 1 re surveillance requirement* 
verifying ■operability of scram discharge vol vent & drain 
valves, 

e Carolina Poieer 6 Light Co 02/09/29 2pp 15600.347 24X 

Fiche: 50-324, 82/09/29*8210090362. 
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0210290110 A(lvl»*i that plant vititin» capability scctptabla to r»»olva 
KO«EO-O737i TH r 1 1*« II ff 1 ra hlflh point vanti 

VASSALLO# D D Oparatlng Raactori Branch 2 62/10/01 »/ONESi J A 

Carolina Pawar If Hyht Co 3pp L90&^ 33B 24X 

Ficha 90 -324« 02/ 10/01 j 82102901 10 


— 8210290113 "Opirating Raactcr* - TMI Laaiont Laar nad» NUBEO-0737 
Riiponta Evaluations (Program IlliProjaet l*RCS Vinta for 
Brunauicit 1 !< 2f " final tachnical avaluat I on rapt 
• Lauranca Livarmora Labaratorg FIN A-0246-2 02/07/13 

flUTCNER.E # BARNHAPTfB Dlviiiort of Licanalng 4pp l5B6i 341 
24X Ficha SO'324. 62/ 10/01.021 0290110 


6210150030 Forward* lubmittal ichadula for raaponia* to NRC 620909 
itsuaa r* THI Action Itans II F lf4<5 Si 6 Ir TI E 4 2 7.Tac.h 
Spac ravinoni, containmant vant i purga. a lac trica 1 
distribution tgi voltagat St control of hiavv load* 

Z 1 MHERMAMi 8, R Carolina Pouar 4e Light C-o 02/10/12 VABBALUOi 0 B 

Opirating Riactort Branch 3 2pp 1570t'’26S 24X 

Ficha 50-324. e2/10/12< 6210150030 


82l02b0244 Advitat that raiponaa to NRC B20G27 raquatt to juttlfy 
diffaranca* batuaan eiitting control room St NURE0-O737» lta« 

III 0 3 4 luggvitlana ulli ba provldad bg 630131. Btq,uaa ts 
r*-avaluatton of improvtmant co it-b enaf it» 

EURVfL W Carolina Pouar If Light Co 62/10/21 VASSALLO. B B 
Oparatlng Raactor* Branch 2 Ip 15799 353 24X 

rich# 90-324r e2/10/21»62102&0244 


0StO2&O3S3 Application for amand to Licansai DPR-71 U DPR-A2. cl arlfg ing 
portian* of 610921 aubmittal ra hydraulic tnubbtr 
aurvai 1 lanca 

El/RYiL W Carolina Powtr If Light Co 62/ 10/21 YASaALLO.D B 
Oparatlng Reactor* Branch 2 2pp 15799 333 24X 

Ficha 50-324i 62/ 10/21< 6210200323 


— 621026(3325 Reviled Tecb Spec* ra hydraulic inubbar lurvailUnca 
a Carolina Power St Light Co 62/10/21 2pp 15799 340. 24X 

F i C h a SO-324 f 62/10/211821 0260323 


8210260405 Ulthdraw* rai^uBit for amand to Llcanea* OPR-71 $i DPR-62i 
ravlfifig Tech Spec ra rap ortabi 1 1 ty of Inoperable raad 
iwltcha-i in rod poiitlon Indication tga to reduce number 
of routlno LERt 

eURYfL U Carolina Pouar Sf Light Co 02/10/22 VASSALLO.B B 
Operating Reactor* Branch 2 2pp< £5806 239. 24X 

Ficha SO- 324i 62/10/2216210260405 


—8210260410 Propoaed raviiiont t« Tech 8p«c 6 9 I re manthlg 
raportabili ty of eafaty/raliaf valve cha I lengas. Tach Cpac 
cuparatdea 620407 eubmittal, 

a Carolina Power S< Light Co 82/10/22 2pp. 15006 241 24X 

Ff cha. SO-324r62/10/2Si 8210260405 


0 Inapaction raporttt IE Btilletini & corraep ondance 


6210000015 Addl raapanaa to FOIA ragutft for 19 catagorlaa of Info ra 
nuclear raactgr evant* If aafaty problemi Forward! rfocwmant* 
lifted In App A Documenti In App B completely ulthbald Craf 
FOIA Exemption 91 

FELTONf J M Dlvlflon of Rulea and R a cards. 02/07/12 UDELL tR A 
■Critical Matt Enargy Frojact 9pp. iS665.'027 24X 

Fieri# 50-0a0i 02/ 07/12i 6210060019 


— B21OO0O122 Byitamitic aiiaaimant of licanatt performance notes re 
facility evaluation for Apr 1979-Mar 1900. 

* NRC - No Data Hod Affiliation 01 van 00/03/31 App 
15667 321 24X Fi ch a ' 50-000r 82/07/12.0210000015. 


6210010132 Forwards IE Imp Rtpts 50-324/62-31 If 50-325/92-29 on 
B20809-13 No none amp 1 ianc ■ nottd 

YERRELLIiD, H Division of Project Ic Resident Programs 62/09/01, 
JONE0i«/ A Carolina Pouar b Light Co. 2pp 19567; 23(7. 24X 

Fiche;90-334i 62/09/01.6210010132 


— B210O1O137 IE Insp Repti 50-324/62-31 & 50-325/62-29 on 020609-13 No 
noncomp llanct nated. Major areai Inipectad ALARA. rad leac live 
(natl tf ansportatlon. rad ioactlve liquid effluent monitoring it 
mail control 

ALBRiOHTr R. N. j BARR. K, P Oiviiian of Eng Itiaaring b Technical 
Pragram* 62/06/31 5pp, 15567 232. 24X Flche ’ 50-324. 02/09 /Olj 

0210010132 


0210010112 Forwards summary of 020024 anforcemant meeting at Region 2 
ofc re status of action Items containsd in 020702 li 2(1 
confirnation «f action ttrs 

Q'REILLYiJ. P Raglan Office of Director. 62/09/03 JOIEB. J A. 
Carolina Power it Light -Co Ip 15S66‘029 24X 

Fiche 50-324.62/09/0316210010112 


— 8210010126 Summary of 020624 meeting u/util in AtlantaiOA ra sNti-s 
action itema contained in 620702 6 20 confirmation of 
action Itrs Util committed to formally aubmit long-tara 
program details in Nov 1962 

LEWia.R C Diviiion of Project & Risidant Program* 02/09/03 
Division of Projtct 6 Resident Programs 2pp 1556h 030 24X 

Flchs 50-32 4.82/09/03.8210010112 


8210010170 Act receipt of 820B16 response to B20716 notita of vlolai.: 
& propoaed impafltion of civil penalties Rept on major 
program objec tivai to be submitted by 821101 should provide 
sufficient Info ra teiting aiptct* of training program* 

AXELRADi U Enforcament Btaff 02/09/19 JONEB. J A Carol i na ft, n 
Si Light Co 2pp 19568 109 24X Flch# 50-323. 62/09/1 5, B210 4101 7J 


—9210010193 Forwards IE Imp Rapt* 50-324/02-02 & 50-325/02-02 
020106-07. Enforcement action addressed to util (n 020715 
Itr 

LENIS.R C Division of Project 6 Resident Programs 63/07/16 

JONES. J A Carolina Power 6 Light Co 2pp 1S560 121 2-tX 

Flcha 50-32 5.62/09/15,0210010170 


—8210010206 IE In*p Rapts 50-324/82-02 Sc 50-323/02-02 on 020101-07 
Nencompllanct noted Unit 1 instrument D-t inoperable Si 
level channel not tripped between 811226-31 

GARNER, L. i JULIAN, C « BUROERi C Division of Project LRatlianI 
Programi 82/09/13 App 15968 126 24X Fichi 90-325. &3;09/ IS 

8210010170 


8210010171 Ack receipt of B20702 & 0903 Itrs informing NRC of lirjs 
taken to correct violations noted in IE Insp Rapt* 

90-324/82-lB k 90-329/02-18 

VERRELLI.O M Division of Project 8i Reiident Program* 02/0^/16 

JONES, J A Carolina Power l< Light Co Ip 1S56B 091 24X 

Flcht 50-324, 02/09/16.0210010171 


— 8210010103 Euppls 830702 response to NRC 020604 Itr re violat I eps r,' 
in IE Insp Repts 50-324/02-10 li 90-329/02-19 Corrsctlvi 
action* responsible operators counseled i lA-i battery 
chafger clearance removal reviewed 

DIETZ. C R Carolina Power 6 Light Co B2/09/03 O'ftElLLf.J P 
Region 2. Office of Director. 3pp 19960 092 24X 

Fiche 50-324,02/09/16,8210010171 


— 9210010189 Respond* to NRC 020604 Itr re violation* nofesd in tE ]".;i 
Rapti 90-32 4/62-16 k 90-325/62-16 Corrective a-ctloni d«vtlr 
verification program established on 620601 

DIETZiC R Carolina Power & Light Co 02/07/02 O^REIlUYi-J f 
Region 2, Office of Director 3pp 19960 095 24X 

Fiche 50-32 4,82/09/16,0210010171 


—6210010194 Forwards IE Insp Repts 90-324/02-16 fi. 90-339/03-14 4* 
820419-0515 k notice of violation 

LON(}*F. J Division of Project Resident Programs E2/0i/04 
J0NE6,J A. Carolina Power k Light Co 2pp 1996& 097 ?4I 

Fiche. 90-324, 62/09/16, 0210010171 


—8210010199 Notice of violation from Insp on 020415-0918 

a Region 2, Office of Director 02/06/04 Ip I99fi8 099 JU 
Flcfie 90-324102/09/16, 8210010171 


—8210010209 IE Intp Repts 90-324/02-10 k SO-325/G2-10 on 020115*05.1 
Noneomp 1 ien ce noted Operating Procedure □P-43 li tag rtasvjl 
for Cleara-nce 1-459 inadequately implemented 
MVERBiD a , OARNERiL U , BUROER.C » Division of Projici i 
Resident Programs 02/06/04. 9pp 15568 iO-0 24X 
Ftche, 50-3 2 4, 62/09/16,0210010171 


6210010336 Advises that IE Inip Rapt 90-325/02-36 was ini J/irtjntL* 
labeled 5(5-325/02-30 

VERRELLI, D M, Division of Project k Resident Programs 02/D9/Jt 
JONERfU A. Carolina Powtr l< Light Co tp 19971 001 341 

Flcha: 50-324, 82/09/16, 0210010336 


—8210010340 Forwards IE Insp Repts 90-324/62-32 k 50-3297 D3-H 
820024-27. No noncompliance noted 

VERRELLliD. M Division of project S< Resident Prograai eZW-l 
JONES, J A Carolina Power I, Light Co 2pp 19971 002 ZU 
Fiche’ 50-324,62/09/16, 6210010336 


—8210010350 IE Imp Repts 90-324/02-32 k 50-329/92-36 on 31 k 

noncomplianca noted. Major areas inspected . pre-startup 
reviews, corporate nuclear safety reviews, poi t-malnt 
k plint mods involving Tech Bpec changes 

FREDRICKSON, P. r JACKSDN, L H , UPRIOHT,C.M. 01 vl* ton of ^ 

k Technical Programs. 02/09/10 4pp £9571 004 2« 

FKhi' 50-324,82/09/16, 8210010336 
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82]4[>01039I Act rvcfipt of 620907 Itr informing NRC of ttropi t«|ifn to 
correct vlolJtloni noted in IE Intp Reptt 50-324/82-25 t 
50-325/02-25 

LEWiSjfl C Diviilon of Project Ik Roeident Program* 62/09/22 

JO^i£S.I J A Carolina Power & Light Co Ip 15572 269 24X 

FiCh* S0-324i e2/09/22i 0210010391 


— eai00i0399 Retpondft to MRC 020813 Ur re violation* noted in IE Insp 
Aaptt 5-0-324/02-25 it 50-325/82-25 Corrective action* plant 
operating procedure* rewritten & signoff* added Operation* 
engineer reiponcibls for procedure changes 

DIETZiC R Carolina Power & Light Co 02/09/07 O'RElLLYi J P 
Region 2, Office of Director 2pp 15572 270 24X 

Fjche 50-324,02/09/22^8210010391 


--B210010405 Forward* IE In«p Rept* 30-324/82-25 It 50-325/82-25 on 
B20&15-0715 it notice of violation 

LEWIB^R C Division of Project it Resident Program* 82/00/13 
JOfJES.J A Carolina Power it Light Co 2pp 15S72 272 24X 

Fiche 50-324,02/09/22,8210010391 


— &ai00104l0 Notice of violation from insp on 920il5-07l5 

» Division of Project it Resident Programs 02/08/13 2pp 
15572 274 24X Fiche 50-324,82/09/22,0210010371 


— 0210010415 IE In*p Repts 50-324/82-25 it 50-325/02-25 on 020615-0715 
Noncompliance noted failure to implement it maintain 
operating procedure* for startup it shutdown 

MYERS, D a , OARNER.L W , STETKA, T Division of Project it Resident 
Programs B2/O0/i2 13pp 15572 276 24X Fiche 50-324,82/09/22. 

32 1 0010391 


35-10150100 Ack receipt gf 020913 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-324/02-26 St 
50-325/02-26 

Lewis, H C Division of Project it Resident Program* 02/09/24 

J A Carolina Power it Light Co Ip 15701 164 24X 

Fiche 50-324.82/09/24,0210150100 


■-S2L0150106 Responds to NRC 820817 Ur re Violations noted In IE Insp 
Repts 50-324/02-26 it 50-325/02-26 Corrective actions new 
comprehensive post-testing program being developed 
DIEtr. C R Carolina Power it Light Co 02/09/13 0 'REILLY, J P 

Region 2, Office of Director 2pp 15701 165 24X 

Fiche 50-324.02/09/24,0210150100 


-B5 101501 k3 Forward* IE Insp Repts 50-324/02-26 it 50-325/02-26 on 
020712-16 it notice of violation 

LEWIS, R C Division of Project St Resident Program* 02/00/17 

J A Carolina Power it Light Co 2pp 15701 167 24X 

Fiche 50-324,82/09/24.8210150100 


“6210150-120 Notice of violation from insp on 020712-16 

* Division of Project it Resident Programs 02/08/17 2pp 
J570I 169 24X Fiche 50-324, 02/09/24,8210150100 


0210-150132 IE Insp Repts 50-324/02-26 it 50-325/82-26 on 020712-16. 
Noncotnpl lance noted failure to provide measures to preclude 
bypassing required testing 

BKINNER, P H , JACKSON, L H , UPRIGHT, C N Division of Engineering fc 
Technical Programs 02/00/19 7pp IS701* 171 24X 

Fiche 50-324,02/09/24,0210150100 


310150108 Forward! IE Insp Repts 50-324/02-35 it 50-325/02-35 on 
B2090B-I0 Nd nonComp 1 lane e noted 

VERRELLI,D M Division of Project it Resident Programi 82/09/24 
OCNES. J A Carolina Power it Light Co 2pp 15701 149 a4X 
riche 30-324,82/09/24,0210150108 


-0210150114 IE Insp Repts 50-324/02-35 L 50-325/02-35 on B2090B-10 No 
noncornpl lance noted Major areas Inspected review i< 
evaluation of changes to iniervict insp program St program 
#pr document control it data retention 

COLEV, J L, , BLAKE, J J Division of Engineering St Technical 
Programs 82/09/21 Gpp 15701 151 24 X Fiche 30-324. 02/09/24, 

eSlOl 50100 


210150162 Forward* IE Insp Repts 50-324/82-33 it 30-325/02-31 on 
020901-03 St iO No nontomp 1 lanc# noted 

veRReLLI,D M Division of Project St Resident Program* 02/09/24 
.ufONES. J A Carolina Power St Light Co 2pp 15707*304 24X 

riche 50-324,02/09/24.8210150162 


-0210150170 IE Insp Repts 50-324/82-33 it 50-325/02-31 on 020901-03 St 10. 
No noncompliance noted Major areas inspected IE Bulletin 
79-14, *’Sei»mic Analysis for As-Built Saf etg-Re leted Piping 
Sv* " 

ANO.VI P r BLAKE, J Division of Engineering & Technical Programa 
82/09/23 5pp 15707 306 24 X Fi c he. 50-324, 02/09/24, 0210150162 


0210150008 Act racaipt of 020819 it 0915 Itr* informing NRC of step* 
taken to corracC violations noted In IE Insp Rapti 
50-324/82-23 it 50-325/02-23 

LEWIBi R. C Division of Project i< Resident Programs 82/09/30 

UONESi J A, Carolina Power it Light Co Ip 15698 349 24X 

Fiche 50-324,92/09/30,0210150008 


— 8210150016 Revise* response to NRC Itr re violations noted in IE Insp 
Repti 50-324/82-23 6 50-325/02-23 Corrective action* 
assessment of inservice insp program in progress Violation 
will be fullg addressed bg 021231 

OIETZtC R Carolina Power it Light Co 02/09/15 D'RElLLVtJ P 
Region 2, Office of Director 2pp 15698 350 24X 

Fiche 50-324.02/09/30,0210150000 


--8210150023 Responds to NRC 82071? Ur re violations noted in IE Insp 
Repts 50-324/02-23 it 50-325/02-23 Corrective actions 
post-maint testing program revised it inservice insp program 
under revleu 

DIETZ. C R Carolina Power L Light Co 82/08/19 O'REILLY, J P 
Region 2, Office of Director 3pp 15690 352 24X 

Fiche* 50-324 . 82/09/30, 02101 50000 


—8210150034 Forwards IE Insp Repts 50-324/82-23 8t 50-325/82-23 on 
020615-18 it notice of violation 

LENIBiR C Divliion of Project St Resident Programs 02/07/19 
JONES, J A Carolina PoweT St Light Co 2pp 15690.355 24X 

Fiche 50-324,82/09/30,0210150000 


— 6210150040 Notice of violation from insp on 620615-10 

LEUI8, R. C Oivifion of Project & Resident Programs 02/07/17 
2pp, 15698 357 24X Flebt 50-324,82/09/30,02X0150008 


—0210150063 IE Insp Repts 50-324/02-23 St SO-325/02-23 on 020615-18 
Noncompliance noted failure to re-establish baseline data 
for RHR SVC water pump 8t to Include main steam piping In 
inservict insp program 

BLAKE, J.J , ECQNOHOS, N Division of Engineering L Technical 
Programs 02/07/15 4pp 15690 359 24X Fiche 50-324,02/07/30, 

0210150000 


8210220139 Forwards IE Insp Repts 50-324/82-38 it 50-325/02-38 on 
620907—10 No noncanpliance noted. 

VERR£LLI,D H Division of Project St Resident Programs 02/10/04 
JONea, J A Carolina Power & Light Co Cpp 15778 107 24X 

Fiche: 50-324, 82/10/04, 8210220139, 


—0210220147 IE Insp Repts 50-324/62-30 U 50-325/02-38 on 020907-10 No 
none amp I iance noted Major area* Inspected followup Insp of 
NRC licensee identified tasks to be completed prior to 
startup 

NHITEN£R,H L , KRUO, H E , JAPE, F Division of Engineering & 
Technical Programs 82/09/30 5pp X877B 109 24X 

Fiche 50-324,02/10/04,8210220139 


8210220169 Forwards IE Insp Repts 50-324/02-36 it 50-325/02-33 on 
620815-0915 No noncomp 1 i ance noted 

VERRELLI,D II Division of Project 8, Resident Programs 02/10/04 
JONES, A Carolina Power it Light Co. 2pp 15770.045. 24X 

Fiche* 50-3XZ4, 82/10/04, B210220169 


--0210220173 IE Insp Repts 50-324/62-36 it 50-325/02-33 on 820815-0915 No 
noncornpl lanc e noted Major areas inspected review of LERs, 
operational safetg verification it audit of surveillance & 
malnt activities. 

HYER6, D 0 , OARNER, L Id , BURGER, C. Division of Project & Resident 
Programs. 82/10/01 0pp. 15770 047 24X Fiche; 50-324, 02/ 10/04, 

6210220169 


0210150036 Ack receipt of 320816 0924 Urs informing NRC of steps 

taken to correct violations noted In IE Insp Repts 
50-324/82-20 it 50-325/02-20. 

LEIflStR C. Division of Project Resident Programs, 02/XO‘/O5. 
JONES, J. A. Carolina Power it Light Co Ip 1570 T 135 24X 

Fiche. 50-324, 82/10/05. B210I50036. 


—0210150030 SuppLs 820016 response to NRC 820719 Itr re violations noted 
in IE Insp Repts 50-324/02-20 Sc 50-325/02-20 Add I info re 
revision to Frocadure CQAD 80-1 to assure tlmelg corrective 
actions to future audit findings provided. 

DIETZ, C.R Carolina Power it Light Co. 02/09/24 O'RElLLV, J. P. 
Region 2, Office of Director. 2pp 15701*136. 24X 

Fiche 50-324,02/10/05,0210150036 


■0210150045 Responds co NRC 820719 Itr re vioiaUoTiB noted in IE Insp 
Repts 50-324/82-20 it 50-025/02-20 Corrective actions. 

Procedurs COAD 00-1 revised frequency of plant audl ts 
increased to reduce audit scope. 

DIETZ, C.R Carolina Power L Light Co, 02/08/16, O'REILLVjJ P. 
Region 2. Office of Director 3pp 15701,138 24X 

Fiche. 50-324,82/10/05, 0210150036 
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eaiOt 30043 Forward i IE Imp Repti 30-324/62-20 50-325/Q2-2D or> 

a20&£)7“0B I- notie* ot violation W/o notlca of vioUtion 
UEHISiR C Dlviilon <3^ Project St Rtildont Froor»<n« 82/07/19 

Jl0^eBl J A Carolina Poiif^r h Lisht Co 2pp 15701 Ml 24)t 

Fi cha. 50-324/ 62/1 0/05. 821 01 S0036 


8210150041 Poruardi UER 0;-O32/O3L-O 

0/er^.C f? Carolina Posuor S{ Light Co 81/03/25 0 

Raglon 2. Atlanta. OPfict of th* Dlractor CflI/03/Oii 
15701 132 24X Flche 50-324.81/03/25.8210130041 


'fiElLU, J 
Ip 


P 


-S2 10 1500 52 IE In*p R«pt« 50-324 /82'20 50-325/82-20 on 820607-OB 

Noncniftplian«# not»d fallura to a^tafrlMh ntaiura* to as«ui>a 
prompt eorractlon* to advarie QA condition* h ffailor* to 
dittributa audit uJithin r»4,ulrBd tM«fra«« 

BELISLE.O A . UPRtOHT.C M Dlviiio-n of Enginaarmg U Tachnical 
Ptogrami 02/07/lS 4pp 15701 j43 ZAK Ficha 50-324.02/10/05. 
8210150036 


-B210150O46 LER 81-032/03L~0 on 610223. uhl la parformitift 
ai raavlt of diaiol ganarator 2 bainj out of tvc InJ 
<7iafal gattarator 3 daclarad moparabU du« to low (q. 


• ir prasiura Cauied by miialignod valvt diuc 
PASTVa* « J Carolina Powar (t Light Co Ql/03/2g 
Atlanta. Offic* of th* Director 181/03/01) 2 i>d 
F lcha 50-324,81/03/25.8210150041 


ri-q.Uhr«F Ir 
fiiairt \ 

o-nlrat 


FriU^ 2 ] 

15701 133 


8210150288 Ac k ratiipt q# 820714 Hr Inforning NRC ot ttapt tok an to 
correct violation* noted in IE In»p Rapta 50-324/02-21 1< 
50-325/82-21 

VERR6Lt.lrD M Diviaion of Project & Remdent Program* 82/10/03 

v^OMES, J k Carnlina Poiyer & Light Co Ip 15706 126 SAX 

rich* SO "324 .82/1 0/03. 02 1 01 50238 


6210Q704I6 Trip rapt of Bl06l7 lite visit to collect Inlti ri eH 
RHR Baffle plate dividing water box of RMl? HX lA Failed 


ailowing ivc water to bypatt HX tubes Caused bu piraiiiva 
dif faraxvtlal ptesiure acros* baffle plate 
IHdRO/£ . OIANELLI.J Director'* Office 
Office I9pp 1S437 300 


01/07/22 OhilctEri 
24X FUhe 50-324. B 1/07/22, 02 J007U1J I 


—8210150275 Respond* to NRC 820816 Itr re violation* noted in lE ln«p 
Repts 50-324/82-21: h S0-325/G2-21 Corrective actions relief 
valves utilch can communicate w/prlmary containment added to 
Type C testing program L revlftu^ of leakage continuing 
PIETZ/C FI Carolina fewer L Light Co 82/07/14 O'REELLV.J P 
Region 2. Office of Director Spp 15706 127 24X 

Fichi 50-324. 82/10/05. 82101 502BB 


B308190233 IE Info Notice 80-35, Supp 1 I, '•Leaking * Dislodged WISS 
Implant Seed* “ Svc Het *ntl 

COBB. L I Division of fuel Facilities. Hateriali & Safeguard* 
82/10/06 Cohiolidated Edieon Co of New York 66pp 15761 250 
24X Ficht 50-000.82/10/06.0200190233 


error Operator did not monitor jacket water temp durine 
adjustment of temp control rnanual bypass valve Lfeft did 
not contain sufficient info Further action racomxDsndeil 
CHIRAMAL. M Director's Office 01/12/07. MICHELCOW C 
Office Ip 15637 345 24X Fiche 50-324. 


«.ciuu uiiuu Keipond* to fqja request for i7 categories ol^ dpiuai^M 
nucley reactor event* U safety problem* Forwercl. docuain t ' 

Jisteo in 4pp a 

^ Division of Rules and Recorde 02/O6/8fl tirCiL * i 
CritU.i €n.rg, Project ISpp 15727 903 S4« " 

Fiche 50-000. 02/06/28.8210010000 


82O019O23Q lE Bull (tin 82-03, "Stress Oorrosion Cracking in Thick- 
Ifa 11. Large-Diaentterr Stain! sss Steel . R»c (rculation Sys 
Piping at BWR Plant* " Svt list *ncl 

OEVQUKO-R C Director's Office. Office of Inipoceixon end 

Enforcament 62/10/14 ContoUdated Edison Co of Hew York 

tiSpp 15810125 24X Fiche 50-000.62/10/14.8200190230 




facility loss of RHR capability during Apr i< Hay 1901 ytit 
has committed to mod of wash screen wash sys by 190? 
Attendance I ist. ch lorinatqr outage info «< drawlno* snii 
IMDHO.e o.r.ctor'. 0,..« B1/07/2J Dlr.ctL" Of.U. 

|9pp 15730 056 24X Fiche 50-000. 02/06/29. 021001 OOCO 


8210220469 Ack raceipt of 82i006 Itr irtforming HRC of step* taken to 
correct vlolatloft* noted in lE ln*p 4epte 50-224/82-30 1» 
50-22B/B2-3D 

VERRELLI.D H Division of Project ti Resident Program* 02/10/18 

ijrUEY.E E Carolina Poi^er U Light Co (p 15779 087 24X 

Fiche 50-324.82/10/1018210220489 


—0201080061 Discusses LER 81-66 re facility dle»el gendriicr ji.ii- 
water temp control valve i. manual bypass valve Na furlhef 
action recommended 


CHIRAMAL, H Director' 
Director's Office Ip 

aztactoooQ 


Office ai/i2/07 MICF^ELBOMjC 
15731-344 24X Fiche SO-OOO. 


-"0210220492 Responds to NRC 820907 Itr re violation* noted in IE Imsp 
Repts 62-30 t. 50-325/82-30 Corrective actions 

technician counseled re conplience (j/haint instruction 
MI-10-2ul Fire Protection Procedure FP-14 will be revised 
DIETZ. C B Carolina Power L Light Co 82/10/06 O'PEILLV.J P 
Region 2. Office of Director 2pp IS779 O&Q SAX 
Fiche 50‘'324. 82/10/18. 6210320409 


--821O220494 Forward* IE Insp Rep it 50-324/82-30 tt 50-323/02-30 on 
020715-0015 t notice of violation 

VERRELLIiO M Division of Project b Resident Programs 83/09/07, 
JOKES. J, A Carolina Power b Light Co 2pp 15779 090 24X 

FI the' 50-324.82/10/18^6210220409 


--6210220496 Notice of violation from insp on 020715-0615 

e Division of Projact Si Rasldant Program*, 82/09/07 Ip 
15779.092 a4X Plche; 50-324, 82/10/18. 8210220409 


6209130164 ''Brunswick Nuclear Power Station Unit 2 Loti of n>4l |,i 
Water on 020116 - Engineering Evaluation Rept '* 

Reactor Operation* Analysis Branch 02/00/31 IJji 
15611263 a4X Fiche 50-324,82/00/31.0209150164 


0210010170 Ack receipt of 820016 response to 020716 nolite »r ijj'r 
At proposed imposition of civil penalties Rapt op major 
program objactives to be submitted by Q2110I should trbvidi 
oufficlant Info re testing aspects of training progreai 
AXCLRADiU Enforcement Btaff 82/09/15 JONEB, J A Cirflir^f..^ 
«t Light Co 2pp 15568 i09 24X Fiche 30-325. B2/09/I5. 031 C5 T T 


—0210010206 IE Insp Rept* 50-324/08-02 At 50~325/D2'02 on 02010^^ 
Noncompllanct noted Unit l instrument D-l tnopirabli i 
level channel not tripped between 011226-31 
OARNER. L r JULIAN. C . DURo£R. c Division of Projict L 

82/08/13. 6pp 15560 126 24^ Fichl 50-3Z5.«\^ ' 


--8210220803 IE Msp Rept* 50-324/02-30 30-328/02-30 dO S20713-0B15 

None ompt lance noted:«n 92O0O5« saf etg-ralated equipment Maint 
InttTuttlois Kl 1<J-2J incorrectly performed is Fir# Protection 
Procadure FP-i4 Step HI A improperly Implemented on 020718 
MYERS. D 0 . OARNER. L.N . CHASE, J, Division of Project t< Resident 
Programs 82/09/03 9pp 15779 093, S4X Flch# 30-324i 82/10/10, 
0210220409 


S Reportable occurrences^ LER* & related cornspdndence 


021O1SO291 Forward* LER ei-0!6/03L-0, 

DIETZiC.R GaraLina Fewer L Light Co 81/02/27 HAYNES. J F, 
Rsgioti 2. Atlanta, Offic# of the Director <81/03/01 > Ip, 
£5706<I29. 24X Fiche’ 50-324, 01/02/27. 0210150291. 


— 8210150308 LER B1-O16/03L-0: on 010207. primary containment atqiospherli 
ctiygin analqxer indicated uptcaU Caused by deteriDtatlon 
of inlet rubber tuhlng due tp age, allowing ambient air to 
enter It mix u/analgier sample flow 

PABTVA.M. J Carolina Power At Light Co Bl/02/27. Region 2, 
Atlatifca. Office qf the Director 181/03/01) 8pp 19706' 130. SAX 
Fiche 90-32 4 . 81/02/27 .82101 5029 1 . 


8210010298 Forward* updated LER 02-O03/O3L-1, 

DIETZ. C R Carolina Power 6 Light Co 02/09/21 O'RCULr.Jf 
Region 2. Office of Director Ip 155681329, 24X 

Fiche. 90-024. 82/09/21. 8210010290 


—8210010300 Updated LER B2-0B3/03L-1 on 8207 1 9. performanci ef « S: 
raveaitd that drywall to torus vacuum breakers XJOA.C I E 
were leaking excatsiva 1 y, Caus td by accumu lation Of dlrl, 

^ silicone base sealant on valve seating strfaift 
PABTVA.M J Carolina Power b Light Co 62/09/21 fiijUi t 
Office of Director, Ip 18560 326 24X Fiche 50-33I.BJJWT- 

8210D10298 


6210010473 Forward* LER B2-i07/03L-0 

JIETZ.G R. Carolina Power li Light Co 82/09/24. D^flglUY.J f 
Region 2. Office of Director Ip 1 5572’ 170 24X 

Fiche 90-324. 82/09/24,8210010473 


—8210010478 LER B 2 - 107 / 03 L- 0 . on 020626 . review of fire 

dioxide syi surveillance procedures indicated stoTsyk ttlM* 
waighlng device had not undergone periodic callbr Csviel 
^•Ilwre to recognlie accuracy restraint neids. 

PABTVA.M. U. Carolina Power b tight Co. 62 / 09/24 RliUkI- , 
Office of Director. Ip, 15572 171 . 24 X Fiche- 50 - 324 , ' 7 ^ 

8210010473 
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e?l00i0320 Forward* updated LER 02-1O7/O3L-1 

DIETZ, C R Carolina Power Light Co 82/0'?/a9 O'RElLLViJ P 
Paficn 3, Office of Director Ip 15619 01& 24X 

Fiche SO-324i 8a/09/29i 0210060320 


--&210060327 Updated LEfi S2-'l07/03L^l on 02O026i revle^j/ of fire pro-taction 
carbon dioxide sys surveillance procedures indicated storage 
bottle weighing device did not have periodic calibr Caused 
bv failure to recogniie need for accuracy restraints, 

PA5TVA, M J Carolina Power U Light Co 82/09/29 Rep ion 2i 
Ofnce of Director Ip 15619 016 24X Fiche 50-324,02/09/29, 

8210060330 


0210000321 Forwards LER fl2-095/03L-0 

DJ£TZ,C R Carolina Power t/ Light Co 82/09/39 0'REILLV*J P 
Region 2i Office of Director Ip 15633 047 24X 

Fithe 50-324,33/09/29,8210080321 


— S210080230 LER a2»095/0aL-O on 820903, discovered that most recent ILRT 
exceeded specified tasting interval Caused by improper 
scheduling Scheduling program revised to reflect correct 
scheduling criteria 

PASTVA, H J Carolina Power k Light Co 33/09/29 Region 2, 
Office of Director ip 1 5638 048. 24X Fiche 50-324, B2/0 9/3 9, 

3210080221 


— 8210270342 Updated LER a3-01B/03L-2 on 020120, dr giuel 1 floor drain flaw 
integrator 1-016^FQ’’K601 continuously Indicated sump flow 
w/no pumps running Caused by integrator square root 
converter t* flow transmitter out of calibr 

PASTVA^H J Carolina Pouer & Light Co 02/10/19 Region 2, 

Office of Director 2pp 15093 054 24X Fiche 50-324,02/10/15, 

8210290336 


0210290243 Forwards LER 82-112/03L-0 

DIETZ, C R Carolina Power Light Co 02/10/21 D'REILLV', J I' 
Region 2, Office of Director Ip 15853 120, 24X 

Fiche 50-324, 02/ 1 0/31 r 021 0290243 


— 0210390246 LER B2-112/03L~0 on 020939 , sup p r e * ston chamber Water tomp 
recorder 2“CAC“TR-77B discovered in terml t tently recording 
temps on chart recorder Caused by out of adjustment recorder 
print actuation lotanoid Solenoid adjusted. 

PASTVArM J Carolina Power fc Light Co 02/lO/Kl. Region 2, 
Office of Director Ip 15053 121 S4X Fiche 90-324r 07/10/21, 
8210290243 


8210290079 Forwards LER 03- 1 13/03L-0 

DIETZ, C R, Carolina Power & Light Co 02/10/22 O^RElLLY, J P 
Region 2, Office of Director Ip 15e54;OI2 24X 

Fiche' 90-324, 02/10/22, 8210290079 


8210190754 Forwards LER B2-106/03L-0 Detailed event analysis end 
D]ET2,C H Carolina Power L Light Co 83/10/03 CI'PEILLV, J P 
Region 2. Office of Director 3pp 15737 097 24)( 

Fiche 50-324,33/10/03,8210190754 


021019-0762 LER 83-i06/03L— 0 on 820917, while revieuiing surveil lance 
procedure 1 , determined that emergency bus degraded voltage 
channel function test not sufficient to verify oparabilltg 
of emergency bus degraded voltage relays Test revised 
PAS7VA.M U Carolina Power L Light Cq 82/10/08 Region 2, 
Office of Director Ip 15737 079 24X Fiche 50-324,82/10/08. 

0310190754 


--021O29OO99 LER 82-1 13/03L-0' on 021003, during reactor startup coolant 
analy si s, reac tor coolant conductivity exceeded Tech Bpecs 
Caused by breaVdoun of reactor water cleanup sys resins 
Resins allowed to decompose L reactor conductivity reduced 
PA3TVA, H -J Carolina Power tt Light Co 82/10/22 Region ». 
Office of Director 2pp 150S4 013 24X FI Che ■ 30-324, 02/ 10/22, 

8210290079 


DOCKET 50-325 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 1 
F Security, medicalr emergency & fire protection plans 


B21019030D PND-n-82-I09 on 831010, steam L water leak of 20 to 40 
gallons per minute found in cracked weld of no-nsafely- 
rciflted heater drain pipe Plant shut down Bus 2-D could not 
te manual ly transferred from generator to transformer 
HEHU, C U , DUROERiC W Region 2, Office of Director 02/10/12 
2pp 15742 157 24X Fiche 50-324, 03/10/13, 821 0170300 


8209140140 Forwards "Fire Protection of Cable Spreading Room*'" 
evaluating quantity of transient combustibles necessary to 
cause ignition of most limiting cable Info suppls 010306 
eiemption request 

HOWE, P W Carolina Power t. Light Co 82/09/00. DENTON, II R Offico 
of Nuclear Reactor Regulation, Director. 2pp 14702.001 24X 

Fiche- 50-324, 82/09/08,0209140148 


after 


Ip 


B2 10260269 Forwards corrected LER 03-IO0/O3L-O 

DIETZ. C R Carolina Power L Light Co 82/10/14 Q 'REILLY, J. P 
Region 2, Office of Director Ip J50O3 226 24X 

Fiche 50-324, 02/10/14,8210260269 


0210190659 PNO-n-02-iio on 821010, relief valve failed to reclose 
testing u/reactor critical Reactor manually s-cvammed 
unusual event declared Caused by failure of actuation 
solenoid Unit in cold shutdown during repairs. 

HEHL. G W , BUROER.C W Region 2, Office of Director. 82/10/12 
15737 146 24X Fiche 50-324,82/10/12,8210190659 


— 9209140153 "Fire Protection of Cable Spreading Room '* 

a Carolina Power L Light Co 82/00/31. 61p 14702 004. 24X 

Fiche: 50-324, 82/09/00, 0209140140 


0210060316 Forwards revised Sections 5 6 to "Baf e-Oh utd own Cap/ibiUtu 

Assessment 8, Proposed Mods ■' 

ZIMMERMAN, 8 R Carolina Power It Light Co 02/10/01 DENTON, H R 
Office of Nuclear Reactor Regulationi Director. Ip. 15616:033 a4X 
Fiche 50-324, 82/10/01,8210060316 


--0310260310 Corrected LER a2-l0B/0aL-0* on 320921 . d 1 scovered fire house 
station HW-47 inoperable due to disconnected hose Cause 
unknown Hose reconnected Retraining programs will b« revised 
to stress correct use of fire fighting equipment 
PASTVA,M J Carolina Power L Light Co 82/10/14 Region 2, 
Office of Director 3pp 15003 227 24X FI che 50-324, 82/ 10 / 14 , 


8210170748 Forwards LER a2-10B/03L-0 

DIETZ, C iR Carolina Power h Light Co 82/10/15 O'REILLYj J. P 
R«g<lon 2, Office of Director Ip 15737.083. 24X 

Fiche 50-324,82/10/15,8210190740 


—0210060323 Revised Oectlons 5 I* 6 to "Safe-Shutdown CapabllUu 
Assessment & Proposed Mods r y 

706pp 15616-034 a4X 


a Carolina Power & Light Co 82/lO/Ot 
Fiche: 50-324, 02/10/01 , 0210060 316. 


8210130275 Forwards rasponies to BNWL L NRC Questions 1-^ 
820804 radiation shielding study for proposed emergenci 
operations fa c 1 1 Ity/techni cal support ctr Written 
concurrence requested by 821025 

ZIMMERMAN, 8 R Carolina Power !< Light Co 02/10/11 
Operating Reactors Branch s 3pp. 15678 240 24K 

Fiche. 50-324, 02/10/11.0210130295 


'6 re util 
U 


VAB8ALL0, D U 


--£210170759 LER a2-I0a/03L-0 on 020921, fire hose station RW-49 
inoperable due to disconnected fire hose Cause not stated 
Hose reconnected Employees Instructed re use of firs 
fighting equipment for nonemergency use 

FA8TVA, M J. Carolina Power L Light Co 32/10/15 Region 2. 

Office of Director Ip 15737 034 24X Fiche 30-324,02/10/15, 


8210260205 Interim Part 21 rapt Detailed status of corrective 
actions taken will be sent by 821020 

BAR S TEN, 0 E United Engineers L Cons tructors . Inc, <sube of 
Raytheon Co J 82/10/15 Dlrectar's Office, Office of Inspection 
‘P 24X Fiche 50-324,02/10/15, 

B21O?602C5 


8210220407 Ack receipt of 021006 Ur informing NRC of steps taken to 

5S-S;5)es-Sj'“""* 

oTLEv^£*E'’ aa/io/ia. 


Division of Project l< Resident Programs 

15777 087. 


Fiche. 50-324, 82/10/18,8210220407 


24 X 


-0210220492 Responds to NRc 020907 Itr re vial at- inn. 

Ml-10-aj*Si!!“SI*i*'*^fcr* compliance w/Katnt Instruction 

Protection Procedure FP-14 will be revised 
DIETZ, C.R. Caroline Power b Light Co 02/10/06 O'RErLl V j 0 
Region a, Office of Director 2pp 15779 000 24? REILLY, J. P 

Fiche- 50 - 324 , 02/10/10, 8210220409 ohb. R 4 X 


3210290336 Fi -wards updated LER B2-018/03L-2 

DIETZ, C R Carolina Power L Light Co 02/10/15 O'REILLY, d-P 
Region 2. Office of Director ip 13053 053, 24X 

Fiche 50-324 ■ 02/ 10/ 1 5, 02 1 0290336 




Resident Programs, B2/09/C 
15777, 092. 24X Fiche. 50-324, 02/10/18,0210220489. 


ih 
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—8210220303 IE Imp Rept* 50-324/62-30 % 50-323/02-30 on 020715-0815 
None ompl i<3nci innit^d an 820605« d oqulpmont H^lnt 

Inttructxo-n HI 10-2J incorrectly perforraid *< Fire Protection 
Procedure rp*-14 Step Tit A ijnproptrly invplenentcd on 620718 
HVER8. D 0 f SUROEHiC Dlvielon pf Project tt Reel dent Proarame 
82/09/03 9pp 15779 093 24K Fiche 50-324* 02/10/18. 6210220409 


— 0112300207 Forwardi Effluent Treatment Byt Branch eefetij 
Input re spent fuel poal eirpaniion appl 1 cat! on* ger riv.I^ 
of util 000416 submittal ph* per riv^y 


KREOERi W E Afsietant Director for Radiation Protedi.,.. 

Bl/II/27 NOWK.TM A«*UtJint Dlr„t„ for Op.r.5 

24X Flch. 50-000.82/09/17.0210280013 


13pp 15860 249 


B31O2OO270 Foruiardi corrected pages to rept submitted in canjuctinTi 
w/820908 cable spread room, eremption request Papes 
A 3-7“A 3-10 Inadvertentl y omttted 

ZiKHERHAN.e R Carolina Fouer 6 Light Co 02/10/22 DENTOMiH R 
Office of Nuclear Reactor Regulation. Director Ip 1SS37 295 S4X 
FI c h ■ 50-324 . 83/ 10 / 2S, 03 1023027 5 


— 8210200270 Corrected t* ad d 1 pages to *'Fire Protection, of Cable 
Spreading Room ** 

a Carolina Pouer U Light Co 62/10/22 0pp 15037 296 24X 

Fiche 50-3 24,83/10/23.8210260279 


H Oensral corr espondence 


-8301120260 Advises that 811112 itr recommended improveeitnl of f 
impact calculation methodology l< licensee accepted bu R1LIS.S. 
Itr Other edit changes assured new methodolnou use evi.... -ii 


nges assured new methodolnou use eviru 'll 
days it nuclide dose factor Inclusion in ETB ^ ' 
OAMhlLLrW P Radiological Assessment Branch. 

JPPOLITO, T A Operating Reactors Branch 2 
Fiche 50-000,32/09/17*0310280013 


81/12/00 
Ip I5B60 264 


-8803080197 Advil., th.t r.Rl.clng PKv... 12 ■■Con.,cutiv. 
ui/phrast ‘Calender Yr" in Tech Spec 2 5 2 b acceptable 
Change would reduce recordkeeping 

HOUSTON, R W Assistant Director for Radi«tion Protection 

NOVAK, T M Assistant Director for Operating Fcacti 
24X Fiche 90-000,02/09/17,6210260013* 


63/03/11 
3pp 19861 014 


B3100100S8 Requests NRC direct all official correspondence to EE Utleyi 
util vice-pre sident* due tc 620930 retirement of JA Jones 
JONES. J A Carolina PoweT i Light Co 82/09/27 DEMTDN.H R 
Office of Nuclear Reactor Regulation. Director ip 15565 314 24X 

Fiche 50-000.03/09/27,0210010020 


Advises that 




Anas eii 


sat i sfactor i ly completed t( considered closed 
HOUSTON, R W Assistant Director for Radiation ProtreiUn 
ea/04/15 NOVAK, TH A..,.t.nt D.r.tt.r for 0«"'5nJ R,..*- 
Ip 15841 040 24X Fiche 50-000. 82/09/17,82.0880013 ' 


8210130333 Requests changes to distribution list for NUREO-0030, 
'‘Licensed Operating Reactors - Status Summary Rept '* 

ZlHf$ERMAM,0 R Carolina Power i> Light Go 62/10/11 BEEBE. H R, 
ADP Evstems Development Branch Spp 19683 361 24X 

Fiche 50-000,82/10/11.8310130323 


8206S 20591 Submits backgrouund info on conversation w/ulu re 
lots of RHR SVC water event at facilitgiLER 02-005/017 

Director's Office 82/06/04 RUBIN. B Dimtcr^t 
Office 9pp ISB61 326 24X Fiche SO-000. 02/09/1 7. 02 jOM&oJ 


P Gpirating license stage documents & correspondence 


8207100044 FOIA request for all internal non public doc unents* memos, 
evaluation repts & other mail dealing u/nuclear plant 
operations 

HCINffIS, D Newt 6 Observer 02/00/17 Office of Administration- 
Ip 15060 06 4 24X Fiche 50-000.83/00/17, 8207180044 


0210180626 Advises that proposed interim changes for shift technical 
advisor training program acceptable up to Apr 1983. 

VASSAULO, D B Opiratlitg Reactors Branch 2 02/09/15 J0NE6.J A 

Carolina Power tt Light Co 3pp 15673 266 24X 

Fiche 50-324,82/09/15.6210120626 


—6207120140 Trip rept of 020324 visit to faciUtu re equisMtnk 
qualification problems List of site vi sit/meot Ing 
participants & related info end 

EL-ZEFTAWY, M * WOLF, T R Director's Offite 02/07/06 
mCHELSONrC Director'’! Office ISpp 15061 314 24r 

Fiche 90-000,02/09/17,0210200013 


4< Ventilation sys, Notice based on radioactive resin relMii 
at Pilgrim 1 It on four related events at other plants 
Involving deflciencisi in maint It testing of filter tui 
MATTSON, R J. Division of Systems Integration (post OllOOSI 
02/00/09 JORDAN.E L Division of EnSine.ring 2 Qua! 
Assurance 5pp 15861 024 24X Fiche 50-000. 82/09/ 17 JjlOW: 


8210280013 Rtsponirs to FOIA request for all i nternal , non-public 
documents, memos, evaluat ion repts tt other matl dealing u/ 
nuclear plant operations Forwards documents listed in App A. 
FELTON. J H Division of Ruies and Records 82/09/17. MClNNlOiD 
News it Observer 8pp 1 3860 069 24X Fiche 50-000.82/09/17, 

8210200013 


Bve t/ater on 020116 - Engineering Evaluation Rept " Evint 
is of minor significance & should not bt classified es AD 
MOUF, TR Director's Office 02/00/29 MrCHELBON. C DiruUi 
Office Ip 15061 331 24X Fiche 50-000,82/09/17,0210360011 


— 7909290397 Augmented offgas sys shall be used at all times fit util 
should be Informed 

CCLLIN3, J T, Effluant Treatment Systems Branch 79/05/03 
IPPDLITO, T A Operating Reactors Qranch 3 <Pto 7906291 Ip 
1S860 007. 24X Fiche, 90-000. 02/09/17,0210280013 


0210280024 Advises that util 780910 response re prapoted plini fj» 
correcting problems concerning augmented offgas lys 
unacceptable Effluent Tech Specs should be amended 
COLLINS, J T Effluent Treatment Systems Branch 76/06/03 
Operating Reactors Branch 3 (Pre 8004281 2pp 
24X Fiche. 90-000, 82/09/17,0210200013 


LEAR,© 
15060-077 


■7912280014 Advises of otll 791025 interim commltmant for demonstratinq 
compliance W/40CFR190 Commitment acceptab le. but must Include 
direct radiation par section 6 of NUREO-0473. Revia ion 2 
BANOARTiR Effluent Traetment Syitams Branch 79/1 1/23 
IffOLfTO.T- Operating Reactors Branch 3 iPre 0004201 Ip 
15060 008 24X Fiche 90-000,82/09/17.0210260013. 


augmented offgas sys unacceptable Thermal recombintri for 
use in flWR offgas lys will not satisfy criteria 

effluent Treatment Systems Branch 70/09/06 
IPPOLITOrT Operating Reactors Branch 3 (Pre 0004281 3fri 
19060.079. 24X Fiche 50-000,02/09/17.0210200013 


■8101140002 Confirms 001126 telcon re passible wlLlful violation of 
reporting requirements lE lacts specific detallt necessary 
te make referral dstermlnat ion 

WARD, W J. Office of Inspection & Enforcement, Office of the 
Director 80/12/02 FOR TUNA , R Office of Inspector I, Auditor 

Ip I5B60 095 24X Fiche. 50-000, 02/09/ 1 7. 62102000 1 3 


—'0810280047 Notifies that potential for criminality found ri RiiLiii 
Investigation resulting from w Ward 001802 memo canerning 
facility i 

FCWTUNA,R A. Office of Inspector it Auditor 00/12/03 OFfi 4 
of Inspector it Auditor Ip 15060 096, 24X Fiche 5D-000, 

62/09/17,8210200013 


-0104290774 Notifies that applicant ihouU he informed that major change 
be raduaste treatment sys will require 10CFR90 90 review 
Rsquests info to show conformance u/App I i< nod can matt 
acceptance criteria of SRP in KtJREO-0000, 

P. Effluent Treatment Eys terns Branch. 91/04/06 
IPPOLITO.T, A Operating Reactors Branch 8, tp. 19060:226, a4X 
FI Che- 50-000,02/09/17. 0210200013 


-0112020089 Fftrwardt request for addl licensee Info re proposed second 
rcpansion of spent fuel pool 6 estimate of vbl of solid 
waste generated by scrapping eelstlng racks Info needed bu 
8Itll0 * 

KREGER.H, E Assistant Director far Radiation Protection. 

81/10/S7 NOVAK, T Assistant Director for Operatlnu Reactors. 

2pp 15860:231 S4X Flch* 50-000,02/09/17,6210280013. 


--B21O20OO95 Assumes responsibility for review of Cast 61-17 let 
criminality No criminality indicated Cass should be cloiil 
SMITH, R.N. Office of Inspector 6 Auditor 02/08/24 OffUeti' 
Auditor tp 19861 029 24X Fiche 50-000, 

6210200013 


’-0210280100 Notifies that on 020224, C Alderson advissd Ihet i#f1 sr\' 
possible willful violation of reporting requiremenite 6 j 

falsification of OA 6 guard qualification records at 
faclUties. 

REBNER, M E Office of Inspector 6 Auditor 02/03/01 0»3iif 
Inspector 6 Auditor. Xp 19061 039 84X Fiche 50-000. 

6210260013. 
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&3100IQ09J Ac k receipt pf 8S0B23 1 tr temporary relief from 

c on D L truer ts re traininy of shift technical advieorc program 
approveil ^ request foruarded to NRR for evaluation 
O-REtULV, J P Region 2. Office of Director 02/O?/2D JONES* J A 
Carolina Pouer tt Light Co Ip 159A9 322 24X 

Ficiia 90-000* S2/09/20* 0310010051 


eai<1050362 Application to amend Licenses DPR-71 It DPR“i2. re visi ng Tech 
Specs, to clarify requirements for verifying operability of 
scram discharge vol vent U drain valves Class I 1* 1 1 
license amend fees end 

eURv. L W Carolina Pqurer & Light Co 02/09/29 VAS3ALL0* D Q 
Oj^erating Reactors Qranch 2 2pp 15&0Q 345 24X 

FjcAe 50-334* 62/09/29*0210050362 


— 6210050271 Prposed Tech Bpec 4 13 1 I re surveillanc* re<ioir ementa 
verifying operability of scram discharge vol vent & drain 
valves 

e Carolina Power it Light Co 02/09/29 2pp 15608 347 24X 

Fiche 50-324*83/09/29.8210050362 


B210290110 Advises that plant venting capability acceptable to resolve 
MJneo-0737. TM I Item 11 D I re high point vents 

V/ASSALLOtD B Operating Reactors Branch 2 62/10/01, JONES* J A 

Caralina Pouer tt Light Co 3pp 15866 330 24X 

Fiche 50-324*62/10/01.0210290110 


— 6210290113 "Operating Reactors - TMI Lessons Learned. NWEO-0737 
Response Evaluations ^Program IDiProject I*RCS Vents for 
Brunsuick 1 2 « " final technical evaluation rept 

■* Lawrence Livermore Laboratory FIN A-0246-2 02/07/15 

BUTCHER. E . BARNHART.D Divi sion of Li censing 4pp 1586 6 341 
24X Fiche 50-324*02/10/01*6210290110 


0310150030 Forwards submittal schedule for responses to NRC 620909 
iBsu«s re TME Action Items II F 1*4*5 I* 6 *< II E 4 2 7*Tech 
Spec r evis 1 one. coniai nmen t vent it purge* elec trical 
distribution sys voltages it control of heavy loads 

3nWERMAN*S R Carolina Power it Light Co 62/10/12 VAS8ALL0. D B 
Cparating Reactors Branch 2 2pp 15701 266 24X 

Ficha 50-324*62/10/12.0210150030 


B210260244 Advises that response to NRC 020827 request to justify 
Olifferencet between existing control room KUREO-07374 Item 
JI] D 3 4 suggestions will be provided by 630131 Requests 
re — oval uat i on of improvement cost-benefits 

6 :unv* L M Carolina Power t* Light Co 62/10/21 VA80ALLO.O D 
Operating Reactors Branch 2 Ip 15799 353 24X 

Fiche 50-324*82/10/21*0210260244 


52!lOS-&-0323 Application for amend to Licenses DPR-71 It OFR-62. cl an fy ing 
portions of 610921 submittal r* hydraulic snubber 
■surve i I lance 

EURV. L U Carolina Power S. Light Co 82/10/21 VAS^ALLO. D B 
Operating Reactors Branch 2 2pp 19799 339 24X 

F d c fi e 90-324* 82/ 1 0/2 1 * 82 1 0260323 


~-B2;l0260325 Revised Tech Specs re hydraulic snubber surveillance 

« Carolina Power & Light Co 82/10/21 2 pp 19799.340 24X 

Fiche 50-324*82/10/21*0210260323 


02 10260405 Withdraws request for amend to Licenses DPR-7i it DPR-62* 
revising Tech 0 pec re reportab 1 1 1 ty of inoperable reed 
vufiitchis in rod position indication sys to reduce numbar 
of routine LERs 

ELTRV. t- If Carolina Power it Light Co 02/10/22 VAS^ALLO.O, B 
Operating Reactors Branch 2 2pp 19006 239 24X 

Fiche 90-324* 02 / 1 0/22* 83 1 026040 3 


0210260410 Proposed revisions to Tech Spec 6 9 1 re monthly 

rep or tab i 1 i ty of safety /rel lef valve chal lenges. Tech Spec 
-supersedes 620407 submittal 

« Carol Ima Power it Light Co 02/10/22 2pp 1 90 OA 241 24X 

F 1 c b e 50-324* 02 / 1 0/22* 02 1 0260403, 


3 Inspection reporter IE Bulletins & correspondence 


3210080015 Addl response to FOIA request for 19 categories of info re 
niiclaar reactor events & safety problems Forwards documents 
listvif in App A Documents in App B completely withheld (ref 
FOE A Exemption 9) 

FEI^TONj J M. Division of Rules and Records 82/07/12 UDELL.R A 
Critical Hass Energy Project 9pp 15665 027 24X 

Fiche 50-000*02/07/12,0210000019 


— B2100B01S2 Systematic assessment of licensee performance notes re 
■iFacllity evaluation for Apr 1979-ttar 1900 
* NRC - No Dotailed Affiliation Oiven 00/03/31. 6 pp 
1£^667 321. 24X Fiche. 50-000* 02/07/12* 0210000015 


8210010132 Forwards IE Imp Repts 50-324/62-31 it 50-329/82-29 on 
020009-13 No noncomp 1 ianca noted 

VERHELLI.ON Division of Project «< Hosldont Programs 82/09/01 
JONES* J A Carolina Fewer it Light Co 2pp 15567.230 24X 

Fiche 90-324* 82/09/01 .*821 00 10132 


— 6210010137 IE Insp Repts SO-324/02-31 it S0-32S/B2-29 on 020309-13 No 
noncomp 1 Ian ce noted. Major areas ins patted : ALARA* rad i oac t Ive 
matl tramp or tat ion. radioac tive liquid affluent monitoring t- 
matl control 

ALBRIGHT.R H * BARR* K P Division of Engineering 6 Technical 
Programs 62/00/31 5pp 15967:232. 24X Fiche 50-324*02/09/01* 

8210010132 


8210010112 Forwards summary qf B20B24 enforcement meeting at Region 2 
ofc re status of action items contained in 820702 &< 20 
confirmation of action 1 trs 

O'REILLY, JP Region 2* Office of Director 02/09/03 ^XJNEfll J A 
Carolina Power 6 Light Co ip 15S66 029 24X 

Fiche 90-324* 02/09/03* 0210010112 


— B210010126 Bummarg of 020024 meeting ui/util In Atlanta* GA re status of 
action items contained in 820702 & 20 confirmation cf 
action 1 trs Util committed to formaltg submit long-term 
program detalli in Nov 1902 

CEM18.R C Division of Project Resident Programs 82/09/03 
Division of Project 6 Resident Programs. 2pp 15566 030, 24X 

Fiche 50-324*02/09/03* 0210010112 


8210010170 Act receipt of 020016 response to B20716 notice of violation 
it proposed imposition of civil penal t i es, Rept on major 
program objectives to be submitted by 021101 should provide 
sufficient info re testing aspects of training programs 
AXELRAO.vi Enforcement Staff. 02/09/15 JONEB, J A, Carolina Power 
1( Light Co 2pp 15568 109. 24X Fiche 50-325*02/09/15*0210010170 


— 82100I0193 Forwards IE Insp Repts 50-324/02-02 L 50-325/02-02 on. 
020106-07 Enforcement action addressed to util in 020715 
1 tr 

LEMia.B, C Division of Project it Resident Programs. 82/07/16 
JONE 81 J A Carolina Power 6 Light Co 2pp 15560; 124. 24X 

Fiche 90-325*62/09/19*0210010170 


— 8210010206 IE Insp Repts 90-324/02-02 U 50-325/02-02 on 020106-07 
Noncomp Llance noted Unit 1 instrument D-1 inoperable it 
level channel not tripped between 811226-31. 

GARNER* L * JULIAN* C * BURGER* C Division of Project & Resident 
Programs 02/05/13 6 pp 19568 126 24X Fiche 90-325.62/09/15, 

8210010170. 


8210010171 Ack receipt of 020702 0903 I trs informing NRC of step* 

taken to correct violations noted in IE Insp Repts 
90-324/02-18 it 50-329/82-10 

VERRELLIi D M Division of Project it Resident Programs 02/09/16 
JONES. J A Carolina Power U Light Co. Ip. 15568 091. 24 X 

Fiche 50-324*02/09/16*0210010171 


— 8210010163 Suppls 820702 response to NRG 02O6D4 Itr re Violations noted 
in IE Insp Repts 50-324/82-18 it 50-325/02-10 Corrective 
actions: responsible operators counseled tc lA-l battery 
charger clearance removal reviewed 

DIETZ. C R Carolina Power it Light Co 02/09/03 □ 'REILLYr J. P. 

Region Z, Office of Director. app 15568:092. 24K 

Fiche 50-324*62/09/16,0210010171 


— 0210010186 Respond! to- NRC 020604 Itr re violations noted in IE Insp 
Repts 50-324/82-10 & 50-325/02-10. Correct I va act i ens: <f oub le 
verification program established on 620601 

DIETZ*C R Carolina Power & Light Co, 82/07/02. O'REILLY, J.P 
Region 2 * Office of Director. 2 pp 15568:095 24X 

Fiche. 50-324, 82/09/16* 0210010171 


—0210010194 Forwards IE Insp Repts 50-324/02-18 it 50-325/02-10 on 
820415-0515 L notice of vloletlon 

LONG, F of Division of Project & Resident Programs 62/06/04. 
JONES* J. A. Careline Power 6 Light Co. 2pp 1 5560 ‘ 097. 24X 

FUhe* 50-324* 02/09/16* 0210010171. 


— 82L0010199 Notice of violation from insp an 020415-0515. 

# Region 2* Office of Director 82/06/04 Ip 19563:099. 24X 

Fiche 90 - 324 , 02 / 09/1610210010171 


—8210010205 IE Insp Repts 50-324/82-18 L 50-329/82-18 on 820415-0919. 
Noncomp llance noted' Operating Procedure OP-43 L tag removal 
far Clearance 1-499 inadequately implemented 
MYERS* 0.0 * OARNER*L M , BUROERrC H, Dfvlsion of Project it 
Resident Programs 82/06/04. 9pp 19568:100 24X 

riche* 50-324* 82/09/16* 8210010171 
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DOCKETED ITEMS 


B210010336 A<Jvli«» that IE Irtip Rapt 50''325/B2-3& wai inadvartt nfclg 
iabiltif 50 - 325 / e 2-'30 

VERRELLIi-O M Division af Projaet it Rt*idar>t Programi 02/09/16 

JONES I A Carolina Pousr it Lisitt Co ip 13571 OOt S4X 

50'*aZ4. 02/O9/l6f 5210010336 


— 8310010340 Foruiardi IE Imp Rapt* 50-334/02-32 fc 50-325/02-36 i>n 
B20&24-37 No noncompl ia»>ce notad 

VERBELLIiD H Oiviilon of Progait 6 Raiiifant Progratni 02/09/10 
JDNESi J A Carolina Potiar Cc Light Co 2pp 15571 002 24X 

Picha 50-324^02/09/16,8210010336 


— 8210010350 IE In«p Rept» 50-324/02-32 & 50-323/02-36 0-n 020824-27 No 
noneoflipllan ca notad Major araai intpactad pra-startup 
ravi awsr cor porata nuciaar safety revituf * poat-aia^nt taiting 
Sc plant modi Involving Tath Spec changai 

FREDRICKSON, P , J/VCK50N. L H , lIPRIOHr^C N Division of Enginiartng 
& Tfcknlcal Progra/ni 82/09/10 4pp 15571 004 24X 

F 1 c h t . 50-324i 82/07/1 6, 621 00 10336 


6210010391 Ac1( racaipt of 02 0907 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts SO-324/82-23 i, 
50-323/82-25 

LEWIS, R C Division of Progect 6 Resident Programs 02/09/22 

JONES, J A Carolina Power fc Light Co ip 15372 269 24X 

Ff c h e 30-324 , 62/09 / 22. 821 001 039 1 


— 02100J0399 Responds to NRC 820813 Itr re vialatlont noted in IE Inep 
Repti 50-324/82-23 i< 30-325/02-25 Corrective actions plant 
opsrating procedures reuntten 6 slgnoPfs added Operations 
sngineer retponiible for procedure changes 

DIETZ, C R Carolina Power 6 Light Co 82/09/07 D'REILLViJ P 
Region 2, Office of Director 2pp 15S72 270 24X 

Fi ch e 50-32 4, 82/09/22, 8210010391 


— 0210010405 Forwards IE Insp Rapts 50-324/02-23 U 50-323/02-23 on 
020613-0713 it notice of Violation 

LEWIS, R C Division of Project & Resident Programs 02/08/13 

JONES, J A Carolina Pouer «, Light Co 2pp 15572 272 24X 

Fiche 30-324, 82/09/22, 021 (>010391 


— 8210010410 Notice «f violation from Insp on 620615-0713 

e Divifion of Project & Resident Programs 02/00/13, 2pp 
15S72'274 24X Fiche* 50-324. 02/09/22, 821 00 1 0391 


—8210010413 IE Insp Riptf 50-324/02-25 &< 50-325/32-25 «n 020613-0715 
None onp liance noted failure to implement & maintain 
operating procedures for startup 6 shutdown 

MVERSrD a 4 GARNER. L W , STETKAr T Division of Project 6 Resident 
Programs 02/08/12 13pp 15372 276 24X Fi C he. 50-324. 02/O9/2S. 

8210010391. 


6210130100 Ack receipt of 020913 Itr Informing NRC of steps taken to. 
correct violations noted in IE Insp Ripts 50-324/62-26 & 
50-323/02-26 

LEWIS, R C Division of Project L Resident Programs 62/09/24 

JONES, J A Carolina Power 6 Light Co Ip 15701 164. 24X 

Fiche' 50-324* 02/09/24. 9210160100 


— 0210150106 Retpondf to NRC 820917 Itr re violations noted in IE Insp 
Rep ts 50-324/82-26 U 90-325/82-26 Corrective actions* neu 
comprehensive post-testing program being developed 
DIETZ, C R Carotins Power 6 Light Co 82/09/13 0'RElLLV,J P 
Region S. Office of Director 2pp. 13701:163, 24X 

Fiche 50-324,82/09/24.8210150100 


—6210190113 Forwards IE Insp Ripts 50-324/02-26 6 50-325/82-26 an 
020712-16 6 notice of violation 

LEWIE, R C Division of Project tc Resident Programs. 82/00/17 
J0NE6,J A Caroline Power 6 Light Co. 2pp 15701:167 24X 

Fiche 50-324, 02/09/24, 8210150100 


— 6210150120 Notice of violation from insp on 820712-16 

e Division of Project 6 Resident Prograns 62/03/17 2pp, 
15701*169 24X Fiche* 30-324, 02/09/24, 821 0130100 


'6210150132 IE Jnsp Repts 50-324/02-26 50-329/62-26 on 820712-16 

Noncompliance noted* failure to provide measures to preclude 
bypassing renulred testing. 

SKINNER, P H I JACKSON, L. H. f -UPRIOHTjC N, Division of Engineering & 
Technical Programs 82/00/19. 7pp 15701 171 24X 

Fiche 50-324,82/09/24,0210150100 


8210150108 Foruartfi IE Intp Repts 50-324/02-35 It 50-323/62-35 on 
620906-10 No nonconp 1 iance noted 

VERRELLliD M. Division of Project tt Resident Programs. 02/09/24. 
jaNESiJ. A Carolina Power 6 Light Co. 2pp. 19701 149 24X 

Fiche 90-32 ,62/09/24,8210150108 


— 6210150114 IE Insp Repts 50-324/02-35 6 50-325/82-35 on B20?0&'l&Ss 
noncampllanci noted Major areas inspected review & 
evaluation of changes to inservlce insp program U progran 
for document control 6 data retention 

COLEY. J L 4 BLAKE. J J Oiviiton of Engineering L TecPinjcal 
Ppograni 02/09/21 3pp 15701 151 24X Fiche S 0 - 32 <,fl 7 ^(jg/:e 

02 tO 15 (HOa 


8210150162 ForsJards IE Insp Repts 50-324/82-33 & 30“325/a2-31 on 
820901-03 L 10 No noncompliance noted 

VERRELLI.DM- Division of Project it Resident Programi ea/09-/24 
JONES, J A Carolina Power 6 Light Co 2pp 15707 304 241 

Fiche 50-324,82/09/24,0210150162 


— B21O1S017O IE Insp Repts 50-324/82-33 L 50-325/62-31 on 020901,-03 1*? 
No noncompl ianee noted Major arras inspected IE Dulleiin " 

79-14, "Seismic Analysis for As-Built Saf etu-Re Utid Pielni )■ 

Syi ■' 

AND, W P , BLAKE, J Division of Engineering 6 Trchnital Pro|r«tK 
82/09/23 5pp 15707 306 24 X Fiche 30-324,62/09/24.0310153163 ’ 

% 

f 

0210150008 Ack receipt of 020919 6 0913 Itrs informing NUC of liejs * 
taken to correct violations noted in IE Insp Repts 'I 

30-324/02-23 6 50-325/92-23 

LEWIS, R C Division of Project 6 Resident Programi 82/09/30 ) 

JONES. J A Carolina Power 8, Light Co Ip 15690 349 24x 1 

Fiche 50-324. 02/09/30,0210150000 


-8210150016 Revises reiponse to NRC Itr re vioJationi nctid in IE ’ 
Repts 50-324/02-23 6 50-323/02-23 Corrective actions 
assessment of Inservlce insp program in progpots l/ialaticn 
will be fully addressed by 821331 

DIETZ, C R Carolina Power it Light Co 02/09/15 D'REILLY.J P 
Region 2* Office pf Director 2pp 15690 330 24X 

Fiche 30-32 4,82/09/30,8210150008 


— 8210150023 Responds to NRC 820719 Ur re violations noted in IE I-'j 
Repts 50-324/02-23 it 50-325/82-23 Corrective actions 
post-maint testing program revl ted & inservlce insp progrie 
under review 

DIETZ, C R Carolina Power it Light Co 02/00/19 O'flEiLL/, JP 
Region 2« Office of Director 3pp 15698 352 24X 

Fiche 30-324,02/09/30.8210130008 


— B210150034 Forwards IE Insp Repts 50-324/02-23 L S0-32S/e2“23 os 
920615-10 it notice of violation 

LEWIS, R C Division of Project 6 Resident Programs 62/07/19 

JONES. J A. Carolina Power it Light Co 2pp. 1S690 355 24r J 

Fiche 30-324,82/09/30,8210150000 j 


— 8210150040 Notice of violation Prom insp on 020613-18 

LEWIS, R C Division of Project I, Resident Programs BJ/Of/l? 
2pp 13690 357 24X Fiche 50-324, 82/09/30, 021O1SOOOD 


—8210150063 I£ Insp Repts 50-324/82-23 L 50-325/02-23 cn BSWU'SI 
Noncomp llance noted failure to re-establish baselime dati 
for RHR SVC water pump 6 to Include main steam piping in 
inservlce insp program 

BLAKE, J J I EC0NQM08,N Division of Engineering 6 TedinUil 
Programs 02/07/15 4pp 15698 359 24X Fiche 30-324. B?/W3a 

8210150008. 


0210220139 Forwards IE Insp Repts 50-324/82-38 & 50-325/62-^ on 
020907-10 No noncomplianc e noted 

VERRELLI.D M Division of Project 6 Resident Programs B2/10/Ct 
JONES, J. A Carolina Power 5< Light Co 2pp 15770 107 241 

Fiche* 50-324, 82/10/04,8210220139 


‘-82 10220 147 lE Insp Repts 50-324/82-38 8, 50-329/62-38 on 020907*11% 
noncomp 1 Ian ce noted Major areas inspected followup imp tt 
NRC 6 licensee identified tasks to be completed prior ts 
startup 

WHITEN£R,H. L , KRUO, H E , JAPE, F Division of Eng Jnrirlnj ^ 
Technical Programs. 82/09/30 5pp 15770 t09 24X 

Fiche, 50-324,82/10/04, 0210220139 


9210220169 Forwards IE Insp Repts 90-324/82-36 & 50-325/02-33 on 
620315-0915 No noncompl iance noted 

VERRELLItD. M Division of Project 6 Resident Programi 
JONES, J.A. Carolina Power 6 Light Co 2pp 15778 045 241 

Fiche: 50-324, 82/10/04,8210220169 


—8210220173 IE Imp Repts 50-324/82-36 L 50-325/62-33 on eaOeH'fflii* 
ttoncomp 1 ian ce noted Major areas inspected . reviiu of LERi. 
operational safety verification it audit of survei Hence 1. 
main! activities 

MYERSiD Q i GARNER, L W. , BURGER, C. Division of Pro ject 6 f ^ 
Programs. 82/10/01 Bpp 15770 047, 24X Fiche 50-324.M7ii 

6210220169, 


DOCKETED ITEMS 
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e 2 lOJ& 00 :f 6 Ack rBC»lpt of 820016 it 0924 Itrs informing NRC of %\iop% 
tiii'kvn to comet violation* nottd in lE In«p Rfptc 
50-224/82-20 ic 30-325/82-20 

L£l^l€, R C Divi«lon qf Project & Re»ld#nt Program* 82/10/05 

^i£S,J A Carolina Pouer U Light Co Ip 15701 135 34X 

Ficha 30-334, 02/10/05.0210180036 


— 8210220503 IE Imp Rept« 50-324/02-30 t 50-325/02-30 on 020715-0015 
Nancompllanca notad on 820805. »af*-ty-r*la ted equipment Maint 
Inaferucfci'on MI 10-2J incorrectly performed fc Fire Protection 
Procedure FP-14 Step 111 A improperly implemented on 82071G 
MT6RB. D □ , OARWER'L W . CHASE, v/ Division of Project U Resident 
Program* 82/09/03 «?pp I S779 093 24X Fiche 50-324,82/10/10, 

8210220499 


— ©2-10150038 Supple 820816 response to HHC 020719 Itr re violations ncited 
in IE Insp Repts 30-324/02-30 «c 50-325/02-20 Add I info r* 
revition to Procedure CQAO 00-1 to assure timely corrective 
actions to future audit finding* provided 

DIETZ, C R Carolina Power Light Co 02/09/24 O'REILLY, %/ P 
flsgion 2i Office of Director 2pp 13701 136 24X 

Fiche 50-324,02/10/05,0210150036 


*^-©210150045 Responds to MRC 820719 Itr re violetions noted in IE Insp 
Repts 5-0-324/82-20 & 50-323/82-20 Corrective actions 
Procedure CQAO 00-1 revised L frequency of plant audits 
Increased te reduce audit scope 

DIETZ, C R Carolina Power U Light Co 82/00/16 O'REIiLY, J P 
Region 2, Office of Director 3pp 15701 138 24X 

riche 50-324,82/10/05,0210130036 


©210:150046 Forwards IE Insp Repts 50-324/02-20 «c 50-325/82-20 on 

B20607-08 ti notice of violation U/o notice of violation 
LEWIS, R C Oivifion of Project & Resident Programs 02/07/19 

JOWES.J A Carolina Power h Light Co 2pp 15701 141 24X 

Fiche 50-324,82/10/05.8210150036 


— 0210150052 IE In*P Repts 50-324/82-20 & 50-325/82-20 on 820607-00 
Mancdmp 1 lance noted failure to establish measures to assure 
prompt corrections to adverse OA conditions tt failure to 
distribute audit within required timeframe 

RELISLEtO A., UPRIGHT, C M Division of Engineering t< Technical 
Programs 82/07/15 4pp 15701 143 24X Fiche 50-324*82/10/05, 

8210150036 


8 Reportable occurrences, LERs tt releted correspondence 


82i€0704t6 Trip rapt of 910617 site visit to collect info re loss of 
RHR Baffle plate dividing water box of fiHR HX lA failed 
allowing *vc water to bypass HX tubes Caused by eicessive 
differential pressure across baffle plate 

IMBRD, E , OIA^JELLI, J Director 's Office 01/07/22 ** 

Office I9pp 15637 309 24X Fiche 50-324,01/07/22,0210070 416 


8210010000 Responds to EOIA request for J9 categories of documents re 
nuclear reactor events S> safety problems Forwards documents 
listed in App A « a 

FELTOM, J H Division of Rules and Records 82/06/28 UDELL , R A 
Critical Hass Energy Project 15pp 15727 005 24X 

Flchs 80-000, 02/06/20, 021CO1OOOB 


— 9107300160 Discutse* findings gathered during 010617 site visit re 
facility loss of RHR capability during Apr it May 1901 l/tH 
has committed to mod of wash screen wash sy* by 1983 
Attendance list, chlorinator outage info & drauings end 
IMDRO.E Director's Office 81/07/2? Director '• Of fic e 

I9pp 15730056 24KFicbe 50-000.02/06/28,8210010008 


8209160299 Forwards LER a2-095/03L-0 

DIET2,C R Carolina Power it Light Co 82/09/31 
Region 2, Office of Director Ip 14894 170 
Fiche 50-325 , 02/OB/3 1 , 0209 1 6039 9 


O'REILLY, J 

24 X 


P 


921D150S98 Ad receipt of 820914 Itr informing NRC of steps taken to 
correct violation* noted in IE In*p Repts 50-324/82-21 t, 
so-325/aa-ai 

VERAELLliD M Division of Project I, Resident Programs 82/10/03 

J A Carolina Power 6 Light Co. Ip. 15706 126 S4X 

FCche 30-324.82/10/05.8310150280 


8209160311 LER 02-O95/O3L-D on 920003, review revealed that RHR 

shutdown cooling suction valves FOO0 U F0O9 it vessel head 
spray valves F022 it F023 not tested on quarterly bests per 
inservice insp requirement Caused by program logic error 
PQULR.R M Carolina Power & Light Co 02/00/31 Region 2, 

Office of Director Ip 14094 179 24X Fiche 50-325,02/09/31, 

8209160299 


--©210150295 Responds to NRC 820818 Itr re violations noted in IE Insp 
Repts 50-324/02-21 8, 50-325/82-21 Corrective actions relief 
valve* which can communicate u/primary containment added to 
Type C testing program ti review of leakage continuing 
DIETZ. C R Carolina Power it Light Co 82/09/14. o'REILLYpJ P 
ftegion 2. Office of Director 2pp 15706.127 24X 

Fiche 50-324,82/10/05,8210150280 


^205190233 IE Info Notice 80-35, Suppl 1, ''Leaking 6 Dislodged 1-125 
ZimFlAnt Seeds *' Sve Hit end 

COSBrt. I Division of Fuel FadUties, Materials it Safeguards 
©2/10/06 Consol idated Edison Co df New York 66pp 13761 250 
S4X Fiche 50-000,82/10/06,0200190233 


200190230 IE Bulletin 02-03, “Stress Corrosion Cracking in Thick- 
Vlai i J A Large-Di ameter. Stain left Steel, Reeireu lation 8yt 
Fjptng at BNR Plants," Sve list end 

rSYOUNOi R C Director's Office, Office of Inspection and 

FnifoTcefltent 82/10/14 Consolidated Edison Co. of New York 

llSpp 15810 125 84X Fiche 50-000,92/10/14,0208190238 


21OS20489 Ack receipt of 021006 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-324/02-30 S, 

30-325/ 82-30. 

VERRELLI.D.M Division of Project It Resident Programs 02/10/10 

UTUGYjE E Carolina Power U Light Co Ip 15779.087 24X 

Fiche BO-324 ,02/10/18, 021 0220489 


0210010170 Ack receipt of 020916 response to Q20716 notice of violation 
Ik proposed imposition of civil penalties Rept on major 
program objectives t* he submitted by 021101 should provide 
sufficient info re testing aspects of training programs 
AXELRAD.J Enforcement Staff 02/09/jS x/ONEO, J A Carolina Power 
6 Light Co 2pp ISS60 109 24X Fiche 90-325, 82/09/15, 0210010170 


— B210010206 IE Insp Repts 50-324/02-02 is 50-325/02-02 on 020106-07 
Noncompi lance noted Unit I Instrument D-l inoperable & 
lavel channel not tripped between 011226-31 

OARNERiL Division of Project h Resident Program* 02/05/13 
6pp 15568 126 24X Fiche 50-325, 02/09/ I 5, 021 0010170 


8210200013 Respond* to FOIA request for all i n bernaU non-publ ic 
documents, memos, eva luet ion repts be other matl dealing w/ 
nuclear plant operations Forwards documents listed in App A 
FELTON, x/ M Division of Rule* and Records 02/09/17 MClNNISiD 
News 6 Observer 5pp 15660 065 24X FI c h r* 50-000, 02/09/17, 

8210260013 


— 7011200399 LERlll-78-051 on radioactive release reviewed In response to 
700603 request Finds LER duet not indicate root cause of the 
event malfunction of concentrated waste tank heater* due to 
corrosion Forward* recommenda ti ons for personnel 
COLLINS,^ T Effluent Treatment System* Branch 70/10/06 
KNIOHTON, 0. Environmental Evaluation Branch (Pro 7906231 3pp 
15860 002 24X Fiche 50-000,02/09/17,0210200013 


-0210220492 Responds to NRC 820907 Ur re violations noted in lE Insp 
A«pts 50-324/82-30 & 50-325/62-30 Corrective actions' 
t«chnician counseled ri compliance w/Maint Instruction 
m-10-2J Fire Protection Procedure FP-iA will be revised 
DreTZ,C. R Carolina Power it Light Co. 02/10/06 O'REILLY, J P 
Rag ion 2, Office of Director 2pp 15779 080 24X 

Fiche 50-324,82/10/18,0210220489 


-62 10220494 Forwards IE Insp Repts 50-324/02-30 h 50-325/82-30 on 
020715-0015 & notice of violation. 

VERNELLIrD M Division of Project if Resident Program* 02/09/07 
OOfVESi J A Carolina Power U Light Co 2pp 15779' 090 24% 

Fiche. 30-324, 82/10/18, 8210220409 


-0210220496 Notice of violation from insp on 020715-0013 

* Dlvltlon «f Project it Resident Programe. 02/09/07. Ip 
1S779 092. S4X Fiche. 50-324, 82/10/1010210220409. 


0210000101 Forward* LER a2-l01/03L-0 

DIETZ, C R Carolina Power t, Light Co 82/10/01 O'REILLY, J P 
Region 2, Office of Director Ip 15640 170 24X 

Fiche 30-325, 02/10/01,0210000181 


—6210080103 LER a2~l0l/03L-D on 820920, valve time testing not covered In 
operability test of loops A B of LPCI/RMR sys PT& 00 2.20 
it 26. Caueed by parionnel oversight during procedural 
development Procedure* revised, 

PABTYA, M J Carolina Power h Light Co 02/10/01. Ragion 2, 

Office of Director Ip. 13640:171. 24X Fiche 50-325102/10/01, 

82100001 SI 


8210000220 RO on 621001, anal y lie confirmed that pipe support PB-664/ 
could fail during seismic event Support upgraded to meet 
raquirement* 

DlETZiC R Carolina Power it Light Co. 02/10/01 O'REILLY, J P, 
Region 2, Office of Director Ip 15638’ 090 24X 

Fiche* 30-325, 02/10/01,0210000220. 
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82LOI30477 Fqruards uptfated LER 0a-O93/O3L~l 

DIETZ* C R Carolina Pow«t k Light Co 82/10/04 O^RElLLYiJ I* 
Region. 2, Offic* of Director Ip 13682 lA'S 34X 
Fiche 50-325,82/10/04,8210130477 


0210260344 FoTuiard* LER S2“103/03L“0 

DIETZ, C R Carolina Pomvr k Light Co 02/10/18 Q'RERLV,>J P 
Region 2, Office of Dlrocfcor Ip 13904 2 44 24J( 

Fiche 50''323i 82/10/10,8210260344 


--921O13O403 Updated i*ER 02-O93/O3L-1 on 8208 13, rovieu revealed inabilitg 
of reactor protection sv* logic functional teat PT-Ol t 10 
to provide for electrical contlnuitv teetlug of input signal 
contacts of backup scram logic circuitry solenoids 
PA3TVA, M J Carolina Pouer {< Light Co 02/10/04 Region a, 

□ ffice of Director Ip 15602 164 84X Fichs 30-325,02/10/04, 

8210130477 


62101304B9 Forwards updated LER 02-O24/O3L-1 

DIETZ, C fl Carolina Power & Light Co 02/10/04 O'REILLY.J P 
Region 2, Office of Director Ip 15684 193 24X 

Fiche 50-325.82/10/04,8210130409 


--0210130497 Updated LER 82-024/03L-1 on 820214 It 0320^ open position 
indication for dryuell to suppress i on vacuum hreaier X16H 
not achievable Caused by failure of vacuum breaker to stroke 
open, fully Cause of 020220 event not determined 
PASTVA, M J Carolina Power k Light Co 82/10/04 Region 2, 
Office of Director Ip 15604 194 24X Fiche 50-325,02/10/04, 

8210130489 


0210 J 90666 Forwards LFR 02- 100/01 T-0 

DIETZ. C R ■Carolina Power k Light Co S2/10/I1 O'REILLVtJ P 
Region 2, Office of Director Ip 15737 254 24X 

Fiche 50-325,82/10/11,0210190666 


— 0210190674 LER 82-100/017-0 on 021001 , determined that tailpipe far 
safety relief valve F013H could fall during seismic event 
Add! analysts not performed Addl support (PS-6647) added 
where tailpipe passes through deflector plate 
PQUIK., R M Carol in-a Power k Light Co 02/10/lf Region 2, 

Office af Director Ip 15737 255 24X Fiche 50-325.82/10/11, 

0210190666 


8210290346 Forwards supplemental LER 02-D24/O3L-2 

DIETZ, C R Carolina Pourer Si Light Co 02/10/13 O'REILLYiJ P 
Region 2, Office of Director Ip 15353 106 24X 

Fiche 50-325, 82/10/13, 0210290346 


—8210270352 Supplemental LER 82-024/03L-2 on 020214, dur ing periodic 
test, di scovered that open position indication for drguell to 
suppression vacuum breaker Xi6H could not be achieved Caused 
by failure of vacuum breaker to fully stroke open 
PASTl/A. M J Carolina Pouer k Light Co 02/10/13 Region 2, 
Office of Direct-or Ip 15353 107 24X FUhe 90-325,92/10/13, 

0210290346 


821026-0205 Interim Part 21 rept Detailed status of corrective 
actions taken uill bs sent by 021020 

SARSTEN, 0 E United Engineers k Cons true tars j Inc (subs of 
Raytheon Co 1 02/10/15 Director's Office* Office of lospBcliun 

and Enforcement Ip 15799 ISI 24X Fiche 50-324,02/10/15, 
8210260205 


8210260294 RO while perpormitig insp of fire dampers per 020510 
commi tnentii d 1 tcovered ventilation duct located at 
penetration seal DO-2-034 on 23~ft elevation of diesel 
generator bldg did net have Insp door 

DIETZ, C R Carolina Power k Light Co 02/10/19, O^REILLV, J P 
Region 2, Office of Director Ip 15803 029 24X 

Fiche 50-325,82/10/19,0210260294 


9210290325 Foruards updated LER 82-001/03L-i 

DIETZ. C R Carolina Power k Light Co 82/10/15 O'HEILLYrJ P 
Region 2, Office of Director Ip 1SB53 040 S4X 
Fichs 50-325,82/10/15,0210290325 


— G2I0S7033I Updated LER 02-001 /03L-1 on 0201 IGr survei UanCf revealed 
drywell equipment drain f lew, l-GI6-F<l-K603 continuously 
indicating sump flow w/no pumps running Caused by integrator 
square root convertor <c flow transmitter out of call&r. 

PAaTVAiM vl, Carolina Power k Light Co 62/10/(5 Region 2i 
Office of Director 2pp 15853 049 24X Fiche 50-325,82/10/15, 

8210290325 


0210260256 Forwards LER 02-1O4/O3L-O 

DIETZ, C,H Carolina Power k Light Co 02/10/18 O'REILLY, i/ P 
Region 2, Office of Director ip (SG-OO 10£. 24X 

Fiche 50-325,92/10/10,8210260256 


8210260266 LER 02— 104/03L— D on 821001* i xc ess flow check valve 
1~E21-F047c failed to seat k isolate as required Probably 
caused by line crud deposit in valve teat Line flushed 4c 
valve satie factor! Jy tested 

PA3TVA, M -J Carolina Power !« Light Co 82/10/18 Region Q* 
Office of Director Ip 15003 102 24X Fiche. S0-325i B2/10/I8, 

821 02602S6 


—8210260369 LER 82-103/03L-0 on 020924, requi red semldTinua] funtUc'il 
test of primary containment air lock interlock mechanism 
not addressed in procedures Caused by personnel oversight 
during initial review of Tech Specs 

PASTVA, H J Carolina Power 8< Light Co 02/10/lG Region 2. 
Office of Director 2pp 15804 245 24X Fiche 90-325, 02/1 5/] B 

8210260344 
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F Security* medical, emergency It fire protection plans 


0209170068 Forwards revised pages to proposed physical security p|in 
transmitted by 020623 Itr Pages withheld (ref 10CFR2 7901 
MILLS, L H Tennessee Valley Authority 82/09/01 ADEN34N. E 
Licensing Branch 4 tp 14910 105 24X Fiche 50-327.02/09/01, 

8209170068 


8210060347 Forwards status rept of meteorological program for rivlrat 
**8aquoyah Nuclear Plant Nowcast Manual ■' 

KILLS, L H Tennessee Valley Authority 02/10/01 ADENSAH, E 
Licensing Branch 4 5pp 15619 056 24X Fiche 50-327, 02/1 0/Cl i 

8210060347 


— 0210060352 “Sequoyah Nuclear Plant Nowcast Manual “ 

a Tennessee Valley Authority 82/09/30 70pp 15617 061 Z^l 
Fiche 50-327,02/10/01,0210060347 


8210260245 Forwards IE Safeguards Insp Repts 50-327/82-26 te 
50-328/82-26 on 021006-00 No noncomp I lance noted 
UERRELLI.O Division of Project l< Resident Programs 02/10/72 
PARRIS, H 0 Tennessee Valley Authority 2pp 15799 136 211 

Fiche 50-327,02/10/22,8210260245 


—0210260265 IE Insp Repts 50-327/02-26 k 50-320/82-26 on OS1O06 Ka 
none otnpl lance noted Major areas inspected review of sicuriif 
plan I' implementing proc edure, secur 1 ty or ganixoticn-ngt/ 
personnel/response Details withheld (ref 10CFR73 211 
MOORE, D E , MCGUIRE, 0 R Division of Engineering L TetkrlNl 

Programs 02/10/22 Ip 15799 130 24X Fiche 50-327. 82/ lOvJZ. 

8210260245 


P Operating license stage documents k correspondence 


8210010008 Responds to FOIA request for 19 categories of docuflifiti ri 
nuclear reactor events It safety problems Forwards docunirki 
1 1 ited In App A 

FELTOM, J M Division of Rules and Records 02/06/28 UDELL, R 4 
Critical Mass Energy Project ISpp 15727 005, 24X 

Fiche 50-000,02/06/28,8210010000 


— 800805026S Discusses addl required info to better define potrelLiL'r 
cracking in reactor vessel notiles 

NOONAN* V 8 Assistant Director for Materials I, Qua) ifi call tr'i 
Engineering 00/03/05 TEDE8C0, R L Assistant Dlrettot -fer 
Licensing 2pp 15727 1 76 24X Fiche 50-000, 82/ 06/20. 021 OOiOv! 


—8103050987 Discusses 010126 loss of annunciation event at fecli;i'!| 
Caused by capecitor shorting, Licensee will review tvint ai 
addressed in IE Bulletin 79-27, ''Loss of Non-Clasi IE 
Instrumentation k Control Power Bus During Operation 
CHIRAMAL, M Director's Office 01/01/30 Director's 
Ip 15720 002, 24X Fiche, 50-000, 82/06/28, 0210010006 


0210040426 Forwards request for addl info re hydrogen control 
Coordinated util response suggeitid by mid-Oct 1982i«lnci 
subj is generic to ice condenser plants U/o end, 

NOVAHiT,rt Assistant Director for Licensing 02/09/17 PMHiH.! 

Tennessee Valley Authority. Ip I5S97 251 24X 

Fiche 50-327* 82/09/17,8210040426 


8210210542 Notification of 820929 meeting u/licensei in Baddy-rilKl ’ 
to discuss proposed delays in license requirements 
STAHLE, C Licensing Branch 4 02/09/24 ADEN8AM,E0 HcimN 

Branch 4 2p p 15702' 320 24 X Fiche 50-327, 02/09/24, 02108-1 OMi 


8210120264 Forwards "Executive Summary Rept on Adequacy of Pefirri j 
Hydrogen Mitigation 8yt for Oequoyah Nucleaf Plant," In 
reeponiB to RL Tedesco 020413 Itr. 

MILLS, L M Tennessee Valley Authority, 02/09/27 ADEHSfK'i ■' 
Licensing Branch 4. Ip 15653 078. 24X Fiche: 50-327, 02/0’/^^' 

8210120204 ^ 
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'*021012^28'? “Executive Summary Kept on Adequacy of Permanent Hydrogen 
riitigatiOTi Sy« fur Sequoyah Huclear Plant '* 

* Tenneesee Valley Authority 03/09/30 31pp 1SA53 079 24X 

Fi ch 9 50-327 i 02/09/27. 821 01 20284 


&2tC0502l£» Informs that updated FSAR u/lll be submitted In Jan 1983. in 
response to MRC request 

niLLS.L ti Tennessee Valley Authority 02/09/30 ADEHSAfl. E 
Licensing Dranch 4 Ip 1581 J 238 34X Flche 50-327.62/09/30* 

6210050218 


6-3 10190110 Foruards request ^ar addl info on equipment temp response to 
t'^dragen hurns Coordinated utxl response suggested since 
jubj generic to ice condenser plants 

ADElf^SAM- E 0 Licensing Branch 4 02/10/01 PARRIS. HO Tenneisee 

Valley Authority 4pp 15761 226 24XFiche 50-327.02/10/01. 
62103901 10 


E-210L30L50 Forwards addl info re 020715 application for amend of 
Licenses OPR- 77 tt OPH-79 concerning steam generator water 
J«s»l low-low reactor trip setpoint 

MILUS. L M Tennessee Valley Authority 82/10/07 DEM TON. H R 

□ F-fice of Nuclear Reactor Regulation. Director 2pp 15673 D0S 
2-tJC Fiche 50-337. 02/lO/O7i 0210130150 


0210150225 Act receipt of 020921 1 tr inform! 
correct violations noted in IE In*p Repti 
30-326/02^18 

LEWIS. R C Division of Project «c Resident 
PARRI0.H O Tenneiseo Valley Authority 
Flche 50-‘a27. ea/iO/03, 021 0150225 


ng NRC of steps taJten to 
50-327/02-18 it 

Programs 82/10/05. 
ip 15706 061 24X 


—0210150231 Responds to NftC 820820 Ur re violations noted In IE Insp 
Bepts 50-327/a2“18 tt 5O-320/02-16 Corrective actions 
delinquent QA audit findings identified Ze corrective actipn 
escalation program developed 
HILLS. L H Tennessee Valley Authority 
Region 2. Office of OlrectDr 5pp 13706.062 24X 

Flche 50-327*02/10/05*8210150225 


D'HElLLVrO P 


-6210130237 Forwards IE Insp fiepts 50-327/02-16 «« 50-320/82-16 on 
620712-16 L notice of violation oo/rtayon 

LEWIS. R C Division of Project Zt Resident Programs 82/08/20 
PARRIS. H 0 Tennessee Valley Authority 2pp 15706 067 
Flche 50-327*02/10/05*0210130225 


— 8210150245 Notice of violation froxn 
« Region 2, Office of Director 
Fiche 50-327.02/10/05. 8510150225 


insp on 020712-16 
32/00/20. 2pp J5706 069 


S4X 


6310100117 Forwards request for deferral of ASME Section XI requirement 
to hydrostatically pressure test replacement portions of 
essential raw cooling water sys U/three overilie drawings 
Aperture cardi are available in FDR 

KILLS, L M Tennessee Valley Authority 82/10/13 ADENSAM. E 
Licensing Branch 4 7pp 15718 134 24X Fiche 50-337.02/10/13. 

0210100117 


—0210150256 IE InSp Repts 50 - 327 / 02-16 t 50-320/02-16 on 620712-16 
No nc amp 1 lance noted operations OA manual not rsviaued by 
QA staff t. no ffleasurei established to aseure that QA 
procedures {< revision* implemented 

BELISLE. O A . FREDRICKSON. P . UPRIGHT, C M Division of Enfl Inoopinp 
ii Technical Programs 82/09/18 12pp 15706 071 24X 

FiCfie 50-327.82/10/05.0210150225 


6210360149 Forwards proprietary response to NRC 020009 request for info 
re CLASIX code End withheld <rfif 10CFR2 790) 

PAKHER.DS Tennessee Valley Authority 02/10/10 ADENSAM. E 
Licensing Branch 4 Ip 15799 055 24X Fiche 50-027.02/10/10. 

02 10260140 


6210360230 Forwards revised figures for incorporation into App 0. 
peaking factor limit rept.to reload safety evaluation for 
Cycle 2 reload operations 

KAMKER. D S Tennessee Valley Authority 02/10/19 DENTON. H R. 
Office of Nuclear Reactor Regulation. Director 7pp 15006 317 
24X Firhe 50-327.02/10/19,8210280220 


0 Inspection reports. IE Bulletins L correspondence 


E31C070D07 Responds to POIA request for eight categories of record* re 
steam generators it steam turbines App A documents provided 
in n Udell FOfA Request 81-313 Forwards documents listed In 
App S 

FELTOH. I M Division of Rules and Records 02/08/10 LONG. D J 
HintArop. Stimson. Putnam it Roberts 9pp 15645 063 24X 

Ficha 50~ 000. 82/00/ 1 0, 02 1 0070007 


-’■021 0070139 Foruards tabulated data on steam generator Insp L maint at 
facilities Data shauld be provided to licensees 
IPPOLITO/T Operating Reactors Assessment Dranch 02/04/01 
VfiiftGArS Operating Reactars Dranch 1 Spp 15645 131 34X 

Fi«he 50-000.02/00/10,8210070007 


i2iD0l0476 Forwards corrected notice of Viola tion. revl Sing notice 
IsftuaJ W/IE Insp Repts 50-327/82-18 U 50-320/02-10 on 
020706-0005 

LEIf 19. R C Division of Project it, Resident Program# 02/09/17 
PARRIS. H 0 Tennessee Valley Authority 2pp 15572 172 24X 

Ft Che 50-327, 82/09/17. B310010478 


-0210010477 Corrected notice of violation from insp on 020708-0005 
f^ionc D-mp 1 lane e noted activities affecting safety-related 
furvct-Ion of critical sys. structures it components not 
Ha cc amp 1 1 fth ed per drawings 

■» Division of Project L Resident Programs 02/09/17 Ip 
13572 174 24X Flche 50-327,82/09/17.0210010478 


210010130 Act receipt of 020830 Itr informing NRC of steps taJeen to 
correct violations noted in IE Insp Rspts 50'*327/e2‘'05 & 
90-328/82-05 

LEIfiS.R C Division of Project it Resident Programs. 02/09/20 
PARRiS. H O Tennessee Valley Authority Ip 15588 009 24X 

f i c !> • 50-327. 82/09/20. 82 1 00 10 1 30 


-BSI0010135 Reponds to NRC 020809 Itr re violations nated in IE Insp 
Rapts 30-327/82-05 & 50-320/82-05 Corrective actions program 
initiated to schedule temporary employees for training in OA 
araa 

KAKKER. D 8 Tennessee Valley Authority 02/00/30. O'REILLYiJ. P 
Region 2. Office of Director 3pp 1S586 CIO. 24X 
FiiCh* 50-327*82/09/20,0210010130. 


8208190233 IE Info Notice BO-33, Suppl 1* "Uoaklng U Dislodged 1-125 
Implant Seeds “ Sve list end 

COB0.L I Division of Fuel FPeiUties. Material# it Bafeguardi, 
62/10/06 Consolidated Edison Co of New York 66pp 1S761 250 
24X Fiche 50-000. B2/10/06, 0200190239 


0200190230 le Bulletin 02-03* “Stress Corrosion Cracking in Thick- 
Wall* Large-Olamefcer. Sta i nles* SteeliReclr-culation 8yt 
Piping at DWR Plants " Sve li«t end 

OEYOUNO.R C Director'# Offlfe, Office of Ii>sp#ctlar> and 

Enforcement 02/10/14 Consoiidated Edison Co of New Vori. 

115pp. 15810 J25 24X Flche 50-000.02/10/14.9208190230. 


0210220469 Ac k receipt of 821005 Itr informing NRC of steps taken to 
correct violetlon noted in JE fnsp Repts 50-327/82-19 & 
50-320/02-19 

LEWIS, R C Division of Project «. Resident Program# 82/10/10 
PARftlSrH 0 Tennessee Valley Authority Ip 15779 103 24X 

Fiche 50-327.82/10/16.8210220469 


—0510220474 Responds to NRC B20903 Itr re violation noted In IC Insp 
Repts 50-327/02-19 L 50-320/02-19 Corrective action*’ all 
affected analysts reminded to record data on Tl-37 log sheet 
per Oateous Effluent Requirement# PTocedure 81-415 
HILLS. L M Tennessee Valley Authority 02/10/05. D'RElLUYfJP. 
Reflon 2. Office of Director 2pp 13779. 104 24X 

Fiche 50-327*82/10/18,8210220469 


—9210220400 Forward* IE Insp Repts 50-327/02-19 8. 50-320/02-19 on 
820016-20 U notice of violation 

VERRELLI.D H Division of project tt Resident Program*. 82/09/03 
PARR18. H 0 Tennessee Valley Authority 2pp 15779' 106 24X 

Flche. 90-327. 02/10/18. 8210220469 


— 8210220402 Notice of violation from insp on 020816-20 

s Division of project 4< Resident Programs 82/09/03^ Ip 
15779. lOB 24X Flche. SO-327* 02/10/18. 021 0220469. 


—8210220409 IE Insp ReptS 50-327/02-19 & 50-320/02-19 on 820016-20. 
NohCompl lance noted on 620727. noble gas release rate* not 
recorded on Tl-37 log sheet D 35 for all effluent radiation 
moftltors declarad inoperable due to power failure. 

COLLINS. T R . SARRiK F Division of Engineering tt Technical 
Programs 82/09/02 7pp 15779 L09 24X Fiche- 50-327. 02/10/10, 

8210220469 


0210260245 Fq-ruards IE Safeguards Insp Repts 50-327/02-26 tt 
50-328/62-26 on 021006-08. No no n comp 1 lane e noted. 

VERRELLIiD Division o-f Project U Resident Programs. 02/10/22 
PARRIS. H 0 Tennessee Valley Authortty 2pp 15799 {36. 24X 
Flche. SO-327, 82/10/22, 82 £026024 9 


—0210260265 IE Insp Repts 50-327/02-26 tt 50-320/02-26 on 821006-00. No 
noncompliance noted. Major areas Inspected: review of security 
plan it implementing procedure* secur Ity or genlratlon-mgt/ 
persunnel/r esponse. Oetalls withheld <r«f 10CFR73. 21). 

MOORE.OE.r MCOUJRE,D.R Division of Engineering |i Technical 
Programs. 02/10/22 Ip 15799.188 24X Ficb* 50-327,82/10/22, 

8210260245 
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S Reportahl* occorr*nc«s» LER* & c pr rtiponrf^nc# 

B21O12O30O Advii*» that oparator action naceitary to protact B8<M plants 
from txcasiiva faadwatar translant* B&tl plants <f-o not oniplo(| 

Mgh staam ganeratar Uv«l turbins or raactor trips to 

so/09/12 H.CHEUSDN.C 

a/fl“. MPP ISiS-J 2BS Fl'l" 50-387.80/09/18. 

8210120380 


8210070122 Disciissas 8i012A last of annunciation Evaist bagan w/loss of 
non-Clasi IE sys which soppllas pouar to camtnon 
annunciators Invartar tfallura ca^sai by capacitor short 
resulting in tujo wayo-*hap Ing SCR failuras 

CHIRAHAL.M Dir.ctar'a Office 81/01/30 Director 's Office Cp 
15645 003 Z4X ficha 50-327,81/01/30/6210070122 


8210010000 Responds to FQIA request for 19 categorle* of docwaients re 
nuclear reactor events t safety prablenni Forwards doeu/nents 

FELTOMf J H Division of Rules and Records B2/06/28 UDELL, R A 
Critical Mass Energy Project ISpp 15727 009 24X 

F I c h s 90-000. 02/0 6/28, B 2 1 00 1000 a 


-8010210037 Forwards 900905 memo re underclad cracking In reactor vessel 
naitles Review re safety aspects & coapllanct u/Bection IX 
of A 6 ME Coda concludes that problem should not be Included 
on generic issues list 

BAERi R L Safety Program Evaluation Branch 80/07/17 
KlNTHERjL L Licensing Branch 2 ip 15727 175 24X 

F i c h e 50 - 000 , fi 2/06/28 . 821 00 1 0 008 


-6111180001 Recommends comprehen stve assessment of plant operating 
conditions to determine specific predetermined time related 
se<iuencei of occurrence to emergency buses SRP should bo 
revised re design features . , 

ASHEiF Director's Office 01/10/16 MJCHEL80N,C Director's 
Office 4pp 15731 049 24 X Fiehe 50-000/ 02/O6/2B, 821001 0000 


—6210010161 Discusses potential problem re Beyuoyah reactor pressure 
noi 1 Iti lupp lamenting 800222 memo Underclad cracks found by 
use of ultrasonic ey.uipmsnt Addl items of recent origin 
discussed Related info encJ 

DENTON/ H R Office of Nuclear Reactor Ragulatlon, Director 
80/02/28 AHEARNE/J . OlLIlfSKYiV r KENNEDY, P Comm i ssl oners 

9 pp 15787 170 24X Flehe 50-000/82/06/23,8210010009 


0210080015 Atfdl response to FOIA request for 19 categories of info re 
nuclear reactor avents i< safety problems Forwards documents 
lifted in App A Documents In App R completely withheld <ref 
FOrA Exemption 5> 

FELTONiU M Divleion of fiulee and Records 02/07/12 UDELL, R. A 
•Critical Nasi Energy Project 9pp, 19663 027 24X 

Fiche 50-000,62/07/18.8210080015 


0210060221 LER 02 - 111 /O 3 L-O on 820903, while in Mode I . one contain 

pressure channel for remote shutdown monitoring 
Instrumentation failed to meet surveillance reyuiremsnts 
Caused by closed sense line isolation valvs 

BOOEfiS*« R , HARDINO, H R Tennessee Valley Authority 82/09/3 
Region 2, Office of Director Ip 15620 197 24X 

Fiche 50 - 327 . 82/09/30. B2 100602 19 


8210130442 Forwards LER 82-lOa/03L-0 

OREEM, H */ Tennessee Valley Authority 02/10/05 
Region 2, Office of Director tp 15601 107 24X 

Fiche 50 - 327 , OZ/lO/OSi 8210130442 


D'REILLV. J P 


-B210130452 LER B2-10B/03L-0 on 020907/ dur in fl Mode 1. level chanml 
on refueling water storage tank declared 
inoperable Caused by transmitter out of tolerance due to 
instrument drift Loop recalibr 

flOOERS/ H R , HARDINO, M R Tennessee Valley Authority 62/10/0 
Region 2/ Office of Director Ip 19601 100 24X 

Fiche 50-327,82/10/05.0210130442 


8210130317 RO 02-003 on B20731, f ire detector 74F In Fire 2one 70 
alarmed d'ue to steam leak in spent resin storage tank area 
Fire tone removed from ivc until 020909 Steam leak 
repaired «< lone placed back In svc 

CREEH.HJ Tennessee Valley Authority 02/10/07 0'REILLy,JP 
Region 2, Office of Director 2pp 19670 341 24X 

Fiche. 50-327, 82/10/07, 8210130317 


8210220081 Forwards LER B2-1I2/03L-0 

OREENrH <J Tennessee Valley Authority 02/10/00 O'REILLYi-JP 
Region 2. Office of Director Ip 13779 072 24X 

Fiche 90-327,02/10/08,8210220081 


—8210220089 LER B2-112/03L-0 on 820911, Upper head injection syt IicIit^I 
inoperabla due to failure to meet surveillance requlrenenti 
Caused by total dissolved nitrogen 6 air in acc umulat'O-r 
exceeding 80 std cubic feet limit 

ROGER 8, H R / HARDINO/M R Tennessee Valley Authority 32/iO/C€ 
Region 2« Office of Director 2pp 15779 073 24X 

Fiche 50-327, 62 / 10/06,82 1022008 1 


8210190712 RO 82-4 on B21012, biol og ical shield blocks removed free 
equipment hatch for refueling outage, breach Ing fir* barrier 
penetration Verification of fire detector operability 
estabi i shed, 

OREENi H J. Tennessee Velley Authority 82/10/12 D'BErLLYiJP 
Region 2. Office of Director 2pp 15738 139 24X 

Ftche- 50-327, 82/10/12/ B210190712 


0210190370 Forwards LER a2-U7/O3L-0 

GREEN, H J Tennessee Velley Authority 82/10/14 O'REtLLYiJP 
Region 2, Office of Director Ip 15741 216 24X 

Fiche 30-327,02/10/14/0210190378 


--8205190428 Forwards engineering evaluation rept/ "Inadvertent Loes of 
Reactor Coolant Events at Bequoyeh Nuclear FLant»Unlts 1 & 

2 " Rept contains recommendations which should bt 
incorporated In ongoing Task Interface Agreiment 81-15 
LANNIHO/W. D Director's Office 82/05/11 MICHELSONiC, 

Director's Office Ip 15876 140 24X Fiche 50-000,02/07/12/ 

8210080013 


— B205190441 "Inadvertent Loss of Reactor Coolant Events at Sequoyah 
Nuclear Plant, Units t 8 ( 2, '■ engineering evaluation rept 
LANNINOiN D Director's Office. 02/09/31. 2app 15666^096, 24X 

Fiche. 30-00 0, 02/07/12,8210000015. 


— G2IO19O306 LER B2-117/03L-0 on 020914/ during 01-220 tiSt on fiTs jusi 
16-0 start circuit, time delay setpoint on relay 1D2 found 
out of 5X tolerance of l20-s Gauss not stated Time tfiUy 
setpoint readjusted to within 5X tolerance 

ROMINE. W D / HARDINO, M R Tennessee Valley Author I tg 62/10/13 
Region 2, Office of Director ip 15741 217. 24X 

Fiche 50-327.02/10/14/8210190378 


8210290277 Forwards LER 82-116/03L-0 

GREEN, H vf Tennessee Valley Authority, B2/10/14 C'REILLY#JP 
Region St Office of Director Ip 19053 140 24X 

Plchi 50-327/ 02/10/14/0210290277 


— 82IOOQ0197 NRC operations ctr usage chart re evants at facilities. 

e NRC - No Detailed Affiliation 9iv*n 82/07/12 Ip 15668’221. 
24X Fiche 90-000/82/07/12,0210080015. 


0210010100 Forwards LER B2-107/OIT-0 

CREEW/H J. Tennessee Valley Authsplty. 62/09/24. 0 ' REILLY, J P, 

Region 2, Office of Director, If. 19966.037. 24X 

Fiche 90-327 ,82/09/24/0210010108 


— 6210010115 LER 02-107/011-0! on 82091 1 / annul ut door (A69> & atcas* dqor 
(A64> left open, causing both trains of emergency gas 
treatment sys to be declared ineperabl*. Caused by 
Inoparab 1 1 1 ty -of interlocks on doors, 

CARVERrA H , HARDINO. M R Tenneitis Valley Authority. 62/09/24. 
Region 2, Office of Director. 3pp. 15566:030 24X 

Fiche. 90-327. 62/09/24.6210010100 


6210060219 Forwerds LER e2-lll/03L-0 

OREEN/M.J. Tennessee Valley Authority 62/09/30. a'ftEILl.Y< J, P. 
Region 2. Office of Director. Ip. 13620:196, 24X 

Fiche; 50-327/ 82/09/30. 62 1 0060219 


— 8210290279 LER a2-116/03L-0 on 820916, both trains «f RHR sys liv»|»T«h 
due to Inadvertent closing of RHR suction valve l-FCV~74“2 
Caused by rsmovel of power fuses to allow work on output 
rslays RHR pump stopped << valve reopened w/auxlliary poesr 
ROOERB/RB. / HARD1N0,MR Tennessee Valley Authority* 02/10/14 
Region 2. Office of Director. 2pp 19853 141. 24X 

Fiche 50-327/ 02/10/14, 0210290277 


DOCKET 50-320 BEQUOYAH NUCLEAR PLANT, UNIT 2 


F. Becurity, medical, emergency It fire protection plane 


8209170068 Forwards revisid pages to proposed physical security |l4« 
transmitted by 820623 itr Pages withheld (ref 10CFR2. 790>, 

MILLS, L.H. Tennessee Velley Authority 02/09/01, ADENSAM ,6 
Licensing Branch 4 Ip, 14910' 105 24X Flch*' 50-327, 03/09/01, 

6209170066. 


0210060347 Forwards status rept of meteorolog Icel program for tsvIisI 
"Sequoyah Nuclear Plant Nowcast Manuel." 

MILLS, L.W, Tennessei Valley Authority. 02/10/01. ADEN9AM,E 
Licensing Branch 4. 9pp. 156 1 9:056 24X Fiche* 50-327. 02/10/01. , 

6210060347. f 



uuuivtitu iibivi^o 


--eaiOOiOSSa “S«quoyah Nuclear Plant Nowcast Kanual 
* Tenn»««<o fi Valley Authority 03/09/30 70pp 
Fich« 150-327,02/10/011 6210060347 


15619 061 24X 


Forwards IE Safegoai^ds Imp Repts 30-327/02-26- it 
821006-03 No none omp 1 lance noted 

pA»Qf -Division of Project & Resident Programs 82/10/22 
PARRIS, N G Tennessee Valley Authority 2pp 15799*136 24X 
Ficha 50-327. 32/10/22,0210260245 


-3210260265 JnspRepta 30-327/82-26 It 30-328/82-26 on B21O06-0B N 
none onp] lan ce noted Kajor areas inspected review of socurity 
Fl6n 6 implementing procedure, sscur i ty organi latlorj-aiat/ 

^*^*®"*® Details withheld (ref 10CFR73 2|1 
.M^RE,0 e Division of Engineering k Technical Propramt 
«/l0/2a ip 13799 130 24X Fie he 50-327)82/10/22,8210260243 


license stage documents 6 correspondence 


6210040426 Forwerds request for addl info re hydrogen control 
Coor6inate-d util response suggested by mid-Oct 1902, since 
Sutler ic to ice condenser plants W/o end 
r.^VAK.T M Assistant Director for Licensing 82/09/17 PARRIS, H O 
Tenritsiee Valley Authority Ip 13S97 251 24X 

Fjcn« 50-337, 02/09/17,8210040426 


Forwards "Eiecutive Summary Rept on Adequacy of Permanent 
Myarn-gen Hitigation 5ys for Sequoyah Nuclear Planti '* in 
response to Rl Tedesco 020413 Itr 

MILLS, L M Tennessee Valley Authority 02/09/27 ADEN8AM. E 

^ F*the 50 - 327 , 82 / 09 / 27 , 


'-&2l0ia02B9 “'Ececutive Summary Rept on Adequacy qf Permanent Hydrocen 
nitigation Sys for Sequoyah Nuclear Plant “ 

Valley Authority 02/09/30 31pp 156S3 079 24X 

Ficha 50-32 7,82/09/27,8210120284 


^210050516 Informs that updated FSAR will be submitted In Jan 1903, in 
Tasfionce to I4RC request 

MILLS, L M Tennessee Valley Authority 82/09/30 ADS N SAM, E 

^ 2^* 24X Fiche 50-327,02/09/30, 

-W-rfl UU50216 


8210010476 Forwards corrected notice of viola tion, revi ilng notice 
Issued w/ie ln«p Repts S0-327/B2-18 tt 50-329/02-10 on 
020706-0005 

LEUI8, R C. Division of Project fc Resident Program* 82/09/17 
PARRIS.H 0 Tennessee Valley Authority 2pp 15572 172 24X 

Fiche 50-327,02/09/17,0210010476 


—8210010477 Corrected notice of violation from inap on 820706-0805 
Noncompliance noted activities affecting safe ty-related 
function of critical sys, structures b components not 
accomplished per drawings 

e Division of Project b Resident Programs 92/09/17 Ip 
15572: 174 24X Fiche 50-327.82/09/17,8210010476 


8210010130 Ack receipt of 020030 Itr informing NRC «f steps taken to 
correct violations noted in IE Imp Rept* 50-327/02-05 it 
50-320/82-03 

LENtS, R C Dlvisian of Project 6 Resident Programs 82/09/20 
PARRIS, H O Tennessee Valley Authority Ip, 15566 009 24X 

Fiche 50-327,02/09/20,8210010130 


— 0210010135 Repqnds to NRC 820009 Itr re violations noted in IE Insp 
Repti 5O’-327/02-O3 6 30-329/82-05 Corrective actions program 
initiated to schedule temporary employees for training in QA 

aria 

KAHMeR,DB Tennessee Valley Aiithority 82/00/90 O^REILLY, JP 
Region 2, Office of Director 3pp. 15366 010 24X 

Fiche 50-327,02/09/20,0210010130 


B21015022S Ack receipt of 020921 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 3O-327/0a“16 it 
30-320/02-16 

LEWIS, R.C Division of Project it Resident Program* 82/10/05. 
PARR18,H 0 Tennessee Valley Authority Ip 15706:061. 24X 

Fiche 50-327,82/10/05,0210150225 


--8210150231 Responds to NRC 020820 Itr re violations noted in lE tnsp 
Repts 50-327/62-16 6 50-328/02-16 Corrective actions 
delinquent QA audit findings identified it corrective action 
escalation program developed 

MIULS.L M Tennessee Valley Authority 02/09/21 Q'RtlLLY.J, P 
Region 2, Office of Director 5pp 15706 062 24X 

Fiche. 30-327, 82/10/05, 0210150225 


Forwards request for addl info on equipment temp response to 
hydrogen burns Coordinated util response suggested since 
sub I generic to ice condenser plants, 

ADENSAM.E G Licensing Branch 4 82/10/01 PARRIS, H Q Tennesooo 

15761 226 24X Fiche. 50-327, 02 / 10 / 01 , 

021.0 1901 lO 


,210130150 Forwards addl info re 020715 applicetlon for amend of 
Lt censes DPR-77 b DPR-79 concerning steam generator uatar 
level lou-low reactor trip setpoint 

Valley Authority 02/10/07 DENTON, H R 
Sal Regulation, Director 2pp, 15673 082 

24)C Fiche 50-327,82/10/07,8210130130 


,310180117 Forwards request for deferral of A8ME Section XI requiremont 
to h^drosta tl cally pressure test replacement portions of 
essential raw cooling water sys W/three overilre drawings 
Aperture cards are available in PDR 

H[LL8,L H Tennessee Valley Authority 82/10/13 ADEN8AM, £ 
02*0180117**^^"'^^ ^ 30-327,82/10/13, 


12 tO;260l 49 Forwards proprietary response to NRC 820809 request for info 
T* CLA8IX code End withheld (ref iOCFIi2 790> 

KAFTMER, D 3 Tennessee Valley Authority 02/10/18 ADEN8AK, E 
^ 30-327, 82/10/18, 


I Inspoction reports, IE Bulletins it correspondence 


—9210150237 Forwards IE Insp Repts 50-327/82-16 & 50-328/02-16 on 
820712-16 L notice of violation 

LEWI 84 R.C Division of Project 6 Resident Programs. 05/00/20 
PARRIS, HO Tennessee Valley Authority 2pp 157D6'067. 24X 

Fiche 50-327f 82/10/05, 0210150225. 


—8210150245 Notice of violation from insp on 020712-16 

« Region 2, Office of Director 82/08/20. 2pp. 15706.069. 24X 

Fiche 50-3S7« 02/ 1 0/05, 02 lOl SO 223. 


—8210130256 1C In«p Repts 30-327/02-16 k 50-320/02-16 on 020712-16 
Noncomp Uance noted operations QA manual not ravieued by 
QA staff it no measures established to assure that QA 
procedures b revisions implemented 

BELiaLE.OA., FREDRtCKSON.P, , UPR lOHT, G « Di Vis ion of Eng Inesplng 
& Technical Programs. 82/08/18. 12pp 15706.071. 24X 

Fithe 30-327i 82/10/03# 6210130225. 


0208190233 1C Info Notice 00-35, Suppl t, "Leaking b Dislodged 1-120 
tmplent Seeds *' Bve list end 


C0B8,L I Division of Fuel Fecllitiei, Materials 
82/10/06 Consolidated Edison Co uf New Vork 
24X Fiche' 50-000,82/10/06, 0209190233 


b eafeguard*. 
66pp, 15761-250 


9208190239 IE Bulletin 02-03# "Stress Corrosion Cracking in Thick- 
Hall, Large-Diameter , Sta inlets Bteel, Recirculation 0us 
Piping at BWR Plants," 6vc list end. 

DEYOUNO.R C, director's Office. Office of Inspection and 
Enforcement. 82/10/14. Consolidated Edison Co, of Jlaw Vork 
llSpp 15910:123 24X Fiche 50-000# 92/10/ 14 j 9208190238 


i3l007Q007 Responds to FOIA request for eight categories of records re 
j "2^, ** »team turbines App A documents provided 
in R Udell FQIA Request 91-313 Forwards documents listed in 
App 9 

M Division of Rules and Records 82/08/10 LONO, D J, 
IVintArop, Stimson, Putnam b Roberts. 9pp 15645.063 24X 

Fiche 50-000# 82/08/ lOi 0210070007. 

-051^70139 Forward* tabulated data on steam generator Insp b maint at 
^ ^ ^ ^ Data should be provided to licensees 
/f-nS* operating Reactors Assessment Branch 82/04/01 

VARDA. S Dptrating Reactors Branch 1 5pp. 15645-131 24X 

F i e 6 i * 50—000, 82/00/10,821 0070007 


8210220469 Ack receipt of 021005 Itr informing NRC af steps taken tp 
correct violation noted in IE Insp Repts 50-327/ea-ii? b 
50—320/82— 19, 

LEWIS, R C, Division of Project it Resident Programs, 92/10/19. 
PARRIS, H Q Trfnnefsee Vellsy Authority. Ip. 15779* 103 24X 

Fiche. 50-327, 82/10/18# 0210220469 

—0210220474 «»*Pondi to NRC 920903 Itr re violation noted in IE Insp 
Repts 50-327/82-19 & 50-328/02-19. Correct ive actions- ell ^ 

affected analysts reminded to record data on TI-37 la#, .heat 
per Gaseous Effluent Requirements Froeedur* 8I-4iB 
MILLS, L N Tennessee Valley Authority. 02/10/03. O'REILLY, J P 
Region 2, Office of Director 2pp. 15779*104. SAX ^ 

Fiche: 50-327, 82/10/18,8210220469 
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—8210220480 ForwariJi IE Irttp Repti 80-327/82-19 It 90-320/82-19 on 
020016-20 tA notice of violation 

VERRELH, D M Division of Project l< Resident Projjra**. 02/09/03 
PARRISrH Q Tennessee Vallttj Authority 2RP 15779 106 24X 

Flchf 90-327102/10/18-0210220469 


—8210220402 Notice af violation front inip on 020016-20 

a Division of Project 6 Reiidient Program 02/09/03 Ip 
15779 100 24X Fiche 50-327,02/10/1810210220469 


—8210220495 IE Insp ftepts 50-327/02-19 U 50-320/82-19 on 820016-20 
Noncojnpllance noted on 020727, not U gas release rites not 
recorded on TI-37 log iheet B 39 for all effluent radiation 
monitors declared inoperable due to power failure 
COLLINS; T R , BAttaiK.P Dlvislan of Engineering U Technical 
Prog re ms 92/09/02 7pp 15779 109 24X Flche 50-327,02/10/10, 

0210220469 


0210260245 Forward* IE Safeguard* Insp Rept* 50-327/02-26 6 
90-328/02-26 on 821006-08 No no ncomp 1 iahce noted, 

VeRReLLl,D, Otvlilon of Project 6 Resident Programe. 82/10/22 
PARRISiH 0 TentiessBe Valley Authority 2pp 19799 136, 24X 
Flche 90-327, 02/10/22.6210260249 


— 8210260265 IE Insp Rept* 90-327/02-26 l< 50-320/82-26 on 821006-00 No 
noncompHance noted Major areas Inipected , rsvlew of lecvrlby 
plan U l(np 1 smenting proccdur f , secur Uy or gani latlon-sigt/ 
per* onnel/r esponse Details withheld Cref 10CFR73 211 
MOORE, D E. , MCOUIRE.D, R Division of Enginserlng l* Technical 
Programs. 02/10/22 Ip 15799. 138 24X Flche 50-327^02/10/22, 

8210260245 


8 Reportable occurrence*, LERs Ic related correspondence 


0210000015 Addl response to FOIA request for 19 categories of info re 
nuclear reactor events & safety problems Forwards documents 
lilted in App A^Oocument* In App B completely withheld <r«f 
FOIA Exemption 5) 

FELTON, J M Division of Rules and Records 02/07/12 UDELL* R A 
Critical Mas* Energy Project 9pp 19665:027 24X 

Flche. 9Q-000 , 62/07/ 1 2, 82 1 00600 1 5 


—8205190420 Forwards engineering evaluation rept, *' Inadvertent Loss of 
Reactor Coolant Events at Seituayah Nuclear Plant, Units 1 & 

2 ** Rept contains racommcndat 1 one which should be 
incorporated in ongoing Task Intsrface Agreement 01-15. 

LANNINOiN D Director's Office 82/05/11. KICHEL80N.C 
Director's Office Ip 15876 140. 24X Fiche, 50-000* 82/07/12, 

62 1006001 S 


-'-8205190441 '"Inadvertent Lost of Reactor Coolant Events at 8»(|U«yah 
Nuclear Plant*Unlts 1 It 2." engineering eveluetion rept 
LANNINOiU D Director's Office. 82/05/31. 2app 15666 096. 24X 

Fiche, 50-000, 62/07/12, 0210080015 


6210130572 Forward* LER 82-1 1 0/03 L-0 
OREENiH J. Tennettee Valiev Authority 82/10/09 O'REILLV', J P. 
Region S, Office of Director Ip 19679:104 24X 

Flche* SO-320, 02/10/05*8210130972 


— G210290094 LER 02-119/017-0 on 021002, inner & outer doors of upper 
containment personnel airlock were open i Imultaneoui ly due 
to latch bar blocking outer door open Caused by door swing 
operating chain being out of adjustment. Chain adjuited 
KIRK.O 0 I HARDINO, M R Tennessee Valley Authority 82/10/H 
Region 2, Office of Director 2pp 19894 010 24X 

Flche 50-320,82/10/14,0210290091 


8210260188 Forwards LER 02-U0/O3L-O 

OREEN. H .if Tennessee Valley Authority 82/10/20 □'REILLVidP 
Region 2, Office of Director ip 19799 0 3 2 24X 

Flche 50-326.82/10/20,8210260100 


— 9210260196 LER B2-119/03L-0 on 020921 , d leie 1 generator operibllUy 
essential raw cooling water valves I-FCV-67-66 L 69 failed 
to open on diesel generator lA-A start signal Caused by 
circuit breaiceri being left open during testing 
ROKINE.tf D . HAHDINO, K R Tennessee Valley Authorl ty. Q2/10/SO 
Region 2* Office of Director Ip 19799 033 24X 

Flche 50-32 0,02/10/20,0210260109 


0210290274 Final rept for Defuienclee D 6 E L seventh interla r*p1 for 
Oeficienclas A 6 D re control of procurement activities 
InitiallV reported on 610316 Final corrective actions noted 
Next rept espected by 830428 

NILLS, L M Tennesiee Valley Authority 62/10/21 O'REILLY, J J» 
Region 2, Offlct of Director 4pp 19B93 143 24X 

Flche 50-000* 02/10/21, 0210290274 


DOCKET 50-329 MIDLAND PLANT, UNIT 1 

A Appllca tion/construc tion stage documents 6 correspondence 


8207070419 Forwards application for Amend 106 to CP It OL app 1 icatlcm, 
consisting of Revision 44 to F8AR Three hundred ninety-four 
drawings end Aperture cards are available in PDR 
•COOK, J.W ConeumiTS Power Co 62/06/20 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 13796 020 24X 

flche 50-329*82/06/20,0207070419 


— 0207070422 Application for Amend 106 to CP 6 DL epp 1 icati ons, cortliil 
of Revision 44 to PBAR 

CODK.J N Consumers Power Co 82/06/20 20pp 13796 030 241 

Flche 50-329, 02/06/28, 0207070419, 


021OOQOO1S Addl response to FOIA reaueit for 19 categories of info re 
nuclear reactor events 6 lefety problems Forwards document! 
lifted in App A Documents in App B completely withheld <ref 
FOIA Exemption 9i 

FELTON, J M Division of Rults end Records 02/07/12 UDELL, R A 
Critical Maes Energy Project 9pp 15665 027 24X 

Flche: 50-000* 82/07/12, 0210080015 


6210010437 Provides eddl info to 820012 Ur re cooperative ivelviU&n 
program w/NRC,p#r NRC 820720 request Program provides 
capability for rapid response to NRC concerns Ic supports 
near-term approval of Item It K. 3. 30, 

COOK; J. U Conaumers Power Co, 02/07/10 DENTON, H R Divlilonsf 
Licenetng. 6pp 15570 209 24X Fiche 90-329, 62/09/10, 821 0D1<H37 


8210290228 Forwards Amend 108 to application for CPs L OLt, coniltlini 
of Revltloni 6 L 3 to security plan It safeguards 
CQ-titlngericy p Ian, respectively. Plant withheld 
iref I0CFR73 21). 

COOK, U Coneumert Power Co. 02/09/23 DENTON, H R Dlviiion!) 
Licenelng 2pp 19093*284 24X Fiche* 50-329, 62/09/23, 02103^22^ 


—0210290229 Application for Amend 100 to application for CPi t ILi, 
conaisting of revleed drawing* for security plan L 
aafeguards contingency plan. Drawings withheld (ref 
lOCFR/a. 21) 

COOK* J. M Goniumtrs Power Go 82/09/26, Ip 15653' S96 241 

Flche: 50-329* 02/09/23, 8210290228. 


8210220511 Forwards NPPBB 820829 l( 0909 L CPC 620812 Itrs re BtW 
owners group 820720 meeting w/NRC re resolution of 
NUREO-0 737* Item H K, 3. 30 on small break LDCA methods 
Appropriate action ehould be taken 

ADENBAMiE 0 Licenelng Branch 4. 82/10/04 BHERON.B. If RikKt 

Byetems Bra'nch, ip. 15786' 091. 24X Flche ' 90-000, 62/10/04, 

0210220911. 


8210120276 ForWerde Independent deelgn adequacy review !< "PirfpraSftfl 
Objectlvee I, Criteria for Conet Project Eva luatlorts* " INPO 
preliminary rept. . . 

COOK* J.W. Duke Power Co 02/10/05. DENTON* H fi Office of 
Reactor Regulation, Director KEPPLER,JO Region 3* 

Director. 30pp 15651:322 24X Fiche: 50-329, 82/10/05, 82101 
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'^10120331 '■Performance ObjettivBB «< Criteria for Con*t Project 
E^aliiat Lone I '* prellmlnar<^ rept 

Inettkuta of Nwc Uar Power aperatlone 02/09/30 67pp 
IS&5I 352 24X Plche 30-329. 82/10/05, Q21 01 8027A 


2l0ie02&7 Rtquceti addl ihfo r« util poeitlon on Rej Guide 1 50i 
fiev^ilon 1, “Ouallficati on of Nuclear Power Plant Inep, 

CiaT. tc Tubing 8< Audit Personnel '* 

Licensing Drench 4 02/10/05 COOK, J W Consumers 

Po^-er Co 4pp 15746 007 24X Fiche SO-S 29, 82/ 10/05 1 0210180267 


-10130264 Forwards Amend 109 to application for CPs & OLs, cons isting 
c# Revision 4S to F9AR 

CCXKKrJ W Consumers Power Co 02/10/07 DENTDNrH R Office of 
'^'je-Jcar Reactor Regulation, Director 3pp 13676 015 24X 

Fichi 50~3a9. 02/10/07, 0210130264 


■&21O130366 Amend 109 to application for CPs << OLii consisting of 
Pevi Sion 45 to FSAR 

COCK, J U Consumers Power Co 02/10/11 2pp 15676 010 24X 

Fiche 50-329,02/10/07,8210130264 


0210210030 SAFETY EVALUATION REPORT RELATED TO THE DPERATlON OF 
MIDLAND PLANT, UNITS 1 AND 2 Docket Nos 50-329 And 50-330 
(Consumers Power Company) 

a Office Df Nuclear Reactor Regulation, Director NUREO-0793 
82/10/31 16Bpp Available at NRC «9 SO 15705 CIS 24X 
Fiche 50-329, 82/10/31,8210210030 


F Security, medical, emergency l« fire protection plans 


8210130004 Raleates public version of nuclear accident apps to 
itnergincy preparedness plan 

FELTON, U M Division of Rules and Records 02/09/23 Document 
Management Branch tp 15695 001 24X Fiche 50-329,02/09/23. 

B210130004 


— 6210130005 Forwards public version of nuclear accident appt to Bay, 
Saginaw & Midland County, MI emergency preparedness 
plans 

COOK, J N Consumers Power Co B2/09/08 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 4pp 15695 002 24X 

Fiche 50-329, 02/09/23, 8210130004 


ilOl 50441 Discusses reasons why deletion of req.oirement for four point 
P-roof jacking of feedwater isolation valve pit la essential 
fart of remedial action to be achieved prior to excavation 
beneath feedwater isolation valve pit 

WARWICK. R F Region 3i Office of Director 02/lO/OB MILLER, D B 
Conawmers Power Co 2pp 15703 151 24X Fiche 50-329,82/10/00, 

a2 1015044 1 


101^90364 Forwards Affidavit of Bvc re Amend 109 (Revision 45 to FSAR) 
to application for CPs 6, OLs 

Sn,CIVAP4,T J Coniumen Power Co 82/10/15 DENTON. H R Office of 
NTucIear Reactor Regulation, Director 3pp 15740 310 24X 

Fiche 50-329, 02/10/15,8210190364 


1D21C294 Forwards Revision 1 to NUS-4146, “Analysis of Flammable 
Ccinc entratlon I at Midland Nuclear Plant From Natural Oat 
Pipeline Dreaks,” in response to NRC 020023 request for 
i n ■f -o. 

COO«,j U Consumers Power Co 02/10/19 DENTON, H R Office of 
fXuc tear Reactor Regulation, Director 9pp 15764 104 SAX 
Fjcfie 50-329.02/10/19,8210210294 


0210210301 "Proposed Oas Pipeline Leak Detection 8ys *' 

BTONEfijM A 8fconer Associates, Jnc 82/10/12 22pp 15764 112 
SAX Fiche 50-329,82/10/19,0210210294 


— 8210130007 Public version of nuclear accident apps to 8ay,8aginaw 
tc Midland County, MI emergency preparedness plan 
* Consumers Power Co 82/09/01 437pp 15695 006 24X 

Fiche 50-329,02/09/23.0210130004 


8210290220 Forwards Amend 100 to application for CPs (< OLs, cons isting 
of Revisions 6 ic 3 to security plan L safeguards 
contingency p Ian, respectively Plans withheld 
iref 10CFR73 21) 

COOKrJ W ConiumiTi Power Co 82/09/23 DENTON, H R Division of 
Licensing 2pp 1S0S3 204 24X Fiche 50-329,02/09/23,0210290220 


— 8210290229 Application for Amend lOB to application for CPs L DLs, 
consisting of revised drawings for security plan fc 
safeguards contingency plan Drawings withheld (ref 
10CFR73 St ) 

COOK, J W Consumers Power Co 82/09/28 Ip 15053 206 24X 

Fiche 50-329,02/09/33.8210290228 


0210000108 Informs that activities performed 020925 considered 
emergency meeiures to ensure safe fire protection of 
facility Remedial stop work order not violated 

HARNiCKiR F Region 3, Office of Director 82/10/05 COOK, J W 
Consumers Power Co Ip 15640.179 24X Fiche 50-329.02/10/08, 

8210080180 


0210210306 "Analysis of Flammable Concentrations at Midland Nuclear 
Plant From Natural Oas Pipeline Breaks.” Revision 1 Seven 
oversiie drawings enc 1 Aperture cards available in PDR 
MATHAN. 8 J , FULFORD, P J , KAISER, 0 D NU8 Corp NU8-4146 ROl 
&-2/J0/07 5Bpp 15764 135 24X Fiche 50-329,82/10/19,0210210294 


hJRIC Bafetg Evaluation Report (SER), supple I, correspondence 


10010270 Forwards "Failure Mode 5i Effects Analysis of Midland 
Mcin-Nuclear Instrumentation U Integrated Control 8ysi*' In 
response to FSAR Questions 30 56-30 59. Info completes review 
o# SEH Confirmatory Item 22 

CDOt^.J W Consumers Power Co 82/09/23 DENTDN, H R Office of 
Nuclear Reactor Regulation, Director 2pp 15574.077 24X 

Fiche 50 -329, 02/09/23, 82 1 001027 0 


0&IOO1O284 “Failure Mode L Effects Analysis of Midland Non-Nuclear 
Instrumentation C, Integrated Control Bye “ 

enZJNNA, R B., WINKB.R N , BWARTZELL, 8. D Babcock l< Wilcox Co 
BAW-L743 82/07/31 6lpp 15574.079 24X Fiche. 50-329, 02/09/23, 

a2 100 10276 


10190520 Forwards proprietary reactor test data per SEfi, in support of 

util position re estimates of full power yrs estimated to 

T«sielt In drop in upper shelf energy JH Taylor affidavit 

«nck Test data withhold (ref 10CrR2 790 it 10CFR9 12) 

caOK.J M Consumers power Co 82/10/05 DENTON,Hfi Office of 

Kuc lear Reactor Regulation, Director 7pp. 15735 022 24X 

Fiche SO-329, 02/10/05, 82 10190520 


10200097 Notification of 821109 meeting u/utl 1, Stoner Associates t, 
rMJ5 in Bethesda.MD to discuss SER Open Item 1 re onsite 
natural gai pipeline. ^ 

H£rRNAM. RW Licenslnii Branch 4 62/10/13 ® * 

Branch 4 3pp i 5767’ 317. 24X Fich •• 50-329, B2/iO/I3i 8310200099 


10270039 Notification of 021020 meeting w/util h Summit Nuclear in 
B«-thosda.MD to discuss SER confirmatory Item 26 re 
indapendent safety engineering group 

HERNAN.R W Licensing Branch 4 62/10/19 * 

Branch 4, 3pp, 15036:290 24X Fiche* 50-329, 02/10/19, 8210270039, 


0 Adjudicatory correspondence 


6210220294 Comments on petition for rulemaking PRM-50-32B re 
electromagnetic pulse in nuclear power plants Requests that 
10CFR50 be amended to require provision for design features 
for protection against attacks k destructive acts 
MARSHALL, W H Maploton Interveners 02/08/31 Office of the 
Secretary of the Commission 2pp 15776 066 24X 

Fiche* 50-329, 02/08/31,8210220294 


8210040057 Response opposing B Stamlris 020904 motion for partial 
initial decision on QA adequacy Underpinning excavation work 
will not be authorixed unless NRC satisfied w/util OA 
proposals Certificate of 8vc end ^ . 

WILCOVE, M N Hearing Branch 2 02/09/24 Atomic Safety and 

Licensing Board Panel 9pp. 15584.223 24X Fiche 50-329,82/09/24, 

0210040057 


8210050221 Response to M Sinclair resubmitted contention on TabU S-3 
Contention should be deferred until Commission issues policy 
statement Certificates of Bvc end , . « 

WEST, A, E Consumers Power Co. WEST, A E Iiham, Lincoln k Beale 
02/09/20 Atomic Safety and Licensing Board Panel 0pf 
15609.062 24X Fiche 50-329.02/09/20,0210050221 


0210050223 Motion to compel M Sinclair to respond to applicant 020830 
request for admission of truth of relevant matters of fact 
or alternatively! to deem matter* of fact admitted 
Csrtlficate of 8vc end Related correspondence 

STEP TOE, P. Consumers Power Co 6TEPT0E, P Isham, Lincoln « Beale 
02/09/20 Atomic Safety and Licensing Board Panel 3pp. 
15610*339. 24X Fiche. 50-329. 02/09/20, 8210050223 


-0210050229 Request for admission of truth of relevant matter* of fact 
re Contention 5 Certificate of 8vc end. 

MILLER, li. I Consumers Power Co. MILLER, M I. liham, Lincoln « 
Beale 82/08/30, Sinclair, M, 4pp 15610 344 24X 

Fiche; 50-329, 02/09/20, 0210050223. 
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8210050230 Rsiponais opposing S Staniris S20913 adifondum to BS0834 cost 
conttntUn Good r«u«* far Utt filing not 
damonstratad Cartlflcatf of Svc and 

E Consupars Pouar Co WEST.V^ E liham* Lincoln t Baala 
02/09/28 Atomic Safatfj and Llcansing Board Panal. Spp 
196U 019 Z4X FlChfl 50-329. 82/09/28. 8210050230 


82100AOZ29 Ordar allowing M Sinclair to raply to NRC It util a?0930- 
raiponiaa to Sinclair B20920 raviiad contantionm bg B2L01S 
B Stamiris mag raplg to applicant 820923 & 2a & NRC G20929 
rasponias to Stamirii cantantion bg 9210IS 

BECMHOEPERi <C Atomic Safctg and Llcaniing Board Panal 82/10/0' 
STAflIRlS.fi Stamirts, S SINCLAIR. M Sinclair. iM 2pp 
24X rich# 50-329. 82/10/05, B2100&022? 


8210010062 Raiponsi appoalng M Sinclair rasubruittatf Conkintlon I Court 
of Appaalt.DC Circuit dadeion doat not affact conttntion 
dtfarral Court atagad affact of dacision. until CoAmissian 
policg atatamant Itauad Cartiflcata of Svc and 
NILCOVE. H N Hairing Branch 2 82/09/29 Atomic Gafatg and 

Li causing Board Panal 5pp 15565 004 24X PJcha 50-329.62/09/29. 

8210010062 


8210010254 Karnarandum memorializing 620927 tatc-on ra board not 1 f Icatlan 
on toils ramadial OA procadurai that mag affact ASLB 
cons idarflt ion of B Stamlris motion for partial initial 
dacision on 8A adai^uacg in soils rtmadial uorJi 

HARBOUR. J Atomic Safaty and Llcaniing Board Panal 82/09/27 2pp 
iSS74 OSS 24X Flcha 50-329.62/09/29.8210010254 


8210040018 Raaponsa to ramaindar of M Sinclair ravisad cantantlana 
band on dltcovarg No obj^actlon to Raviiad Contantloni 6.34 
it portion* of 56 Opposat Contantlon* 34,43 h portion* of 56. 
H/notica of appaaranca 6 Cartiflcata of Svc. 

HIlCOVEjH N . HRiOHTiN A Haaring Branch 2. 82/09/30 Atomic 

Safatg and Llcaniing Board Panal. I7pp 15581 2G0 24X 

Flcha 50-329. 82/09/30.8210040018 


82100S0213 Rtiponat to ft Sinclair 820920 raviaad contant 1 an*. 8a t XI 
Objacta to Contantlans 34Ca).37 V 43 6 portion! of 
Contantions 6 6 57 Util nonconf ornanca rapt 6 Cartiflcata of 
Svc and 

STEPTCE. P P. Consular* Pouiar Co STEF TOE, P P. Ctham, Lincoln ic 
Baala. 82/09/30 Atonic Safety and Licansing Board Panal 13pp 
15611 073 24X Flcha 50-329.62/09/30.8210050215 


0210070140 Rasponsf to ra^ua»t for production of documanti 

SINCLAIR.K Sinclair. N SINCLAIR, M Bishop. L L 02/10/06 4 

15627 080 24X Ficha 50-329.82/10/06.0210070140 


8210080062 Advisai that NRC uill valuntarilg raapond to D Staalrii 
H Blnclair 820913 & 20 intarrogatorl as. rasp ac tlva 1 g 
Ob|actlans to Intarrugator ias for reasons other than 
noncomp 1 lane a u/10CFR2 720(h> not waivad 

WRIOHf, N A Hearing Branch 2 02/10/06 DECHHOEFEB, C , HAflaOUfl 

COHAN. F, P Atonic Safety and Llcaniing Board Panel 2pp 
13643 277 24X Flcha 50-329,82/10/06.8210080062 


6210130492 Notice of appearance in proctading Certificate of Gve an 
STAHL. 0 M Coniumar* Power Co BTAHL. D M Xtham. Lincoln 4 B«a 
82/10/06 4pp 15602 l7o 24X Fich* 50'327i 82/ 10/06. 92 1 0130402 


8210000066 fnfarma of agreements between parties re NRC raqueit tha 
util nat take dcpafltione of listed persons it discovery an 
H Sinclair it B Stamlris contentions alleging daficlancias 
In Zack Co GA 

PATON.W 0 Hearing Branch 2 82/10/07 BECHHOEFER, C . COUAH.F i 

HARBOUR, J Atomic Safety and Licensing Board Panel 2pp 
15643 035 24X Flcho 50-329.82/10/07.8210080066 


G210L30304 Hemaratidum memor lal 1 1 ing 821006 telcan re iseuante 4 f 6£I 
Istuat to be considered et hear ingt. i danttf icatl on of 
wl tnassasi d i teovary 6 new contentions 

BECHHOEFER, C Atomic Safety and Licensing Board Pant) O^/IO/OB 
4pp 15678 343 24X Flcha 50-329,82/10/08,8210130304 


0210050238 For-uardt changed Interrogator 1 it ae notion to compol 
discoYsru r*i ponses, addri fling same Issut* at 620830 
interro'gatcirl as N/n end Related eorraspondance 

STAIilRlB, B Stamlris. B, 82/09/30 Atomic Gafitg and Licensing 
Board Panal. Ip 15609 050 24X Piche 50-329. 82/09/30, 6210050230 


8210050240 Motion to compel answers from util to 820630 revised 
intarTogator 1 as ra Cantention lb A8L0 820914 ruling on 
dacominlsaioTilng support! need for comparative analysis of 
Efaconmi ssion 1 ng estimates Related correspondence. 

STAMlRlSiB, Stamlris. B 82/09/30 Atomic Safety and Licensing 
Board Panal. 3pp 15610.336, 24X Fic he: 50-329, 92/09/30. 821 0050240 


8210060193 Response opposing M Sinclair resubmitted Contention 56 on 
station blackout Cantention lacks requisite basis U 
specificity to stand alone Certificate of Eve end, 

BRUNNER, J E. Gonsumert Power Co, 62/09/30 Atomic Safety and 
Licensing Board Panal. 6pp 15614.237, 24X Ficha.50-329r 82/09/30, 

6210060193 


8210050246 Foruards AJ Boos 020930 revised aff idavl t, correctly 
identifying contention as Einclair Contention 6. 9vc list 
and. Related corretpondenca, 

BRUNNER, J E, Cansumar* Power Co. 62/10/01 8TAWIR1B, B. Stanirls, 
D Opp IS609*091 24X Fiche. 90-329, 82/ 10/01 j 6210050246 


0210070390 Objectiflns to util refusal to answer B Stamirls 
IntarrogatoTl as 6 through 11 & 19 Issues relevant to scope 
of contentions. Nictlng should be scheduled to finallie 
decomnl isioTi 1 ng p lane. Related correspondence. 

MAREHALLrH H Mapleton Intervenors MARSHALL, N.H Mar thel 1 , H M 
02/10/02 Atomic daf ety and Licensing Board Panel. 2pp 
15633 240 24X Flche: 50-329. 82/10/02, B2l007039fl 


6210070132 Motion to compel util to answer second set of 

interrogator 1 *• bated on new info Interrogatories are narrow 
in scoperbased on new info in FES L directly ralevant to 
admitted Contention 8. Related correipondenee 
BISHOP, L.L, SlndairrM. BlSHOPrL.L, Bishop, L L, 82/10/04 
Atomic Safety and Licensing Board Panel 3pp, 15627:043, atX 
Fi Che, 50-329, 62/10/04,8210070132, 


8210070136 Respontes to applicant L NRc 820703 it NRC 620910 
ratponies to M Sinclair ravistd contentions Limiting 
Contention 31 to litigation of util compliance i#/aslsting 
requirements Contention 32 emended. 

BISHOP, L L. 8indair,N. BlSHOPrL L. Bishop, L, L. 82/10/04, 
Atomic Safety and Licensing Board Panel, tlpp, 15627:020 24X 

Fiche: 50-329, 82/10/04,8210070136. 


6210130421 Notice of resumption of evidentiary hearings in 
consol idated OL/OK proceeding on 821027 6 continuing on 
821028-30 6 1 101-05, to extent necessary Hearing* to be held 
in Midland, MX 

BECHHOEFER, C Atomic Safety and Licensing Board Panel 02/10/09 
ip 15600 245 24X Fiche 50-329.82/10/001 8210130421 


8210180212 Response to B Stamlris B20930 motion to compel rss|ipniis 
revised inter rogatories. Uti I has no objection to responding 
voluntarily to amended interrogatories Certificate of Eve 
end. Related correspondence 

BRUNNER, J E, Consumers Power Co 82/10/12 Atomic Berity tri 
Licensing Board Panel 3pp 15718 103 24X Fiche 50-329.92/10/1; 

8210180212 


8210200061 Response opposing util 820928 motion to compel ris^enie li 
util 820830 requests for admissions from H Blnclair Sinclair 
820914 response raised relevant objections Certificate of 
Bve end Related correspondence 

BISHOPiL L SlnclalriN. B18KQP,L L, Harmon it Neiis 02/10/13 
Atomic Safety and Licensing Board Panel 5pp 15754.135 24X 

Flcho 50-329,82/10/13,8210200061 


B2102000-54 Reply to NRC it applicant responses to M Sinclair rivlssf 
Contentions 6,34,37,43.56 it 57. Contention 6, bases fel, CbJ t 
(d ><4 ), Contention 43 h Contention 56, Betlt 3. withdrawn 
Certificate of 8vc end 

BISHOP, L L Blnclair, H BlSHOPrL L Harmon it Hells B2/I0/1S 
Atomic Safety and Licensing Board Panel 7pp 15755 076 24K 

Flcho. 50-329, 82/10/15,0210200054 


G210210370 Response to util 620923 it NRC 820928 response to 0 Slselr i 
new contention based on FES, Gross misripres intai i an of 
overall costs St benefit* to public represented bg cost/ 
benefit analysis demands redress 

STAMIRlSiB Stamirls, B, B2/10/15 Atomic Safety end iiCinsLri 
Board Panel 9pp 15763.168 24X Fiche; 50-329, B2/10/ 15, KlCJJCn 


8210200051 Lists sections of GER St BER Guppl 2 NRC will iponiBS ll 
testlmnny re lesues to be covered at 621027-1105 haaringa 
Testimony rs issues to be addressed during second wk of 
bearings will be filed on 621022, 

UlLCOVErH N. Hearing Branch 2 62/10/16, BECHHOEFER. C , 

HARBOUR, J , COHAN, F P Atomic Safety and Licensing Board fjnti 
6pp. 15756' 042 24X Fic ha: 50-329, 82/10/18, 8210200051 


8210210427 Order extending time until 821026 for Commission b« icl N 
review ALAB-691 

CHILK, B. J Office of the Secretary of the Commission BS/lCHf 
Commlselottere . Ip 15762*271 24X Fiche, 50-329, 02/iO/lfl- 

8210210427. 
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P2l0S|O^a90- Noti c * of rasch^duled evidpntiarv heitring* for 82tll5“20 fc 
S2-23 

£rCHHG£FERi C Atomic Sofotg «nd Llc*iiting Bofrd Panol 82/10/19 
If- J 5765 073 24X Fich a 50“329, 02/10/19, 0210210290 


F2lOa-?033l Response opposing M Sinclair 021004 fliotion to camp«l 
ap|^t leant to aniiifer Sinclair second set of interrogatories 
friicd on neu info Interrogatories veguei inc omprehenslb 1 ■ It 
irreievent U/Ccr tl f icete of 0vc Related correspondence, 

BRUNNER, J £ Consumers Pouer Co 02/10/19 Atomic Safetg and 
Li«*r.iSng Board Panel 14pp 13700 176 24X Fiche 50-329,82/10/19, 

021O22O3BE 


8210270433 Sununarg of ACRS Subcommittee on Midland Plant Djiifcs 1 & 2 
020520-21 meetings in MldlandjJil r« application for OL 
» ACWS - Advisory Committee on Reactor Safeguards 02/03/16 
ACR6 - Adviforg Cammlttee on Reactor Safeguards 7Spp 15333 059 
24X riche 50-529, 02/00/16, B2l0;i 7043 3 


021O2GOO34 Bummarg of 266th ACR8 moeting on 02O6O3'-O5 In trashing- ton, DC 
re Midland GL rtviebi, pres sure vessel in tegr 1 ty« ie£ smi c 
events in emergency p lann ing, control room habitability & 

Subcommittee on Energy Research & Production questions 
a ACJRS - Advisory Committee on Reactor Safeguards 02/iO/OB 
ACRS - Advisory Committee on Reactor Safeguards 40pp 13062 297 
24X Fiche 50-029,02/10/00,82102 80034 


t2l022O322 Msmorandum order rejecting WH Marshall 020910 contentions 
lascd on SER & dismissing Contention 5 EER contentions filed 
late u/o any justification Marshall failed to revise 
Contention S per A5LB 790223 order after FES issued 
EECNHOEFER, C Atomic Safety and Licensing Board Panel 82/lO/SO 
ItARSMALL.W M Marshall, M H 9pp 15776 029 24X 

rich* 50-329, B 2/ 1 0/20, 02 1 0220322 


3210260364 Foruards LERs as attachments to NRC 020720 responses to 
M Sinclair interrogatories 

uriL4:QVE.M Hearing Branch 2 02/10/25 BlGHap,L L Harmpn h 

Uieisi BISHOP, L L Sinclair, M Ip 15004.165 24X 

F* C h • 50-329. 82/10/25, 8210260364 


)2103603BB Foruards info in response to JI>1 Cook 020914 1 tr to H Denton 
re environ qualification of electrical 4, mechanical 

SJJLCOV£,M t( Hearing Branch 2 82/10/25 BRUNNER, J E Consumers 

Pojtr Co 4pp 15803 344 24X Fiche 50-329.02/10/25,0210260380 


Q Inspection reports, IE Bulletins 8, correspondence 


0210080019 Addl response to FDIA request for 19* categories of info re 
nuclear reactor events 4( safety problems Forurerds documents 
listed In App A Oocuments in Ap p B completely uithheld Cref 
FOIA Exemption 5> 

FELTON, M Division of Rules and Records 82/07/18 UDELLiR.A 
Critical Masi Energy Project 9pp 15663 027 24X 

Fiche. 90-000, 02/07/12, 021008001 9 


— 0203040936 Commente on 011218 corrections to facility assessment 
contained in NURe0-0B34 re hearings fc discussion of 
sgstemattc assessment of license perfornnanci Revision to 
NUR^O inapp ropriata issue closed 

MOSELEYjN C Bystematic Assessment of Licensee Performance Revleu 
Oroup 82/01/04 WE0SMAN. R H NRC - No Detailed Affiliation 

Oiven Ip 19668 256 24X Fiche* SO-OOO, 02/07/ 18, 02 100B0015 


210270161 Order extending time until 021029 for Commission to act to 
revseu ALAB-691 

CNXLK, S J Office of the Secretary of the Commission 02/10/26 
Conn i ss loners Ip 15023 010 24X Fiche SO-329, 82/10/2*. 

ess 0270161 


Utility Final Safety Analysis Report IFSAR) l< amends 


207070419 Foruards application for Amend 106 to CP Ic OL app I Icatlons, 
cam i sting of Revision 44 to F8AR Three hundred ninety-four 
draejings end Aperture cards are available In PDR 
COOK. J K Consumers Pouer Co 82/06/20 DENTON, H R Office of 
Njclerar Reactor Regulation, Director 2pp 13796 028 24X 

Ft c h» SO'329 , 02/06/20, 02070704 1 9 


-6207370422 Application for Amend 106 to CP S( OL app I Ic atlonsr consisting 
of Revision 44 to FSAR 

CaOKi xf H Coneumers Pouer Co 02/06/20 20pp 13796*030, 24X 

Fiche 50-32?, 62/06/28. 0207070419 


6207070428 Revision 44 to FSAR W/394 oversite Pl,IDi, electrical $< 
instrumentation control draui ngs, p i ping i somatric s, revision 
sheets Sc facing sheets Aperture cards ape available In POR 
* Consumers Power Co 82/06/30, 3993pp 13796 036 24X 

Fiche 50-32 9,02/06/20,0207070419 


'1O13-0264 Forwards Amend 109 to application for CPs & OLt, eons Is ting 
of Revision 45 to FSAR 

COOK, x/ N Consumers Power Co 02/10/07 DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director 3pp. 15676,019 24X 

Fiche 90-329, 02/10/07,8210130264 


8210130266 Amend 109 to application for CPs & OLt , e ansist ing of 
Revision 45 to FSAR 

COOK, J H Cansumert Pouer Co 02/10/11 2pp. 15676 010 24X 

F i c h e : 50-32 9, 82/ 1 0/07, 02 1 01 30264 


-“8203040938 Forwards performence element summary for Jul 1979- June 1980 
In response to A8L6 request for testimony an systematic 
assatsment of license performance in general L facility 
assessment in particular 

NESBMAN.R H Director's Office. Office of Inspection and 
Enforcement 01/12/10 MOSELEY, N C Bystematic Assesimfnt of 
Licensee Performance Review Group, 2pp. 15660*294 24X 

Fiche 50-000,82/07/12,0210000015 


— 8210090161 Systematic assessment of licensee performance notes re 
facility evaluation for Jul 1979-Jun# 1990 
e NRC -No Detailed Affiliation Given 80/06/30 Bpp, 

15660 071 24X Fiche 50-000,82/07/12,0210080015. 


0210050139 Forwards IE Insp Repts 90-329/02-10 8. 50-330/02-10 on 
020713-0825 U notice of violatisn 

UARNICKjR. F Region 3, Office ef Director 02/09/22. CODK« J R 
Consumers Pouer Co 2pp 19605.193 24X Fiche > 50** 329, 02/09 /22i 

8210050139. 


— 8210050146 Notice of violation from insp on 020713-0825. 

WARMICKiR F Region 3, Office of Director 82/09/22 3pp 
15609: 195 24X FI < he. 90-329, 02/09/22, 0210090139. 


— 8210050154 IE Insp Repts 90-329 /G2-1B h 90-330/02-10 on 820713-0085. 
Noneompllance noted failure to translate r equirentente into 
drawings, inadsquate procedure L failure to accomplish 
activities in accordance u/drauinge 

GARDNER, R N . LANOBHAN, R B. » SHAFER, U D Region 3, Office of 
Director. 02/09/21 7pp 1 5609- 190 24X FI che' 50-329, 02/09/22, 

8210090137 


8208190233 IE Info Natlce 80-39, Buppi i» "Leaking U Dislodged 1-139 
Impleist Seeds.*' 6vc list end 

COBB.L I Division of Fuel Facilities, Materials !< Safagvardi 
02/10/06 Consolidated Edison Co. of New York 66pp 197*1.290 

24X Fiche. 50- 000, 82/l0/06r 8208190233. 


8210130267 Revision 45 to FBAR 

» Consumers Power Co 02/09/30 626pp. 19676.020 24X 

Ffa:fie 50-32 9,02/10/07,0210130264 


0210190739 Forwards IE Imp Repts 50-329/82-30 U S0-330/B2-2O on 
020020-0920. N o none omp 1 lance noted 

WARNICK.R F Rtgiqn 3, Office of Director 02/10/0*. COOK^ J M 
Gonsumeri Power C« 2pp 19737,07* 24X Fiche a0*'a 29, 02/10/06, 

0210190739 


lOS 903*4 Forwards Affidavit of 8vc re Amend 109 IRevltian 45 to FBAR} 
to application for CPf & QLs 

SWUCIVAN. r J Consumers Power Co 02/10/15, DENTON, K R. Office of 
Nipclear Reactor Regulation, Director 3pp 15740,310 24X 

90-329. 82/10/15, 8210190364 


Advisory Committee on Reactor Safeguards reports correspondence 


— 8210170790 IE Imp Repts 90-389/02-20 it 90-330/02-20 on 020020-0920, No 
noncomp Hence noted Major areas Ins pact ed : TBisad Lai tolls 
work activities training for soils acti vi t i es. oiatls used by 
Zack Co 4( protective tagging procedures 

8LIR0EB8.B L. , COOK, R. J, . GARDNER, R N Region 3, Office of 
Director 02/10/06. 5pp. 13737:078. 24X Fiche: 90-329, 08/10/06, 

0210190739 


L0S70417 Bummary of ACRS aubcommlttee on Midland Plant Units 1 Ic 2 
32060S meeting in Nat hlngton, DC re application for OL 
» ACR8 - Advisory Committee on Reactor Safeguards 02/00/16 
^■CRS - Advisory Committee on Reactor Safeguards 29pp. 15833,207 

?4Jr FI Che 90-329,82/00/16,8210270417. 


0208190230 ZE Bulletin 02-03, ’*^Btress Corrosion Cracking In Thick- 
Mall, Large-Dl ameter. Stainleia Bteelr Recirc elation Bys 
Piping at BMR plants ** 8vc list end. 

DEYOUNG, R. C Director's Office* Office of Inspection and 

Enforcement 82/10/14. Conso I Ida t ed Edlscn Ca. of New York, 

H9pp 19810* 125. 24X Fiche : 90-000, 02/10/14,0200190230 
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82l02601'9a Ack rtoipt oi 820930 1 tr inforAing NRC of ittp-t i 

correct viola tioot not«d in IE Imp R*pt« 50-329/'B2-03» 
50^330/82-034 50-329/02-051 S0-330/B2-O3i M-329/e2-0& ti 
50-330/02-06 

WARNICWjR F. R*glt»n 13* OPflo Dlricto.r 02/10/20 COOK. J W 
Coniuman Pou»r Co tp 1S799 023 2AX Fich# 50-3294 82/10/204 
0210260190 


— 8210260195 Rwipgndt to NRC B20426. 0902 l< 22 ltr« r« violations notod In 
IE Intp Roptt 30-329/62-034 30-330/82-034 50-329/02-034 
30-330/02-0 54 30-329/82-06 i< 510-330/02-06 Corroctlva action* 
addl controls Inlilattd cine* laldiar pilt« initaliod 
GOOK4 J U Contufflfrt Power Co, 02/09/30 KEPPLER«J«0 Roglon 3j 
afflct of Director 4pp 15779 026 24X Plche 50-3294 82/ 10/20> 

8210260190 


B210290377 Ack receipt of 820930 Itr Informing NRC of steps taken to 
correct violations noted in IE Ir>sp Repte 50-327/82-07 Sr 
5 0-330/ B 2-07. 

l/ARNiCKiR F Region 3. Office of Director B2/I0/26 COOKi J. U 
Consumers Poutr Co ip 18853 000 24X Flche 50-3294 82/ 10/26 • 

B21 0290377 


— 6210290390 Responds to NRG 820715 Itr re violations noted in IE Insp 
Repts 50-329/82-07 t 50-330/02-07 Corrective actions OC uill 
Inspect all hangers installed prior to 810101 0ainpl« of 
hangers Instatlad after 820101 ulli alio be inspected 
COOKiJ Ul Consunire Power Co 82/09/30 KEPPLERiJ 0 Region 3* 
Office of Director Ip 15853*009 24X Flcht 50-3294 82/10/264 

0210290377 


8210280076 Interim Deficiency Rapt 9 re underrated terminal itrtps on 
LimlloTiiue valve operators Initially reported on 810115 
Underrated terminal blocks replaced w/Marathon 300 serlei 
blocks Mext rapt will be sent by 030131 

COOK4<J tf Consumers Power Co 02/10/22 KEPPLCRrJ Q Rcglort 3. 
Office of Director tlpp 15937 147 24X Fiche 50-329 j82/IO/22i 

0210200076 


T Hearing tranecrlpts on non-ant i trust metters 


0210130265 Testimony of AJ Hendron re evaluation af ultimate laid 
carrying capacity of diesel generator bldg footings Prof 
g.uallflcationsi supporting documcntatl on 6 Certificate of 
&ve end 

KENDRON4 A J Consumers Power Co HENDRON# A J 11 lino is^ Unfv of* 
l/rbana-Champaign 02/10/00 tl9pp 15677 205 2 4X 

Fiche 50-3294 92/10/004 0210130265 


0210130494 Testimony of AJ Hendron re evaluation of seismic shakedown 
lattlamant of diesel generator bldg in event of earthquake 
Prof qualifications & supporting documentation end 
HEHDRON^A J Coneumars Power Co HENDRON 1 A J JMlnois* Univ ol. 

Urbana-Champ# ign 02/10/00 75pp 15604 014 24X 

Flcte 50-3294 02/10/004 0210130494 


—8210130505 Testimony of DF Lewis on behalf of applicant re undsrgrc.'i 
piping Affidavit & supporting documentation end 
LEHIS* 0 F Consumers Power Co LENI64 D F Bechtel Corp 
62/10/07 0Opp 15604 097 24X Fiche 50-3294 02/10/004 0210130491. 


8210290154 Ack receipt of 621015 Itr Informing KRC of steps taken to 
correct violations noted in IE Intp Repts 50-329/02-06 ti 
50-330/62-06 

ilARNlCKjR F Region 3, Office of Director 02/10/27 COOK^ J H 
Consumers Power Co. Ip 15853 336 24X Fiche 50-329. 62/ 10/27 1 

6210290154 


—8210290163 Responds to NRC 020426 Itr re violet! ons noted in IE Ensp 
Repts 50-329/02-06 U 50-330/02-06 Corrective actions: 
complete re insp of electrical cables expected by end of Apr 
1963 

CGOK.J H Consumers Power Co 82/I0/J5 KEPPLERi J 0. Region 3. 
Office of Director 2pp 15853.337 24X Pic ha • S0-329i 03/ 10/27/ 

8210290154 


0210260527 Testimonij of WO Corley re cracking In tve water puap 
structure 

CORLEYi W 0 Consumers Power Co CORLEYi W 0 Portland Ctaenb 
Association 82/10/14 Olpp 15804 315 24X Fiche 50-3294 

02/10/144 0210260527 


0210260504 Testimony of A BooirEM Durke4 JP Oould & P 8hunmugarel ri 
eve water pump str uc ture, Aperture cards available in PDR 
BOOS/ A t BURKEiEH. 4 OOUUDi J P Consumers Power Co 02/10/25 
eOpp 15005 035 24X Fiche 50-3294 02/10/2 54 0210260504 


DOCKET 50-330 KIDLAND PLANT, UNIT 2 


R. Periodic operating reports U related correspondence 


A Application/construction stage documents tc correspondence 


6210050240 "OA Program Hgt Corrective Action ReptS4 Nonconformance 
Repts/ Qua] ity Action Requests fk Audit Finding Reftsi” Aug 
1982 

a Beehtal Corp 62/06/31 Ir 427pp 15596:001. 24X 

Fiche; 90-329r 82/06/31/6210050240 


0207070 419 Forwards application for Amend 106 to CP & OL appILcetioni, 
consisting of Revision 44 to F8AR Three hundred ninety-four 
oversite drawings end Aperture cards ere available in PDR 
COOK/J H Consumers Power Co 02/06/20 DENTON.HR Office of 
Nuclear Reactor Regulation/ Director 2pp 13796’ 020 24X 

Fichs* 50-329/ 02/06/201 0207070419 


8210090115 Forwards 39th quarterly rept for Oct-Dac 1962/ per ALAD-106. 
COOKiJ. W. Consumers Power Co. 82/09/30 DEYDUNO, R, C. Diractor''e 
Office. Office of Inspection and Enforcement 54pp 18640:026 24X 

Fiche. 50-329. 82/09/30/ 6210000115. 


8 fliportabl* occurrences/ LERs L related correspondence 


8210070107 Board Notification 02-94* informs of Zack Co potential Part 
21 rept Oh HVAC welder record d Iscrapanclei . 

NOVAK/ T.ff. Assistant Director for Licensing. 62/09/16. Atomic 
Safety and Licensing Board Panel. 4pp, 15649; 202. 24X 

Fiche. 50-329/ 82/09/16 / 8210070107. 


—0207070422 Application for Amend 106 to CP It OL app 1 1 cations/ con 
of Revision 44 to FEAR 

COOK.J. W. Consumer s Power Co 02/06/26 20pp J 3796 030- ! 

Fiche: 50-329, 82/06/20,8207070419. 


6210080015 Addl response to FDIA request for 19 categories of Inlo 
nuclear reactor evants 1/ safaty problems Forwards documents 
llflteiT in App A Docutnents In App B completely withheld {ref 
FOfA Exemption 51. 

FELTON. J.H Division of Rules and Records e2/07/>2 UDELL , R f 

Critical Mass Energy Project 9pp 15665 027. 24X 

Fiche* 50-000, 02/07/12,8210000015. 


6210040337 PNO- 1 1 1-62-100: on 820924/ stop work order Issued for ongoing 
priparatory remedial soils work as result of imp which 
Identified pmbleme te/certi fi cation testing of QG personnel 
per confirmatory action Itr issued on 620927. 

OARDNERiR./ aHAF£R/N. / NARNICK, R. Region 3/ Office of Director. 
02/09/27 Ip. 15563:130. 24X FlchS : 50-329/ 02/09/27/ 8210040337. 


0210050143 Interim deficiiney rept re eceident temp effecte on 
conteinment level measurement. Data! led design 1/ analyeie of 
mods continuing. Effort Integrated w/work required to solve 
6ER Confirmatory rssue 16 <1£ Bulletin 79-2i). 

COOKiJ. frf. Co ns u men Power Co. 82/07/20. JLEPPLER/ J. 0. Region 3, 
Office of Director. 2pp. 15605:165. 24X Fiche: 50-329, 82/09/28/ 

6210050143. 


8210260121 Interim Deficlencv Ript 82-09 re quality program It mfg 
deficiency affecting Victorian rediition monitoring 
equipment. Inltlanv reported on 620917. Geueed by poor 
uorkmanihip tn OA breakdown. Next rapt expected by 620107. 

COOK/J.H, Consumers Power Oo. 62/10/15 KEPPLEfli>;. 0. Regions, 
Offlci of Director. 8pp. 15799:066. 24X Fiche: 50-329, 62/10/15/ 

6810260181. 


6210010437 Provides addl info to 020012 Itr re cooperative eveluiti 
progrem w/NRC/per NRC 620720 request Program provides 
capability for rapid rasponse to NRC concerns It supports 
near-term approval of Item 11 K.3. 30, 

COOK/\f. W. Consumers Power Co. 02/09/10, DENTONrH. R OlviUcn 
Llcaneing. 6pp. 15570*205 24X Fiche 50-329, 02/09 /I Or 021001043 


6210290228 Forward! Amend 100 to application for CPs L DLsiConiiitl 
of Ravtsi-ans 6 6 3 ta security plan ti safeguards 
contingenev P Ian, respectively. Plans withheld 
<ref 10CFR73 211 

COOKi^l If. Cdnsumeri Fowir Co 82/09/23 DENTONrH. R. Dlvhleh 
Licensing. 2pp. 15853*284. 24X Fiche* 50-329, 02/09/23, 0210290?? 


—6210290229 Application for Amend 100 to application for CPi t OLi 
consisting of revised drawings for security plan 6 
safeguards contingency plan Drawings withheld (ref 
tOCFR73. 21 ) . 

C80K/J.N. Consumers Power Co 82/09/28, Ip. 15853* 2» 
Fiche: 50-329/ 02/O9/23i 6210290226. 
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€.210220511 Fcruardf WPPSS 820B25 «< 0709 8< CPC 020012 Itri T9 BfcW 
cvTivri ^roup 020720 meeting w/NRC re niaitition 
M;ft£0-0737. Ilrtm II K 3 30 on small break LOCA mithods 
Appropriate action should be taken 

ALEiJSAM. E O Licensing Branch 4 02/10/04 SNERON. B U Riaetpr 

System* Branch Ip 15786 091 24)C Flche 50-000*02/10/04. 

1022051 1 


€2eo 12027& Forwards independent design adequacy review & *'Pcrf ormanc e 
Objective* & Criteria for Const Pro ject Eva luation*. *’ INPO 
preliminary rept 

CC<M. J » Duke Power Co 02/10/05 DENTON. H R Office of NucUar 
Reactor Re^ulationr Director KEPPLER. J 0 Region 3. Office of 
Cirector 30pp 15651 322 24X Fiche 50-329.02/10/05.0210120276 


B2I01202B1 '*P er formance Objectives it Criteria for Const Project 
Evaluations 1 *' preliminary rept 

* Institute of Nuclear Power Operations 82/07/30 67pp 
15651 352 24X Fiche 50-327.02/10/05.0210120276 


£210100267 Req.uests addl info re util position on Reg Ouide 1 50. 
flavislon 1. '^Qualif ication of Nuclear Power Plant Insp. 

ETKan -fic Testing 6 Audit Personnel " 

ADEltSAH.E <3 Licensing Branch 4 02/10/05 COOK. J U Consumers 

Rawer Co 4p p 15746 007 24X Fiche 50-329.02/10/05.0210180267 


S.21O130264 Forwards Amend 107 to application for CPs it OLs. cons i sting 
of Revision 45 to F8AR 

COOK. J N Consumers Power Co 02/10/07 DENTON. H R Office of 
f4'u<lear Reactor Regulation. Director 3pp 15676 015 24X 

riche SO-327. 02/10/07. 0210130264 


6^10130266 Amend 109 to application for CPs & OLi* consisting of 
Revision 45 to FBAR 

CMK.vl U Consumers Power Co 02/10/11 2pp 15676 018 24X 

Fiche 50-329.02/10/07.0210130264 


0210150441 Discusses reasons why deletion of requirement for four point 
proof jacking of feedwater isolation valve pit is essential 
fiart of remedial action to be achieved prior to excavation 
berrath feeifuater isolation valve pit 

WARNICK.R F Region 3. Office of Director 02/10/00 MILLER. D B 
Carsuners Power Co 2pp 15703 151 24X Fiche 50-329.02/10/00. 

6210150441 


5210210294 Forwards Revision 1 to NUe-4146. ''Analysis of Flammable 
Corcentrat ions at Midland Nuclear Plant From Natural Oas 
PjppJine Breaks.” in response to NRC 020023 request for 
info 

CODK.J N Consumers Power Co 02/10/19 OENTONi H R Office of 
lluclcar Reactor Regulation. Director 9pp 15764 104. 24X 

Fscha 50-329. 02/10/19.8210210294 


-^e2k02l'030l '^Proposed Oas Pipeline Leak Detection 8ys “ 

STONER. M A Stoner Associates. Inc 02/10/18 22pp 15764 112 
24X Fiche 50-329.02/10/19.8210210294 


'-B2L0210306 “Analysis of Flammable Concentrations at Midland Nuclear 
Plant Froim. Natural Oas Pipeline Breaks." Revision t Beven 
dverslie drawings end Aperture cards available in POP. 

NATHAN. S J. , FULFORD, P J . KAI8ER,0 D NUS Corp NU8-4I46 ROt 
62/10/07 SBpp 15764 135 24X Fiche 50-329.02/10/19.0210210294. 


r NRC Gafetyi Evaluation Report C8ER1. suppls b correspondence 


^210010-278 Forwards "Failure Mode 8. Effects Analysis of Midland 
Nor-Nuclear Instrumentation 6 Integrated Control Bys. *' In 
response to F0AR Ouestions 30 56-30 59 Info completes reviaw 
of 5ER Cenfirmatory Item 22 

COOK. J H Consumers Power Co, 02/09/23 DENTON. H R Office of 
Muclear Reactor Regulation. Director 2pp 15574 077 24K 

£ C h c ' 5 0-32?„ 02/09/23. 82 1 0010278 


— @210010284 '‘Failure Mode it Effects Analysis of Midland Non-Nuclear 
Instrumentation 6 Integrated Control Bys ” 

ENZ1NNA.R 0,. UINKB.R.N . 8NARTZELL.8 D Babcock 6 Nilcoa Co. 
BAM-1743 ea/07/31 6lpp 15574 079. 24X Fiche: 30-329. 82/09/23, 

6210010278. 


1210190520 Fnrwards proprietary reactor test data per 8ER, in support of 
util poiition re estimates of full power yrs estimated to 
r«sult in drop in upper shelf energy. JH Tay lor affidavit 
end Test data withheld <r*f iOGFR2 790 6 10CFR9. 12) 

M Consumers Power Co 02/10/03 DENTON. H R Office of 
Muclear Reactor Regulation. Director 7pp 1573S.022, 24X 

riche 80-329, 02/10/05.0210190520 


1210200099 notification of 021109 meeting u/utl 1, Stoner Associates St 
M<JS in BethaedaiMD to discuss 6ER Open Item 1 re onsite 
natural ga* pipeline 

HTRNAK.R H Licensing Branch 4. 02/10/13. ADEN6AM. E 0. Licensing 

Branch 4 3pp. 15767.317 24X Fichf 50-329,02/10/13,0210200099. 


3210270039 Notification of 021020 meeting u/utlL & Summit Nuclear In 
Bethesda.MD to discuss SER confirmatory Item 26 re 
Independent safety engineering group 

HERMAN. R U Licensing Branch 4 02/10/19 ADEN0AM, E 0 Licensing 

Branch 4 3pp 15036 290 24X Fiche 50-329.02/10/19.0210270039 


0210210030 SAFETY EVALl/ATION REPORT RELATED TO THE OPERATION OF 
MIDLAND PLANT, UNITS 1 AND 2 Dockat Nos. 50-329 And 50-330. 
iConsumers Power Companv> 

* Office of Nuclear Reactor Regulation, Director NUREO-0793 
02/10/31 160PP Available at NRC, 49 90 15705 019 24X 

Fiche 50-329.02/10/31,0210210030 


F Security, medical, emergency & fire protection plant 


9210130004 Releases public version of nuclear accident apps to 
emergency preparedness plan 

FELTON, xJ» M Division of Rule* and Record*. 92/09/23 Document 

Management Branch ip 15695 001 24X FI c he: 50-329. 02/09/23. 

0210130004 


— 0210130005 Forwards public version of nuclear accident apps to Bay. 
Saginaw 6 Midland County. HI emergency preparednee* 
plans 

C08Ki J H Consumers Power Cp 02/09/00 DENTON, H R Office of 
Nuclsar Reactor Regulation. Director 4p p 19695,002 24X 

Fiche 90-329,82/09/23,8210130004 


— 0210130007 Public version of nuclear accident apps to Day. Beg inaw 
it Midland CowntyrMI emergency preparedness plan 
« Consumers Power Co 82/09/01 437pp 19679:006 24X 

Fiche 90-329, 82/09/23, 0210130004. 


0210290228 Forward* Amend 109 to application for CPs 6 QLi. c one ist ing 
of Revisions 6 Sc 3 to security plan S< lefeguards 
contingency p Ian. re* pectlvely Plan* withheld 
<rif 10CFR73 21). 

COOK. J W Consumer* Power Co 02/09/83 DENTON. H R Dlvii ton of 
Licensing. 2pp 19693*284 24X Fiche 50-329, 62/09/23, 8210290228 


— 8210290229 Application for Amend 108 to application for CPi & DL*. 
consisting of revised drawings for security plan 4< 
safeguards contingency plan. Draw i ngs withheld iref 
10CFR73 21) 

COOK. J H. Consumer* Power Co 02/09/20. Ip, 15853 286 84X 

Fiche 90-329, 02/09/23. 8210290228 


8210000188 Informs that activities performed 020925 considered 
emergency measures to ensure safe fire protection of 
facility Remedial stop work order not violated 

NARNtCK.R F Region 3. Office of Director 02/10/09 COOK. J N 
Consumers Pouar Co. Ip 19640 179 24X Fiche 90-329102/10/09, 

8210080188 


0 Ad|uiticatory correspondence 


8210220294 Comments on petition for rulemaking PRM-50-32D re 
electromagnetic pulse in nuclear power plan ti. Request* that 
lOCFRSO be amended to require provision for deilgn features 
for protection against attack* it destructive acts 
MARSHALL, N. H, Maple ton Interveners 82/08/31 Office of the 

Secretary of the Commission. 2pp. 15776:066 24X 

Fiche. 50-329. 02/08/31. 0210220294 


8210040057 Response opposing D Stamlris 020904 motio-n for partial 
Initial decision on QA adequacy . Under p i nning excavation work 
will not be ewthoriietf unless NRC satisfied w/utll QA 
proposal *. Car ti f ice te of 8vc tncl 

HILGOVE. K N Hsaring Branch 2, 82/09/24. Atomic Safety and 

Licensing Board Panel 9pp. 15984 223. 24X Fiche 90-329,82/09/24. 

0210040097 


0210090221 Responi** to M Sinclair resubmitted contention on Table B-3 
Contention should be deferred until Commission issues policy 
*tateinent,Cer t if icates of 8vc sncl 

WEST. A E Consumers Power Co UE6T, A E. Isham, Lincoln Ic Beale 
82/09/28 Atomic Safety and Licensing Board Panel. 0pp. 

19609 062. 24X Fiche: 50-329i 02/09/20. 8210090221. 


8210050223 Motion to compel M Sinclair to respond to applicant B20B30 
request for admission of truth of relevant matters of fact 
or alternative! y, to deem matters of fact admitted 
Certificate of Sve end Related correspondence, 

STEPTOE. P. Consumers Power Co. BTEPTOE.'P. Tehatn. Lincoln & Beale. 
02/09/20 Atomic Bafety end Licensing Board Panel. 0pp. 

15610.339. 24 K Fi ch a* 00-329, 82/09/28. 8210050223. 


— 8210050229 Request for admission of truth of relevant matters of fact 
re Contention 5 Certificate of Bve end. 

MILLER. M. I Goniumers Power Co MILLER. H t. Isham. Lincoln It 
Beale, 82/08/30. Sine lair. M 4pp. 15610:344. 24X 

Fiche - 50-329, 82/09/28. 8210050223, 
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Q210090230 R»!ipor)««« oppQ-tina B Btjmiriv 620713 adifittifum to 8-201824 coi,t 
contention Oood cauie for lat* filing not 
d cjnani tratvd Cftrtiflcata of 8vc fncL 

E Conpumer* Pouter Co tdE6T« A E Uincoln It Boali 

82/07/28 AtORklc Safety and Licenilng Board Panel 9-pp 
t9&ll 017, 24X rtcKfi 50-32?, 82/09/234 0210030230 


821006022? Order allowing M SlncUir to reply to NRC Ii util 820930 
reiponeae to Sinclair 020930 revlied contention* by 02SO15 
B Stamlrte oiay reply to applicant 020923 & S3 &< nRC 820920 
reiponiei to Stamirie contention by 821019 

BECHHOEFERjC AtOflilc Safety and Liceneing Board Panel 83/in/n.^. 
STArtlRlS.D. StaffilriB, B SINCLAIR, M SinclairrM 2 ob 
a4X Flche 50-329, 02/10/05,0210060229 loorfu ujq 


0210010062 Raiponte appoiing h Sinclair rctubfflitted Contention 1 -Court 
of Appeal* I DC Circuit decielon doai not affect contention 
deferral. Court itayed effect of deciilon until Gonfiil le 1 on 
policy ctatenient litued Certificate of Svc end 
UILCC)V£«M N Ktaring Drench 2 82/09/2? Atomic Safety and 

Liceniing Board Panel 5pp 15965 004 24X Flche 50-329^ 02 /07/39» 

6210010062 


0210010254 Hemorandum nenor ial i i ing 820927 telcon re board notification 
ort eoilt remedial OA proceduree that nay affect ASLB 
coneideratlon of B Stamtrli rnotloh for partial initial 
deci«lo-n on OA ade^vacg in coll* remedial uork 

KARBQURiJ Atomic Safety and Licensing Board Panel 82/09/29 Spp 
1S974 050 24X Fiche 50-329,02/07/29,8210010234 


G21004001B Retponia to rentainder of M Sinclair revleid cententloni 
baled on dlicovery No objection to Reviled Gontentloni 6,34 
It portion! of 56 Oppoiet Contention* 34i 43 It portion! of 56 
hl/notlce of appearance It Certificate of Bvc, 

UILCOVE, H ff I UR10HT,N A Hearing Drench 2 82/09/30 Atomic 

Safety and Uieenting Board Panel 17pp ISSBi 280 24)C 

Flche 50-327, 82/09/30 .8210040018 


BS100S0215 Reiponte to ft Sinclair 6S09S0 revised cOhtentlOh!, Se t It 
Objects to Contirktloni 34<al.37 It 43 Ic portion* of 
Contentiofis 6 6 57 t/tll nonconformance rept i. Certificete of 
Svc end 

STEPTOe^P P Consumers Power Co BTEPTOE, P P Ishatn, Lincoln It 
Beale 88/07/30 Atomic Sefcty and Licensing Board Panel 13pp. 
15611:073 a4X Flche 50-327, 02/O9/3Oi 881005021 5 


8210070140 Response to request for production of documenti 
8lHCUAlH,rt Sinclair, M SINCLAIR, M GUhop. L L 
15627.080 24X Flche 50-32?, 02/10/06, B21007014O 


4pp 


B2100B0062 Advises that NRC will voluntarily reipo-nd to D Statnlrlk L 
ff Sinclair G 209 t 3 l< 20 interrogatories, mp actively 
Objections to interrogatories for reason* other than 
noncomp Hance ui/l0CFR2 720<hl not waived 

WRIGHT, If A Hearing Branch 2 02/10/06 DECHHOEFER, C , HAflSUnro i 

COWAN, F P Atomic Safety and Licensing Doard Pane] Sdh 
15643*877 24X Fiche 90-329,02/10/06.0210000062 

8210130492 Notice of appearance in proc eedlng . Cer tlf Icate of Bvs 
STAHL, Dh Consumers Power Co. STAHL, D M Isbam, Lincoln L Bsii. 
02/10/06. 4pp 13682 170 24X Fiche 50-389, 02/ io/06, 0810130402 


0210000066 Informs of agreements between parties re NRC raouest titae 
uti I not take depositlohi of listed persons 6 discovery on 
n Blnciair 6 B Stamirl* contentioni alleging defictenciss 
in Zack Co QA 

PATOM. W D Hearing Branch 2 82/10/07 BECHHOEFER, C . CDtiAM, f P 

HARBOUR, J Atomic Safety and Licensing Board Panel Stt> 

15643039 24X Flche 90-329,82/10/07, 8210000066 


0210130304 Memorandum memor lei i i ing 021006 teUon re istuante of 8ER 
issues to he considered at hear ingt, i dentlf icati on of 
ui tntiset, d Is cavery b new contentions 

BCCHHOEFER, C Atomic Safety and Licensing Board Panel 03/jo/i^a 
4pp 15678 343 24X Fiche 90-329,02/10/00.0210130304 


0210050233 ForwArds changed interrogatories as motion to compel 
discovery responses, address Ing tame issues as 020830 
Interrogaiori ct 14/-0 end Rslated correspondence 

STAHIRIS, S. Stamirls, B. 02/09/30 Atomic Safety and Licensing 
Board f^anel. Ip 19607.050 24X Fiche 90-329*82/07/30.8210030238 


0210050240 Motion to compel answers from util to 820930 revised 
interrogatories re Contention lb AGLO 820814 ruling on 
decomniss 1 onlng supports need for conparative analysis of 
decommissioning estlmatei . Related correspondence 
STAMIRIS*]). Stamlrls* B 02/09/30 Atomic Safety and Liceneing 
Board Panel 3pp 15610:336 24X Flche: 80-329, 82/09/30,821 0090240 


0210060193 Respa-nie opposing H Blnciair resubmitted Contention 56 on 
station blacliiaut Contention lacks requisite basis 6 
specificity to stand alone Cartlficati of 8vc end 
BRUNNER* J E. Consumers Power Co 02/07/30 Atomic Safety and 
Licensing Board Panel. 6pp 13614 237 24X Fiche , 90-327, 0Z/O9/3O, 

8210060 1 93 


8210050246 Forwards AJ Boos 820930 revised af fidavlt* correctly 
identifying contention as Blneleir Contention 6 8vc list 
end. Re lated correspondence 

BRUNNEftivl.E Consumeri Power Co. 02/10/01 8TAHIR19, a. Stamirie, 
B 3pp. 19609 081 S4X Flche 50-329, 82/1 0/01, 6210090246 


9210070398 Objections to util refusal to answer B Stamlrli 
In-tf rrogatories 6 through 11 I, 18 Issues relevent to scope 
of contentUns.Meeting should be scheduled to flnaltre 
deconmisiloni ng plans. Rsl ated corratponde-nc e. 

MARSHALL* M H Mapleton tntervenors. MARBHALL* W. H. Marsha 11, H H. 
02/10/02, Atomic Safety and Licenslni fipard Panel. 2pp. 
15633,246 24X Fiche. 90-327,82/10/02* 0210070398 


0210070132 Motion to compel util to answer second set of 

interrogatories baaed on new info Interrogatorl ei are narrew 
in scope, basad on nesf Info In FES directly relevant te 
admltiad Contention 5. Related c orreip endence. 

BlBHQPrU. L Sinclair, M. BlBHOPrL.L Bishop, U L 02/10/04. 
Atomic Safety and Licensing Beard Panel, 3pp. 19627:043 24X 

Flche 50 - 329 , 82 / 10 / 04 , 8210070132 . 


8210070136 Responses to applicant l< NRC 920903 le NRC 820? 10 
responses to M Sinclair revised contentions. Limiting 
Coni«nt-lofi 3i to litigatian of util cemplianct w/esistlng 
reAutremant*. Contention 32 amindad 

. Sinclair, M. BISHOP, L.L Blihap, L. L 62/10/04, 
Atomic Safety and Licensing Board Panel, iipp. 18627:020 24X 

Fiche; 50-329, 02/10/04,8210070136. 


8210130421 Notice of resumption of evidentiary hearings in 
consolidated DL/OH proceeding on 821027 6 continuing on 
821028-30 6 t 101-05* to extent ntceseary Hearings tc be held 
In Hid land, MI 

QECHHOEFERr C Atomic Safety and Licensing Board Panel 

ip, 19680 245 24X Fiche 50-327,02/10/09, 0210130421 


f»/JO/O0 


8210100212 Response to D StamirU 020930 motion to compil resaonces 
revised interrogator let. Oti 1 has no objection to responding^ 
voluntarily to amemded interrogator le s. Cert i flcate of Bvc 
end Related correspondence 

BRUNNER, J.E Consumers Power Co 02/10/12. Atomic Safitu and 
Licensing Board Panel 3pp 19710 I03 24X Fiche 80-329 . oS/iojjo 

8210180212 


8210200061 Reeponsi opposing util 02O72B motion to compel retsante 
utU 820030 requests for admissions from M Sinclair Binjlair 
020914 response raised relevant objections CertlPtcats of 
6vc enci Related correspondence 

DIBHOPiL, L Sinclair, M BIBHOP, L L Harmon I, Weisi 02/10/13 
Atomic Safety and Uiciniing Board Panel. 5pp 19784’ las 34* 
Fiche’ 50-329, BS/tO/13, 0210200061. 


le 


821O200094 Reply to NRC k applicant responses to M ainclalr rivisaf 
Contentions '6,34.37*43,96 6 37 Contention 6, base* la)* fbl h 
(dK4), Conten tion 40 6 Contention 96, Basis 3, withdrawn 
Cartlflcate of 8vc end 

BISHOP* L L Binclhlr,rt. BISHOP, L L Harmon L Males 82/10/15 

Atomic Safety and Llcsnsing Board Panel 7pp 19795 076 247 

Fiche- 50-329, 02/10/19,0210200034. 


S2I0210370 Response to util 820923 k NRC 820920 rasponie to B BtealrJj 
new canttfitlon bated on FE8 Grose misrepresentation of 
overall coste k benefits to public represented by cost/ 
benefit analyst* deminds redress 

8TAMlJlI0fD, atemlris, B 82/10/15 Atomic Eefeti/ and Llfeftvi-*f 
Board Panel 9pp, 15763-160 24X Flche’ 50-32?, 02/ j-o/jj, 


8210200091 Ulits sections of BgR L 8ER Buppl 2 NRC will spenite ai 
testimony re lieges to be covered at 821027-1105 hearlnpj 
Testimony ra Issues to be addressed during tecond uk of 
hearings will be filed on 821022, 

HlLCaVEtM.N Hearing Branch 2. 82/10/10 BECHHOtFER.C * 

HARBOUR, ij r CQHaN,F P Atomic Safety and Licensing Board Fjoel 

6pp 15756:042 a4X Fit he: 90-329, 82/10/18, 8SL020D091 


8210210427 Order extending time until 821026 for Commltslon te eel li 
review ALAB-'A?!. 

CHlLKiB, U Office of the Secretary of the Commlsiion 82/10/15 
Gommisslonars, Ip. i3762}271 S4X FI ch a: 50-329, 82/10/18. 
8210210427. 



DOCKETED ITEMS 


I /O 


B2l02t0290 Notice of refcheduUd evldentiery he^ringi for G21119''20 & 
22-Z3 

BfCHHOEFERrC Atomic Safety and Licencing Ooard Pane] 22/10/1^ 

]p 15765 073 24X Flche SO-SS?. 02/10/19* 0210210290 


8210220351 Response opposing M Sinclair 021004 motion to compel 
applicant to ansiuer Sinclair second set of In tarr ogatorlas 
based on neu info Interrogatories vaguBi Inc Qmpro6 eniit 1 a ti 
irrelevant W/Certi f Icato of Svc Related correspondence 
BRUNNER^J E Consumers Pouier Co 02/£O/19 Atomic Safety and 

Licensing Board Panel 14pp 16700 176 24X Fiche 50-329. BS/ 10/1 7i 

6210220301 


0210220322 Hemorandi/m order rejecting WH Hariliall 020910 tontentlafis 
baled -on SER (< dismissing Contention 5 6ER contentions fi 1 ed 
late u/o any justification Marshall failed to revise 
Contention 5 per ASLD 790223 order after PEG latued 
BECHHGEFER.C Atomic Bafoty and Llcenslnp Board Panel B2/10/20 
MARSHALL. W H Marshall, iJ H 9pp 1 5776 0 29 a4X 
Fiche 50-329,82/10/20*8310220322 


6210260364 Poruiards LERs as attachments to NRC 020720 retponiet to 
M Sinclair interrogatories 

WItCQVEiH N Hearing Branch 2 02/10/25 niSHQp.L L Harmon & 

Helts BISHOP. L L Bine lair, M Ip 15004 165 24X 

Fiche 50-329. 02/10/261 0210260364 


B21OS6O3B0 Forwards info In response to JU Cook 020914 lit to H Denton 
re environ qualification of electrical me chanical 
equ 1 pmant 

HILCO^E.M N Hearing Branch 8 02/10/26. DRONNER.JE Consumer! 

Pout? Co 4pp 16003 344 24X Flcha 50-329,82/10/25.0210260306 


0210270161 Order extending time until 021029 for Commitflon to act to 
review AUAB-691 

CHHK, 8 J Office of the Secretary of the Coevnission 82/10/26 
Corsnissiohers Ip 15823 010 24X Flcha 50-329.82/10/26. 

0210270161 


K Utility Pinal Safety Analysis Report (FBAftI it amends 


0207070419 Forwards application for Amend 106 tn CF U OL applications, 
consisting of Revision 44 to PSAR Thrae htendred n Inaty-f osir 
dreujings end Aperture cards are available in PDR 
COOK, J y Consumers Power Co. 02/06/20 DENTON. H R Office of 
Nuclear Reactor Regulation* Director 2pp. 13796 028 24X 

Piche 50-329*02/06/20,6207070419 


— 8207070420 Revision 44 to F8AR W/394 ovtrslie PSil Ds. el ectr 1 ca 1 6 
instrumentation control drawl ngs* p i p Ing 1 sometrics, ravi s 1 on 
sheets I. facing sheots Aperture cards are available In FDR 
* Consumers Power Co 82/06/30 3953pp 13796,036 a4X 

Flche 50-329*82/06/2010207070419 


D210130264 Forwards Amend 109 to application far CPs & OLs* cons istlng 
of Revision 45 to F8AR 


COOK, J W Consumers Power Co 62/10/07 

DENTON* H R. 

Office of 

Nuclear Reactor Regulation. Director 
Fiche 30-329*02/10/07,6210130264 

3f P- 

13676 015. 

24X 

'0210130267 Revision 45 to F8AR 




* Consumers Power Co 02/09/30 

Flche 50-32 9,02/10/07,6210130264 

626pp, 

15676.020 

24 X 


6210190364 Forwards Affidavit of Svc ra Amend 109 tRevlaion 45 to FBAR) 
to application for CPs U OLs 

SULLIVAN* T J Consumers Power Co 02/10/15 DENTON, K.R Office of 
Nuclear Reactor Regulation* Oireebor 3pp 15740 310. 24X 

Flche 50-329,82/10/16,8210190364 


O Advisory Committee on Reactor Safeguard! report* be cor raepondence' 


0210270417 Summary of ACR8 aubcommittea on Midland Plant Unit* 1 Ic 2 
820602 meeting in Wash ing ton* DC re application for QL 
* ACRB - Advisory Committee on Reactor Safaguartf* 82/0B/L6 
ACRS - Advisory Committee on Reactor Bafaguarde, SSpp, 15033' 287 
24X Fiche 50-329,02/06/16,0210270417. 


B210270433 Summary of ACRB Bubcommlttee on Midland Plant Unit* i fc 2 
820520-21 meetings In MidlandiMI re application for OU 
* ACRB “ Advisory Committee on Reactor Safaguarde. 02/08/16 
ACRS - Advisory Committee on Reactor Safeguarded 7Bpp 16035 059 
24/: Fiche 80-329*02/05/16*8210270433 


8210200034 Summary of 266th ACRB meeting on 020603-05 in Waahington* DC 
re Midland OL review* pressure vessel Intagr 1 ty. leltml c 
event* in emergency p lann Ing, control room habltahlllty 6 
Subcommittee on Energy Research 6 Production quvsttona 
a ACRS - Advisory Committee on Reactor Bafaguarde 02/10/08. 

ACRB - Advisory Committee on Reactor Safeguards, 40pp. 15862:297 

24X Flche, 30-329* 02/10/08,8210280034. 


O tnipection reports. IE Bulletins I* correspondence 


0210080015 AddI reeponie to FOlA request for 19 categories of info ra 
nuclear reactor events t safety problems Forwards documents 
listed In App a Document* in App B completely withheld (ref 
FOIA Exemption 5>. 

FELTON, J M Division of Rules and Records 82/07/12 UDELL. R A 
Critical Mess Energy Project 9pp 1566S 027 24X 

Fiche 30-000, 02/07/ 1 3, 921 00000 1 S 


— 8203040636 Gorunents an 011210 correctioiis to facility assessment 
contained in. NUREO-0934 re hearings b* discussion of 
systemetic asiasiment of licensv performance Revleion to 
NUREO Inappropriate Issue closed 

HO0ELEV', N C Systamatic Assesemant of Licenee* Per formarica Ravlew 
Oraup 92/01/04 WESBMAN.fi H NRC - No Detailed Affiliation 
Given Ip 15668 256 24X Fiche 50-000,02/07/12,0210000015 


— 9203040S3S Forwards performance element summary for Jul 1979-Juna 1980 
in response to ASLB riquest for toetlihany on systematic 
assessment of license performance in general k facility 
assessment in particular. 

WESSHAFI* R H Director's Office, Office of Inspection and 
Enforcement 81/15/18 HDSELEV, N C Gystamatlc Aeiessment of 
Licensee Performance R.«vl ew Oroup 2pp 15668 254 24X 

Flche 50-000,82/07/12,8210080013 


—8210080161 Sysiematic assessment of licensee performance note* re 
facility evaluation for Uul 1979-Uune 1900 
e NRC - No Detailed Affiliation Given 80/06/30 0pp 
15668 071 24X Fiche 50-000.02/07/12.8210000015 


6210050139 Forwards IE Insp fiepts 50-329/82-10 U 50-330/02-18 on 
820718-0825 U not tea of violation 

WARNKK.R F. Region 3, Office of Diracto-r 82/09/22 COOK. J 
Consumers Power Co 2pp IS605 193 24X Fi ch*' SO-329* 02/09/22* 

6210090139 


—6210050146 Notice of violation from insp on 620713-0823. 

WARNICK.R F. Region 3. Office of Director 02/09/22 3pp 
15605 195 24X Flche 50-329*02/09/22*0210050139 


—6210050154 IE Insf Repts 30-329/82-18 k 5O-33O/B2-10 on Ba07i3'>0a25 
Noncomplianct noted. fai lure to translate requirements into 
drauingii inadequate procedure 8* failure to accomplish 
activities in accordance u/drawlngs 

OARDNER.R N , LANDSMAN. R 0 * SHAFER. W D Region 3, Office of 
Director 82/09/21 7pp iSfcOS 198 24X Fi che . 50-339, 82/09/22* 

8210050139 


6200190233 l£ Info Notice 60-35, Guppl 1, «Lealtlng & Dislodged 1-185 
Implant Beads " 8vc list and 

CO&B,L I Division of Fuel Facllitlas* Matariils tt Safaguards, 
82/10/06 Consol idated Edison Co of New Vork 66pp 15761:250 
a4X Flche 50-000*62/10/06.0200190233 


0210190739 Forwards IE Insp Repts 30-329/02-20 it 50-330/62-20 on 
620620-0920 No noncompliance noted 

UAfiNICRiR F. Region 3* Office of Director 82/10/06 COOK, J H 
Consumers Power Co 2pp 15737 076 24X Flcha: SO-329* 02/10/06* 
8210190739 


—8210190750 IE Ipsp Rapti S0-329/B2-20 & 30-330/82-80 on 020020-0980 Mo 
noncompliance noted Major areas Inspac ted: ramad lal soil* 
work activities training for soils ac tlvl t i at. metis used by 
Zed Co 6 protective tagging procedures 

aUROESG.B L * COOK, R J. * GARDNER. R N Region 6* Office of 
Director 02/10/06 5pp 15737 078 84X FI chb- 30-329* 62/ 10/06, 

6210190739. 


0206190230 IE Bulletin 02-03* •^Stress Corrosion CraeVing in Thick- 
Wall * Larga-Di amatar* 9taln 1 ass 6iael * Radreu 1 atlon Bys 
Piping at BWR plants " 6vc list and. 

DEYOONO. R. C , Director's Office. Office of Inspection and 
Enforcacnent. 62/10/14. Coneolidated Edison Co. of New York 
llSpp 15610 125. 24X Flcha. 50-000. 62/10/14.8206190238 


0210260190 Ack pacalpt of 620930 Itr Informing NRC of steps taken ta 
correct violations noted in IE Insp Repts 30-329/02-03. 
90-330/62-03. 30-329/62-05* 50-330/62-03* 50-329/62-06. k 
50-330/62-06 . 

WARMrCK.R F. Region 3* Office of Director. 62/10/20. COOK* J N 
Consumer! Poster Co Ip 15799^025. 24X Flcha 50-329* 62/10/20, 

6210260190. 


— 8210260195 Rsipands to NRC 620426.0902 Sc 22 Itrs ra violations noted jLi 
IE Imp Rapts 30-329/02-03.50-330/62-03.50-329/63-05* 
50-330/62-05,50-329/62-06 & 50-330/82-06. Carre c tiva action*: 
addl controls initiated since soldier piles tnitalled. 

COOKfx/. M Consumer! Power Co 02/09/30. KEPPLERr v/ 0. Region 3* 
Office of Director. 4pp. J 3799. 026, 34X Fic he: 50-329* 82/ 10/20* 

8210260190 
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0ZIO2*?O377 Aclr riC*ipt 020930 Itr informinj NRC af ittps Mln-n to 
correct vloletloni rvoteif irv IE Ih*p Reptt 90~32'9/32-*07 
50“33 0-/32-07 

WARWICK* R F. Rejioa 3- Office of Director 33/10/26 CCWK. J M 
Coneujnrri Pooler Co Ip. lOaSS'OOa 24X Ficfie 30-329*02/10/26* 
0210270377 


— aZlOZ^OaSO Rupondi to NRC 020713 Itr re violet lone noted In IE Imp 
R*ptf 30-329/32-07 U 50-330/02-07. Correct I vo octlone OC will 
Inspect all hangers Installed prior to 61 OtOl. Sample of 
hangers Intalled after 620101 will alio he inipecied 
CQOKiJ W Consumers Pouer Co 02/09/30 KEPPLERi J O Region 3* 
Office of Director Ip 15353 009 24X Fiche 50-329*02/10/26. 

0210290377 


6210290154 Act receipt of 321015 Itr informing NRC of steps tot in. to 
correct violations noted in IE Imp Repts 50-329/62-0& Ic 
50-330/02-06 

WARWICK. R F Region 3. Office of Director 32/16/27 COOK. J H. 
Consumers Pouer Co Ip 15653 336 24X Fiche S0-329« 82/10/27* 

021029-0154 


— 3210290163 Reiponds to WRC 020426 Itr re violations noted In IE Imp 
Repti SO-329/02-06 It 50-330/02-06 Cornet Ive actions* 
complete reinip of electrical cablet expected bg end of Apr 
1933 

COOK* J W Consumers Pouer Co 32/10/15 KEPPLER* J 0 Region 3* 
Office of Director 2pp 13353.337 24 X Fiche* 50-329* 02/10/27. 

8210270154. 


R Periodic operating reports It related correipondenc e 


6210050246 ”QA Program Mgt Corrective Action Repts* Nonconformance 
Ripte* Qui 1 1 tg Action Requests t< Audit Finding Repts." Aug 
1932 

« Reclitel Corp 32/00/31 1. 427pp 15S90 001 24X 

Fiche. 50 -329* 02/08/3 1 . 82 1 0050248 


021-0030115 Foruar-dt 39th iivarterlg rspt for Qct-Dec 1962i per ALAB-106 
COOK/JU Comumirs Pauar Co. 02/09/30. DEVOUNO. R.C Dlrectnr'e 
Office. Office of Inepection and Enforcement 54pp 1S640 026 24X 

Fiche* 50-329* 02/0 9/ 30* 62 1 00301 1 5 


8 Reporteble occurrences. LERe t* releted cor respondenct 


8210070107 Board Notification 02-94 informs of Zact Co potantiaL Part 
21 rept on HV^AC uetder record d itcrepanciei , 

NDVAKrTH Aeiistant Director for Licensing 02/09/16 Atomic 
Bafety and Licensing Board Panel 4pp. 15649 202 S4X 
F i c h a 50-329* 32/09/ 1 6. 821 0070 1 07 


8210040337 PNO-ni-02-100 on 620924. stop uort order Issued for ongoing 
preparatory remedial soils vort as result of insp uhich. 

Identiflsd problems u/cer t 1 f icatlon testing of OC personnel 
per conf Irmafrorg action Itr issued on 620927 

OARDREft.R I BHAFERiW . WARWICK. R, Region 3* Office of Dir sc tor. 
02/09/27. Ip I5533 I30 24X Fiche. 50-329. 02/09/27* 0210040337. 


8210050143 Interim deficiency rept ri accident temp effecte on 
containment level meaeuremient Detailed design & analysis of 
nods continul ng. Effort integrated u/work required to solve 
6ER Conflrmetorv Itiue 16 HE Bulletin 79-21). 

COOK* si. W. Consvmtre Pouer Co, 62/09/28. KEPPLER.O 9 Region 3* 
Office of Dlrieter 2pp, 15605 165 S4X Fiche. 50-329* 02/09/88* 
8210050143, 


8210260121 Interim Deficiency Rept 02-09 re quality program b mfg 
deficiency affecting Victorian redlaticn monitoring 
equipment. Initially reported on 020917. Ceused by poor 
workmanship U OA brsakdoun Nest rspt expsetad by 020107 
COOK. J W Coniumiri Powir Co 82/tO/15 KEFFLER.O O Region 3* 
Office of Director Bpp. 15799 063 24X Fiche. 50-329* 82/10/lB* 

0210260181. 


0210200076 Interim Deficiency Rept 9 re underrated tar«ina] strips on 
Linitorqua valve operators Initially raportad on 010115 
Underratad tarmlnal blocks raplacad w/Nerathon 300 striaa 
blockf.Nsxt rapt will be sant by 930131 

CODKiJ W. Consumers Power Co. 62/10/82 KEPPLER.J 0, Region 3, 
Office of Director. 11pp. 15037 147. 24X Fic ha* 54-329. 02/10/82* 

0210280076. 


T Hearing transcTlpts on non-ant 1 trust mattars 


6210130265 Testimony of AJ Hsndron re evaluation of ultimate load 
carrying capacity of diesal gensrator bldg footlnge. Pro# 
qua 1 if Ications. supporting documentation It Cartlflcata o# 

8vc end. 

HERDRON.A J. Cansumart Pouar Co HEHDRON. A.V Illinois* Univ of. 
Urbana-Cftampalgn 02/14/00 U9pp. 15677:805. 84X 

Fi e h t J 50-329* 02/ 1 0/06. 62 1 013026 5 


0210130494 Testimony of AJ Hendron re evaluation of teliffll.c ihakedewn 
settiemant of diesel generator bldg in event of earthquake 
Prof qualif ication* & supporting documantat ion end 
HENDRON* A J Consumers Pouar Co KENDRON* A J IlllnoU* Univ cf* 
Urbana-Champe i gn 02/lO/OB 75pp 1 5604 014 24X 

Flcha 50-329*62/10/08*0210130494 


— 0210130505 Tastimony of DF Leuis on behalf of applicant re under g re 
piping Affidavit tt supporting documantati on anc 1 
LEWIS. D F Consumers Pouer Co LEWIS* D F Bechtel Carp 
02/10/07 BOpp 15604 097 24X Fiche 50-329.02/10/00*0210130494 


6214260527 Testimony of WO Corley re cracking in sve water pump 
struc tura 

CORLEY. W 0 Consumers Pouer Co CDRLEV.W 0 Portland Ciaienl 
Association 62/10/14 81pp 15804 313 24X Fichi 30-329, 

82/10/14,0210260327 


0210260504 Testimony of A Boos, EM Burke, JP Oould «< P Bhunmusartl rt 
SVC uater pump structure Aperture cards available in PDR 
flOOS.A * 8URKE*E M * OQULDiJP Consumers Power Co 02/10/25 
00pp. 15005 035 24X Fiche 50-329*02/10/25*0210260504 


DOCKET 50-331 DUANE ARNOLD ENERGY CENTER 


F Becurity, medical* emergency 4 fire protection plans 


9210120392 Releases public version of emergency response organlialitn 
notification list 

FELTON* J M Division of Rules and Records 92/09/24 Dccuaer^ 
Management Branch ip 15691 103 24X Fiche 50-331.32/09/24. 

0210180392 


— 8210120399 Foruerds public version of emergency response organiiiHci 
notification list Enel list should be incorporated Into 
Emergency Plan Implementing Procedure EPIP 1 8 

HEVER.K A Iowa Electric Light & Power Co 62/09/13 DENtdf.M d 
Office of Nuclear Reactor Regulation* Director 15pp 15691.1-^ 
84X Fiche 50-331*92/09/24*8210120392 


8210090300 Forwards IE Safeguards Insp Rept 90-331/02-14 on 02D62I«J» 
6 notice of violation W/o notice of violation 

Ml-LLER* J R, Divieion of Engineering It Technical Programs BJ/49/S9 
ARNOLD. D Iowa Electric Light Power Go 2pp 19610 490 241 

Fiche. 50-331. 02/09/29* 9210050308 


—8210050311 IE Baftguerds Insp Rept 50-331/02-10 on 620621-2$ 
Noncomp] lance noted failure to maintain adequate detection 
aids U to provide adequate access control Oetalis withheld 
(raf 10CFR73 21) 

CHR I BTOFFER I G * CREED* J R Region 3* Office of Director 
82/09/27 2pp 15610 092 24X FI che 50-331 . 02/09/29* B2100503M 


8210260461 Confirms rescheduling of 1983 annual cxarclte to 021427 
ROOT.L D Iowa Electric Light 6 Power Co 32/10/12 KEPPLEI^.i/ 4 
Regioiv 3* Office of Director Ip 15306,223 24X 

Fiche. 50-331*02/10/12* 0210260461 


P, Operating licanta stage documents t* correspondence 


6210120430 Rsqusstf listing of ell submittals re inservice testing I 
program within 30 days in order to complete review ! 

VASSALLOr D. B. Dperetlng Reactors Branch 2, 32/09/24, ARNOLD* D 1 

Iowa Electric Light l< Power Co. 2pp 15609' 203 24X J 

Fiche- 50-331* 02/09/84*9210120039. ; 


8210130050 Requests remlttanca of addl fat for rtviau of 020620 j 

application proposing Tsch Spec change for delay in 3 

Implementation of eurveil lance raquirements for functional | 

taating «f mechanical snubbers. I 

DIOOS.R.M License Fee Management Branch 92/09/83 ARMDLD.D t 

Iowa Electric Light L Power Co Ip. 15694.360 84X ^ 

Fiche: 50-331* 02/09/28*3210130050. I 


8210130509 Forwards "Regulatory Performance Improvement Prograa, * 
in reeponse to 020604 request for plan to upgrade ragulatory 
parf ormancs 

LEU. L. Iowa Electric Light h Power Co 02/09/30 KEPPI.EA.J 0 
Raglan 3* Office af Director 2pp. 15602,194. 24X 

Fiche: 50-331* 02/09/30*8210130509. 


*-0210130517 "Regulatory Performance Improvement Prograa " } 

a Iowa Electric Light k Power Co 62/09/30. 31pp. 15662 1^6 i 

24X Fiche 80-331*82/09/30*6210130509 ^ 

I 

\ 


DOCKETED ITEMS 


1 // 


'<210(50160 Re-s()onds to NRC 820809 Itr re echedule for provt<firt!| add I 
iTif<i> on l{l/RI£0-''0737. Item II Q 3. "Poet-Act id ent 6ampling *' 
co<»p4riean of post-accident sampling sys against 
crittirla of NUREO-0737 ui U be submitted B21I01 
<PODT.L P< iova Electric Ligfit S< Pouer Co B2/10/OB DENTON. H 

Dffite of Nuclear Reactor Regulation^ Director 3pp i569Q 304 

24)f ficfii 50'^31. 02/10/08, 0210150160 


Forufards fot revieuj "MSIV Local Leali Rate Testing,*^ par 
lOCFR50,App J h Rpj Qifide 10 1 

MIN£CH,D L iDUja Electric UigKt Power Cd 02/10/15 DENTONrH R 
Office of Nt/clasr Reactor Regulation, Director Ip 19007 130 24X 

Ftche 50-331,02/10/15.8210260489 


6200190233 IE Info Notice 80-35. Buppl 
Implant fieedi, '* 8vc list end 
C0BB,L I- Div-lsion of Fuel Facilities, 
85/10/06 ConioUdatad Edison Co of 

24 X Fiche 50-000.62/10/06,0200190233 


"Loalcinp I* Dislodged I-12S 


Materials 
Mew Vort 


t, BflfeQU*^^^s 

66pp 13761 250 


B210130546 Forwards addl info re IE reot'^AlI 

Design." con.l.tiiifl of Revision 1 t« s 

outstanding requests for info ansujered Info de-no-nitra tea 
structural adequacy of masonrg S 2 / 10/06 DENTON. H R 

ROOT. L-D Iowa Electric Light & Poiu*r Co 82 I 19682 290 

Office of Nuclear Reactor Regolation, DItwc tor 62pP- 
OAf SO-n!31 . 02/10/06*6210130546 


“OSl 0260495 "HSIV Local Leak Rate Testing « 

m ti>u;a Electric Light & pawer Co 02/10/19 93pp 15907 131 
24* FI Che 50-331,07/10/15.0210260409 


fS 10260130 Requests revision of scheduled commitment dates for 
»^jfiEa-Q737, Item II F 1, "Accident Monitoring " Five of sli 
irteer jng mod packages completed 5gs should be 
O{>«rat(onal hg end of Nov 1902 

MD0T,L b foara Electric Light & Power Co 02/10/18 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 19799 092 24X 

Fiehe 50-301,02/10/18,0210260138 


> Inspection reports, lE Bulletins ic correspondence 


•21004D202 Forwards IE Insp fiept 50-331/82-19 on 820809-13.16 S3 J, 
riotlee of Violation 

PAPERJEttO, C Kf Division of Emergency Preparedness 6 Operational 
Support 83/09/10 ARNOLD. D Iowa Electric Light 6 Power C« 3pp 
15563 146 24X Ficho 50-331,82/09/10,6210040202 


'-Sat0040S04 Notice of violation from insp on 020809-13,16 L 33 

FAPERIELLO* C v* Oi vision of Emergency Preparedness 6 Operational 
Support 82/09/08 Ip 15903 148 24X Fiche 50-331.62/09/10, 

6210040202 


--S21004020B JE Insp Rept 50-33l/B2-'19 on 820809-13.16 (< 23 Moncomp liance 
noted failure to include gamma spectrometer in QC program 8< 
absence of calJbr procedures 

OAKVSKA, A 0 , R01AK,8 . SCHUMACHER. M C Region 3, Off! CO of 

Director 02/09/08 12pp 13503 149 24X Fiche 90-331,02/09/10, 

6210040202 


3210050306 A< i receipt of 8S0909 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-331/82-07 
SPE8SA9D/fl L Division of Proiect ^ Resident Programs. 02/09/24 
ARNOLD, D. Iowa Electric Light %t power Co Ip 15610' 004. S4X 
Fiche 50-33 1 , BS/09/S4t Q3 1 0050306 


9210250336 Forwards IE Inep Rept 90 “ 331 / 8 K“ll on 020719-22 -8? notlco 

NOReuis^C^E Division of EnginaerlnJ J. ^ ‘ 

Q2/10/07 ARNOCtl.O Iowa Electrize Light fc Power Co Kpp 
15790 311 24X Flcho SO-331, 82/10/07. 0210250336 

—8210250342 Notice of violation from insp 

ipp So:33Jr^^;Jo%?fs;?;25oa36 

-6210250350 IE In.p Rapt 50-331/82-11 an 0BO719-22 * "^*^***' 

failure to establish rsf speeds for insarvice Jaetlng of 
ROIC & HPCI pumps & inadequate VAO 

nnf to RHR sve water sf^ performed under Deiion 

COWAO9HT0N,K , HAHKIMS.F.C 331^02/10/07. 

P.agr.B. 02/09/23 7B* ,B790<31S. 2.X Flch« 30-331.02/10/07. 

8310250336 


8310190643 Ack receipt of 020920 Itr OQ 

correct violations noted iu IE B2/10/i:i 

STREETER, JF Division of Project U Beeident Prtjgrame B2/10/1 
ARNOLD* D Iowa Electric Light t. Power Co Ip 10737 214 
02/ 10/13. 8210190643 


-8210190664 Responds to NRC 020827 Itr re vioUtlond noted In HI Inep 
Rept 50-331/02-00 Corrective actions atfmi nlitrot ive 
procedures to be revised to include month Ig review of 
document charge form log to Identify ^ uironi erri i n 

ROOT.L D lovaa Electric Light 1. Power Co. 02/09/2©, KEPPUEH< Oi 0 

Region 3, Office of Director Spp 15737 »IB 24X 


8200190238 IE Bulletin 02-03* "Stress Corrosion Crackinfi in Thick- 
Wall, Uarge-Di imeter, Sta inless Bteel.nectTciilAblon 891 
Piping at BWR Plants '* Sve list and 

DEYOi/NO.R C Director's Office, Office of Inspection and 

Enforcement 82/10/14. Consolidated Edison Co of Msw York. 

U5pp. I50IO125, 24X Fl c he‘ SO-000, 02/10/ 14, 0208190230 


— 0210050307 Responds to NRC 820010 Itr re violations noted in IE Insp 
Bept 60*331/02-07 Corrective actions operators retrained 6 
r t*e>iami rvad * operations manual modified 6 integrated plant 
•asperating instructions changed 

root, L D Iowa Electric Light 6 Power Co 82/09/09 KEFPLER.J O 
Region 3, Office of Director 5pp 15610 085 24X 

Ficht 50-331,02/09/24,8210050306 


R Periodic operating rsporls & related correspondence 


8210300093 Forwards montNlii operating rept for Qept 1982 

lilNECK, D L Iowa Electric Light 8, Pouftr Co. 83/10/13 Direrteir's 

Office, Office of Inspection and EnfofcemeTit ip 15757 216 24X 

Fiche? 90-331, 02/10/13, 0210200093, 


9210050308 Forwards IE Bafeguards Insp Rept 90-331/02-15 on 820621-25 
At notice of violation W/o notice of violation 

fftLLER*iJ ft Division of Engineering 6 Technical Programs^ 02/09/29 
ARNOLD* D Iowa Electric Light t. Power Co 2pp 19610 090 24* 

Fiche. 50-331* 82/09/29. 021OD5O3OB 


— BSlOOSOGll IE 8«feguards Imp Rept SO-331/82-lO an 020621-25 
ffonccmpllah ce noted failure to maintain adequate datectiert 
aids L to provide adequate access control Details withheld 
irsf 10CFR73 21 L 

CHRISTOFFER, 0. / CREED/ ft Regjan 3, Office of Director 
92/09/27 2pp 15610 092 24X Fi ch e 90-331 , G2/09/29, BJ21005030B 


6210190360 Forwards IE Insp Rept 50-331/82-04 on 020200-12,0300-10 b 
OS^5'‘39 if notice of violation 

MOREL I US, C E Division of Engineering $< Technical Programs. 

03/iC/O5 ARNOLD, D Iowa Electric Light 8t Power Co, 2pp. 

15740 324 24X Fiche 50-331, 02/10/05, 8210190360 


&ZlOi9036i Notice of violation from imp on 020200-12,0300-10 Si 

OS25-2B 

NORELIUS, C £ Division of Engineering h Technical Programs 
82/10/09, 6pp 19740 326 24X Fiche 50-331. 02/10/09, 8210190360 


6210190362 IE Insp Rept 90-331/02-04 on 820208-12, 0300*10 *1 0525-28 

None omp I lance noted failure to meet Tech Spec requlTements, 

Section 3 re facllltg audits b failure to Implement 
requirements of iOCFRSO App D* Criterion XVIZI ti 

HUL2MER,M M , SHAFER, W D , HANKINS, F C Division of Engineering Si 
Technical Programs 02/10/01, 19pp. 15740-332. 24X 

riche' 50-331. 02/10/03, 0210190360. 


— 0210200096 Nonthlg operating rept for Bapt 19Q2 

WATeON.rtE rowa Electric Light & pQuei Co 03/tO/13 7pp 
15757:217 24X Fiche 50-331,02/10/13,8210200093 


8. Reportable occurreiscesi LERs & related c arra epondenc » 


8210010008 Responds tO FOtA Trquast for 19 categorise of documentfl re 
nuclear reactor events V safety problems Forward* ilottiaianti 
t is ted in App A 

FELTON.U (1 Division of Rules and Records. 0S/O6/C8, UDEUU*fLA 
Critical Mass Energy Project 15pp. 13727:005. 24X 

Fiche; SO-OOO, 82/06/28, 8210010000. 


— 0203120103 Bubmits anglneerlng evaluatlan re los* of river w*t«r »v« 
loop, One loop' of river water sy* became Inoperable tfu* to 
clogged f ll ter. 

WOLF, T R Director's Office, 02/03/01 Director's Office 

3pp. 13733 154 24X Flchei 90-000, 02/06/S©* OSIOOIOOQO. 


0210040369 Forwards LER 82-056/ 01 T-0, 

mNECKiDL Iowa Electric Light fc Power Co. 02/09/24 KEPPLER, vf. 0 
Region 3* Of f jee of Director, Ip. I95©7. i30, 24X 

rich*: 90-331. 82/09/24. 8210040369, 


—0210040376 LE ft 02-056/011-0; on 820912, hPIC area steam leak alarm 
activated b\r tsmp differential ewlteb TDB-22i&0Ar raeuj t In^ 
from leak flue to taap differanc# between veAttletton Intake 
L eehaust. Caused bq false signal due to roslator failure 
NiLLiK. L, fowe Electric Light L Power Co. 02/09/24. Region 3* 
Office of Director. 3pp 15507.1312. 24X PIch e , 50-331, ©2/09/24* 

0210040369, 
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DOCKETED ITEMS 


0210130133 Forward! LER 02“O57/O3L“O 

KlNEGKi D L fowl Eivctric Llflht & Power Co 02/10/01 KEPPLERi Of 0 
Region 3* Office of Director Ip 19673 093 24X 

Ftche. 90-331. 02/10/01,6210130133 


— 6210130137 tER 02-O57/O3L-O on 020902# during norraal opera tl on^uh i le 
inve 1 t i got i ng river ueter intake igt lC-102 trouble alern# 
mode ruitch HS-2906B found in off position Caueed bg lick of 
procedural guidance ProceduTei under review 

HILLfK U loua electric Light 8i Power Co 92/10/01 Region 3. 
Office of Director Ip 1S673 096 24X Flche 90-331 # 82/10/01# 

8210130133 


0210130393 Forward 1 LER Ba-059/03L-0 

KIMSCK. D L loua Electric Light L Power Co 82/10/01 KEPPLEfi# J 0 
Region 3# Office of Director Ip 13600 360 S4)C 
Fiche 50-331.02/10/01,0210130393 


— 0210130390 LER 02-O98/O3L-O. on 820910. river water twpplg •v® traveling 
tcretn lF-360 would not run In auto or continuout mode 
Caused by low discharge preiiure for ecreen wash pump 
Permiiiive preeiure switch P8-2903 recalibr 

HILL. K L loua Electric Light & Power Co 02/10/01 Region 3, 

Office of Director Ip 15680 361 24X Flche: S0-33J # 82/10/01 # 

8210130393 


8210130305 Forwards LER 82-059/0aL-0 

HINECK. 0 L fowa Electric Light L Power Co 02/10/01 KEPPLERi J Q 
Region 3# Office of Director Ip 19679 061 24X 

Flch»'90-33J, 32/10/01,821013090 5 


—0210130590 LER e2-099/03L-0 on 820910# uorkmirv in reactor core isolation 
cooling (RCIC) room reported marked increaie in room temp 
Caused bg broken drive belt In RCIC room cooling unit 
1V-AC-15A due to random failure 

HfLL.K L Iowa Electric LlgJit & Power Co 82/10/01 Region 3> 
Office of Director Ip 156 79 062 24X Fiche 50-331.02/10/01# 

0210130505 


8210250291 Forwards LER 02-063/03 L-0 

MINECK.I) L Iowa Electric Light L Power Co. 82/10/11 KEPPLER. J 0 
Region 3# Office of Director Ip 15791 198 24X 

Ficbe 50-331.02/10/11.0210250251 


— 82102S0261 LER a2-063/03L-0.on 820927. reactor bldg isolation damper 
1 V-AD-17B3, reduc ing transport of airborne contamination from 
reactor bldg# failed to close upon receipt of isolation 
signal Caused bg rust on piston & ctfllnder 

HILL. K L. Iowa Electric Light & Power Co, 82/10/08 Region 3. 
Office of Director Ip 15791 159 24X Fiche. 50-331, 62/10/11# 

8210250251 


8210250289 Forwards LER 82- 062/03 L-0 

MIHECKfD L Iowa Electric Light S# Power Co 82/10/11 KEPPLER, J 0 

Region 3# Office of Director Ip 15791 162 24X 

Flche# 50-331 1 82/10/1 1. 8210250269 


— B2102503D0 LER 02- 062/03 L-0, on 020922. turve 1 1 lance testing pressure 
differentlel switch PD8-4304. contro 11 ing reeetor bldg to 
suppression chamber vacuum breaker CV-4304i tripped below 
Tech Gpec 1 Imlt. Caused bg instrument drift Switch recalibr 
HILL, K L lowe Electric Light L Power Co. 82/10/11 Region 3. 
Office of Director Ip 15791 163. 24X Flche* 50-331, 02/10/1 1# 

0210250289 


8210250384 Forwards LER 82-06I/03L-0 

HIHECK.D L. Iowa Electric Light tc Power Co 02/10/12 KEPPLER. J 0 

Region 3. Office of Director tp 15790*000 24X 

Piche 50-331,82/10/12.6210250304, 


—8210290307 LER 82-061 /03L-0 on 020914. RHR svc water pumps IP-22A Ic 
1P-22D failed to meet Tech Opec requl rements Caused bg 
excttsive clearances between pump Impellers Ic casing wear 
rings due to pump wear. Impel I eri adjusted -b pumps tested. 

HtLLrK L, Iowa Electric Light It Power Co. 92/10/12 Region 3# 
Office of Director. Ip. 19790 009. 24X Flche; 50-331, 02/1 0/12# 

0210250304 


DOCKET 90-333 JAME8 A. FITZPATRICK NUCLEAR POWER PLANT 


F Oeeuritg# medical# emergency fire protection plans 


8210050003 Forwards •‘Dispersion Model Description for Nine Mile Point/ 
Jefliat A Fltipatrlclc Nuclear Stations,* upgraded 
meteorological sys description per TMI Action Item III A, 2 
BAVNE, J.P, Power Authority of the State of New Tork. 02/lO/Oi. 
VASBALLOi D, B. Operating Reactors Branch 2 Sop. 166Q4r29S 24X 

Ficha; 50-333, 82/10/01,8210050083 


— 9210050085 '‘Diepersion Model Description for James A Fitipatr ick/Nim 
Mile Point Nuclear Stations ” 

e Power Authority of the State of New York 82/10/01 I7pp 
15604 257 24X Flche 90-333. 82/10/01# 8210050083 


6210260334 Ad receipt of 020005 Ur informing NRC of steps taken to 
correct violations noted m IE Health Physics Appraisal 
Rept 50-333/80-20 Full ALARA program implementation prior to 
1983 refueling outage understood 

MARTIN, T T Division of Engineering 6 Technical Programs B2/10/21 
MCNEILL. C A Power Authority of the State of New York 2pp 
15002 342 24X Fiche 50-333.82/10/21.02102 60334 


— 0210260330 Suppls response to NRG 020120 L 0702 Urs r« items noted la 
IE Health Physics Appraisal Rept 50-333/80-20 Corrective 
jctions schedule for technician retraining established & 
engineering controls will be part of ALARA program 
MCNEILL# G A Power Authority of the Gtate of New York 82/08/05 
MARTIN. T T Division of Engineering 8< Technical Programs 3pp 
15002 344 24X Flche 50-333.02/10/21.02 1 0260334 


H Oeneral corr tep ondence 


021O19O713 Informs that 69 Zullo 8# RA Burnt authoritrd to sign util 
Itrs to NRC. 

BA^NEi^.P Power Authority of the Btate of New York 02/10/13 

Office o-f Nuclear Reactor Regulation. Director 2pp 15730.209 

24X Fiche 50-000# 02/10/13. 0210190713 


P Operating license stage documents & correspondence 


8210290410 Discusses addl considerations that should be eddresssd In 
future proposed Tech Spec mods to 115 kV offsite (reserve} 
ac power sys# in response to util 020914 rec^uest 

VA00ALLO. D B Operating Reactors Branch 2 02/10/04 6INCLA1R,C H 

Power Authority of the State of New York 9pp 15B63 250 24K 

Fiche 50-333 . 82/10/04.8210290410 


0210150031 Forwards eddl payment rei^uired for 020604 application to 
amend Tsch Bpecs re mgt organization structure# per NRG 
020714 1 tr Addl payment made under protest pending final 
determination of legality of fee schedule 

OAYNEtJ P Power Authority of the State of New York 02/10/00 
MILLER, M Q License Fee Managemsnt Branch 3pp 1970r269 24X 

Fiche: 50-000. 82/10/08# 8210150031 


0210200020 Forwards 820226 submittal re results of review of 
N0RE0-O612. •'Control of Heavy Loads “ 

BAYNE* P Power Authority of the State of New York 02/10/15 
VA&8ALL0, 0, Licensing Branch 2 ip 15796 056 24X 

Flche 50-333# 02/10/19.8210200020 


— 0210200039 Forwards results of second phase review of heavy load 
handling operations L response to Bections 2 2,2 2 6 2 4 of 
Ehci 3 to 001222 Itr Consiq.uencei of certain load drops do 
not meet NOREO-0612 guidelines. 

BAYNE# J P Power Authority of the State of New York, 02/02/26 
V/A8SALL0,D Operating Reactors Branch 2 65pp 15796 057 24X 

Flche 50-333,02/10/15,8210200020. 


0210200074 Forvards rtsponsi to 020006 req,uest for addl info ti 
NUREO-0737, Item II 0. ir "Relief 6 Bafety Valve Test 
Rfq.uirsmentB " 

BAYME,^;. P Power Authority of the State of New York 82/10/19 
VASBALLOr D B Operating Reactors Branch 2. 17pp 15797 263 24X 

Flche; 50-333. 02/10/15# 0210200074 


Q Inspection reports# IE Bulletins & corresp ondsncs 


6210000019 Addl response to FOtA riRUSst for 19 categories of info tl 
nuclear reactor events L safety problems Forwards documents 
listed in App A. Oocuments In App B completely withheld (ref 
FOIA CKtmptlon 9> 

FELTON# J M. Division of Rules and Records 82/07/12 UDELL. R A 
Critical Mass Energy Project, 9pp. 15665:027 24X 

Flche* 50-000, 02/07/12,0210000015. 


— 9210000134 Byitsmatic essesimsnt of licsnsee psrformsncc natei ri 
facility evaluation for Dec 1 979-No v 1900 
a NRC - No Detailed Affiliation Oiven, 00/11/30 9pp 
15667,349. 24X Flche. 50-000, 82/07/ 12, 8210000015. 


0210040317 Forwards partial response to NRC 820414 reiiutst for addl 
info re inssrvlce imp program. Response to Items 8 t 10 ulM 
be provided by 821208 or approx 30 days after start of 
next scheduled outage 

BAYNE, J.P. Power Authority of the State of New York, 82/09/20 
VASBALLOiD. D Operating Reactors Branch 2 lOpp 15906 157 241 

Flche* 50-333# 02/09/20.8210040317, 



DOCKETED ITEMS 
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»10070362 Forward* Page I 2 A to 830914 IE rn«p Hapi: 50 - 333 / 62-194 
i n a if w t r t ant 1 ^ omlttad dua to admini atratiya arror 

^ Division of Projact & Raiidant Programi 82/10/04 
«CI4eJLLrC A Ppwar Authority oF tKa Stata of Naw York la 
15634 038 24X Flcha 50-333r 0a/lO/O4i 8210070362 


8210070367 Paga 1 2A to IE Intp Rtpfc 50-333/82-19 on 820914, 

Inatfyar tant omitted from original rapt 

*» Haglon 1, Office of Director 02/10/04 Ip 15634 039 24X 

Flcha 50-333. 02/ 10/04, 8210070362 


R Periodic operating reports 6 related corr eepondence 


621020001B Foruardt updated aontKlv operating rept for Jan 1982 
MCNEIUL, C A Pouer Authority of the State of New York B2/02/03 
Managanent Information Branch Ip 15756 122 24X 

F 1 c h e 50-333r 82/02/03, 62 1 02000 1 0 


— 0210200024 Updated monthly operating rept for Jan 1902 

ZUFELT, E Power Authority of the State of New Yort 02/02/28 
12pp 15736 123 24X Flche 30-333,82/02/03,0210200018 


0200190233 I£ Info Notice 00-35, Buppl 1, “Leaking L Dialodged 1-123 
Implant Seeds “ Bvc list end 

COBB.t I Division of Fuel Facilities, Materials it Safeguards 
02/10/06 Consolidated Edison Co of Nau York 66pp 15761 250 
24/ Flche 50-000^02/10/06.0200190233 


6210120240 Forwards monthly operating rept for Sept 1982 

MCNEILL, C A Poiaer Authority of the fitete of New York 62/10/04 
Director's Office, Office of Inspection and Enforcenent Ip 
13632 116 24X Ficht 30-333,62/10/04.6210120240 


6210L30271 Ac k rgcaipt of 020917 Itr informing NRC of steps taken to 
rorrect vloUtlons noted In IE Insp Rept 50-333/02-15 
STAROBTECKIi R Division of Projict L Rssidant Programs 62/10/07 
HCMEILL. C A Power Authority of the 6tate of Nsui York Ip 
IS703 237 24X Fichs 50-333,82/10/07,0210150271 


--0210150203 Responds to NRG 020320 Itr re violations notsd In IE Intp 
Rept 50-333/62-15 Corrsctive actions solid radwaste lys 
ppocadura ravlsed, issue dates of maint procedures reviewed 6 
security guards Instructed to monitor more closely 
flCNElLLiC A Power Author! tv of the State of New York 02/09/17 
SrAROBTECKI , R Division of Project It Resident Programs 6pp 
15703 230 24X Flche, 50-333, 02/10/07, 8210150271 


©a lOaiOlOO Forwards IE Insp Rept 50-333/62-11 on 02O9O1-3 O.Nq 
noncGiTtpi l4nc» noted 

BTARClSTECKI, R Division of Project It Resident Program*. 02/10/07 
F r rZPATR KKf J Power Authorltg of the State of New York 2pp 
15765 307 24X Fiche 50-333,82/10/07,8210210100 


— 0210120243 Monthly operating rept for 6tpt 1962 

COOK, J Power Authority of the State of New York 62/10/04 7pp 
15652 117 24X Fiche 50-333.62/10/04,8210120240 


8 Reportable occurrences, LERs li related correspondence 


6210040324 Forward* LER 8a-042/03L-0 

MCNEILL, C A Power Authority of the State of New York B2/09/2i 
HAYNES, R C Region 1, Offiea of Director Ip 15586 105 24X 
Ficha 50-333.82/09/21,0210040324 


— 8210040332 LER a2-042/03L-0 on 620626. test i ng of control rod hydraulic 
control unit accumulator prttsure tc Itvai twitches L 
presturt indication ravealad 66 of 411 instruments out of 
callbr or not operating properly Caused by instrument drift 
KEITH. H N Power Authority of the State of Naw York 02/09/21 
Region 1, Office of Diractor 2pp 15566 106 24X 

Fieh# 50-333,02/09/21.6210040324 


— 0210510115 IE Insp Rapt 50-333/02-11 oh 880901-30 No noncompl lane# 
roted Major «raa* Inspected action on pravloui insp 
find ings. LER review, operational safety verification, 
surveillance 5t maint obaervations U NUREO-0737 items 
UINYILLE, J C. I DOERFLEIN.L T , KI8TER,H 0 Region 1, Office of 
Director 02/10/06 12pp 15765 309 24X Flche 50-333,82/10/07, 

S2IOS10100 


©20G 190238 IE bulletin 82-03, “Stress Corrosion Cracking In Thlck- 
I4a ) 1 1 Large-Di amater, Sta in 1 as* 6te el, Rec Ircu latlon 0ys 
Piping at SNR Plants “ 8vc list end 

DevOUNO.R C. Director'* Office, Office of Impaction and 
Erforcemant 62/10/14 Conaolldated Edi«on Co of New York 

llBpp 15810 125 24X Fiche. 50-000, 62/10/14, 0208190230 


8210190411 Forwards Inservlca insp summary rept for Winter 1981-62 
outage I. two metallurgical analyse*, "Metal lograph ic 
Investigation of Type 304 0tainlc*s Bttel Schedule 60 Pipe " 
n*sultt of Insp* acceptable 

BAYNE, J P Power Authority of the State of New York 62/10/15 
VASQALLO.D 0 Operating Reactor* Oranch 2, 2pp 15743' 103 24X 

Ficha 30-333,82/10/15,0210190411 


— 8210190420 "Metallographic Inve* tigat ion of Type 304 Stalnlei* Steel 
Schedule 80 Pipe '* V 

BUCHHEIT, fl D Battalle Mempflal Institute, Columbu* Laboratorie*. 
02/03/25. I8pp 15743 105 a4X Ficha 50-333,02/10/15,8210190411 


--0210190438 "Investigation of Flaw* on Inside 8urface of Type 304 
Stainless Btaal Schedule 80 Pipe " 

« Dettalli Memorial Institute, Columbui Laboratories 02/07/30, 
Sjpp 15743. 123, 24X Ficha. 50-333,82/10/15, 0210190411 


8210060285 Forward* LER e2-043/03L-O 

MCNEILL, C A, Power Authority of the Btate of New York 02/09/24 
HAYNES, R C Region 1. Office of Diractor Ip 15621 069 24X 

Ficha 50-333.82/09/24,0210060285 


—6210060292 LER 82-043/03L-0 on 020902, M51V D inboard 10% switch would 
not reset whan tested to satisfy Tech Spec 3 t-1 Caused by 
drift betwetn switch operator I, striker plate Switch striker 
plate modified 

KEITH. H N Power Authority o# the State of New York 02/09/24 
Region 1, Office of Director Ip 15621 070 24X 

Fiche 50-333,62/09/24,6210060885 


9210280519 Discusses 620501 event re oscillation of frequency V output 
power In emergency diesel ganerator tys Root cauee of dlasel 
gensrater failure* unknown Effort* on flow blockage of 
cooling water to safety sys adequately addraii problem 
CHIRAMAL.M Reactor Operation* Analysis Branch 

SEYFRiTiK V Reactor Operitioni Analysis Branch 7pp 15706.077 


6210190069 Forwards LER 62-044/03L-0 

MCNEILL, C A Power Authority of the State of New York 

HAYNES, R C, Region 1. Office of Director Ip 
Flche 80-333,82/10/07,6210190069. 


62/10/07 
15742 134 24X 


-8210190077 LER 8a-044/03L-0. on 620909, motor operator electrical breaker 
tripped while attempting to cycle LPCI injection valve 
Caused by electrical motor fault resulting in iiolation 
failure created during attempted ao/\Q/a7 

FERNANOEZiW. Power Authority of the State of New York 62/10/07, 
Region 1, Office of Director Ip 15742 135 24X 


ea 10190435 'Mnservlcs 

Ouiega *' 

6ANCIC, 0 . BURNS, R, 
©2/10/15 572pp. 

0210190411, 


Insp Summary •< NI8-1 Data Rept, Winter 1901-82 

A Power Authority of the State of New York 
15473.174 24X Fiche. 50-333, 82/10/15, 


0220255 PNO-1-B2-066 on B2I018, Ouadr ex Cor p shielded van 

lemSSI E- 1. Of f U. 


0210260334 Ack receipt of 020605 Itr informing NRG of steps taken to 
correct violation* noted in IE Health Physic# Appraisal 
Rept 50-333/00-20 Full ALARA program implementation prior to 
t9S3 refueling outage understood, 

martin,! r lHvlsion of Engineering L Technical Program* 02/10/21 
MCNEILL, C A Power Authority of the State of New York 2pp 
15602; 342. 8 4X Fiche 50-333,02/10/21,6210260334. 

3210260336 Buppl* response to NRC 620120 It 0702 Itr* r* Item* noted In 

IE Heelth Physic* Appraisal Rept 90-933/00-80 Corrective 
actions sehedulf for technician retraining established 6 
engineering control* will be part of ALARA program ac/no/fte 

MCNEILL, C. A, Power Authority of the State of Now York. 02/06/05 
MARTIN, T.T. Division of Engineering It Technical Programs. Jpp. 
15802.344. 24X Flche ' 90-333, 02/10/21, 0210260334 


8210260170 Forward* LER _ g..._ York 02/10/19 

MTuPiLLi c A Power Authority of the State of new y^s * 

tSvSsl'i c R.;?!!; t. ‘^799.050 84X 

Fiche 50-333,82/10/19,8210260170. 

-B2IMtS0l7» UR 62-Ol8/03X-,.«n ‘‘it"* *1;“"' 

1, Office of Director 4pp 15799 091 24X Fiche . 50-333, 

62/10/19,8210260170 
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6210260306 RO, on 620620« combtJftian in of^gAi sv* abt«rv«ij C^uicd by 
iqipropor vilv> linkup tfior* g«i to riiconblnor than 

dllutian ^low ratt could tupport rncldiivt dlicuitad w/ihift 
tuptrvitor ti triinlng uil 1 hi dov^tlopnif 

MCNElLLrC A Poutr Authority of th» 6tot« of Nou Yorl 62/10/19 
HAVNESiR C Riglon Offico of Otroctor Opf 15903 009 S4X 
Fichf 50-333,62/10/1919210260306 


6210260370 Foruards Updated LER e2'*OS8/03X-l 

KCNEILLuC A Poujar Author Ity «f tht State of New York 82/10/19 
HAYKESiR C Region 1. Office of Dlrectar Ip 13804' 232 a4lC 
Fiche 50-333,62/10/19,0210260378 


—6210260366 Updated LER Ga-^OaS/OG);-!* on 020701. dry u# 1 1 equipment drain 
tUfTtp flou integrator found out of callbr 1* could not be 
adjusted Ceueed by abnormal friction in drive gear train Naitf 
geiri purchased to rebuild unit. 

* Pobier Authority of the State of Mfeu York 62/10/19 Region 
1. Office of Director 2pp 156-04 253 24)i Fiche 3a-333i 

62/10/19, 6210260379 


DOCKET 50-334 OEAVER VALLEY POWER STATION. UNIT 1 


F Security, medical, eneryency L fire protection plans 


8210010013 Foruardt addl Info requested on 920726 re chengts to guard 
training 4 qual 1 f Icati on plan. Info witbiheld (ref 10CFR2. 790 
t, 10CFR73 71 > 

CAREY, J. J Duquesne Light Co 92/09/20 VAROA, 0 A Asilitant 
Director for Operati-ng Reactors. Ip 15369 147 24X 

Fiche. SO-334, 02/09/20, B2I0010013 


6210080045 Notification of 620930 meeting u/util in SathesdajHD to 
discuss upgrading of meteorological sys 

TAMiP S. Operating Reactors Branch 1, 62/09/23 VAROA# 8 A 

Optrating Reactors Branch I 2pp 15669 317 84)( 

Fiche, 50-334. 82/09/23, 8210000045 


6210160016 ftelaasas public vartion of revised emergency preparedness 
Implementing procedures 

FELTON^ J h Division of Rules and Records 62/09/29 Document 
Hanagament Branch Ip 15717'310 24X Ft che 50-334, 62/09/29, 

6210160016 


6S1026DI22 Releases public version of rayissd emtrgency plan 
implemsnting pracedurat. 

FELTON* J N Division of Rules and Records. 82/10/06 Documanb 
Managsment Branch Ip. 15612 03t 24X FI che: 50-334, 62/10/08. 

8210260122. 


—6210260125 Poruards public version of revised emergency plan 
implementing procedures* in< luding Proesduris ERp/IP l.i re 
noti f ication, 1.2 re eommunl cat lore dissemination of Irjfo 
tn 1.3 re turnover status checklist 

aiEBER.dO Duquaent Light Co 02/09/14, VAROA. 8. A. Gperetinfl 
Reactors Branch 1. 3pp. 19912.032. 24X Flch i, 90-334, 62/1 0/09. 

6210260122 


—8210260129 Public version of revised emergency plan implamentlng 
procadures, including Procedures EPP/ip 1 l re notification, 

1 St r# commi/fi icati one & dissafflinetion of info fc 1.3 re 
turnover status checklist 

LACEY, W J Duqusina Light Co. 82/09/19, B34pp. 19018' 039. 24X 

Fith«' 50-334, 82/10/00,0210260122. 


8210260411 Informs that proposed changes to access control program 
contained In licensee 880702 Itr eccep tab 1«. Final approval 
cannot be gra-ntad until necessary changes to physical 
eecurltv suftari ttad, 

VAROA, S, A Operating Reactors Branch I 02/10/06. CAREY, J. J. 
Duquesne Ligh t Co. 2pp. 15059 334. 24X Fiche; 50-334, 02/10 / OBj 

621OS0O4U. 


6210260458 Forwards supplemental Info per 021014 dlscutston clerlfylng 
eeemptioni previously documented in firs protection App R 
review, Sect I on 11.8, **Reaetor Containment" Ir eectJon JJ.6, 

''Primary Auxiliary Bldg." 

CAREYiJ.J Duquesne Light Go. 02/10/22 VAROAiB. A. Gperatlng 
Reactors Branch I 9pp 15006 800, 24X Fiche. 50-334* 02/10/8^/ 

6210260456 


P Operating license stage docunents U correspondence 


8210120120 Advises that no further ofc action plenncd re 600521 
inoperability of RHR sys for 9-h since pipe crack study 
group will issue rept in 8 siks. 0yt Inoperab ility due to 
weld Leak repair effort 

LANNlNOiW, D. Dlrictor"! Office 00/00/04. Director's Office, 
ip 15692-294, 24 X Fiche: 90-334, 00/08/04, 6210180120. 


8210050487 Forwards request for addl info re proposed changes to Tech 
Specs for leak rate testing of certain Isolation valvas 
using water In lieu of air or nitrogen Response requested 
within 30 days of receipt of Itr 

VAROA, 0 A Operating Reactors Branch 1 82/09/21 CAREV, ^ J 

Duquesne Light Co 3pp 15626 863 24X Fiche 50-334.62/09/81 

8210050407 


6210050165 Forwards uttl summary of efforts re rod position indication 
sys per 820713 commitment b 620720 Itr Weftlnghouse 
companion rapt expected by mid-Oct 

CAREY, J J Duquesne Light Co 82/09/29 VAROA, 8 A Opvratina 
Reactors Branch i 2pp 15605 122 24X Fiche 50-334, os/o^/gq 

8210050165 


— 6310050160 "Beaver Valley Power 6tation,Unlt 1 Analog Rad Position 
Indication Byi, special rapt 

ORADA, K D , BlEBERiJ D Duquesne Light Co 02/00/31 20pd 
13605 124 24X Fiche 50-334,02/09/29,0210050165 


621'0130561 Forwerdt addl info re proposed changes to Tech Boecs for 
leak rate testing of certain isolation valves using watir in 
liau of gae*ln response to NRC 620921 request W/27 overtiie 
drawings Aperture cards are available in PDR 

CAREY* J J Duqueane Light Co 92/10/05 VAROA, 6 A Operatlna 
Reactors Branch 1 35pp 15679 015 24X Fiche 50-334,62/10/05, 

6210130561 


9210190318 Forwards "Cycle 3 Startup Test Rept " Rept teet 

performed St Verifies Cycle 3 reload con design data after 
criticality 6 callbr of ixcore Instrumentation at several 
different power levels 

CAREV*J J. Duqutene Light Co 82/10/05 HAYNEB. R C Region 1. 
Office of Director Ip 15701 345 24X Fiche 50-334,82/10/05. 

9210150312 


--6210150316 "Cycle 3 Startup Test Rept " 

a Duquesne Light Co 62/iO/05 5pp 15701,346 24X 

FlcKe 90-334,92/10/09,9210150312 


9210190747 Forwards addl Info re two-loop operation, per NftC 620017 
request. Westinphoust reviewlnp Question 7 eyaJnet eneJv'ii 
CAREY, J Duquesne Light Co 02/10/00 VAR<3A,8 A Optratinn 
Reactors Branch 1. 6pp 15737 135. 24X Fiche 50-334,02/10/00; 

0210190747 


8210870267 Forwards revised application for amend to Llcinse DPfl-64, 
consisting of Proposed Change Request 36, Revision 3« 
incorporating radiological effluent Tech 8pacs into App A 
Offsite dost calculation manual U App D will follow 
CAREY, J J. Duquesne Light Co 02/10/22 VAROA, 6 A Opsratine 
Reactors Branch t. ip 15820 207 24X Fi chs' 50-334, 83/10/22, 

6210270267 


— 6210270269 Revised application for amend to Llcinsa DPR-661 
Incorporating proposed radiological effluent Tech Specs into 
App A, 

CAREY, J.J Duquesne Light Co 62/10/82 tp 15828,200 24X 

Fiche 50-334, 02/10/22. 0210270267, 


—8210870271 Proposed radiological effluent Tech Bpets 

a Duquesne Light Co 82/10/22 116pp 15626 209 24X 

Ftch e 50-334, 82/10/22, 0210270267 


0 Inspection reportsi IE Bulletins it correspondence 


6210000015 Addl response to FOIA request for 19 categarles of inf 
nuclear rsactor events h safety problems Forwirds documents 
lilted In App A Documents In App B completely withheld (ra^ 
FOIA Eeemptlon 57. 

FELTON* J.H. Division of Rules and Records 02/07/12. UOELtiR 
Critical ffass Energy Project 9pp. 15669’ 027. a4X 
Fich*! 50-000, 02/07/12,8210080015. 


— 0810000114 Systematic assessment of licensee pirformanct notes 
facklity evaluation for Sept 1979-Aug 1960 
a NRC - No Detailed Affiliation Oivan 90/00/31 I6pp. 
15667 299 24X FI Chi' 80-000, 02/07/12, 0210000015 


6210070007 Responds to FOIA request for eight categories of recer^ 
steam generators h steam turbines App A documents pTOyidid 
In R Udell FOIA Request 01-313 Forwards documents listed in 
App 0. 

FCLTQNj J. M, Division of Rules and Records. 62/08/10 LONO, 0 ^ 
Ulnthrop, Btimson, Putnam h Roberts. 9pp 15645:063 24X 

FI chat 50-000* 62/00/10, 0210070007 


— 8210070’139 Fbrwardf tabulated deta on steam generator Inip L Mi 
feci 1 itiae. Data should be provided to licensees 
tPPOLETOiT. Operating Reactors Assessment Branch, 62/04/51 
VAROA, 0. Operating Reactors Branch 1. 5pp. 15645.131. aW 
Fiche: 50-000* 02/00/10, 6210070007 



UUl^IVCICLI IICIVIO 


lo 


SL»0?33 IE Info Notice SO-35. SuPP* 

" avt litt •ncl- 
:J3,L I DUt»ion of Fu*l F«cillti»* 

?no/OA CofifoUdafeQd Ecfl«o« 

^3^ FKK# 50-000. 02/ 10/0^' 8203*90233 


of 


"L«4fcinfl *< Olilodg-td I''129 

HuttriAi^ ^ 3»f»Qu»Td« 

N»u> York A&pp 137frr2ao 


:sio2a, K.ru„d. ,e m.p R.pt 9o-33«/a2-a‘ o« eaoaiA-ao N. 

^ c„-.(i...rlna » T.chnlt.l Pru«r.in.. 03/10/06 
MTtH. r T Dlviticn of "^gpj 1S766 894 34X 


CA^SV. J J Duiiu*»tiv Lipht Co 
Bich« 50-334, 62/10/06. 8210210231 


«08ioa36 le in.p Ropt f -®‘ 

ra-l«il Hajor in»p»cttiS adnilni'ifc ti vl ti iiirvt 1 n*nc i 

totting 6 calibr progr^fn^ *« ^ * S-,. i «t\ 1 OfPl^• o# Dlrtc 

SCi;M[JERO.N . BI6SETT.P, . 6HAUD.T. _^!ji®2o!;3S^n2/Jo/06?02lO 
eg/O^/Sa 25 pP 1576^.296, a4X richp- 00 334.G2/10/064U21O 


ctor, 
8210210231 


Ol'SOOlS Ack r«c«lpt of 820930 1 tr 
oTTfCt Violations notacf In lE IH*P 
.TA*09TECHl. R Division of Projoct 
^ Du(iu««n« Light Co IP^ 

50-334, B3/ 10/09. 021015001 ». 


nforming NRC of it»p« 
R«pt 00-334/02** 16, 

U Rosidont Progr»m» 
10690.320 24X 


t«k«n to 

02 / lO/Oa. 


:2lOlOOOl9 Rijponds to NRC 820830 Itr r» ^ ^ ® i***®’'* 

«i>t 50-334/B2-16 Corfsctivo ac tton *: d* t#e tor cab ly Of 
W-NJ41 rfcontirctad in corroct position infclnk manual 

v^v.t ^jnosTRCRj.R D.vu.on 

o-f Project Rosldont Pro^ronta ^PP tJ)A90.329, 24X 

Pich* 50-334, ea/lO/Oa. 8210180013 


I052O1G4 Advl«»« that ravi»»iJ cOffiplatlon data for avaluatlon of 
caltbr radiation baam uniformity *• 021031. par It. Iftalth 
P^ytici Appraisal R«pt S0-334/Q l-05> ^ a n i 

CAftEY.J J Duquflsna Light Co 02/10/00 HAYNCB. tt C 
Office of Oiractor. Spp 13776' fi'44 
8210220104 


24K rich# S0-334i0a/10/00» 


08190238 IE Builatin 02-031 ‘'Btra** Corrosion Cracking in Thick- 
b/a |] . Larga-Dlamater. Stainlssi 6 taa 1 1 Rpc ire u la tlon Byft 
Fipinj at BWR plant* " 8vc list and 

J?EVOyNO.tt C Olractor's OfPlca. Offlcs «f Impaction and 
Enf or caniant 02/10/14 Conso 1 Ida t ad Editon Co of Naw York 

ilSpp 1S01O las a4X PI Cha- 30-000, 02/10/14.0200170230 


P«r&otfic oparating rapofts ralatad c orri spondanca 


210060076 Forwards ravisad Pag# A of ”1931 flfft df Facility Changaa. 
Tasti & EnprMnisnts *' 

OAREY.JJ Duauaana Light Ca 02/09/23 R C Rtgionl. 

Offlca of Olr actor Ip 156l» 327 SdK Flcha 30-334,02/07/23. 
10060076 


0210200271 LER 01-027/03L-0. on 010210. at 90X powir.all thraa chlorine 
fattetors failed io meat min sltctroiyta drip rats critarla 
sptclflad in fUrvitUanea tist Cai/sad bg dlrtg uteks which 
pravantad flow of a 1 sctrolgta. VJlcks cleantd, 

LACEY.ii 6, Duquespi Light Cd 01/03/20 Raglan 2, Atlanta. 
Offict of tha Blrsctor <G1/03/01), 2pp. 13037 3J4 SAX 
Ptch a. 50-334, 01/03/20. 0S1O2DO271 


8210200280 LER 01*'O26/O3L-O on 910210. RC8 loop flpu channal Indication 
failed to meet min flnu aurvail lane e check raqulremant 
Oauaad tg transmitter delta prasiurs transducer diaphT«gm 
laakaga Tranamittar replactd 

LACEY.lf 8 Ouq.uaina Light Co 8i/03/ZO Riglon 1. Philadelphia, 
Office of the DiractoT (01/03/01) 2pp 13037 047 a4X 
Ficha 50-334.81/03/20, 021 02B02B0 


0210130077 Forwards lERs 0i-59/O3L L 01-71/O3L ra tripping of battery 
charger output braakar 2 on thermal Dvarload during 
furvtillanct testing Recommends that llcenste complete 
appropriate analgaes L mods to pravant rtcurranct 

MICHELSON.C Olrsctor'e Offtca 02/02/23 HAYNES, R C Rapinn J> 
Office of Oir actor. 2pp 19676 245 24X Ficha 50-334.02/02/23. 

0210130077 


0210010008 Reapands t» FOIA request for 19 categorlis of docutnanfea re 
nuclear reactor events l« lefetg problams Forwerdi documents 
lifted In App A . 

FELTOH 4 J ti Division of Rulas and Racordi 82/06/29 UDELL. H A 
Critical Maas Fnargg Frojact 15pp 13727 009 24X 

Fiche. 80-000, 02/06/28, 921001000B 


— 0210050124 Summerg of 8i0610 ogaratlng reactor events maetlng 

LAlNASrO, G Aisdstant Dlractor for aafety Aasfismtnt 01/06/17 
E18ENHUT, 0. 0. Division of Licensing 8pp 19729.217 24X 

Fichs. S-O-OOO, 02/06/28, 0210010008 


-921OO6O432 Di scufsas inedaquita suitchgear cooling at feelllty 
Impllcattone of event suggast that loss of vantUaiion igi 
cpuld have potential safety slgnlfUenc# raquirlng addl 

MlcHEL80N.*C^%l?actorU Office. 02/02/23 HAVNEB. R, C 
Offlea of Director* 2pp 19732.304 24X Fich»: SO-OOO, 02/06/20, 

0210010008 


8210190199 Forwartff LER B2-037/O3L-O 

LACEY. W. 8 Ouqueehe Light Co 82/07/27 HAYNES, R C Region I, 
Office of Director. 2pp 1970 9. 262 24X Rich# 80-334.08/07/27, 




— oaioisoaoB uen BS-o3?/oa-o 

prot.cUon eh.nn.I III e«®p»r.fcor 

:• A««n.’u,ht c., 




-8210060081 Revised Page 4 of 'M90i Rept Of Facility Chengat. Testa I, 
Experiments. " 

e Duquesne Light Co 62/09/83 Ip. 19A13 330 24X 

F i c h t 50-33 4 . 82/09/23. 02 1 0060076 


8210190165 Foruerda LE(R 02'O35/O3L“O 
LACEYfN. 0 Duqueine 
Office of Director. 2pp. 1W07 285 
eSICl 80109. 


HAYNEQ.R C. Region 1. 
84X Fithe* 50-334 >82/07/30, 


2 lOOLODaa Forwards NPDE9 discharge monitoring rapks for Aug 1903 
FEITKNECHt.C DuquBsne Light Co 82/09/20 ft^lD.R W OperAting 
Heattori Branch 4, 2pp l!J6t!5 022 84X FlChi 90-334,02/09/201 

021DO6OOB8 


-B210060096 NPDC8 discharge men! taring repts for Aug 1902 

steed, L U Ouquesne Light Co 02/07/29 14pp. 1 86 1 9; 024 24X 

FJche 56-334,02/09/28.8210060000 


3 RepoTfcetile pccurrencea, LERs 6 ratated c orraspondsne# 


3210280307 lER 81-D25/03L-0 an 81 0216. i nCtaated tsekige from reactor 
coolant (RC) loop lA RTD manifold hot leg valve RC-aO 
reported, caused by attempted maint to repair valve. Temp 
■channels returned to svc. 

CACEY.M s Duquesna Light Co Ql/03/17 Region l, Phi ladelphie, 
dfflce of the Director 101/03/01) 2 oa. IDQ37'203 SAX 
Fiche 50-334. 81/03/ 17,321 020030 7 


0210040069 L6R 8J— 02B/03L— O* On 01 0219, during power operat lort, re swl ti of 
♦ urvellUacs test revealed reactor eoolent leakage of 2.07 
Cauied by failure of gianif flange on valve 0pUt gland 
repair valve Work completed 010221. 

LACEY.H 8 DuqUBST»a Light Co, 01/03/20 Region If Philadelphia. 

Director fSl/03/0J) fipp. 19901.210. 24X 

Ficha 50-334, B1/03/S0, 8210040069 


nsintaoaoi LER 82-Da9/03L-0 on 020917. delta flo* exceeded required 

&£”■ “r-S's; 


2*0190274 Forwerds 10/04 HAYNES, R C» Region 1. 


i9iAl90afl2 LER aa-034/oaL-0: on a209 1 9, during surveillance test 

oitalnment vacuum pump failed required discharge flow rate. 

Ceused by buildup of dirt 1. debris in discherye line. Line 
cleaned U suction 6 ^*92/ 16/04^ '*'*Reg ion I, Office of 

Sb-3B4. b 5.,0/04. BSioiwa^ 


210006 Forwards LER 

iCEV. W. a. Duquesne Light Cd 

nS blracber 


1 no's 


HAYNES t R. C. 






BSloaiOOlO LER ea-03a/03L-0' on saWOB, Mr. ho., .rol.ctlo.. ‘n 

ttriohiT. Mono. 

;JSd«i?ouo, ...PPIB 1.*,'* •>'1 ovrtorROinB M'n,. 

,.t»r.u. *‘S« "to5-io|,o 7 R.tIoi> l. 0,ne# of Illr.e*«r. 

Spp «* FIeh..SO-334.BaMO/07.8ai081000i. 
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02102 100&5 Forw^rdi LER 02-O33/O3L-O 

LACCYiH B, Duau«iii# Llflht Co B2/I0i'0a HAYNES. R C. Region 1, 
Office of Director 2pp. 1S76 9 341 24X Flehi 90-334, 82/10 /OSi 

0210210069 


—0210210072 LER 0S-O33/O3L-O on 820911, op ire tore uneble to ricloie oteem 
luppl^ trip velve TV-HS-t093 of turbine driven euxlllerg 
feedueter pump FW-P-8 CeuKed by weefier lodged in veJve trim 
Lint lio-leted, 

« Ouquetne Light Co 82/10/00 Rigloo I, Office of Director. 

2pp 19769:343 24X Flche 50-334.82/10/08,8310210069 


B2I0260163 Forward"* updated LER B1-091/OIX-1, 

LACEY. H 8 Du<L(^eene Light Co 82/10/11 HAYNES. R C Region 1. 
Office of Director. 2pp 19799 003 24X Flche 50-334.82/10/11. 
0210260163 


—0210260167 Updated LER 81-091 /01 X-1. on 81 1029, break In redundant 
underground 12-lrich fupplv header reiulted in lot* of fire 
uater iv< Caueed bg external finger corroeicn along pipe 
bottom Total »ge piping change-out not warranted 
« Duqueine Light Co 82/10/11 Region 1, Office of Director 
2pp 19799:009 24)C Fic he. 90-334. 82/10/11, 8210260163 


0210860203 Forward t LER 02-04 O/ODL-O 

LACEV.H8 Duqueene Light Co 82/10/14. HAYNES. R,C Region 1. 
Office of Director. 3pp. 19804 240 24X Flche 90-334.02/10/14, 

8210260203. 


—8210260226 LER 82-040/03L-0 on 820919. alera etatut light* & vitual 
ditpleg on core cooling monitor found ext Ingul ihed. Caueed b^ 
looee connect i on. Connection repaired Monitor to he teited Ir 
inepected in ' conjunction w/Ueetinghouie kit ini tellat 1 on 
e Duqueine Light Co 82/10/10 Region I, Office of Director 
Ip 15004: 291 24X Flche • 90-334. 82/10/14. 82102602D3 


8210260478 Foruardi LER 02-036/ 03L-0 

LACEY.H8 Duqueene Light Co 82/10/14. HAYNES. R. C Rogionl. 
Offlci of Director. 2pp 19807 253. 24X Flche 90-334.02/10/14. 
8210860478. 


—8210260407 LER 82-036/03L-0 on 820619. dieeel engine cooling uater Inlet 
L outlet tempi exceeded max allowable value# rendering 
dleeel generator S inoperable Cauied by fouling of cooling 
uiater HX tubet.Tubee cleaned. 

LACEY. W. 8 Duqueine Light Co 82/(0/14. Region 1. Office of 
Director 2pp. 158D7'299. 84X Fi ch a 90-334, 82/10/14. 0210260478. 


0210280447 f NO- 1 -82-069 on 821018. reactor tripped on high level in 
eteaffl generator due to erratic operation of feedwater 
control va 1 VC. Reeult ing feedwater itolatlon tripped 
fflotcr-drlvtn main feedwater pumpi it auxiliary pumpx ttarted. 
NORRHOLK.L . HEIHIO.R Region 1, Office of Director. 82/10/10 Ip 
1577B 249. 24X Flche: 90-334. 02/10/1 0. 8210220447. 


DOCKET 50-335 8T. LUCIE PLANT. UNIT I 


F Securitg. medical, emergency L fire protection plane 


0210010155 Forward I IE Imp Rtpti 90-339/82-28 t, 90-309/82-37 on 
82080?- 13. No- non comp 1 lane a notad 

DANCE. H.C. Olvition of Project L Reiident Program! 82/09/08. 
UKRIO.R E Florida Power St Light Co. 2pp. 19569*326 24K 

Flche. 90-339. 82/09/08, 0210010199 


•8210010197 IE Inep Repti 90-339/82-28 L 90-389/62-37 on 820009-13 No 
noncompl ianca noted Major araae Impectad: followup on 
emergency praparednete appraieal t axerclea flndlnge 
HUFFMAN. 0. M. I JENKINS. 0 R. Dlvielpn of Emargentg Preparadnait &r 
Operational Support. 82/09/02 10pp. 19969:328. 24)( 

Flche. 90-339, 82/09/00. 8210010199. 


8210090999 Releaifi public verilon of imergancg praparedneii open 
itemi. 

FELTON. J.M. Dlviilon of RuUi and Record*. 82/09/16. Document 
Management Branch Ip 19637*220. 24X FI c he. 90-339, 82/09/16, 

0210050959 


—0210050967 Submite public vertlan «f clarification of eaiergencq 
prtparedneie planning open iteme of amergeneg action levele, 
itaffing avgnanfeation L unannounced drille. 

UHRIOrR. E Florida Power 6 Light Co. 82/09/03. E18ENNUT, D. 0. 
Dlviilon of Licenilng. 2pp. 19637:221. 24X FI cha: 90-339. 

82/07/16. 0210090999. 


— 8210190374 Revliion 1 to lOCFRSO.App R fire protection reviiw 

« Florida Power L Light Co 82/10/12 200pp 15741 219 2At 

Fiche 50-339. 02/10/12. 8210190371 


8210190440 Extend* Invitation to obierve 021019 demonitratlon of 
emargenev responte tgi at Ttchnologg for Energy 
Ctf r p. Kn 0 rvi 11 e. TN 

UHRIO. R E Florida Power 6 Light Co 82/10/12 ElSENHUT. D 0 
Divlilen of Llcenflng Ip 19741 186 24X Flche 50-000.62/10/12. 

6210190440 


8210260376 Acfc receipt of 821013 Itr Informing NRC of ttepi taken to 
correct violation* noted In lE Safeguard* Imp Ript 
50-339/62-30 

LEUIB.R C Dlviilon of Project L Ri»ldent Programi 82/10/22 
UHRIO.R.E Florida Power L Light Co Ip 19006 138 24X 

FUh# 90-335.02/10/22.0210260376 


— 9210260391 Reipond* to NRC 020913 Itr re violation* noted In IE 
8efeguardi Imp Rapt 50-335/82-30 Corrective action* 
withheld iref 10CFR73 21) 

UHRIO,R E Florida Pouer L Light Co 82/10/13 O'REILLY, J P 
Region 2. Office of Director Ip 19806 139 24X 

Flche 90-339.02/10/22.0210260376 


— 8210260510 Forward* IE Safeguard! Imp Rapt* 50-339/62-30 6 
50-389/82-41 on 020016-20 6 notice of violation Notice of 
Violation it rapt detail* withheld (ref 100FR73 21) 

LENIStR C Dlvition of Project & Rexldent Program 02/09/13 

UHR10,R E Florida Pouer L Light Co. 2pp 15006 1 40 24X 

Fiche. 90-335. 02/10/22, 8210260376 


— 8210260515 IE Safeguard* ln»p Rapt 50-339/82-30 L 9O-3B9/02-4i on 
820816-20. Non comp 1 ience noted failure to comply w/itcuritg 
plan re vehicle control, alarm* L compematory action Detail* 
withheld (ref 10CFR73 21). 

ODODE.R . STANSBERRY. W . MCGUIRE. D R Region 2. Office of 
Director 02/09/10 2pp 15806 142 24X Fiche* 50-335. 02/10/22. 

8210260376. 


P Operating licenie ttege document* & corriipondinc* 


B210040043 Forward* Amend 53 to Llceme DPR-67 b lafety ivaluation. 
Amend delete* current Tech Spec requirement* to 
periodically teat ImuUtion of cirtaln Claii IE electrical 
underground cable* for environ damage 

CONNER. E. L Operating Reactor* Branch 3 02/09/21 UHRIG.R E 

Florida Pouer b Light Co 2pp. 19977:278 24X 

Flche 50-339.02/09/21.0210040043. 


—0210040044 Amend 93 to Licenet DPR-67. delet ing current Tech Spec 
requirement* to periodically te*t Invulatlon of certain 
Cla** IE electrical underground cable* for environ damage 
CLARK, R A Operating Reactor* Branch 3 02/09/21 9pp 

19977*280 24X Ficht 90-339.82/09/21.82 1 0040043. 


— 6210040046 Safety evaluation «upportlng Amend 93 to Licenie DPR-67 
« Office of Nuclear Reactor Regulation, Director 82/09/21 3pp 
19377:209 24X Flche; 80-339i 82/09/21, 8210040043 


62i029004B Forward* corrected verilon of Amend 53 to Llceme DPn-67 L 
«af«tg evaluation. Tech Spec page* omitted from earlier 
verilon. 

CONNER. E.L Operating Reactor* Branch 3 62/09/21 UHRIG.R E 

Florida Powir L Light Co 2pp. 19798:390. 24X 

Fiche. 90-339. 03/09/21.8210390048 


— 8210290080 Corrected verilon of Amend 93 to Licenie DPR-S7 delelini 
requirement to teit invulatlon of certain Clai* IE 
tlectricel undtground cable* for environ damage. Tech Space 
omlttted from earlier vereion. 

CLARK, R. A Operating Reactor* Branch 3 82/09/21 7pp 

19798:392. 24X Flche* 50-339, 82/09/21. 8210290048 


—8210280091 Corrected vereion of lafety tvaluation lupportlng Amind 93 
to Llceme DPR-67 

a Office of Nuclear Reactor Regulation. Director. 82/09/21. 3fp 
19798-399. 24X FI c he; 90-339. 82/09/21, 8210290048 


8310090061 Forward* 820930 cover Itr to Franklin R#»#arch Ctr r* adfl 
info concerning equipment quail ficatlon, par NRC 830217 
raqueet 

UHRIO,R.E Florida Power 6 Light Co 82/09/30. CLARK.RA, 
Oparating Reactor* Branch 3 4pp. 19603:238. 24X 

Flcha: 90-339. 82/09/30,8210090061. 


S210190371 Foruardi Rtviilon t to 10CFA90. App tt fire proliactlon Tovlaw. 
correcting tg pogr-aphicat tt editorial error*. 

UHRTO.R E Florida Power 6 Light Co, 83/10/(2, ElSENHUT, D. 0 
Dlviilon of Llcanilng. Ip. 1974|;818. 24X Fleho: 90-339, 83/10/12, 

0210190371. 
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^10050359 Infortnt thAt rtquirsmtnti in Osn^vic Ltr &2'>13 rt 

tjorlflng houri ddtqu«t«lg •nforc*d fay Incorporation In 
i.j<&Lni«tritiv» procsdur>i Mand to Tach Spact unnaosiarg 
at prattnt tima 

UtRiO. R E Florida Pouar ic Light Co 82/09/30 EISENKUTi D 0. 
Division of Licanaing Ip 19619 212 24X Flcha 50-339,02/09/30, 

B2 1 0060260 


— 8210010193 ntipondt to NRC 820406 Itr ra violation* notad in IE In»p 
Rapt 90-535/02-01 Corra«tiv# action* ptraonnfl verbally 
rain*tructad ra ingp of tfailg*' docw"*nt* for propar 
*TBC tion«, irtplamantatlon ^ doc uman tat loti 

UHfllOtR E Florida Poufar 1< Lig-ht Co, 02/O0/S5 O REILLY, J r. 
Region 2, Office of Oirpckor 6pp 19967:240 24X 

Flclia 90-339,83/09/17.0210010142 


t2lO2A0351 Notifii* of accaptibl I ity of 920108 rf«pon*a to NUfleO-0737. 
Itvoh It K 3 25 j "Lo«* of AC Pouar to Reactor Coolant Pump 
E-r a 1 a “ 

CLARIA-R A Oparating Raactori Dranch 3 82/09/30 UHRtO, R E 

Florida Powar U Light Co 2pp 15930 347 24X 

Ficha 90-335,02/09/30,0210260591 


0310-190310 Adviiat of raquact for propoial to provida critaria for 
tpaclal lifting davicat to damonitrata aquivalancy u/ 

Cutdalina 4 of NUREO-0612, "Control of Haavy Load* " Addl 
irifia uin be provided at toon at pottibla ra 021007 talcon. 
lA^niO.R E Florida Pouar it Light Co 82/10/12 CLAnK,R A 
Operating Reactort Branch 3 2pp 19742 140. 24X 

30-339,02/10/12,8210190310 


O Intpvctlon raportt, IE Bull*tint & corraipandanc* 


0310220451 Raipondt to B20B02 talcon raquatt for addl info re IE Intp 
H*pt 90-33S/G2>-17 Rtpbt of intarvica inapt uiill faa tufamlttad 
wat-hln 90 days of complaticm Rapt* of praviout inapt 
aval labia at corporata ofg W/o and 

L41R|0,R E Florida Pouiar U Light Co 02/00/19, O'REILLY.J F 
Pegiior; 2, Off lea of Diractor 2pp 19778.246 24X 

F I c h « 50-339 , 02/08/ 1 9, 02 1 022045 1 


&3iaOlOl55 FoTuard* lE Imp Raptt 50-333/82-20 U 90-309/62-37 On 
E^OS09-t3 No noTicomp 1 ianc a notad 

DANCE.H C Division of Projact it Ratidant Propratni 82/09/08 

L4{RI0,R E Florida Pouiar Light Co 2pp 15965 326 24X 

FI Che 50-335,02/09/08.0210010155 


— 0210010159 IE map Raptt 50-335/02-20 8c 50-309/02-37 on 820B09-13 No 
noncotnp Hanca notad Major eraat inapactad follouup on 
tofiargancy prtparadnatt appraltal 8i axarclta findlngt 
HL^FMAN. 0 N , JENKINS,© R Divitlon of Emargancy Praparedness t. 
dperat lonal Support 02/09/02 10pp 1596S 320 24X 

Fiehi 50-335,82/09/00,0210010199 


e2tOOLOD75 Act racalpt of 020813 Itr Informing NRC of atapt taken to 
carract violatient notad in IE Intp Rapt 50-339/02-17 
LEBflS.R C Divitlon of Projact 6 Ratidant Programt 02/09/19 

liiHniO. R E Florida Pouar 8< Light Co Ip 19567 170 24X 

Ficha 50-335,02/09/19,0210010079 


— 8310010076 Ack receipt of 020722 Ur Informing NRC of atapt taken to 
correct vioUtiont notad tn IE Imp Rapt 90-335/02-17 
Supplamantal ratponta due by 020012 

LEWIS, R C Divitlon of Project & Ratidant Programt 02/08/13 

UHRIO, R E Florida Pouar & Light Co. Ip 19967 171 24X 

Fj-cha 50-339,02/09/15,0210010079 


— 0210010084 Ack racaipt of 0 ratpondt to violation* notad In IE Intp 
Rept 50-335/02-17 on 820911-14 No propriatary info 
Corractiva actions vandor raquaitad to expadlta ittuance of 
steam gineretor intp info 

UHRIO.R E Florida Pouar 6 Light Co 02/07/22 O'REILLY, J P 
Ration 2, Offica of Diractor 2pp 19567 172 24X 

Flcha 50-339,82/09/19,8210010075 


— 32 1 0010008 Foruardt IE Imp Rapt 90-335/02-17 on 820911-14 notica 
of violation 

DANCE, H C, Division of Projact tt Ratidant Programt 82/06/18 
UHRIO, R E Florida Pouer e< Light Co 2pp 19967' 174. 34X 

Fxch* 80-333, 02/09/15,8210010079 


9210190349 Foruardt IE Imp Rapti 90-335/82-31 k 50-309/02-30 on 
620830-0903. No none omp I lane# noted- 

dance, H C. Divitlon of Project k Ratidant Prqflrami 82/09/22. 
UHRlOiR E Florida Pouar k Light Co Ip. 19704 322. 24X 

FI Che, 50-339, 02/09/22,0210190349 


—8210150358 l£ Ihip Rapti 50-339/82-31 k 50-389/82-38 on 020930-0903. No 

noncomplianca noted Kajor area* tntpacted ' rad 1 oacti ve 
liquid k gateout effluent raleate*. raaetor coolant chemiatTy 
k radioactive transportation actlvitla*. 

MRAV,J R , 0ARR, K P. Dlvlfton of Englnearing k TtchnKal Program* 
02/09/17 JOpp 15704 323 a4X Fl che . 50-335, 82/09/22, 

8210190349 


0210000264 Foruard* retponta to IE Bulletin 80-li, "Matonry Well 
Da*ipn, " tupp lemantlng re*pon*e to NRC 820009 requait for 

OHR10,R £ Flarlda Power k Light Co 62/10/04 CLARK, R A 
Oparating Raactori Branch 3. 97pp 15630. 129, 24X 

Ftche 50-339, 83/10/04,0210080264 


8208190233 IE In/o Notice 80“35 j Bupp 1 1* "Leaking k Dielodgad 1-125 
Implant Saedi " Bve list anci . , . « ^ 

COBB,L I Divitlon of Fuel Facilltla*. Metarlala k Safegwerdt. 
02/10/06 Coneo I tdat td Edlion Co of New York, 66pp 15761,250, 

24X Ftche 50-000.82/10/06,0208190233. 

0208190238 IE Bulletin 02-03. "Stret* Cerrotlon CrecHnQ in Thick- 
Wali. targe-DiemetariStainleit Steel. Rtcireo let ion Syt 
Piping at BWR Plants. " 8vt ll*t ancl, 

0EYOUN0,R C DiTtetor'e Office. Office of Inspection end 

enforcament. 02/10/14 Conto I Idet ed Edl*on Co of Nauf Vorlt. 
llSpP 19810*129 24X Flcha. SO-OOOr 02/10/14, 0208190238 


8210220200 Act receipt of 020930 Itr informing NRC ef step* taken to 
correct violation* noted in IE In*p Rept* 50-339/82-11 k 
^ / 0 31^3 4 

dance, H.C Dlviilon of Project k Retident Program* B2/10/15, 
UHRIO, R E- Florida Pauer k Light Co if. 15779! 004. 24X 

Flche 30-339,82/10/1910210220880 


9210220286 Re spend 1 to NRC 820901 Itr ra violation* noted in IE Intp 

Rept 50-339/82-11 Corractlve ac tione . Equl pment Clearance 
□rdar 1-0-30 corrected k pertonnel ra inet ructad. 

UHR10,R E Florida Power k Light Co 02/09/30 O’REILLY, J. P, 
Region 2, Office of Director. 2pp. 15779.009 a4X 
Ficha 90-335,82/10/19,8210220880 


— 8210220291 Ferwerdt IE Inip Rapti 50-339/82-11 k 90-389/02-34 on 
820711-0810 k notice of violation 

dance, H,C Division of Project k Re*Idant Program* 08/09/01. 
UHRIO, R. B. Florida Power k Light Co 2pp. 19775:087. a4X 
Flcha’ 90-335.02/10/19, 8210220280. 


— 8210220297 Notice of violation from in»p on 020711-0810. 

e Division of Project k Reeldent Program* 02/09/01 Ip 
15775 0B9 24X Fiche: 90-339, 02/10/15. 8210220200. 


— 9810220303 IE tnsp Ripti 50-339/82-11 k 90-309/82-34 on 820711-0010 
None amp lienee notadron 02O8O5i Equlpmant Clearance Order 
L-0-30 incorrectly Irfantifleif suction k discharge drain 
valve* V-23ir k V-2329 for charging pump A 

ELR00,8 A ♦ aXBStK E. , JULIAN, C. A. Otviiton of Project k Realdent 
Progreoit, 02/08/31 lOpp. 19775:090 24X Flcha 90-339,02/10/19, 

8210220280 


0210010092 Notica of Violation from in»P on 020511-14 

• Division of Projact k Ratidant Programs 82/06/10. Ip 
19567 176 24X Ficha 50-339,82/09/13,0210010079 


--6210010096 IE Xnsp Rapt 50-335/82-17 on 8205U-14 Noncomp I ian c* notad 
*taan genaretor k other interyica ln*p rapt* not lubmitted 
In tpeelfiad faima 

OiRARDtE H . EC0N0M08, N Dlvliion of Engineering k Tachntcel 
Frogramt 62/06/11 7pp 19967 177 24X Flche 90-333, 82/09/19, 

0^10010075 


6210010142 Ack receipt of 020025 Itr informing NRC of steps takon to 
co-rract violations notad In IE inip Rapt 90-339/02-01 
dance, K C Division of Project k Ratidant Programs 02/09/17 
4/HRIO.R. E Florida Power k Light Go Ip 15967:247 24X 

Ficha: 90-335. 02/09/17, 0210010142, 


8210260376 AcX receipt of 021013 Itr Informing NRC of ttep« taken to 
correct vlolattoni notad in IE Safaguard* Insp Rept 
50-339/02-30. 

LEWlSiR C Division of Projact k Ratidant Program*. 92/10/22. 
UHRtO, R E. Florida Po-war k Light Co. Ip. 10806.130, 24X 

F 1 c h a ♦ 50-33 9, 02 / 1 0/22, 82 1 0260376. 


— 6210260391 Reapondi to NRC 820?13 Itr re violations noted in IE 
Safeguards insp Rapt 50-335/02-30, Correct Ive action* 
ulthheid (raf IOCF«73.2l>. 

UHRIOiR.E rinrida Pouar k Light Co, 02/10/13 a'REILLV, J, P. 
Region 2, Offica of Director, Ip. 15806:139. 24X 

Fiche. 50-335. 82/10/22, 0210260376. 
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— 8210260510 Foruirdi lE S«#»|}u*rd« Imp R«pti 50-335/02-30 ft 
30-aa9/e2“4l on 020816-20 L noti<« of vloUtlon of 

violation 6 Tipt datalla wlthhaJd (ra# 10CFR73 21 J o-.-o/in 
LCUIS^R C Diviiion of Projacfc 6 ftaiidant Program*. 02/09/13 
Ol^rOrR E Florlifj fowar 6 Llo**^ ^^o 2pp 15306: 1-4C> kAX 
Flcha; 50-335, 02/10/22. 0210260376 


--8210Z60515 IE Safaguordt In«p Rapt 50-335/02-30 & 50-389/02-41 on 
020016-20 Montowpl ianc ■ notaif , fai lur-a to cowplg u/iaewritg 
plan ra vahlcla control , a larma 6 eompaniitory action DatalU 
uithhald Iraf 10CFR73 21i. « . 

OOOOE, R . flTAWQBERRY.M , MCOifIRE.D R Rtgion 2, Offica of 
DiTictor 02/09/10 2pp 19006* 142 24X FI cli t 50-335. 02/10/22. 

8210260376 


8 Raportabla o ccorrancatj LERi h ralatad corraapondanca 


DOCKer 50-336 MlLLarONE NUCLEAR POWER 0TATIDN. UNIT 2 
F. 8actirltg« madical. tmarganeg & fira protactlon plana 


8210210507 Inforrti of nau forinat Pot lubmittali containing aaftguardi 
info Safaguardi info ihoold ba lubmlttad limilar to 
proprtatarg Info Covar Itr ihould not contain tafaguartfi 
Info. Actual Info ihould ba in attachmant 

CLAHK*R A Oparatinj} Raacton Branch 3 02/09/29 COi/NSILi W D 

Northaaat Nuclaar Enargg Co (tuba of Northaait UtUltltfi) Bpp 
15784 316 24X Flcha. 50-336. 82/09/29. 0210210907. 


0210210182 Foritfirda IE Inap Raptc 90-249/82-17 6 50-336/82-19 on 
020000-0925. No nonconipllanca notad 

8TAR08TCCK1, R Diviiion of Project U Raiidant Program 02/10/07 
C0UN8XL. U 0 Northaait Nuclaar Enargg Co (lubi of Nort^eaii 
Util it leal 2pp 15766 04 1 24X Flcha 50-249.82/10/07.0210210102 


82101 S0035 FoTwardi LER 61 -002/03L-0 

SCHMIDT. A D Florida Powar & Light Co. 81/02/20. Q'REILLYr^f P 
Raglon 2. Atlanta. Office of the Director <01/03/011 Ip 
15701.147 24X Flcfia: 50-335, 81 /02/20, 02101 90039 


8210150039 LER 61-002/03L-0 on 610122. dig Ital data procaaiing 

eomputar droppad off-H na. raaol ting In loii of control 
alajnant ««*amblg pulee counting haekiyp ppeltlon Indication 
Caoiad bu ioftuara proilaai Prohlam under invei tijation 
PACE. P L. Florida Pouiir & Light Co. 01/03/20 Raglon 2, 
Atlanta. Offica of tha DIractor <81/03/011 Ip 15701 140 
Flcha 50-339.81/02/20.8210150039 


■ ga 


24X 


0210010164 Forwardi LER 02-O45/43X-O 

WILLIAMS, J M Florida Power b Light Co 08/09/24 
Ragion 2. Offica of DIractor ip 15967 279 24X 

Flcha 50-335.82/09/24.8210010164 


P 'REILLY, J P 


—8210210196 IE Inap Repti 50-245/82-17 b 50-336/82-19 on 82O0O0'O72} 
noTicoinpllanca noted Major araae Inepactad . plant b rafueUrg 
op era fclonsi aciulpment atlgnmante b raadlna «* . rad 1 atlon 
protection 6 phgtlcai lacuritg 

SMEDLDSXYfJ T Diviiion of project b Raiidant Program 02/10/05 
19pp. 15766.043 24X Flcha 50-249. 82/10/07. 0210210182 


P Oparatlng llcanio itage documanti b corraipondanc e 


8210280013 Raapondi to FOIA rat^uait for all i nternal, non-publ Ic 
docufli ant 1 « nantoa. evaluation rapti b othar matl dialing u/ 
nuclaar plant oparationi, Foruar di documanti lilted in App A 
FELTON. J. M Diviiion of Rulai and Rtcordi 82/09/17 HClMNiS.D 
Neue b Otiarvar 9pp 15060 065 24X Flcha 90-000. 02/09/ 17 • 

0210280013 


--021OOIO174 UEfl 82-O45/43X-0 on 020913. waih trough utad to decontajnlnata 
raaplratora b ilmiiar itemi found not draining into 
radwaitf igi Cauied tg arror raiultlng from parionnal 
turnover Drain raroutad Dunp area turvava continue. 

PACE, P. L Florida power b Light Co 82/09/24 Ragion 2. Offica 
of Director, 2pp 19567*2a0. 24X Flcha 90-335.82/09/24, 

0210010164. 


0210070429 "Rapt on Saint Lucie 1 Natural Circulation Cooldown on 
000611. '* 

IH0RO, E V. Director'# Office, 82/09/24. 2epp 15644.269 24X 

F i c h a 90-335. 82/09/84, 88 1 00704 29 


8810130552 Forward# LER flZ-OAO/OSL-O 

WILLIAMfl. J W Florida Power b Light Co. 88/10/04. 
Region 2. Office of Director Ip. 19684-007 24X 
rich#; 60-339, 82/10/04.6810130552 


O'REILLY. J P, 


—0210130562 UER B8-040/03L-0‘ on 020908. ehort eaueed gentrator breakars 
to open b egnchronliing Inhibit timer to etart Cautad bg 
pereonnel ehort circuiting relay during generator negative 
taiiutnce relag tacting* i'ratee tton daiign ravSeyed 
FACE,P Florida Power b Light Co. 02/10/04. Region 2. Office 
of Director. 9pp. 156B4:00B 24X Ficht: 50-335. 02/10/04, 

0210130992. 


6210130456 Forward « LER 82-041/03L-0 

WILLIAMS. JW. Florida Power b Light Co. 08/10/06. 0 'REILLY. J. P. 

Ragion 2. Offica of Director, Ip 19602:147. 24X 

FI Che* 50-335, 02/10/06. 82 1 0130496. 


—0210200031 Raqutitf technical aeilitance to review recent evint-i- it 
facllltiea b to aiiaee safety b environ » tgnlf ieanct 
8TELL0, V Diviiion of Operating Raacton 70/08/03 MULLER. D 
Diviiion of Slta Bafetg b Environmental Analgili 8pp 19060 084 
24 X Flcha. 90-000.82/09/17.8210290013 


B210010207 Foruardi "Hadda/n Neck Plant Procedure AQP 3 2-82~C RC8 
Venting of Noncondanelbla Oaeae'’ b "Milletona Nuclaar Pouar 
Station RC8 Venting Procedure OP 2398.'* In raipunsa to TNI 
Action Plan Itam II D, 1. “RCB High Point Vanti " 

C0VN8I<L. W 0. Connecticut Yankee Atomic Power Co G0UN8IL^W. 0 
Northeast Nuclaar Energy Co. <subi of Northeast Utllitlesl 
C0UN8IL.W. 0. Northaaet Utllitias 02/09/22 CRUTCNFIELD^ D 
Operating Reactors Branch 5 CLARK.R.A Operating Reactors Branfk 
3, 3pp 1896B;O40 24X Flche ! 90-000. 82/09/28. 8210010207 


—8210010214 Revision 2 to "Millstone Nuclaar Power Station Unit 2 Pla^' 
Procadura OP 2390 RC8 Venting Procedure." 

SCACE. e.E, Northeast Nuclear Energy Co (subs of Northeast 
utilities) 82/00/80. Itpp 19568' 062 24X 

Flche 50-000.82/09/22.0210010807, 


8210010312 R4q.uetts that processing of B20612 license amend appllcitldn 
be postponed. Revised application changing radiolugleal 
effluent Tech Specs will be docketed on or about 821115 for 
both facilities. 

COUNSll-f H. 0. Connecticut Yankee Atomic Power Co C0UN9IL«W 0 
Northeast Nuclear Energy Co, (subi of Northeast Utllitiesl'. 
COUNSfL.W.O. Northeast Utilities 02/09/22. CLARK.R.A, Operakini 
Reacters Branch 3. CRUTCHFIELD. D, Operating Reactors Branch 5. 

3pp. 19974 047. 24X Flche 50-000. 02/09/22. 0210010312 


■0210130462 LER 08-041 /03L-0 on 020907, at 99X power . reac tor/turbine 
trip occurred resulting In brief loss of vital buses b 
iodine spike, Caused tg motor auxiliary contact initiating 
false Loss of load b Inhibit signals, 

PACEiP L, Florida Power b Light Co. 08/10/06. Region 2, Office 
of Director. 6pp 15683:140, S4X Fiche , 90-339. 02/10/06, 
0210130456. 


8210090179 Application for emend to License DPR-65 revising Tech 8pie 
3,1 2,. 3 to require both boric acid tanke b corresponding 
facility dependent flow paths to be operable In modes In 
which operability is required for ECC8. 

CDVNSll-^ N. 0. Northeast Nuclear Energy Co. <subt. of Northeast 

Utilities}. COUNBILiNO. Northeast Utilities. 82/09/34. 

CLARK, R. A. Operating Reactors Branch 3. 2pp. 19603:353 24)( 

Flcha: 50-336, 83/09/84, 0210050179 


B2108603S7 Forwards LER e2-044/a3U'''0 

WILLIAKB. J, W. Florida Power b Light Co. 02/10/19, P'’REILLY.J P. 
Region 2, Office of Director, Ip. 15803' 170. 24X 

Flcha; 50-335, 82/10/15. 0210860357. 


—0310860369 LER 02-04 4/03L-0; on 880923, pulse counting function for 31 
control ilenent assemblies found deleted during normal 
teitlng, Caused by personnel error, Methods for alerting 
operators investigated. 

PACE, P. L. Florida power b Light Co, 82/10/15, Region 2, Office 
of Director Ip. 19003:179. 24X Flche: 59-339, 83/10/19, 

0210360397. 


— 8210050-187 Proposed revision to Tech 8poc 3.1.2 2, requiring bakh 
boric acid tanks b corresponding facility dependent flow 
paths to ba operable In modes in which operability Is 
raqulred for ECC8. 

* Northeast Nuclear Energy Co. (subs, of Northeast lltllitiei>' 
82/09/24. 3pp. 19603:399. 24X Flche 90-336. 32/09/24. 8210 0S4 179 


8210060237 Application to emend License DPR-69, rev i sing Tech Epeci ri 
boric acid flow path requirements as utilised In reactivity 
control sye b ECC8, 

C0UN81L,W, 0. Northeeet Nuclear Energy Co, (subs, of Northiasi 
fJtiHtias). CQUNBILiW. 0 Northeast Utilities. 82/09/84. 

CLARK, R A, □aerating Reactors Branch 3. 2pp. 15619; 391. 24X 

Flcha: 90-336. 82/09/24, 0210060837. 
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— &aiCK>iOZ39 Propflterf T«ch 8p»c» 

& cnt AtiQc i«^td h«4t tracing circuit 
Horthaait Nuclear Enerfi^ Co (iub» 
S^/09/24 4p)> 15619 333 SAX Fichi 


two boron Injtciion Plou path* 

of Northeait UtiHtise) 

50-3361 B2/09/24> B2 10060237 


S^IOOS0090 Proyidai ju«tlf ication for addl time needed to complete 
v^lvi mod retuiting from plant ehitldlng revieuj per 
>AllfleO-0737i rtem II B 2 Conet for mod tcheduled to begin in 
tarlyf Jan 1933 Completion expected by Apri prior to itartup 
COUViSlLiU Q Northeait Nuclear Energg Co {»obi of Northeaet 
Utilitlei) COUNSILiUO Northeait Uttiltici 82/09/29 
C1.AP1K.R A Operating Reactore Branch 3 Spp 1S604 239 SAX 
Ftcfie 50-336,62/09/2819210050070 


SSSOSaooaO Advi««» of reiolution of leiemlc (Qualification of auxiliary 
feeiiu^ater syo Sgt able to perform deiigtied taf etg-r* lated 
function after 85E to aieure lafe plant ihutdown 
CLAI^X,R A Operating Reactor* Branch 3 82/09/30 COUNBIL* U 0 

Woptheeit Nuclear Energg Co iiubi of Northeaet Utilitleil 2pp 
1:3766 309 SAX Flche 50-336i 02/09/30* 8210220020 


— 0210220022 Ba fetg evaluation eupporting leiimlc nuallfUatlon of 
au-tiliarg feedwater tgt 

• Operating Reactor* Branch 3 82/09/30 6pp 15706 011 SAX 

riche 50-336.02/09/30,8210220020 


8210130331 Plicuatet revliion of admin 1 etratl ve proccduree to 
CncQpporate raviied working hour guidellntf It provleion* 
fur autharliing deviation* per 020200 1(0613 requeetitTMI 
Item I A I 3* "Shift Manning" it Generic Ltr 82-12 

Cau^(SItlU O , CAONETTA*J P Northeait Nuclear Energg Co {tube of 
N-artheaet Utilltie*) COUNSILt N 0 Connecticut Yankee Atomic Power 
Co 02/JO/Ol EI6ENHUT* D 0 Divieion of Llcenaing 3pp 
15679 127 SAX Fiche 50-000.02/10/0118210130331 


02O019O23S IE Bulletin 02-03. "Streei Corroilpn Cracking in Thlefc- 
Wal 1 j Larg e-Diametar I Stain 1 eat Stee 1 . Reclrcu lation Sgi 
Piping at BUR Plante " Svc Uat and 

DEYOUNO.R C Director 'i Office. Office of Inmpactlon and 

Enforcement 82/10/lA Conaol idated Ediaon Co of Meu York 

llSpp 15810:123 SAX Fiche 90-000.6^/10/ 14. 6208190236 


8 Reportable « cc urrencetr LERa b related carreapondenc e 


9210090016 "Rapt on Hill* tone Unit 2 Lota of lS9-Volt DC Du* Event on 
8101 02 " 

CHlRAMAL.h. IMBRO.E . OlANELH.J Director^* Office 01/U/3O 
S6pp 15669 047 SAX FUht 50-036*61/11/30.9210080016. 


8210130069 Dlicuaae* Inveetlgetion of relative freRuencg of VAlve 
overtravel enamellea thet could reault in potential 
centrlfu-gal pump runout exceeding NPBH No eefetg problema 
obterved In operation u/HPSI valve* manually open 
IHBRO. E V. fteector Operatioine Analgaie Branch 02/OS/SS 
MlCHELBONrC Director'-* Office App 1 969^*266 SAX 

F 1 c h e ‘ 5 0-336, SS/OS/SS .93101 3006 9. 


8210010009 Retponda to FOIA regue*t for 19 eategorie* of docirment* ra 
nuclear reactor aventa 8< tafetg problem* Foruardt document* 
ll*tad in App A 

FELTON. J M Diviilon of Rule* and Record*. 82/06/26 UDELL. R A 
Critical N«*« Energg Project 15pp 15787'OOS. SAX 
Fichei 50-000. 82/06/20. BSIOOIODOB 


—8112010310 **Rept an Hi 11* tana Unit 2 L«»e of lS5-Volt DC Bub Event on 
810102 " 

CH1RAHAL.H I iHaRO. E . OlANELLl. J Director'* Office. 81/11/30 
26pp 15731 065, 2AX Fiche, 30-000. 32/06/88. 9210010009, 


O Inap'tctian report*, IE Bulletin* It c orreapondence 


0210150699 Foruardf retQuett for addl info to complete rivleu of 001104 
Teepontt to IE Bulletin 0O'*lir "Katonrg Wall Ditign. " 

Heep-antt aepccted within 60 daga of ltr receipt 

CLARK.R A Operating Reactor* Branch 3 62/09/20 C0UN6IL. H, 0 

Ccnnectleut Yankee Atomic Power Co CQUNSIL. U 0. Northaaet Nuclear 
Energg Co <*ubt of Northeait Utllitlei) 13pp 15716 100. SAX 
Fiche 50-000. 02/09/20.9210150699, 


0210070352 Ack receipt of 820914 Ur Informing NRC of ttep* taken to 
correct Viola tloni noted In IE ln«p Rtpta 50-243/88-10 b 
50-336/02-14 

MjAfjTlN. T, T Divlfion of Engineering 6 Technical Program* 9S/10/05. 

OOUNSIL, U. O- Northeait Nuclear Energg Co <iubf of Northeait 
Utilitleal, Ip 15634 031 SAX Fiche 50-245.82/10/05.6210070352. 


”“®SU0070356 fteepond* to NRC 020013 Ur re violations noted in IE In«p 
Aeptf 50-245/82-10 i, 50-336/82-14 Corrective action*: 
controlled document* updated b Unit I control room drawing 
deficiencie* corrected 

COUNSIL.N 0. Northeait Nuclear Energg Co <iub« of Northaaet 
Utllitlei) COUNCIL. N Q Northeast Utilities 82/09/14 

■KARTINi T T Division of Engineering It Technical Prograev* 3pp 

I 5634 052 SAX Fiche 50-245)82/10/05.8210070352 


— 8210060430 Bummariiea invastl gati o-n of LER 90-336/61-26 re relative 
frecQueneg of valve overtravel abnormalit i am that could 
result in potential centrifugal pump runout eiecedlng NP8K 
iHBRO.e.V Director's Office 08/02/22, HICHELSON.O. Director'* 
Office App. 13732 293 SAX Fieht 50-000.92/06/20.9310010009 


8210010376 Forward* LER e2-036/03L-0. 

KROeZKArE. J Northeatt Nuclear Energy Cc <iubB. of Northeait 
UtllitUi). HROClKAiE J Northeait l/tlllti**, 83/09/25. 

HAYNE0. R. C Region 1. Office of OirtebDr Ip, 15573' 031. SAX 

FUhe 50-336.92/09/23.8210010376 


—8210010383 LER 92-036/03L-0 an B306S5i at lOOK power level during 
routine pac ting replacement of charging pump. crack 
dlecovered In charging pump black Caui* not detarminad, 

Fump block to ba replaced & failure analyti* performed. 
CRIBOIONE.O L. Northeeet Nuclear Energy Co (tuba of Northiast 
Utllitlei). 82/09/22. Region 1. Office of Director. ip, 
15573 032. SAX Fiche 90-336.82/09/28.8210010376. 


0210130228 Forward* LER a2-037/03L-0'. 

ClROCZKAi E J Northeait Nuclear Energg Co (tub*, of Northeait 
Utllitie*) HROCZKA.E J Northeast Utilltie* 03/10/01 

HAYNES. R.C Region li Office of Director. Ip. 15675:236 SAX 

Fiche 50-336,02/10/01.9210130328 


0200190233 IE I nf a Notice 00-35, 8uppl 1. "Leaking it DiaUdged 1-1S5 
Inplant Dcedi," Bve Hit end 

CQBBrL t Division of Fuel FacUltie*. Material* & Safaguards. 
02/10/06 Conaol tdatad Edison Co. of New York 66pp 15761:350 
24 X Flch* 50-000.02/10/06.8200190233 


0210190472 Foruardi iniorvice Intp rapt of insp conducted during Dec 
I9BI-June 1902 for insp period of Apr 1979-Aug 1902 
KPOCZKA. E J Northiast Nuclear Energg Co (subs of Northeait 
t/fcllUiea). B2/10/06 HAYNES. R C Region 1. Office of Director. 
1 p 1 5740 IBS 24 X Ftche* 50-336. 02/ 10/06. 82 10 1 90472, 


— 0ftiOl9O476 Instrvice insp rept on Dec 1981 to June 1982 for period 
Apr 1979 to Aug 1962 Rept describes atams performed on Clast 
II piping *gs. 

* Northeast Nucliar Ensrgg Co (aubs, of Northaaat Utilitlea). 
82/08/ ID iSpp 15740 183, 24X Fiche 50-336.82/10/06.0310190472. 


8310210182 Forwards IE Insp Rtpts 50-245/82-17 l« 50-336/82-19 on 
020808-0925 No noncompliance noted. 

0TAROSTCCKr« R Division of Project fc Riaident Programs, 93/10/07, 
COUNBlL.tf 0 Northeast Nuclear Energy Go (subs of Northeait 
Utllitie*) Spp 15766.041. 24X Fiche. 50-245. 02/10/07. 8210210182 


— 0210210196 le Insp Rept* 50-245/02-17 U 50-336/02-19 on 920000-0925. No 
noncdnpliance noted Major areas inspected . plant li refueling 
frperation*i equipment ellgnmenta l« reedineas. rediatlon 
protection it physical aecurity. 

SHEDLOSKY. J T, i LlPINSKl. D R. , ELA88ER. T. C. Division of Project b 
Rea id ant Programs 82/10/05 19pp. 15766' 043. 24X 

Fiche 50-245,82/10/07.0210210102. 


—8210130332 LER 92-037 /03L-0: on 8S0902. while at kOOX power. quarter W 
•urvetllence test revealed blocking valve 8-nc-403 would not 
close Probable ca.uee attributed to failure to adjust packing 
for proper valve function. 

8TADNICK. 8 Northeast Nuclear Energy Co. (sube. of Northaaet 
Utiliti#*), 82/10/01. Region Office of Director. Ip. 
19675:227 24X Fiche* 50-336. 02/10/0li 8210130228 


8210310199 Forward* LER B2-037/03L-0 

HROeZKAjE J, Northeast Nuclear Energy Co, (sube. of Northceet 
Utilities) HRueZKAiE J Northeast Utllitiee 82/10/13. 

HAVNE0. R G. Region Office of Director Ip. £9766:079 S4X 

Fiche 90-336,82/10/13.0310210195 


— 6210310160 LER 82-039 /03L-0. on 020914. pack 1 ng for operator *h*ft in 
primary contaitwaent outer air lock door leaked i teat 
pre«*ure could not be maintained Caused by normal cyclic 
wear. Pee b tng tightened. 

KOMOSKViO. Northeast Nuclear Energy Co. teube of Northeast 
Utilities). 93/10/13. Region It Office of Director. Ip. 

19764 076, 24X Fiche, 90-336, 92/10/ 13, 0210810199 


8210220060 For war da LER 82-038/03L~0. De tall ad event enalyale end 
MROeZKA. E J, Northaeat Nuclear Energy Co, <sn*be. of Northaaet 
Utilities) MHDCZKAi E. J. Northaeat Utllitie* 82/10/14. 

HAYNES, R,C. Rag Ion 1, Office of Director Ppp. 15779:197, SAX 
Fiche' 90-336. 92/1 0/ 1 4. 83 1 0220060 
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““0210220064 tER B2-03e/03L-0' on 0209101 lurv* 11 Unco toftlnfl indicotorf 
octWltv 0^ ® dot* oqulvoUtit I“t31 In prlAorv 

coolant €«(#<ad tv *«all nuwb«r of ifagraifad -dotl pint 
flOR-CHERTrR fforthaatt NucUai* Enarw Co (tub* Worthaatt 
Utnitlatl B2/10/14 Btglon It Offlc# of DUactor Ip 
19770 199 34 X Flcto 50“336i 02/10/ 1 4» 0210220060 


8210260432 Forward t LER 82“040/03L-0 

MROCZKA, E J JMorthaatt MucUar Enirpv Co Uubi 
Utilltl**). MROCZKAtE J North#a»t Utllitlat. 
HAVNESjR C. Rag I on !• Of flea oP Dlractor Ip 
FI c ha ' 50-336i 02/ 1 0/ 1 7i 621 026043 2 


o4 Northoait 
82 / 10/17 
13 B 06 . 29 K 24 X 


—0210260441 LER B2-040/03L-0: on 020910- accaptanc • crlttrla not aat whin 
contalnmant parionnal alrlocif tatt ptrformad Cauaaif bv 
laablng gatkat on Inntr alrlocl <foor,Oaakat nplacad U 
luccaatPul laak taat parforaitif 

CKJFFTiB Northaaxt Nuclaar Enirgg Co Uub« of Northaait 
Uillltlet) 82/10/17. Raglon 1* Offlc# of DJractor Ip. 

13806 292 24X Fl ch a; 30-336 < 82/10/ 17i 0210260432 


DOCKET 30-038 MDRTH ANNA POWER BTATIOK- UNIT 1 


F Sacuritg* nadlcalr anargancg 6 fin protactlon plant 


8210250200 Foruardi "FuU-Bcala Emarjaneg Ettrcliti North Anna Powar 
Statlon<8apt 19e2i Exarc ita hanuali ** par NRC 620129 Itr. 
LEABDURO-R.H Virginia EUctrlc L Fowir Co. 62/08/30 

O'BEILLVi. J.P. flaglon S* Offlet of Dlraetor. Ip 18791 203 24X 

Flcht: 30-3301 02/00/30-0210230208 


—6210230212 "Full-Scala £nargan<g Exarc 1 ta« NartA Anna Pouar Station* 
Sapt 1902 j Exarc lit Manual " 

a Virginia EUctrlc 6 Pouar Oo 02/00/27 243pp 13791 206. 

24 X F 1 ch a . 30-338* 82/00 /30- 02 1 0230200 


8210010129 Fcrwardi rtvlaad aacurltg training 6 qaa Ulicatlan plant 
Plant ulthhtld, 

LEABBDROtR.H Virginia EUctrlc L Pouar Co. B2/09/17, DENTON* H, R 
Of fie a of Nuclaar Rtactor RaguUtion* Diractor. VAROA* 0. A. 
Dparating Raaciort Branch t. ip 15566.013 24X 

F 1 c h f 30-000, 82/ 09/ 1 7» B2 1 00 101 2 3 


0 Adjudleatorg corrttpondtnc# 


8210260340 Pttitlon of Concarnad Citixant of Louiia Cauntg for Utvt 
to Intarvtna 6 raquatt for haarlng rt propotad licanaa aiAtnii 
to authorlta racaipt 6 ttoragt of Surrg iptnt raactor fual 
at North Anna Cartlflcatt of Bvc and 

DOVOHERTYiV B DoughtftV' ® 02/10/22 Cainmi ttiontri 0pp 

13803 ISO 24X Ficht 30-330*02/10/22*0210260340 


8210260359 Pititlon of Concarnad Citixant of Louiia Countg for Uiv* 
to intarvtna & raquatt for haarlng ra propomaif licanaa anand 
authorlxlng Incraata in capacity of tpanfc fual pool Notica 
of appaaranca |c Certificata of 8vc and 

DOUOHERTY/J B. Ooughartg* VB 82 / 10/22 Coirintati onar i 7 pp 
19802.390 24 X Ficht 50 - 333 , 82 / 10 / 22*8210260393 


0210260367 Patltlon of County of Louiia* VA t* Board of eupirvitori of 
County of LoulftirVA to Intarvtna ra propotad Ilcanta aMind 
to parmlt racaipt 6 ttoraga of 900 tpant fual atiambllat 
from Burry Cartlflcata of 8vc and, 

COLEHANiV.N l^oulta County* VA COLEMANiU M Bavtri dga* Fal rbanlt. 
L 01 amend 82/10/22 Convnitiionar t 13pp, 13903. 111 24X 

FI cAa. 30-330* 82/10/22*0210260367 


0210260373 Patition to intarvana of County of LoultaiVA 1* Board of 
SuparvIaoTi 'of County of LoultaiVA ra propotad licanaa antnd 
to axpand fual atoragt capacity Cartlflcata of 8vc and 
COLEMAN**/ N 4.oui«a County* VA COLEHAN* J M Bavari if gt* Fal rbanU* 
& Diamond 82/10/22 Convnlti ionirt 15pp 13003 143 24X 

Flcha 90-330*82/10/22.0210260373 


0210200238 Notici of A8LB conititution. 0J Wol fa* chairman 6 / HHnr I 
OA Fargvaon* mambart 

LAZOiR M Atomic Bafaty and Llcanting Board Pinal 62/10/26 Zpp 
19B37> 060 24X Ficha> 30-330* 02/10/26* 0210200230 


0210280300 Notica of ASLfi conititution. 0/ Wd fa* chairman 6 J K] In-p I 
OA Farguton* manbart 

LAZOiR M Atomic Bafaty and Licanting Board Pantl. 82/10/26. tfp 
19B37 281, 24X Flcha, 90-33B* 82/ 10/26* 0210280300. 


P Oparatlng licanaa ttagt documantt L corraapondinca 


8210130105 RtUaaat publl-c vartlon of amirgaitcg raiponaa plana 

FELTON. J. M Dlvlilon of Rulaa and Rtcordt 82^09/28. Docuaant 
hanagamant Branch. Ip 1&693'001 24 X FI cha' 50-330. B2/09/2B. 

0210130109. 


—8210130112 Foruardt public varaion of amargancy raaponta plant for 
LoultafSpotagUaniarCarolina* Kanovtr 6 Oranga Countiat.VA 
LEA8BURO.0 H. Virginia Elactrlc L Pouar Co. 02/09/20 
O'REILLYfJ. P Rtglon 2* Gffica of Diractor. Ip. 15693,002 24X 

Flcha. 90-338. 82/09/28* 8210130109 


— 9210130114 Public varaion of facility amarganeg raapona* plan* 
contiiting of raiflDlog 1 cal anargtncy ratponaa plana for 
LduI aa* Spotty Ivanla* Carolina* Hanovar t Oranga CountiaiiVA. 
a Virginia Cite trie 6 Pouar Co 02/08/30. 632pp. 19693*004 

24X Flcha. 90-330*02/09/20*0210130109. 


8208090114 Application for amand to Licaniat NPF-4 Ir NPF-7* auth or I r Ing 
racaipt 6 atoraga of 500 tpant fual attambliaa from Surry 
Unitt 16 2 Rapt antltUd ^'Spant Fual Storaga*' and 
LEASBUROtR. H. Virginia EUctrlc L Pouar Co, 02/07/13. DENTDNJI R 
Offict of Nuclaar Raactor RaguUtion* Diractor CLARK* R A 
Oparatlng Raactora Branch 3. 2pp 19969.244. 24X 

Flcha! 90-330* 82/07/13*8200090114. 


—0210010246 Propotad Tach Spact allouing racaipt 6 atoraga of 500 i|-rnl 
fual aitambllaa from Surry 

a Virginia Elactrlc L Pouar Co. 02/07/13. 4pp 19369.246 94l 

Flcha: 90-338* 02/07/13* 8208090114. 


—0210010247 "Spant Fual Btoraga 

« Virginia Elactrlc 6 Powar Co 82/07/31. 86pp 19969 251 S41 

Flcha. 90-338* 02/07/ 13* 820B090 1 14. 


0210090076 Submlta eorractlon to B2O620 Ravi • ion 3 to raaponta to 
NUREO--0737* 1 1 am I D 2* "Bafaty Faramatar Oiaptay Sya ** 

CorractloR thould ba indudad in achaduUr axcaptlona 
partainlng to antrgancy ratponaa capabi lltiai, 

LEAeSURO.ft.M. Virginia Elictric 6 Powar Co B3/09/29. DENTONiH.R 
Of flea of Nuclaar Raactor Ragulation* Diractor. EieSNHVT. D, 0. 
Dlvltlon of Licamlng. Ip. 19603; 109 24 X Ficht. 90-000* 82/09/29* 

0210090076 


8210090335 Forward* raviaad pagat to App R po*t-ibutdaun rtvlaw* Raviaad 
pagat concarrt ratulta of itudy uhlch calculatad lima 
aval lab la aftar ttuck opan pouar oparatad rtllaf valva avant 
bafora uniafa condition raachad. 

LEABBURO. R. N. Virginia Clactric I* Powar Co. 82/09/30. DENTBN* H, R. 
Offict of Nucltar Raactor RaguUtion* Diractor. OLARK.R.A. 

Oparatlng Rtactori Branch 3. 3pp 18610:099, 24X 

Ficht! 30-330* 82/ 07/30* 62 1 0090339 . 


8210220494 Forward* IE Imp Rapt* 50-330/82-33 It 90-339/62-33 on 
620910 No noncomp 11 ance rvotad. 

DANCErH, C. DlvliUn of Projact L Raaldant Program*, 62/10/04. 
L£AGBURO*R, N. Virginia EUctrlc l< Powar Co. 2pp, 19779:133 24X 

Fich a. 90-330* 82/10/0410210220494. 


'-6210220461 IE ln»p Rapt* 90-336/02-33 l< 90-339/62-33 on 820916. Nq 
noncompl lanca notad. Major araa* Inapactad. full-acala 
radiological aitrclaa. 

NVFFHANiO.N i MARGTONiJl R. * «JENK1N8*0. R. Diviaton of Enginaarlng k 
Tichnical Prograoia, 82/09/30. 11pp. 19779:137 S4X 

Flcha. 90-3381 62/ 1 0/04* 82 1 02204 54 


8210040277 Advisaa of plan* for contt of nau 230 kV trantml talon Hri 
to co-nnact North Anna powar *tatlon to Louita tubatatUn 
No Tach 8p*c or ET8 changa raqulrad. 

LEASBUROiR. H. Virginia EUebri c t* Pouar Co 02/09/27 DENTON. H N 
Offict of Nuclaar Raactor RaguUtion* Diractor CLARK. R. A 
Oparatlng Atactora Branch 3, 2pp. 19991.204 24X 

Ficht. 90-330* 82/09/27*6210040277 


—8210040265 Rtaponda to Util 76110? Itr Informing that 740102 k 76C6O0 
lira did not eonatituti application for contt of 230 hV 
tranamUalon lin* from North Anna to Louiia Bubatatlon Raf 
to Una haa baan rtmovad from FES addandum 
YODNODLOOD* B. J. Envlfonmanta I Projacta Branch 2 76/11/26 

FROFFJTTiH. L Virginia Elactrle k Powar Go. Spp 19591.206 SIX 
Flcha: 50-338* 82/09/27* 0210040277. 


—0210040290 AdvLaa* that util 740102 k 760606 Itra to NRC do not 
conatituta application for contt of 230 kV tranamitalon llni 
from North Anna to Loul ta, App 1 Icati on* If raqulrad* will ba 
fllad prior to OL iituanca for Unit 2 
PROFFITT, M, L. Virginia Elactric k Powar Co 76/11/09. 
RUOCHEiB.C. Offict of Nuclaar Reactor RaguUtion* Diractor 
YOONOBLOODf 8, J, Environmtntal Projact* Branch 2, Ip. 15591^312 
24X Ficht: 90-338* 02/09/27*0210040277. 


— 8210040297 Forward* addl info k antuar* to quaitlon* in NRC 76OBS0 Itr 
ra 230 kV branamlatlon Una. 

PROFFITT* N. L, Virginia EUctrlc k Powar Co. 76/08/30. 

RV0CHE* B. C. Off lea of NucUar Raactor RaguUtion* Diractor 
YOVNOBL-OODi 8, J, Envlronmanta 1 Projacta Branch 2. 6pp. 15591217 
24X FI c ha: 90-330* 82/09/27* 82 10040277. 


DOCKETED ITEMS 


187 


— B210040301 "Mgt of Tr*nimi**it>n Lin* Riaht* of '• 

* Env-lro Audit* 76/07/31 77pp 13S9J 219 24^ 

Ticht ao->33a,B2/09/27i B2 10040277 


— 0210040307 Rfi^utftt addl info bg 760030 to complit* **»«-inn»tifc of 
environ Impact of 230 tV tranfmitiion lin* 

YDUfiOBLOODi B J Environmental Project* Branch 2, 76/09/20 

PRt3friTT«V L Virflinla Electric b Pouar Co 2pp 15391; &96 24K 

Ffichr 50-3301 02/09 /27r B210040277 


-&2SOO4031S Foriuardi on* overtix* toppgraphl cal map & application to VA 
Sfrit* CoTp Commiiilon for approval %i certification of North 
Anna to Loulia tran«ml4i ion 1 inti In refpont* to MAC 760630 
re^uitt Apfrtur* card ii avaiUbl* in PDR 
PflOFPllTT.M L Virginia Electric Power Co 76/07/06 
RlfSCHE»B C Office of Nuclear Reactor Regulation^ Director a9pp 
15S9F29B 24X Flch* 50-330,02/09/27,0210040277 


3210040320 Adviiet of need for NRC evaluation of environ impact of 
enntt |( operation of North Anna *- Oordonivllle 230 kV 
tranemittion Unei per util 740102 6 760600 Itr*. Add! Info 
needed bg 760707 

VQUNOBLOGDj B J Environmental Project* Branch 2 76/06/30 

PROFFITT, W L. Virginia Electric 6 Power Co 2pp 15591 327 24X 

FJeh* 50-330,82/09/27,0210040277 


a2iaD40329 AdvUtt that proposed 230 VV trenimleelon line between North 
Anna 6 Loulea need not he evaluated in emend to environ rapt 
for North Anna 16 2 Lin* 1* not part of North Anna 
utilliation facility 

RAOONE, 0 Virginia Electric 6 Power Co 74/01/02 MyLteR^B R 
Atonic Energy Comtnietlon 2pp 19591 329 24X 

Ffchi 90-330, 02/09/27, 8210040277 


0310120215 Application to amend Llcente* NPF~4 6 NPF-7, revl tinp Tech 
Spec* re *taff working hour* Requeit doe* not involve 
unrevifiiied safety question per 10CFR50 59 

LFASBURO, R H Virginia Electric t, Power Co 02/10/01 DENTON, H R 
Office of Nuclear Reactor Reguletlon, Director Ip. 15652*190 24X 

Flch* 50-330.02/10/01,0210120215 


--0310120225 Proposed Tech Bpecf revising staff working hnure Provision 
doe* not permit shift crew position to be unmanned upon 
eh 1ft change due to late or ebsent oncoming shift crewman. 

* Virginia Electric U Power Co 02/10/01 4pp 15652.151. 24X 

P 1 Ch e 50-338, 02/ 10/01 , 6210120215 


S31D120265 Inform! of implementation status of NURE0-0737i Item tX B 2, 
"Plant Shielding** per NRC 020917 request All required work 
compl eted 

LEASBURO,fl H Virginia Electric t Power Co 82/10/01. DENTON. H ft 
Office of Nucliar Reactor Regulation/ Director EL8ENH1IT, D 0 
Division of Licenilng 2pp 19651 230 24X Plche 50-000.02/10/01, 

6210120269, 


S21O120297 Forwards errata to Topical Rept VEP-FftD-33, **VePCO ftaactor 
Core Thermal-Hydraulic Analysli Using COBRA IlIc/rtlT 
Computer Cod* " 

4-0ASBUR<j,R H. Virginia Electric 4c Power Co. 62/10/04 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director E18ENHUT.D 0. 
DlNTlsion of Licenting 2pp 15652 330. 2 4X Fich >. 50-000/ 82/10/04, 

6210120297 


— 8210120305 Errata to “VEPCO Reactor Cor* Thermal Hydraulic Analyala 
Ueing COBRA-l I Ic/MIT Computer Cod# *' 

* Virginia Electric 8t Power Co VEP-FRD-33 ERR. 62/10/04 Ip. 
15652 332 24X Flch* 50-000,82/10/04/9210120297 


9310390042 Forwards safety evaluation 4, technical evaluation rapt r# 
analysii of main eteam line break w/contlnued feadweter 
addition Analyii* acceptable W/o technical evaluation. 

CLARK, R A Operating Reactors Branch 3 02/10/04. LEA9ByR0,R H 

Virginia Electric 6 Power Co ip. 15977.271 24X 

P I c h I 90-330, 82/ 1 0/04, 02 1 0290042. 


— 63 1 0290071 Safety evaluation re main steam line break w/co*itlnoed 
■feedwater addition Containment over pressurl aatton will not 
result 4( auxiliary feedwater pumps can function during 
avent. 

■* Office Of Nuclear ftaactor Ragulatlon, Director 62/10/04. 6pp 
15977 272 24X Fich a. 90-336, 02/10/04, 0210290042 


6210290414 Forward* Amend 42 to License NPF-4rsafaty evaluatian l« 
notice of istuanca h availability Amend reyisei average 
RC8 temp at currently licensed thermel power level. 
erWLE/L.R. Operating Reactor* Branch 3 02/10/04 LEAQBUROi R* H. 

Virginia Electric A Power Co. 4pp 19863:295, 24X 

Fi Che- 80-330, 82/10/04, 0210290414. 


— 8210290416 Amend 42 to Licans* NPF-4, revising average RC8 temp from 
9B0 3 F to 582 6 F at current licensed thermal power level 
of 2, 799 

CLARK, ft A. Qperaeing Reactor* Branch 3. 02/10/04 9pp 

19963 299. 24X Plche 90-338, 82/10/04, 0210290414 


— 921029041D Safety evaluation supporting Amend 42 bo Licans* NPF-4 

a Office of Nuclear Reactor Regulation. Director 82/10/04 3pp. 
19863 260 24X Fiche 90-339.82/10/04,8210290414. 


— 9210290421 Notice Of issuance A availability of Amend 42 to License 
NPF-4 

CLARK, R A. Operating Reactors Branch 3 92/10/04 2pp 

19863:271 34X Rich* 50-339,03/10/04,8210290414 


8210270238 Fo-rwards documanis providing details of exams A evaluations 
performed by util A tfeetinghouc s on failure of guide tube 
support pins, main loop liolation valve guide b RC9 thermal 

sleeves. 

LEAGBUROift H Virginia Electric A Power Co 02/10/12 D£NTON,H. R 
Offic# of Nuclear Reactor Regulation, Director CLARK^ R A 
OperatlnB Reactors Branch 3 7pp 19029 LQO 24X 
Flcha 90-330,62/10/12,9210270299 


— 8210270260 "Worth Anna Unit I Loos# Thermal Slaevc 8af«ty Evaluation." 
Descriptions of impact o-f postulated blockage on £981 model 
LOCA analysis A operator auarenees surveillance program 
anc 1. 

« Nastlnghouse Electric Corp. 29630 1 92/09/30 44pp. 

19929*197 24X Fiche 50-338,02/10/12,8210270299 


0210220011 Bubffllts addi info to 920713 request for amend to Licenses 
NPF-4 & NPF-7. Number of storage locations in naotron 
absorber spent fuel etorege rack changed to 1,737 Fuel pool 
tamps changed in Table 7 1 

LEAaBURO,R.H Virginia Electric U Power Co SS/£0/iB DENTON, H R. 
Office of Nuclear Reactor ftegu-latlon. Director. CLARK, R A 
Operating Reactors Branch 3. 3pp 19779 211 24X 

Ficha; 90-339, 02/10/19, 021022001 1 


9210220179 Comments on evaluation of significant dynamic loads In 
detarinlnlng capacity of slings used per NUREO-0612 Rating 
can be safely expressed In terms of mix static Load 
L€A9aUftO,R H Virginia Electric A Power Co, 92/10/10 DENTON, H.R 
Office of Nuclear Reactor Regulation, Director, ElSENHUTiD 0. 
Division of Licensing. 2pp tD777:3?3 24X Fiche: 90-000, B2/10/ 10, 

9210220170 


8210260133 Forwards revised Table 7-1 to "Bummery of Info in Bupport of 
Increasing ftpent Fuel Storage Capacity at North Anna Units 1 
A 2 "* Rept originally submitted W/8S092D request for amend 
to Licenses NPF-4 A flPF-T to replace etorage racks 

LEA86UR0,ft H Virginia Electric A Power Go 82/10/21 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director. CLARK, ft A 
Operating Reactor* Branch 3 2pp. 19799 102 84X 

Fiche* 50-339, 82/10/21,8210260133. 


->-8210260136 Ravleed Table 7-1 tp ''Bumnary of Info In Support of 
Increasing Bpant Fuel Storage Capacity at North Anna Units 
I A 2. " 

■* Virginia Electric A Pouar Co. 02/10/21. Ip. 19799-104 24X 

Fiche: 90-339, 82/10/21, 9210260133 


9210270160 Advises that work ra removal of RC6 flow splitter plates 
comp leted. Ltr s from Hestlnghouse supporting continued 
op*rati>on of facility w/splitter plates removed end 
LEA9BUftO,R K. Virginia Electric A Power Co. 82/10/29. DENTON, H. R 
Office of Nuclear Reactor Regulation# Director. CLARKtR A. 
Operating Reactors Branch 3, 74pp. 19B30. 044 24X 

Fiche: 90-338# 92/10/2910210270160. 


821027020-4 Forwards Hestinghouse "North Anna Unit I Steam Oenerator 
Impacted Tube Ends Recovery Evaluation," photographs of 
steam generator A A C damaged tube sheet* A summaries of 
«nd damage repairs A reactor coolant pump failure 

LEASBUROiR.K Virginia Electric A Rower Co. 92/10/26 DENTON, H R. 
aperating Reactor* Branch 3. 2pp. 15822*269. 24X 

Fiche: 90-330, 92/10/26, 9210270204. 


—8210270208 "North Anna Unit 1 Stean Oenerato-r Impacted Tuba Ends 
Recovery Evaluation " 

PAX&DN.E. , KELLERiH T. , GHEND, H. N, ^estlnghouta Electric Corp. 
AEA-FRPE-8e2 82/10/31 ABpp 15822:270 24X 

Fiche: 50-338 , 82/ 1 0/26# 8210270204. 
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Q IfiYpteiifrn ruport-ii IE Bullatlnt corrtapondinct 


9210220200 Rt«pond« io NRC Ifer rt viola tiona nottd in IE Imp Ropfci 
90-030/82-08 St ao^aa^/as-os Corracttva ac^lona h»atth 
phytica tochnlclan coun<«l«if ro caffact prociifu-rtt dor 
■ nt*rln9 hlph radiation ar«a 

LEASBURO.f) H Virginia EUcIrlc U Powir Co B2/07/29 

O'REILLYiJ. P Raglans. OPflt* of Dlrictor 9pp 13777:869. 2*X 

Flchi’ 90-338. 82/07/29. 0210820S00 


8210070007 Raaponilt to FOlA rai^iJaat for tiplit cataporlat of racorda rt 
itatm gtoaraior* Ci itaam turblnov App A docuinanta provldad 
In R Udtll FO;a Rfiiuttt 81*^313 Foruiorilt docuaanta Jiatad in 
App B 

FELTOMiJ.M D1 via ion of Rulai and Racorda. 92/06/10 LONO. D J 

Uinthrop. Stitiioni Putnam St Robarta^ ?pp 15645:063 24X 

Fieha'90-000. 92/06/10.8210070007 


— 8210070139 Forwarda tabtilatad data on ataan ganarator tnap 1. nalnt at 
facilitlaa Data ahould ba provldad to lictntaaa. 
iPPOLlTOtT Ofarattng Raaciort Aataaimant Branch BS/04/01 
VAROAtB. Qparatlna Rtactora Branch 1. 9pp 15649,131. 24)1 

Fi c h # 90-000. 82 /Oa/ 10 . 02 1 0070007 


6 Raportabla occurrancai. LERa l< ralatad corratpondanct 


900924DS08 Foritiarda analgalt of G009S3 trip t< lubaaquant ««faty 
Injaction at faellity Sant optrating nuclaar plant* lack 
control* raatrlctlng «t*rting of alactrlcal motor* uhilt 
■margtncy dla«al gtnarator 1* undargoing load tatt* 

HlCHEcaON.C Dirac tor'* Of flea 80/00/20 JORDAN. E L Dlvlilcr of 

Raactor Oparatlona Inapactlon*. 3pp 15670 010 24X 

Flcha 90-338.60/08/20.8009240202 


G2100I0003 Raapondi to FOIA raquavt fbr 19 catagorit* of documanti rt 
nuclaar raactor avanti (t lafatg prob 1 am*, Forioardi documant* 
llftad in App A 

FELTON. 0. M Dlvlaioo of Rulai and flacord* 82/06/20 UDELL/R A 
Critical ffaai Entrgy Projact t9pp 19727 009 24X 

Flcha 50-000*82/06/26.8210010008 


— SlfllQOOOL Racommand* ccaprahantlva aaaaiimant of plant opiratinp 
candltloni to datarmina apaclfic prtdttar mlnad tlma ralatad 
laquancaa of oectirranca to amargancy buaaa 8RP «hould ba 
ravlaad ra daalgn faatura*. 

ASHE.F Diractor'* Dffiea 01/10/16 MlCHELBDN.C Diractor’t 
Qffica 4pp. 19731’049 24X FI ch a' 90-000. 82/06/20. 8210010009 


8210010221 Forward* IE Imp Rapt* 50-330/68-10 it 90-339/82-19 on 
8207D9-0B05. No noncompl lanca notad 

DANCEfH.C, Dlviilon of Projact & Ratldant Program*. 82/09/31 
LEASBUROiR, H. Virginia Elactrlc 6 Poutr Co 2pp. ISS67 330 24X 

Flcha 90-339. 88/09/3 1 . 62 1 00 1 022 1 . 


8210010140 Forward* LER B2-059/03L-0 

CARTNRIOHT.N R, Virginia Elactrlc h Poiuar Co 02/09/22 
O'REILLY. J.F Ragion 2. Qfflca of Diractor Ip 15563 346 
Flcha: 90-339, 02/09/22.8210010140 


S4X 


'8210010225 IE In*p Rapt* 50-339/82-10 it 50-339/02-10 on 820709-0809 No 
noticomp llanca notad, Major araat Inapactad LERa. rafual inj 
it outage ac t Ivl tlta, iurvall lanca 4c maint activitlai.- 
oparatlon* & follouup on ilgnificant avant*. 

JOHNSON. O F * 8HYfiL0CK. h B . uWLlAN.C. Divitlon of Projact it 
Raiidant Programa 02/06/31 11pp. 15967:340 24X 

Flcha 50-338.08/00/31.0210010221 


-—0210010145 LER 82— O90/O3L-O. on 820826. manipulator crana araa m-onltor 
RH-RM8-16a fallad to matt accaptanca crltarla of ptrlodlc 
callbr t< diclarad inoparabla Caufad by initrumant drift 
graatar than 3% raapont* raqulramtnt Aatambly rtplacad 
CARTWRIGHT. M. R Virginia Elactrlc fc Powar Co 02/09/22 RiglOn 
S* Offlca of Diractor 3pp 19965 347 24X Flcha 50-330. 

02/O9/S2. 92100101 40 


0210010300 Forward* lE In*p Rapt* 60-338/82-28 «. 50-339/02-88 on 
820916-19 No noncamplianc* notad, 

DANCE.H C Olvlalon of Projact t Ratldant Program 62/39/D3, 
LEA8SUR0. R H. Virginia Elactrlc 4c Pauar Co. 2pp 19960’ 317 24X 

FlCht 90-33B. 82/09/03. 021 Q010300> 


—8210010314 IE ln«p Rapt* 50-330/82-28 it 90-339/02-28 on 08001 6-19. No 
noncohp I lane* notad Major araa* inapactad : tharmal tlaaya 
ramoval. raactor coolant loop «top valvtc.cap fcraw fractura* 

4i brokan control rod gutda tuba auppert pint 

YOHKrJ. M * BLAKEj J J Di Villon of Englnaarlng 6 Tachnieal 

Program 02/09/02 6pp 19968.319. 84X FI chat 50-330*82/09/03* 

0210010300 


6210130167 Foruardt IE Imp Rapt* 50-330/03-30 te 50-339/02-30 on 
020631-0903 No nurcompllahca notad. 

DANCE. H 0. Dlvltion of Projact L Ratldant Program*. 02/09/23 
LEASBURO.R. H Virginia Elactrlc U Powar Co 2ap. 15707*262 24X 

Flcha 50-330, 92/09/23,8210150107. 


■0210190194 IE Imp Rapt* 50-330/02-30 fc 50-339/88-30 on 880&3 1-0903, No 
noncQtnpllan ca notad Major araaa Impictad. gtnarator *tap-up 
traniformar fallura on 820622 U tictrvaaa racommandatlon* 

It inipactor followup itams. 

RUFF. A B j CONLON. T. E. Divitlon of Englntaring 6 Tachnieal 

l»W.264. 24X Flcha- 50-338. 02/09/23, 

n 1 Hn n 0 7 


6210220454 Fprwmrd* IE Imp Rapt* 50-338/02-33 L 50-339/02-33 on 
B20916. No noncomp Ilanca notad. 

Oivlilon of Projact C. Ratldant Program*. 02/10/04. 
LEA8BI/R0* R. H. Virginia Electric Ic Pa war Co 2gp 15779:135. 24X 

F 1 c h a . 50-330. 02 / 1 0/04 j 921 0220 454, 


—8210220461 IE Inap Rapt* 50-330/02-33 It 50-339/62-33 on 020910. No 
noncompllanca notad Major araaa Inapaetad* full-vcala 
radiological aaarclia. 

HUFFMAN. O.N . MARBTON. ft, R. , JENKIN8.0.R, Dfviaion of Enginaaring Ic 
Tachnieal Program*. 62/09/30. 11pp. 19779:137. 24X 

Flcha. 90-33 0, 82/ 10 /04i 02 1 0220494 


"Laaklng U Oialodgad 1-185 


0200190233 IE Info Notica 00-39. Sup pi 1* 

Implant Saada. " 8vc Hat *ncl. 

•5*vi*l0fi of Fwtl Faeilltia** Matariala i, Saftguardi 
2i ? Conaolldatad Edlmn Co. of Naw Yar*. 66pp. 15761*290, 

24X Flcha. 50-000^02/10/06. 0200190233. 


8208190230 IE BolUtln 82-03. >‘8trai* Corrctlon Cracfclng In Thlcl- 
HaLliL«rga-DiaM«t*r. Stain lea* 8t**l . Roe irculatlon 8u« 

Piping at Planta. ** Sve li*t and. 

DEj^O, R C. Diractor'* Offlca* Office qf Impaction and 

Enforcement. ^/tO/14, GanaoUdatad Ediion Go. of flaw York 

U8pp 15810; las. 34X Pi chi; 90-000* 02/10/14.6300190230. 


0210010163 Forward* LER 82-059/03L-0 

CARTNRtOHT. W R. Virginia Elactrlc it Powar Co 02/09/22 
a'REILLY«-J F. Region 2. Offlca of Diractor Ip. 19867 274 24X 

Flcha. 50-330. 02/09/22. 0210010163 


—0210010160 LER 02-099/031-0. on 020027. vanti lati Oh vant B gataou* 
radiation datactor ratponaa found to txcaad callbr tt*t 
accaptanca crltarla Cautad by gradual deterioration of 
photomultiplier tuba 4^ preamp 1 If lar. Parti replaced 
CARTWRIGHT. M ft Virginia Electric 4. Powar Co, 62/09/22 fti 
2. Office of Diractor 2pp 19967’275 24X Fich*’ 90-330, 

82/09/22. 0210010163 


8210010209 Forward! LER e2-050/03L-0. 

CARTWRIOHT, H, ft, Virginia Electric 6 Powar Co, 62/09/22 
O'REILLY.J.P Ragion 2. Office of Diractor Ip 15567 334, 24X 

Flcha* 80-330. 02/09/22. 02 1 0010809, 


— 0210010219 LER 02“O5O/O3L-O’ on 020026. fir* door* A0O-1 L AOO-3 btltiiit 
Unite 1 2 rod control room* 6 auxiliary bldg t< fire doori 

A99-1 it A89-2 hatwean Unit* 1 6 2 cable vault room* 6 
auxiliary hldg found not in periodic tilting program, 

GARTWftIGHTr H. R. Virginia Electric k Powar Go 02/09/22. Raj Lon 
2, Office of Director. ip. 19567*335 24X Flcha* 90-33e« 02/09/22, 

021001080?. 


0210220227 Forward! LER B2-O57/03L-O. 

CARTWRIGHT. W. R. Virginia Electric 4< Powar Co 62/10/07 
0'REILLY*J.P Region 2. Office of Diractor. Ip 15775,126 StX 
Flcha - 90-330. 02/10/07,8210220227. 


'8810220234 LER 08-O57/O3L-O. on 620910, eatpo Int for turbine Impulia 
praaeura comparator in inatrumant procedure found Incorrect. 

Caw*ad by typggraphlcal error during procedure ravltlon, 

Proeadur* corrected k card racallbr 

CARTWRIGHT, H. R Virginia Elactrlc k Powar Co. 62/10/07, RagUn 
2, Office of Diractor 3pp, 15775*187. a4X Flcha, 9D-33B, 
62/10/07. 8210220227 


0210190264 Forward* LER B2-062/03L-0 

CARTWRIGHT, W. R. Virginia Electric 4< Powar Co, 62/10/12. 

O'REILLY, J. P, Ragion 2, Office Of Diractor, Ip. 15742’ 192 24X 

Flcha: 50-338. 82/10/12, 0210190264, 


—8210190270 LER 02-O6a/O3L-O: on 820917, cold lag injactlon Un* tUfl 
valve found ii/ftva corroded boIta.Cauaad by atnall leal at 
body to bonnet gaakat. Btud* k bonnet ga«kat replaced. 

CARTWRIGHT, W. iR. Virginia Eloctrlc Power Co, 82/10/12. R*fUn 
2r Offlca of Director. 3pp. 15742! 193 S4X Flcha; 50-330, 
02/10/18* 0210190264. 


8210190329 FarMard* LER 62-061/031-0. 

CARTWRIGHT, W. B, Virginia Electric i Power Co. 62/10/12, 

O'HElLLYi J. P, Ragion 2, Office of Diractor. ip 15742:061. ?4)t 

Flcha; 90-338, 02/10/18, 6210190329, 
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^B01*?&337 LER B2'0&1/OGL-0 on 02O9i7i during chtmiftrg log r*viau» 
ijacWlc activity of priraorg coolont *«ciidid Ttch Sp*cf 

by »lgr4blon of 1-131 through pinhol* liok* In foil 
r activity rottirnttf to occoptiblt limit* 

CAf^TMRjOHTi M R. Virginia Elfctrie b Pouor Co eS/lO/12 Roglon 
Qfflci of Diroctor 4pp 13742 062 24X Flcha 30-330. 

82/10/ 12. 02 10190329 


8210220494 Forward • 1£ Imp R4pt* 50-338/82-30 b 50-339/82-30 on 
820918 No non comp I i ait c# not#d 

[>ANCE. H C. Civilian of Project b Rttldent ProoTamt 82/10/04 
LEASBliROtR H. Virginia Elactrlc b Pouir Co. 2pp. 15779.135, 24X 

Flc6** 50-339. 82/10/04. 8210220454 


'8210220461 IS Imp Ripti 50-338/82-33 b 90-939/82-33 on 820918 No 
noncampUancr noted Major aria* inspacta-d fuH-tcalt 
ratfi«i-ogtca I aiarcla*. 

KVFFMAKi 0 N, Dlvtiton of Cnglnaarlng b TacAnlcal Programa 
82/09/30. llpp, 19779.137, 24X Flch*. 50-338. 82/10/04. 021 0220494. 


! 1029^37 Forward* LER e2-065/03L-0 

CARtwwiOhT.W R Virginia Slaetrlc b Pouiar Co 82/10/13 
OREJCCV.^P flag Ion 2. Offlc* of Dirtefcor Ip 15053 029, 24X 

Fit h a: 5Q-338, 82/10/13. B210390337 


83l0'290-347 LER B2-065/03L-0 on 020919. routln# ricalibr of prt tauni lar 
Imval tranimittar LT-l-46li ri vaalid tranamlttir out of 
talibr Cavi »d by ln«trum*nt drift Tranimittir riplacid.Ntu 
trantmittar caltbr luccaiifglly 

CARTWRIOHTj 14 R Virginia Elacbrlc b Powir Co 02/10/13 Raglan 
Offic* of Dtroctor ip 15053 030 24X Flcho 90-330.82/10/13. 

6210290337 


2 It 02*0290 Forward I LER B2-063/03L-0 

IOHT. U R Virginia Elactrlc b Power Co 02/10/19 
a WEtLLV.jp Region 2. Office of Director Ip 15003.215 a4X 
FlcK* 50-338.02/10/19.8210260290 


'62102*0293 LER 82-063/03L-0 on 020924. amb If nt temp eigttal c and it loner b 
control room delta temp recorder retponeee found to exceed 
calibr procedure acceptance cr iter i a. Caueed by inetrument 
ar^f^ Inctrumente raealibr 

CAHTWflfOHT. H R Virginia Electric b Power Co 82/10/19 Region 
Director 3pp 19803 216 24X FUhe. 80-330. 

62/10/19. 8210260290 


North anna pogsR btation. unit a 

Sacunty. medical, emergency b fire protection plant 


SlO'awaOB Forward* "Foll-Bcal* Emergency Exerc lee. North Anna Pouiar 
station. Sept 1902. Eiere lee Manual." per NfiC 820129 Itr 
lbasbURO.H H Virginia Electric b Power Co 02/08/30 

O REILLY. VP Region 2. Office of Director Ip 15791.20 5 24X 

Fi c ^ • 90-338. 82/00/30. 0210250200 


'-0^10250212 "FuH-Scale Emergency Exertlee. North Anna Power 0tatlan» 
3*pt 1902iExerelee Nenual " 

« Virginia Electric b Power Co 02/08/27 243pp. 15791:206 

a»4X Pichi 50-330.02/08/30.0210280208 


*^®'^warde revited eecurlty training b qualification plan* 
Fl*r>* withheld- 

CCASBUffo. R H Virginia Electric b Power Co. 02/09/17. DENTON# H.R. 

□ ffice of Nuclear Reactor Regulation. Director Ip 19966:013. 24X 

Ficha 50-000102/09/17.8210010125 


0 Adjudicatory corr eepondence 


8210260348 Petition of Concerned Cltiieni of Louisa County for leave 
to intervene b requeet for hearing r* propoead llcenei amend 
to authorlxe receipt b *torage of Burry epant reactor fuel 
at North Anna Certificate cf Sve end 

DOUOHERTVtJ 0 Dougherty. J B 02/1D/22 Commlit i oner* Qpp. 

15B03 180 24X Ficlie 50-338.82/10/22.8210260348. 


0210260359 Petition of Concerned Cltlxen* of Loui** County for Leave 
to intervene b requeet for hearing re proposed license amend 
authorising Increaee in capacity of spent fuel pool Notice 
of appearance b Certificate of Sve end. 

DOUOHERTY. J 8. Dougherty. J 0, 82/10/22 Commicsloner*. 7pp 

15802 350 24X FIche 50-338182/10/22.0210260355. 


9210260367 Petition of County of Louisa# VA b Board of Buparvltors of 
County of L«ui«a#VA to intervene rt proposed license amend 
to permit receipt b «torege of 500 epent fuel aeiemblles 
from Surry Certificate of 8vc end 

COLEMAN. JM Louisa County# VA CQLEHAN.JM Sever Ldga. Felrbant s, 
b Diamond 82/10/22 Commi esi oner i iSpp. 15003.111. 24X 

Flch*. 50-338. 82/10/22. 8210260367. 


6210260373 Petition to intervene of County of Louisa# VA & Board af 
Bupervisers of County of Louisa. VA re proposed license amend 
to expand fuel storage capacity Certificate of 8vc end, 

COLEMANiJ.H Louisa County. VA COLEMAN# J M Bevtrldgor Fa 1 rbanks# 
b Diamond. 02/10/22. Commie e loner*. 15pp 19903, 143, 24X 

Fiehs’ 50-338. 82/10/22. 8210260073. 


8210200238 Notice of ASLB constitution BJ Moi f e. cha Irman b J Kline b 
OA Ferguson# member s 

LA2C1.R. M Atonic Safety and Licensing Board Panel, 82/10/26 Sap. 
15837 060 2 4X Fic he* 50-338# 62/10/26# 0210280230 


8210290300 Notice of ASLB constitution 8J Mol fe* chairman b J Kline fc 
OA Fergusan.memdsre. 

LAZO«R. H Atomic Safety and Licensing Board Panel, 82/10/26. &pp, 
15837:301. 24X FIche 50-338. 82/ l0/26i 8210200300 


P. Qperetlng license stage documents b correspondence 


^^^***** public version of emergsney response plans. 
FELTON. J M Division of RuUs and Records 02/09/28 Document 
Hariagiment Branch ip 15693 001 24 X FI che, 50-338, 82/09/28# 

e2iOl301C5 


-$210130112 Forwartf* public version of emergency responee plan* for 
Louisa, Spot sylvanla. Carol ina# Hanover b Orange Counties# VA 
LEASBVRO.R. H Virginia Electric b Power Co 82/09/20 

O'REILLY, J p Region 2. Office of Director. Ip 15693*002. 24X 

F t ch i ' 50-330, 02/09/28. 0210130105, 


BZ1O130114 Public version of facility emergency response plan# 
eontistlng of radiological emerganty responie plans for 
Loul ta# Spot sy ivanie. Caroline, Hanover b Oranga Countleo. VA 
• Virginia Elictric b Power Co 82/00/30 632pp 15693:004, 

SAX Fichf S 0-330. 02/09/20. 82 1 0 130 1 0 5. 


Bubmltt correction to B2062B Revision 3 to response to 
6R/HeC-0737, Item I D 2, ♦'Safety Parameter Display 8y*. ' 

Currection should be included in scheduler excaptlons 
pertaining to emergency response capabilities. 

LFASBURO.R H Virginia Electric b Power Co. 82/09/29. DENTON# H-R 
Nuclear Reactor Regulation# Director, Ip. 24X 
riche: 50-000# 02/09/2?. 02 i 0050076. 


6210050335 FuTWards revised page* to App R post-ihutdqwn revleu Revised 
pages concern results of study which calculitsd time 
Available after itocfc Open power operated relief valve event 
t*Pari unsafe condition reached 

g_eAeBVRO#R H. Virginia Electric b Power Co 82/09/30, DENTON# « ft, 
Oprice of Nuclear Reactor Regulation. Director. CLARK. R. A. 

Opwratlng Reactors Branch 3 Spp, 15610.098, 24X 

riche 50-338. 82/09/30. 821 005033 5 


8210010008 Responds to FDIA request for 19 eatesories af documents re 
nuclear reactor events b safety prob 1 ems. Forward s documents 
listed Jn App A 

FELTON# J N Dlyteion of Rules and Records. 62/06/28 UDELL# ft. A. 

Critical Hast Energy Project. 15pp, 15727 005 24X 

Fiche. 50-000# 92/06/20# 8210010006 


— eooa09026S Dlscuisee addl required info to better define potential for 
cracking in raactor vessel nozxLe*. 

NOONAN. V. 8 Assistant Director for Materials b Dual i fleet i ons 
Engineering 80/05/05. TEDESC0#R. L. Assistant Director for 
Licensing. 2pp. 15727:176. 24K Fiche . 50-000. 82/06/20# 8210010008. 


8208090114 Application for amend to Licenses NPF-4 b NPF-7# author i i In p 
receipt b storage of 300 spent fuel aieembllas from Burry 
Units I b 2. Rapt entitled '♦Spent Fuel Btorage'* eijcl. 

LEA8BUR0.R, H. Vlrginle Electric b Power Co 02/07/13. DENTON. H R, 
Office of Nuclear Raactor Regulation^ Director. CLARKi R, A. 

Operating Reactore Branch 3. 2pp 15569: 244> 24X 

Fiche: 50-330, 82/07/13# 6200090114. 


—8210010246 Proposed Tech Specs alLouing receipt b ttorage of 500 spent 
fuel asstjebllas from Surry 

* Virginia Elactric b posiar Co 82/07/13 4np. 15569,246. 24X 

Fiche* 50-339# 02/07/13# 0209090114. 


—0210010247 "Spent Fuel Storage." 

s Virginia Electric b Power Co, 92/07/21. 66pQ. 15569,251. a4X 

Fiche 50-339# 02/07/ 1 3# 8200090 M 4. 
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DOCKETED ITEMS 


S2l00i0103 FoTuirdi applicatfom for omind to Licsnsci NPF“7rto complft* 
LlciDiB Condition* 2 CU9><h}(4l it St C(r)>(l9H2) bg and of 
ttcond rofutl Ing outogo 

LEAG8DRO1 R H Virginia Electric €< Powir Co Q2/09/27 DENTON* H R 
Offlcr of Nucltar Riactor Rigolatlorii Dlractor CtARK*R A 
aptrating Raactor* Branch 3> 3pp 19567. 105 24X 

Fich*’ 90-339- 82/09/27*0210010103 


— 8210010107 Application for antand to Licant* NPF~7* changing coaplatlon 
data* of Llcanti Conditiona 2 C<l5Mh){4) & 2 C(hHl5){2) to 
and of iccond rafuallng outaga 

* Virginia Elactric it Pouar Co 82/09/27 6pp 19567. IBB 24X 
F 1 c h a ' 50-33 9 j 82/09/27* 8210010103 


8210040277 Advliai of plana for conat of naw 230 IcV tranamiiiion lint 
to connact North Anna pouar station to Louisa substation 
No Tach 6pac or ET8 change ranulrsd 

LEA8flllR0*R H Virginia Elactric it Poutr Co 02/09/27 DENTON* H R 
Office of Nuclaar Raactor Regulation* Diractor CLARK«R A 
Oparating Raactori Branch 3 2pp 1SS91 204 a4}C 
F 1 c h a 90-330. 82/09/27- B2 1 00402 77 


— 8210040289 Raspondi to util 761109 Itr informing that 740102 tt 760608 
Itrs did not constituta application for const of 230 IV 
transmiisioft llni from North Anna to Louisa Substation Haf 
to line hai bttn ramovad from FEG addendum 
YOUMOBLOOD* 8 J. Environmental Projacts Branch 2 76/11/26 

PROFFITT.W L Virginia Electric «t Powan Co Spp 15591.206 24X 

FiChe 90-338*82/09/27*0210040277 


— 8210040290 Advlftt that util 740102 It 76060B Itrs to NRC do not 
constltuta application for const of 830 IcV transmission llna 
front North Anna to Loiflsa App llcation* 1 f required* ul 1 1 ba 
filed prior to OL Issuance for Unit 2 

PROFFITT.W L. Virginia Electric tc Power Co 76/11/09. 

RUSCKEiB C Office of Nuclear Reactor Regulation* Diractor 
YOUMOBLOOD* a U Environmental Projects Branch 2 Ip 15991 212 
24X Fi Che. 90-338.02/09/27.8210040277 


—8210040297 Forwards addl Info -tc answtrs to questions In NRC 760020 Itr 
rt 230 kV transmission line 

PROFFITT.W L Virginia Electric it Power Co. 76/00/30 
RUGCHE* B C. Office of Nuclear Reactor Regulation. Diractor 
YOUNOBLOOD* B J Environmental Projects Branch 2 6pp 19991,213 
24X Flche 90-338*02/09/27.8210040277 


--G210040301 "Hgt of Transmission Line Rights of Nag " 

» Envlro Audits. 76/07/31. 77pp 15591:819 24X 

F 1 c h t 90-338* 82/09/27* 021004 0277. 


— 8210040307 Requests addl Info tg 760830 to complete asstiiment of 
environ impact of 230 iV transmission lint. 

YOUNOBLOOD* B J Environmental Prajacts Branch 2 76/08/20 

PROFFITT.W L Virginia Electric & Power Co 2pp 15991.296 24X 

Flche. 90-338* 82/09/27* 0210040277. 


--8210040319 Forwards ont oversiie topograph leal map I* application to VA 
State Corp Commission for approval L certification of North 
Anna to Louise trinsmisslon iinetin response to NRC 760630 
request Aperture card is available in PDR. 

PROFFITT.W L Virginia Electric it Power Co 76/07/06. 

RU3CHE* B C Office of Nuclear Reactor Regulation* Diractor 89pp. 
19591.290 a4X Fi chi- 90-330*02/09/27.8210040277, 


—8210040329 Advises that proposed 230 kV transmieslon line between North 
Anne U Louisa need not be avalueted in amend to environ rapt 
for North Anna 1 6 2, Line is not part of North Anna 
utiliiation facllltg, 

RAOONE*8 Virginia Electric S< Power Co 74/01/02 MULLER, D.R. 
Atomic Energy Commitslan, 2pp. 19991:329 24X 

Flche* 90-338, 82/09/27* 0210040277. 


0210120219 Application to amend Licenses MPr-4 h NPF-7 j revising Tech 
Specs re staff working hours. Request does not involve 
unriviewsd safety question per lOCFiROO, 59 

LEA8BURO1 R. H, Virginia Electric & Power Co, 02/10/01. DENTON, N R 
Office of Nuclear Reactor Regulation* Director. ip. 19692.190. 24X 

Fiche* 90-330* 82/10/01*0210120215, 


— 8210120229 Proposed Tech Specs revising staff worhlng hours. Provislnn 
dots not permit shift crew position to be unmanned upon 
shift change due to late or abeani oncoming shift crewman, 
a Virginia Electric & Power Co 82/10/01, 4pp 19692:191. 24X 

Flche, 90-338* 82/ 10/01 * 021 0 1 20215, 


0210120269 Informs of impl ementetlon status af NURE0-0737t Item It, 8. 2* 
‘'Plant Shielding'* per NRC 020917 reqUfit, All required work 
completed, 

LEA8BUR0* R. H. Virginia Electric 6 Power Co 83/10/01, DENTON* H. R. 
Office of Nuclear Reactor Regulation* Diractor. Spp 19691*230. 

24X F I e he . 90-000* 82/10/01 , OS 1 0 1 2026 9. 


8210120297 Forwards errata to Topical Rapt VEP-FRD-33, - 
Core Thermal-Hydraul ic Analysis Using COBRA Illc/HIT 
Computer Code. " 

LEA8SUR0* R H Virginia Electric Power Co 82/10/04 
Office of Nuclear Reactor Regulation* Director Sap 
24X Flche 90-000*82/10/04*8210120297 


VEPCO RiitlAr 


DENT ON* K j) 
19692 330 


— 0210120309 Errata to "VEPCO Reactor Core Thermal Hudraulic Aniluii* 
Using COBRA-IIIc/MIT Computer Code " * 

a Virginia Electric 6 Power Co VEP-FRD-33 ERR 82/10/04 le 
19692 332 24X Fiche 90-000*02/10/04*8210120297 


8210290042 Forwards safety evaluation Si technical evaluation rapt ft 
analysis of main steam line break w/contlnued feedwater 
addition Analysis acceptable N/o technical evaluation 
CLARK* R A Operating Reactors Branch 3 82/i0/04 LEASGURO-RH 

Virginia Electric 6 Power Co Ip 19877 271 24X 

Flche 90-338*82/10/04*8210290042 


— 0210290071 Safety evaluation re main steam line break u/conti nutd 
feedwater addition Containment overpresiurititl on will not 
result I* ausillary feedwater pumps can function during 
event 

* Office of Nuclear Reactor Regulation* Diroctor 03/1Q/O4 611 

15877 272 24X Fiche 90-330 * 02/10/04*0210290042 


8210190321 Submits supplemental info re 020318 b 0927 requests fer 
relief concerning Licanss Condition 2 C<191(h)(41 QuaUfiad 
pressure switches unavailable Nonqualified switches uill be 
installed by 821031 dual 1 f icati on expected bg Uan 1903 
LEA8BUR0* R H Virginia Electric S* Power Co 62/10/13 DEN I ON* H R 

Office of Nuclear Reactor Regulation* Director CLARK.R A 
Operating Reactors Dranch 3 Ip 19742,098 24X 

Flche* 90-339, 82/10/13*8210190321 


8210220011 Submits addl info to 020713 request for emend to Llcsniie 
NPF-4 ii NPF-7 Number of storage locations in neutron 
absorber spent fuel storage rack changed to 1*737 Fuel pool 
temps changed in Table 7 1 

LEABBUROtR, H Virginia Electric b Power Go 82/10/18 DENTQN.KK 
Office of Nuclear Reactor Regulation* Director CLARKfR A 
Operating Reactors Branch 3 3pp 19778 211 24X 

Fiche* 90 -338* 82/10/10* 021022001 i 


0210220178 Comments on evaluation of significant dynamic koads in 
determining capacity of slings used per NVREO-0612 Rating 
can be safely expressed in terms of max static load 
LEA8BVR0* R H Virginia Electric i< Power Co 02/10/10 DCNfON.hLR 
Office of Nuclear Reactor Regulation* Director 2pp 19777 293 
24X Fiche 50-000*82/10/18*0210220178 


8210260133 Forwards revised Table 7-1 to "Summary of Info in S^fpsrl < 
Increasing Spent Fuel Storage Capacity at North Anna Units I 
it 2.*’ Rapt originally submitted w/e2O02O request far amend 
to Licenses NPF-4 6 NPF-7 to replace storage racks 
LEA8BUR0.R H Virginia Elsctrlc i< Power Co 82/10/21 DENT ON* H R 

Office of Nuclear Reactor Regulation* Director CLARK, R A 
Operating Reactors Branch 3 2pp 18799: 102 24X 

Flche: 80-338* 82/10/21* 8210260133, 


— 8210260136 Revised Table 7-1 to "Bummary of Info in Support of 
Increasing Spent Fuel Storage Capacity at North Anna Units 

1 tc 2 " 

e Virginia Electric l« Power Co, 82/10/21 Ip 19799, 104, Sll 
Fiche 90-338*82/10/21*8210260133 


Q inspection reports* IE Bulletins L corrasp ondsnee 


8210220200 Responds to NRC Itr re violations notid in IE Insp Bifks 
90-338/02-08 t< 90-339/82-08 Corrective actions hsalth 
physics tfchnician counseled re correct procedures for 
entering high radiation area. 

LEA8BUR0*B H. Virginia Electric U Power Co 82/07/29. 

O'REILLY, J.P. Region 2* Office of Director. Spp 19777.269 

Flche: 80-338* 82/07/29* 8210220200 


0210070007 Responds to FDIA request for eight categories of racarit t* 
eteem generetors li eteem turbines. App A documents provided 
in R Udell FOIA Request 81-313. Forwerds documents listed tn. 

App B. 

FELTON, J.M, Division of Rules end Records 82/08/10 LOW0*DV 
Nlnthrop* Stimsan* Putnem li Roberts. 9pp 18649,063, S4X 
Fiche: 50-000* 82/08/10* 0210070007. 


— 62100701G9 Forwerds tebulated date on steem geniretor Ihip L Mist it 
fee 1 1 i^its. Dele should be provided to licensees 
IPPOLITO.T, Opereting Reactors Aseessment Branch. 02/04/01 
VAROArS, Operating Reactors Branch 1. Spp. 15645,131 241 

Flche: 90-000* 82/08/10* 8210070007. 
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8210010221 Foru«rd» TE In»p 50-338/82-1 8 U 50“339/e2-ie on 

&20709-OS05 No noncooip 1 lanci no(R(f 

DMlCEi H C Diviiian of Project & Resident Propreni BZ/08/3i. 
LEASBURO»fi H Virplnia Electric & Power Co 2pp 153i7 330 24X 

Fichi SO-SOai 82/08/31 1 821 0010221 


— &2100I0223 IE Insp Pepti SO-338/B2-10 U 50''339/a2-l8 on 820709'”0ao5 No 
noncomp 1 lance noted Major areei InspecteiJ LER«i refuel Ing 
u outage ec t ivi t ie i< iurve i 1 lance It maint activitte*, 
operations It folLougp on significant events 

JOHt^SONrD F I BHV^MLOCK. K B t JULIANi C Division of Project it 
Resident Program* 82/00/31 llpp 15567 340 24X 

Fiche 50-3301 02/00/31 1 8210010221 


0210010300 Forwards IE Inep Repts S0‘‘33e/82-28 (c 50‘‘339/B2'-2a on 
820016-19 No noncompliance noted 

DANCEi-H C Division of Project fc Resident Programs 02/09/03 
LEASBUROfR H Virginia Electric U Power Co 2pp 13560 ^17 24X 

Fi c h a . 50-330, 02/09/03, 8210010300 


—0210010314 IE Insp Rapt* 50-330/02-28 It 30-339/02-20 on 020816-19 No 
noncontpliance noted Major areas Inspected thermal sleeve 
remove 1, reactor coolant loop stop vatvas, cap screw fractures 
ti broisn control rod guide tube support pins 
yoRK, J N , BLAKEj J J Otvisicin of Engineering li Technical 
Programs 02/09/02 6pp 15360 319 a4X Fiche 50-3301 02/O9/O3i 
0210010300 


3210150187 Forwards IE Insp Repts 50-330/02-30 U 50-339/82-30 on 
820031-0903 No noncomp 1 lane# noted 

OANCEtH C Division of Project 6 Resident Progrems 82/09/23 
LEABBUROi R H Virginia Electric Ii Power Co 2flp 13707' 262. 24X 

Fiche SO-330J 02/O9/S3t 8210150107 


-8210150194 IE Insp Repts 50-330/02-30 it 50^339/02-30 on 020031-0903 No 
noncomp 1 ianct noted Major areas inspected generator etap-^up 
transformer failure on 820822 fc license# recommendations 
It inspector followup items 

HUFFiA B , CONLONj T E Division of Engineering It Technical 
Programs 02/09/17 4pp 1 5707’ 264 SAX Fiche 5O-330« 02/09/23, 
8210130107 


0210220454 Forwards IE Insp Repts 50-330/82-33 U 50-339/02-33 on 
820910 No noncomp 1 lance noted 

DANCE, H C Oivlslan of Project It Resident Programs 02/10/04. 
LEA8PUR0,R H Virginia Electric It Power Co 2pa 13779’ 133, 24X 

Fiche* 50-330, 82/10/04, 0210220454 


--8210220461 IE Insp Repts 80-330/82-33 It 30-339/02-33 on 820910 No 
noncompliance noted Major areas inspected . full-scale 
radiological exercise 

HUFFMAN, 0 N , MAR8T0N, fl R , JENKING,©. R. Division of Engineering St 
Technical Programs 82/09/30 Upp 13779 137, 24X 

Ficha 50-338, 02/10/04, 0210220434 


8200190233 IE Info Notice 80-33, Suppl 1, ‘'Leaking It Dislodged 1-125 
Implant Seeds ■' Bvc list end 

COBBrL I Division of Fuel Facilities, Materials It 8afeguards 
02/10/06 Consolidated Edison Co of N«ig York 66pp 15761 230, 
24X Fiche 50-000,82/10/06,0208190233 


8^200190236 IE Bulletin 82-03, "Stress Corrosion Cracking In Thlck- 
NalLrLargt-Dlamettr, 0talnleis 0 teal, Rectreu lation 0us 
Piping at BUR Plants 8vc list end 

DEYOUNG, RC Director's Office, Office of Inspection and 

Enforcement 82/10/14 Consolidated Edison Co of New York 

IlSpp 15010 123 a4X Fiche, 30-000, 82/10/14, 0208190239, 


S Reportable occurrencast LERi !< related correspondence 


8210000067 Trip repk of 810709 site visit to view extent of damage 
caueed bg failure of B phase main transfortner Transformer! 
not designed to withetend severe electrical short circuits 
inside transformer 

CHIRAMALiM Director'* Office 81/07/14. HiGHELSONiC Director's 
Office 3pp 15670- 013. 24X Fiche 50-339, 01/07/ 14 » 0210080067 


8210010000 Responds to FOIA reiiuest for 19 categories of documents re 
nuclear riector events l< aafstg prob lems. Forwards documants 
listed in App A 

FELTON, J M Division of Rules and Records. 92/06/28, UDELL, R A 
Critical Mass Energy Project, ISpp, 13727,005 24X 

Fiche. 30-000, 02/06/20, 0310010008 


0010210037 Forwards 800305 mtno re underclad cracking in reactor vessel 
noxiles, Review re safety aspects I< compliance w/8sction IX 
of A6ME ode concludes that problem should not he included 
on generic issues list, 

BAER, R L Bafetg Program Eva lust ion Branch 80/07/17 
K1NTNER,L L Licansing Branch 2. ip. 15737 175 24X 

Fiche* 50-000,02/06/29,0210010000 


8210000015 Addl response to FOIA request for 19 categoria* of info re 
nuclear raactor events it safety prohlemt Farwards documents 
listed In App A Oocuments in App B completely withheld Iref 
FOIA Exemption 5). 

FELT0N,J M Division of Rules and Record* 02/07/12 UDELL, R. A 
Critical Mass Energy Project 9pp. 15663 027 34X 

Flchs 80-000, 02/07/13, 021000001 5 


— 8210000197 NRC operations ctr usage chart re events at facilities 

« NRC - No Detailed Affiliation Given 82/07/12 Ip 13668’ 221 
24X Fiche 50-000,82/07/12,8210080013 


8207230301 Forwards LER 02-OS7/O3L-O. 

CARTWRIGHT, H Virginia Electric *c Power Co 02/07/13 

□ '’RerLLV,J P Region 2, Office of Director Ip 13990 329 24X 

Fiche 50-339, 02/07/13, 0207230301 


—0207230303 LER B2-D27/03L-0 on 820620 Ic23 axial flux differ encs want 
less than -3% from target on two occasions Caused by 
inability to establish iteble axial flux difference target 
in new core 

CARTWRIGHT, W Virginia Electric I, Power Co 02/07/13 Reg Ion 
2, Office of Director 3pp, 13990 330 24X Fiche 50-339, 

02/07/13. 8207230301 


0210010233 Forward! LER B2-059/G3L-0 

CARTWftIOHr,W R Virginia Electric it Power Co 02/09722 
□ 'REILLVjTP Region 2, Office of Director Ip 15574 031 24X 

Fiche 50-339, 02/09/22. 02 1 0010233 


—8210010236 LER e2-059/03L-0 on 020030, steam generator B steam flow 
channel IV, providing steam line break it loss of heat sink 
protection, failed high Ceuse not determined Channel placed 
in tripped condition Problem cleared during troubleshooting 
CARTWRIGHT, W R Virginia Electric It Power Co. 82709/82 Region 
2, Office of Director app 1SS74 032. 84X Ftche 30-339, 

02709/22, 0210010233 


0210000182 Forwards LER 02-061 /OaL-0 

CARTWRIGHT, W H Virginia Electric it Power Co 02/09/30 
O^REILLY, JP Region 2, Office of Director Ip 15640: 172 24X 

Fiche* 50-339, 02/09730, 0210090102 


— 8210080193 LER 02-O61/O3L-O on 020905, low heed safety Injsctlfln pump 
2-81-P-iA containment eump suction valva H0V-2B60A failed to 
open during periodic surveillance test. Caused bg power cord 
wrapped around valve operator flax i bit extension. 

CARTWRIGHT. U R. Virginia Electric 8< Power Co. 02/09/30 Region 
2, Office of Director 2pp 13640 173 24X Fiche 50-339, 

82/09/30, 0210060102 


8210220413 Forward* LER 02-O62/O3L-O 

CARTWRIGHT, W R, Virginia Electric U Power Co. 02/10/07 
O'REILLY, JP. Region 2, Office of Director. ip. 15770’ 339. 24X 

Fiche; 30-339, 02710/07, 8210220415. 


—0210220421 LER G2-D62/03L-0. on 020910 8, 13, fire door 854-9 found not 
providing definitive seal for control room preiswre 
boundary. Caused by out-of-plumb door inttallation Door 
removed, stops adjusted It door replaced 

CARTWRIGHT, M. R. Virginia Electric !< Pouer Co 02/10707 Regicn 
2. Office of Director. 2pp 15770:356 24X Fl che: 50-339, 

82/10/07, 8210220413 


8210220441 Forwards LER B2-060/03L-0. 

CARTWRIGHT, W R, Virginia Electric Si Power Co. 62/10/07. 

O'REILLY, J.P Region 2, Office of Director. Ip. 13770’ 353. 24X 

F I c h e : 50-339, 02/ 1 0/07, 02 1 02204 4 1 . 


— G210220490 LER 92-060/03L-0; on 020914, w/Unl t 2 et 9B% power, fire door 
654-9 between, emergency switchgear room & cable vault 
found blocked open w/o fire wotch. Cause unknown Block 
removed it door opirebillty verified. 

CARTWRIGHT, U R. Virginia Electric It Power Co 02/10/07. Region 
2, Office of Director. ip. 15770:334. 24X Flchsi 50-339, 02/10/07, 

0210220441. 


0210260201 Forwards LER 82-063/03L-0, 

CARTWRIGHT, W R, Virginia Electric 8< Power Co 82/10/19. 
O'REtLLYtJ. P Region 2, Office of Director, Ip 13001:332 24X 

Fiche’ 50-339, 62/10/19, 6210260281. 


-8210260207 LER 02-O63/O3L-Oi on 620926, Individual rod position 
Indication for rod 0-08 in control bank D deviated from 
group demand posttlDn by greater than ^2 steps u/no rod 
motion. CaJs id by inetrument drift. Instrument recalibr. 

CARTWRIGHT, W.R. Virginia Electric Ii Power Co. 02/10/19 Region 
2, Office of Director 2pp 13801:333. 24X Fiche* 90-339, 

62/10/19,8210260201. 
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DOCKETED ITEMS 


821026034^1 Fqrward* LER 02-O65/O3i;-“O 

CARTWRIOHT.W R Virginia Eltctric It Pcwtr Co 82/10/19 
O^RElLLY. J P R«»ipn 2, Offic# of Dlrictor tp. 19803 108 24X 

Ficha: 50-339. 02/10/19. 9210260346 


9210130158 Forward* C*rtifieat* of 8vc cartlfglng »vc of Amind 44 \o 
«(h»ndid 1( tub«titut«d application for lictntii 
KATERa.fi R Datrolt Ediion Co 82/10/06 Qffica of Nucliar 
Raactor Ragulation. Diractor 3pp 15673 074 24K 

Flcht' 50-341. 02/10/06. 0210130150 


—8210260360 LER B2-06S/03L'-0. on 021007. control powtr for A eating 
coaling pomp found dt-anarg iiad dua to opan circuit braatar 
Cauit unldantlfitd Circuit hraatir clotad 

CARTWRIGHT. H, R Virginia Elaetrlc 8. Pouiar Co 02/10/19 Ragion 
2. Offica of Dlrtctor 2pp 15903:189 24X Ficha 50-339. 

02/10/1?! 8210260346 


8210160180 Rttpond* to NRC raquait for clarlf ication of util B207L5 
Itr ra trrora in BUR water level Indl cation. Eki iting 
■aiargancv operating procadurai adequate for tuccaiyful 
tarmlnatlon of bounding event raiultlng in rtf Itg flaihing 
TAUBER. H Detroit EdUon Go 02/10/11 KINTNER.L L Division sf 
Licanving. 3pp 15719 120 24X Ficha 50-341.62/10/11.8210100100 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT. WIT 2 


A Applicatlon/conttructlon itiga document* tc corretpondanca 


0210040377 Raipandt to 620715 Itr.Riquaat* application b« amended to 
include high drywall temp tt dealgn of level indication igt 
w/rasptet to leak or break of ilnglc inttrument tap or 
senaing lint Addl info naedad to verify acc eptah I Htg 
TOUNOBLDOD. E J Llcanilng Branch 1. 82/09/21. TAUBER. H Detroit 

Edlaon Co 4pp 15597.203. 24X Fiche 50-341.02/07/21.8210040377, 


82I0OIO496 Forward* “Intervle# Taating Program'' for pumps & valve* 
for 120-month in»p period beginning w/fuel load per 
10CFR50 55a. Rapt tupenidaa Revliion 0 tubmltted w/atoaoa 
Itr 

TAUBER. H Detroit Ed I ton Co 82/09/22 KINTNER.L L Division of 
Licanting Ip. 15S70 Oil 24 X FI ch a. SO-341 . 82/09/22. 8210010456 


— 9210010460 "InaervicB Teiting Program » 

CLAUS0. J. H. . MARTIN. J' S NUTECH (Nuclear Technology! Inc.) 
DET- I 6-0201 ROl 82/07/08 I61fp. 19370 012 24X 

Flcht 90-341. 82/09/22. 0210010496 


8210120026 aummary of 020719 mtitlng u/util ra facility OA concarnlno 
recant daiign & const rfeflciane it*. Applicant considering 
another indepandant design rtviaw rt core spray sgi 
KINTNERiL L. Licensing Branch I 82/09/22. Licensing Branch 1 
7pp 196B9’ 109 24X Ficha 90-34 1.82/09/22. 82 10120026 


8210120627 Forward* safety evaluation of plant-unique analy«l* rapt for 
Mark I containment long-term program, technical avaluation 
rept of program audit BNL technical evaluation of analysis 
rept 

LAINA8.0 C. Assistant Director for Operating Reactors, 02/09/23 
NOVAK. T. M Assistant Director for Licensing. Ip 19684.241 24X 

Ficha: 90-341. 02/09/23, 8210120627 


— 8210120636 Safety evaluation accepting plant-unique analysis rapt for 
nmint long-term program Possible 
\n in single vent do-uncomer lateral load 
tlf led. 

v-^ted Affiliation Given 02/09/23 18pp. 

he 50-341.62/09/83.8210120627. 


t Long-Term Program - Structural 
»nti " technical 

Instl tuta/Franklin Rffiearch 
82/00/29 NRC - No 
>>04:294. 24X 


—6210120648 "Technical Evaluation of Fsrmt-2 Plant-Unique Analysis 
Rapt *' 

a Broolhavan National Laboratory NRC -2 0-92-213. BNL-04261. 

62/09/30. NRC - No Detailed Affiliation Oiven 40pp 
15604’ 300 24X Flcht: 50-341. 02/09/23. 82101 2D6S7 


0210010209 Forwards Amend 44 ta application for OL* eons i sting of Amend 
44 to FBAR. 

LANDORAF.L 0 LePoeuf. Lamb. Lai by t< MacRas LANDORAF. L. C. Detroit 
Edison Co. 08/09/30 DENTON. H R. Office of Nuclear Reactor 
Regulation. Director. Ip. 15973:187. 24X Fiche: 90-341. 82/09/30. 

8210010809 


— 6210010899 Amend 44 to application for OL, 

HEIDEL.C. H. Detroit Edison Co 82/09/29. Ip, 15573' 168. 24X 

Fiche: 50-34 1 . 62/09/30. 8 2100 1 0 209. 


8810080046 Confirms points agreed upon si NRC Caseload Forecast Panel 
020824-86 site visit to attest plant const schedule. 

TAUBERrH. Detroit Edison Co. 82/lO/Ot. DENTON. N R. Office of 
Nuclear Reactor Regulation. Director. 2pp. 19643:279. 24X 

Fiche; 50-341. 82/10/01.6210060046. 


8210220414 Submits schedule for resolution of open itemi re Hark 1 
conteinment, If resolution not apparent within 3 months of 
fuel load.uiil will work u/NRC to provide adequate 
justification for interim operation 

TAUBER. H Detroit Edison Go. 02/10/19 KINTNER.L L Division of 
Licensing. 3pp 15779,140 24X Fiche 50-341.02/10/13.6810220414 


8810260222 Forwards Class 11 fee for application to amend CFFR-Q7 
KATER6. a R Detroit Edison Co 82/10/22 OIOOB.R M License Fee 
Management Branch Ip 15837 090 24X Fiche 90-341. 82/ 10/22. 

0210280228. 


E NRC Safety Evaluation Report (SER). euppli L corretpondanca 


8810190639 Forward* status of addl Hark 1 containment Isiues for 
supplemental BER input. Identified since Mark I containment 
long-term program 

LAINA8. 0 C Assistant Dlrsctor for Qpsrating Reactors, 62/10/06 
NOVAK. T K Assistant Director for Licensing Ip 19715 290 24JC 
Fiche 50-341.62/10/06.8210190639 


F Security! medical, emergency k fire protection plans 


0210290199 Forwards summary evaluation of Her 1902 evacuetion time 
estimates. Several deficiencies noted Enumeration of special 
faclUtlee missing I. should be provided 

UROANIK.T. Texas A 6 K Univ 82/07/83 81H0N0B, J Division of 

Emergency Frtparednsss Ip 157e0'3O4. 24X Fiche 50-341.02/07/23 

0210250195 


— 8210290198 "Evaluation of Evacuation Time Estimate " 
a Texae A L H Unlv 82/09/23 Ip 15798' 309 24X 

Fiche, 90-341. 82/09/23. 0210290199 


8210130284 Forwards maps documenting location of NRC monitoring 
station* consisting of 30 offsite environ TLDi deployed 
around facility U/o end, 

KREU8.R.E. Detroit Edison Co. 82/09/24. OEBTMANN. H d Region 3. 
Office of Director Ip. 19670 263 84X Fiche. 90-341, 82/09/84. 

0210130284, 


0 Adjudicatory correspondence 


B2100400B2 Forwards NRC response to Citlxens for Energy k Employaent 
B20904 answer. Name Inadvertantly omitted from Certlflcat* of 
6vc U/o end. 

UOODHEAD.C P Hearing Branch 1. 02/07/30 HINOCK. J. Hlnock. 

HINOCK. U. Ci titans for Enaryy k Employment. Ip 19901:866 24X 

Flcht' 50-341. 62/09/30. 0210040002 


K Utility Final Safety Analysis Report (F6AR) k amends 


0810010289 Forwards Amend 44 to application for OL. consls ting of Aetrl 
44 to FSAR. 

LANDORAF. L C. LeBosuf. Lamb. Lei by k MacRae. LANDORAF. L C Dalrck 
Edison Go. 82/09/30. DENTON. H R. Office of Nuclear Reactor 
Regulation. Diraetor. tp. 19973.167. 24X Fiche’ 50-34 62/09/30. 

8210010209 


—8210010275 Amend 44 to application for OL 

HEIDEL.C.H, Detroit Edison Co 62/07/28 Ip. 19973.166 241 

Fiche. 90-341. 82/07/30. 8210010287. 


—8210010277 Amend 44 to FSAR 

* Detroit Ediion Co, 62/07/30. eOpp 15973:189 24X 

Fiche: 90-341. 82/07/30. 6210010287. 


DOCKETED ITEMS 


Co(nmittB» on Ra^icior Biifaguardt rsportt I* * corrtipondtfncft 


il0?7O3'?O Camm#nti on «n«lgiR» •valuatins copabllity of facilttg 
(lologtcAl «hi«lcf to uithstond Aigm^nttrlc lOAdlnpt resulting 
frep ended pipe brook at reactor veeeel nojile safe 

iniitg*** 1204 requietf 

jI/DA/J 9'Z Trank I in Initl lute/Fronk 1 1 n Reeearth Center ZUDANBi 2 
' Adviearg Committee on Reactor Safeguardt 00/09/30 
/y.DeRrtAMiH ACRB - Ailvleorg Committee on Reactor Safeguardi 5pp 

ueaa 3''0 a^x FieJv* 50-34 1 . 00/09/30,0310270390 


jntptctton rtportii IE OuMetihi U c orreep ondence 


[1001045/1 Por war lie '*ln»ervice Testing Program" for pumps l( valves 
for t20-*ffiDntb Insp period beginning u/fuel load per 
JMFR90 59a Rtpt tupertedes Revision 0 submitted u/0tO0O3 
Ur 

TAUflER'H Detroit Edison Co. 02/09/22 KINTNER,L L Dlvielon of 
Licensing Ip 19970 OU 24X FI c h e. 90-341, 02/09/22i 6210010496 


9210010460 "Inset vice Testing Program " 

CUUB0,d f1 , MARTIN, J Q NUTCCK INoclear Technologg, Inc ) 
OEM^-OSOI ROl 02/07/00. i61pp 19970*012 24X 

FUM 90'34 I, 82/09/22. 0210010496 


110130360 For (Hard I IE Insp Rapt 90-341/02-11 on 820721-23 t< 27-30 No 
noncoapllence noted 

LITTLEiU G Division of Engineering 1, Technical Programs 02/09/27. 

ICaQ.nh Detroit Edison Co 2pp 10602:100. 24X 

riche 30-341,02/09/27,8210130368 


— 8210190339 “Instruction Manual. RHR Bve Water Pumps, Enrico Fermi Atomic 
Power Plant Unit 2 " 

» Ooulds Pumps, Inc 79/11/19 43pp 19702 194 24X 

FI Che 90-341,02/10/11,0210190322 


— 0210190343 “0elimic-8tress Analgils of A0ME Bection HI Clast 3 Pumps " 
* McDonald Engineering Analgsls Co ME-229 79/09/03 94pp 

19702.209. 24X Fiche 90-341,02/10/11,8210190322 


—0210150346 "Seismic-Stress Analgsls ASHE Section III Class 3 Pumps 
e McDonald Engineering Analgsle Co ME-230 79/09/03 96pp 

19702*264 24X Fiche 90-341,02/10/11,0210190322 


—8210190392 "Selsmlc-Streis Analgsls Ript RHR Sve Water Pumps " 
e McDonald Engineering Analgsle Co. ME-146 74/01/20 40pp 

19702 320 24X Fiche 90-341,02/10/11,021 0190322 


8210190696 Clarifies check valve info re inservlcs Imp of pressure 
Isolation valves, per 010603 Itr Design features provide 
better protection than check valve position monitoring for 
sgs Info uill be Included In future F8AR amend 

TAUBER, H Detroit Edison Co 82/10/11 KINTNERit L Division of 
Licensing 2pp 19736 190 24X Fiche 90-341,62/10/11,821019069/^ 


B208190238 IE Bulletin 02-03, “Stress Corrosion Cracking in Thick- 
Wall, Large-Diameter, Stainless Bteeli Reclrcu latlon Sgs 
Piping at BWR Plants " five list end 

DEYQUNO, R C Director^! Office, Office of Inspection and 

Enforcement, 82/10/14 Consolidated Edison Co of New York 
119pp. 1901O-125 24X Fiche 50-000, 02/10/14,8208190238 


-0210130374 IE Imp Rept 9 0-341/02-11 on 020721-23 b 27-30 No 
noncoinpU ence ncited Major areas Inspected 10GFR90 99e repts, 
iltctrlcal hanger relnsp, OA records, relag coordination 
Activltiei ti deviation disposition rec^uest 

NAimK R , WILLIAMS, C C Region 3, Office of Director 82/09/10 
llpp 19602 102 24X Plche 90-341,02/09/27,0210130360 


210190303 Bvbmlti list of tubes plugged in each steam generator 
following Inservlce Inspi 

CftOOBf.R P Toledo Edison Co 02/10/04 KCPPL£R,J. 0 Regions, 
Offic# of Director Ip 19742 198 24X Fiche 50-341,82/10/04, 

0210190303 


8210260372 Ack receipt of 820924 Itr informing NRC of steps taktn to 
correct violations noted in IE Insp Rept 90-341/02-00 
NaRELIU8,C E. Division of Project U Resident Programs 02/10/18 
WELLS, 0, A Detroit Edison Co Ip 19004*233 24X 

Fiche 90-341,02/10/18,0210260372 


—8210260302 Responds to NRC 020010 Itr re violations noted in IE Inap 
Rept 60-341/82-00 Corrective actions snubber reduction 
program accepted Ic Implemented on 020609. All documentation 
forwarded to NRC upon completion 

WeLL8,DA Detroit Edison Co 82/09/24. BPE8aARD,RL Divleion 
of Project 6 Resident Programs 9pp 19004*234. 24X 

Fiche 90-341,62/10/10,0210260372 


100190233 IE Info NotUf 80-39, Suppl 1, "Leaking U Dislodged 1-129 
loplenl Gcedf " 8v< list end 

coea.u I. Dlvielon af Fuel racllities, Materials Safeguards. 
02/10/06 Consolidated Edison Co of New York. 66pp. 19761:290, 

24X Flchs 00-000,82/10/06,6208190233 


MOlGOlQh Clar 1 f let NRC poeition concerning procedures for admitting 

NRC ptr tonne 1 to facllltij Lists of authorixed personnel 

fncl 

KfcPfLeR,J 0 Region 3, Office of Director. 82/10/06 WELLS, D. A 
OitTOlt Edison Co 4pp. 19674*137 24X Fiche- 50-341, 82/10/06, 

0210130(66 


210250072 Forwards IE Imp flept 90-341/82-12 on 020701-0831 fc notice 
«f vlalitlon. 

GPE88ARD. R L Division of Project << Resident Programs 02/10/07. 
NaUB, 0, A Detroit Ed lean Co 2pp 19789 341 24X 

Fiche . 90-34 1 , 82/ 1 0/07, 821 0290072 


8 Reportable occurrences. LERs !< related correspondence 


8210040127 Interim deficiency rept re defective 1-lnch pipe couplings I, 
caps mfg by Capital Mfg Co Initially reported on 020810 
Installed couplings will be given visual Insp h liquid 
penetrant exam Next rept expected by 030107 

WELLS, D, A Detroit Edison Co. 02/09/09 KEPPLER.JO Regions, 
Office of Director. 2pp 19901*210. 24X Fiche 90-341,02/09/09, 

0210040127. 


8210040004 Interim deficiency rept re load-carrying capability of 
certain drywell structural steel Intially reported on 
020024. Fix Involving reinforcing of affected members 
considered. Interim or final rept expected by 020120 „ 

WELLS, D. A Detroit Edison Co. 02/09/22 KEPPLERiJ 0. Region 3i 
Office of Director. Ip. 19901 269. 24X Fiche: 90-341. 82/09/32, 

8210040004, 


'0210250079 Notice of violation from Imp on 020701-0831 
8PE8flARD,R U, Division of Project fc Resident Programs. 82/10/07. 
app 15769-S43 24X Fiche 90-341,92/10/07, 0210290072 


*0210290080 IE Imp Rept 00-341/02-12 on 820701-0031 Noncompliance 
noted failure ta accomplish activities per OA procedure, to 
provide appropriate procedure li to perform reaudlt to verify 
corrective action Implementation. 

LITTLE, D N , K0NKLIN,J E Division of Project fc Resident Programs 
02/10/07 7pp. 18789.349. 24X Fiche* 90-341, 82/10/07, 0210290072 


210150322 Forwards responses to IE Bulletin 79-lS, "Long-Term 
OpireblHty of Deep Draft Pumps." Responses will be 
Incorporated in FBAR amend Related procedures also end. 

TAUBER, H Detroit Edison Co 02/10/11 KiNTNERrL. L Office of 
Nuclear Reactor Regulation, Director 0pp 19702'001 24X 

F(ch«‘ 90-341, 62/10/11,8210190322. 


*0210150326 "Ooulds Pumps, Inc Type I Manual, Emergency Equipment Bve 
Water Pump a, '* 

» Ooulds Pumps, Inc 77/07/14. 93pp 19702,009 24X 

Fiche 90-341,62/10/11,6210190322 


0210190332 Final deficiency rept re cracking of 3/4-inch carbon steel 
pipe. Initially reported on 820430, Manufacturer Installed 
•ddy current tester to aid In OC of pipes. Faulty svctlons of 

WELL8ro'’^*Dl trait Edison Co. 02/09/24. KEPPLERiJ. 0. Region 3, 
Office of Director. 3pp. 15742:000. 24X Fiche' 50-341, 02/09/24, 

0210190332 


0210190697 Interim oeficiency rept re defective pipe support strut 
swivel bearings. Initially reported on 020514. Addl insp 
raduirementi for fltld inspectors will be developed per IE 
Circular 81-09 Next rept will be submitted by 820204. 

WELLS, D. A. Detroit Edison Co. 02/10/00 KEPPLER, J. 0 

□ ffici of Director. 2pp 19737 147. 24X Fiche* 90-341, 82/10/08, 

0210190697. 


8210290191 Final deficiency rept re stainless 8^ 312TP316 

t, SA 312TP316HF installed In lieu of required 8A 312TT316L. 

Initially reported on 820317 Deviation disposition requests 
written No instrument sample lines affected. 

WELLS, D A. Detroit Edison Co 02/10/12 KEPPLER, J, 0. 

Office of Director. 2pp* 19706.296. 24X Fiche. 90-341, 82/10/12, 

6210290191. 


'0210150330 "Ooulds Pumps, Inc Type I Manual, Diesel Oenerator 8vc Water 
Pumps 

• Ooulds Pumps, Inc 77/11/22 91pp. 19702*062. 24X 

Fi ch • 1 SO-34 l , 82/ 1 0/ 11 , 62 101 90322. 
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DOCKETED ITEMS 


DOCKET 50-344 TROJAN NUCLEAR PLANT 


F Sicurltgj mtdicAU cntrgtncg & fir* protfction 


6210070012 R«<iu4tfa« concurr«nci u/pl«n to 1 lC4ht» «<nflnd 

lT>torpor«ting trtcl llc*ii«t condition r> imp t *i»vntsfcion of 
US/IAEA loftguardi *grf>intnt Notifteatlon of info dotirid to 
be withheld Tt<tv*tttd within 30 d*gs Ends withhold 
CLARKi R A Qporotlnj Rooctoro Branch 3 02/09/24 UITHERSi B D 

Portland Oenoral Electric Co 3pp 15646*223 24X 

F 1 c h a 50-344 1 62/09/24* 62100700 1 2 


6210190020 Rtlaa»»i public vartion of revUion to radiological 
tmorgincg ratpone* plan iMpl»ni«nting procedura 

FELTON. JH Dis^ifion of Rule* and Recordf. G2/10/01 Document 
Hanagimint Branch Ip 15761:001 24X Fic ha- SO-344* 62/10/01. 

6210190020 


— 8210190024 Forwarda public variion of Rtviiion S to Radlologl cal 
Enargancg Raapanaa Plan Imp lamanting Procedure EP-74 
"Operation of Technical Support Ctr ” Receipt form and. 

PU^ET*A H Portland General Electric Co 02/09/22 CLARK* R A 
Office of Nuclear Reactor ReguLatlori* Director Ip 15761 002 
24X Flche 50-344« 62/10/01. 0210190020 


— 8210190026 Public variion of Reviiion 3 to Radiological Energancg 
Reiponii Plan rmplemintlng Procedure EP-7. "Operation of 
Technical Support Ctr " 

YUNOT.C P Portland Oaneral Electric Co 02/09/20, 2epp 
1 5761 003 24X Fiche 50-344, 02/10/01 .821 £>190020 


6210200210 Porwarde raiiuett for addl info re changes to phgeical 
lecurltg plan & eafeguards contingeneg plan. In responee to 
620719 Itr End ulthheld (ref 10CFR73 21> 

CLARK.R A Operating Reactori Branch 3 02/10/26 NITHERS. B D 

Portland General Electric Co Ip 15637 106 24X 

Flche 50-344. 02/10/26. 021 026021 0 


P Operating llcanee etage document* & corretpondence 


6210010053 Forward* avttematic aetessment of licensee performance data 
pacicage to be used In preparing performance analgsee 
Analgsei should be prepareiT following formit of end NRC App 
OSU.Part VI. Section TV Analgtes due 621008 

STERNBERO.D H Division of Resident, Reactor Project It Engineering 
Program 82/09/24, JOHNSONrP H . MALhROS* N H , CILUS.M Region 
5. Office Of Director I6pp 15565 119 24X Fiche 80-344,82/09/24. 

0210010053 


B210040163 Advises that containment hydrogen monitors Installed 6 
calibr for hydrogen concentration* betwen 0 6 10% per TMl 
Action Item II F. t.fialn iteam line monitors inetalledf 
however, callfa r delayed until 621101 due to repair*. 

NITHERS. B D Portland Oaneral Electric Co 02/09/26., E16ENHUT.D 0 
Division of Liceneinr 2pp 15502,032 24X Flche 50-344,82/09/26. 

0210040163 


6210150354 Bummerg of 620926-30 meeting Ic site vieit u/utll Bechtel 
re maionrg well deeign Addl info requested re in-plane 
reeponse effect* on out-of-plane rttponse* 8c documentation 
of verification of programs 

TRAMMELL. 0 M Operating Reactors Branch 3 62/10/05 Operating 

Reactors Branch 3. 5pp. 15715,353 24X Flche. 50-344. 62/16/05, 

6210150354 


G, Inspection report*. IE Bulletin* k corretpondence 


6210070007 Responds to FOIA request for eight cattgorles of record* ra 
steam generators It tteam turbines, App A documents provided 
In R Udell FOIA Request 61-313, Forwards documents lUted In 
App fl. 

FELTON. J.M Division of Rule* and Records, 62/00/10. LONO* D, J, 
Nlnthrop* Btimson* Putnam It Roberts 9pp 15645:063. 24% 

Fiche. 50-000. 62/08/101 6210070007. 


— 6210070139 Forward* tabulated data on steam generator intp I* maint at 
facl lltit*. Da ta should be provided to license#*. 

IPPOLITDfT. Operating Reactors Assessment Branch, 82/04/01. 

VARGA* 0 Operating Reactor* Branch 1 5pp 15645:131. 24X 

Fiche - 80-000* 02/06/10* 8210070007 


8210130597 Aek receipt of 620906 Itr forwarding payment of civil 
penalty imposed by NRC 620812 order 

AXELRADjJ, A Dirtcior'e Office* Office of Inepection end 
Enforcement. 82/09/17. UITHER8*B, D. Portland General Electric Co. 
2 pp 15692:343 2 AK Fiche. 50-344. 62/09/17* 8210130597. 


9210010053 Forward* systematic assessment of licensee ptrformarc* fata 
package to be used in preparing performance analyses 
Analyses should be prepared fallowing format of end NRC App 
0516. Part VI. Baction IV Analyiai due 821006 

6TERNBERG,D M Division of Resident. Reactor Project k Engineer Ing 
Progrems 82/09/24 JOHNSON. P H , MALMRQS.M H . CILLI0.N RagloTi 
8. Office of Director IBpp 15565 119 24X Ficht 50-3444 82/09/24. 

B2 100 10053 


6210190549 Forwards IE Insp Rept 50-344/62-21 on 820712 No 
noncofltp 1 lence noted 

STERNBERG, D M Division of Resident. Reector Project tc Engineering 
Progrems 62/10/01 WITHER8. B D Portland General Electric Co 
2pp 15733 001 24X Fiche 50-344. 82/10/01. 0210190549 


— 8210190556 IE Insp Rept 30-344/02-21 on 020712 No noncomp 1 i anc a notsi 
Major areas Inspected program for welding pressuriiir 
■urge line 

EGKHARDT. J K * DODDS. R T Division of Resident* Rsattor PTOject i 
Engineering Programs 02/10/01 3pp 15735 003 24X 

Fiche 50-344.62/10/01.8210190549 


0210000349 Ack receipt of 620923 Itr Informing NRC of steps taker to 
correct violations noted In IE Intp Rept 50-344/82-24 
STERNBERG, D M Division of Resident. Reactor Project {< Erglniering 
Progrems 02/10/05 WITHERS. B D Portlend General Electric Co 
ip 15630 093 24X Fiche 50-344. 02/10/05. 0210080249 


— 0210080253 Responds to NRC 620903 ttr re violations noted in EE Imp 
Rept 50-344/82-24 Corrective actions maint procedurit 
revised to reflect change from motor to air operators on 
four euilliary feedwater pump steam supply valves 
WITHERS, B D Portland General Electric Co 82/09/23 
ENGELKEN.R K Region 5. Office of Director 4pp 15630 094 24T 

Fiche 50-344.82/10/05,8210080249 


8208190233 IE Info Notice 80-35. Suppl 1. "Leaking k Dislodged 1-J25 
Implant Seeds " 8vc list end 

COBB.L I Division of Fuel Facilities. Materials k Sifeguerdt, 
82/10/06 Consolidated Edison Co of New York 65pp 15761:254 
24 X Fiche: 50- 000. 02/10/06. 0208190233 


9210190731 Forwards IE Insp Rept 50-344/02-26 on Q2O0O9’'a933 It notice 
of violation 

CREWS. J L. Division of Resident. Reactor Project k Engineering 
Programs 02/10/06 WITHERS. B D Portland General Electric Co 
2pp 15737 065 24X Flche 50-344.02/10/06.6210190731 


—0210190733 Notice of violation from insp on 620809-0903 

OODDB.R, T Division of Resident. Reector Project k Englneerins 
Programs B2/10/06 2pp 15737 067 24X Fiche S 0-34 4. 82/ J 8/06. 

8210190731. 


—6210190743 IE Insp Rept 50-344/82-26 on 020009-0903 Nonconpl i arvea 
noted safety Injection sys actuation logic inoperable from 
B20B 16-20 

MALMR08,K.H , DODDS. R T, Division of Resident. Reector Project ( 
Engineering Progrems 82/09/16 7pp 15737*069 24K 

Flche 50-34 4.02/10/06,0210190731 


0210290413 Forwards safety evaluation of licensee 000430 k 620317 
responses to IE Bulletin 80-04. "Analysis of PNR Main 
Bteemllne Break W/Contlnued Feedwater Action '* Licensee 
responses acceptable 

CLARK.R A Operating Reactors Drench 3 82/10/07 WITHERS. 6 t 

Portland Oenaral Electric Co 2pp. 15663 241 24X 

Fiche. 50-344. 82/10/07. 0210290413 


—8210290417 Bafety evaluation accepting licensee 800430 k 820317 
analyses of main itcamltne break w/continued feedwater 
action No further action re IE Bulletin 00-04 required, 

# Office of Nuclear Reactor Regulation. Diractor 02/1O/-O7 7pp 
15863-243. 24X Flche: 50-344. 82/10/07, 8210290413 


8200190230 IE Bulletin 82-03. "Btress Corrosion Cracking In Thich- 
Wall* Large-Diamster. Stainless Steel, Reclrcu letlon Sys 
Piping at BWR Plants.'* 0vc list end, 

DEVOONG, R.C. Director's Office, Office of Inspection and 
Enforcement. 82/10/14 Consolidated Edison Co of Neu Yorl 
llSpp 15010:125. 24X Fiche 50-000,02/10/14.6208190238 


8. Reportable occurrences, LERs Sc related corretpondence 


8210250004 Forwards LER B2-01B/03L-0 Detailed event analysis end, 
YUNOT.C P. , STEELE, R.L. Portlend General Electric Co 82/10/11, 
ENGELKEN.R K Region 5, Office of Director 3pp. 15787:077 241 

Flche. 50-344. 82/10/11.8210250084 



DOCKETED ITEMS 


OSS0D9^ LER 92'‘01B/OGL‘*0 or> 8S091Qi during normal oparationj ttftam 
prtifurt tranimitter PT-524 on ganarator B failad 

^l9hlcauting aitociattd protaction tyt biatabla to trip ti 
atcao flotj Inatrucnant to fail high Cauio untnoun 

SAtR^O 0 Portland Otneral Elactric Co 02/10/11 Raglon 5i 
□ ffjct of Diractor Ip 15787 080 24X Ficha 50-344i 62/1 0/1 li 

@210250034 


^10asOL^4 Foruar'di LER 82-017/03L-0 Datailad avant analu«l« and 
V'UNOTrC P . BTEELE, R L Portland Oanaral EUctric Co 02/10/11 
E^CEU^EH. R H Ragion 5* Offica of Director 3pp 15707 330, 24X 

F'ictia 50-344. 02/10/ Ui 0210250164 


“8210250175 LER 02-O17/O3L-O on 02O9l6i boron concentration In north 
borit acid (torage tant dacraaaad balou Tach Spac laval 
Cauiad bg dilution dua to tuo laaliing valvaa South tank 
laval raltad abova 8T& limit V/alvai rapairad 

BAIRiO 0 Portland Oanaral Elactrlc Co 02/10/11 Ragion 5. 
Off lea of Diractor Ip 15707 333 24J( Ficha 50-344* 02/1 0/1 li 

B2t02501M 


C-vKET 50-346 DAVI8-BEBSE NUCUAR POWER BTATlONi UNIT 1 
Sacuritgi ntdicalr etnargancg fir# protactlon plan* 


9^10070003 Ralaata* public version of raviaad administrativa m*mo 
revised enirgancy plan lupporting procedure* 

FCUION.J H Diviiion of Rule* and Record* 02/09/17 Document 
«ariag*fnent Branch Ip 1S646 222 24X Ficha 30-346102/09/17* 

@210070003 


S^l'0070009 Forward* public van Ion of Rtviaion 17 to Adminift rat Ivo 
Marao 42-17* ''Radiation Monitoring Team*" Revision ISO to 
anargency plan supporting procodur** index Receipt form 
enc I 

* Toledo Edison Co 02/09/00 NRC - No DetaiUd Affiliation 
Ctvin Ip 15646 218 24X Ficha 50-346.02/09/17*0210070003 


--@21.0070006 Public version of Revision 17 to Administrative Memo 42-*l7* 
'Radiation Monitoring Teams" & Revision 150 to emergency 
Plan supporting procedure* index 

HWHAY*TD Toledo Edison Co 02/09/30 2pp 15646,219 24X 

F I c h I 50-346* 02/09/ 1 7* 02 1 0070003 


B2lCy0i50235 Requests addl info re intended use of drawings (i raactor 
safeguard* program prior to submittal of info requested In 
820024 Itr Request appears to duplicate Sandia Natl Lab* 
program 

■CftOUSE. R P Toledo Edison Co 02/09/28 8T0L7* J F Operating 

A e actors Branch 4 Ip, 15609 052 24X Fich# 50-346,02/09/20* 

e-2 10050235. 


0210250206 Forwards IE Safety Evaluation Rapt 50-346/02-26 on 
0SO9O1-3O No none omp 1 lane# noted 

HIMO.J A Division of Emergancy Praparednet* Operational Support 

82/10/07 CROUSE, R P Toledo Edison Co 2pp 15791,106 24X 

FicAe 50-346.82/10/07*8210250286 


— Sai’0250297 IE Safety Evaluation Rapt 50-346/62-26 on 020901^30 No 
fioncomp 1 i an ce noted Major areas inspected ' sits emergency 
plan 

FLOSKIiT J , AXELSON*g L * PAPERIELLO,C J Division of Emergency 
PTaparednass Operational Bupport 62/10/06 37pp 15791 lOB 
24X Fieh# 50-346*02/10/07*6210250206 


02101-90623 Forwards revision to Industrial Oecurity Plan AD 1BO0 
Rmvlslon withliald (ref 10CFR2 790) 

CROUSE, R P Toledo Edison Co 02/10/12 STOLZ, J F Operating 
Raactors Branch 4 Ip 15739.360 24X Ficha 50-346, 02/10/1 2r 

8^10190623 


P Operating license stag* document* (< corraspondance 


S2IO21034G Confirm* 020916 telephone author! i ation of amend to Licania 
MPF-3 by adding one-time note to Tach Bpec Tabl# 4 3-Il re 
a tain ^ feedvater rupture control *ys instrumantation 
aurvtillanca requiramenti 

LAENABrO C Aiiistant Director for Operating Reactors. B2/09/20. 

C BOUSE, B.p, Toledo Edison Co 2pn 15764 '276 24 K 

F 1 e h e 50-346, 62/09/20* 0210210546 


^210210550 Amended Tech Spec Table 4 3-11 re eteam k faedwater rupture 
control sy* tnitrumentatlon eurveillanea requir amenta. 

* Assiitant Diractor for Operating Reactor* 02/09/20 Ip. 

15704 279 a4X Flche 50-346,02/09/20,0210210546 


0210210953 Safety evaluation eupporting change to Tech Bpec Table 
4 3-11 re steam !< feedwater rupture control aya 
instrumentation auryeillance requirement* 

LAINAS, 0 C Asiiitent Director for Operating Raactofs, 02/09/16, 
Ip. 15784:279 24X FI chf 50-346, 02/09/20, 8210210540 


— 6210210556 Application for emergency change to Tech Spec Table 4.3-11 
cstending itaam line preimre - low euitch surveillance 
period by 96-h, until midnight S20916 Safety evaluation and 
PETERS. R F Toledo Edison Co. 02/09/17 DEAOAZID, A Office of 
Nuclear Reactor Regulation, Director 2pp 19704 260 24X 

Fiche 50-346,62/09/20,6210210548 


“6210210559 Proposed change to Tech Spec Table 4 3-1 1, ex tend Ing steam 
line pressure - low switch surveillance period by 96-h, until 
midnight 020916 

« Toledo Edison Co 02/09/17 Ip 197S4 282 24X 

Fiche 50-346,62/09/20.6210210546 


B210120001 Requests addl info re secondary water chemistry monitoring & 
control by 021108 Info pertains to 791003 proposed amend to 
delete existing Tech Spec on secondary water chemiitry ti 
Incorporate model license condition 

8TOLZ1 J F Operating Reactor* Branch 4 82/09/22 CRQUBE* R P 

ToUdo Edison Co 4pp 15669 183 24X Fi che, 90-346. 82/09/22* 

B2101 20001 


0210040-049 Informs that Cia** IV fee should be submitted for final 
review of 020719,30*0806 U 16 submittals 

DI008, R M Licanie Ft# Management Branch. 02/09/23 CROUSE, R P 
Toledo Edison Co. Ip 15577 292 24X Fic he* 90-346* 02/09/23* 

0210040049 


0210160025 Rsquests review of end Franklin Research Ctr draft 
technical evaluation rept prtparetf on util 020101 raspanses 
to request for info re NUREO-0612', “Control of Heavy Loads 
at Nuclear Power Plant* 

DEADAZtOiAK Operating Reactors Branch 4 02/09/23 CROUSE* R P 

Toledo Edison Co. 2pp 15717 278 24X Fiche 50-346,82/09/23* 

8210180025 


--82101B0026 “Control of Heavy Loads < C-lO) « To 1 sdo Edison Coi Da vls-Bess 
Mucltar Pauer Station, Unit 1," draft technical evaluation 
rept 

BOMBEROER* C Franklin tnstitute/Frankl in Research Center. 
NRC-03-79-t 16 TER-C5257-S30 02/00/27 CLEMENBON, F NRC - No 

Detailed Affiliation Given, 38pp 15717 280 24X 

Fiche 50-346,82/09/23,8210180029 


6210050304 Responds to 820727 Itr re NUREO-0737, Item II K 2 10* 
"Anticipatory Reactor Trip Bgs iART9l " Adequate features 
available to alert operator to remove bypass when automatic 
bypass rempval not required 

CROUSE, R p Toledo Edison Co 82/09/2? STOLZ* J F aperating 
Reactors Branch 4 2pp. 15610 266 24X Fiche 50-346.82/09/29* 

B2iOOSQ304 


0210050333 Advise* that schedule for responding to NUREG-0737, 1 ten 
II 0.3, "Post-Accident Sempllng ays,*" will be provided by 
Mar 1903, in response to 820721 request 

CROUSE, R.P, Toledo Edison Co 62/09/29 BTOLZ.J F Licensing 
Branch 4. Ip, 15610 094 24X Fich* 50-346,62/09/29,0210090333 


6210050310 Forwards application to amend Lie ense NPP-3, revi ting Tech 
Spec Table 4 3-11 re steam & feedwater rupture control 
sys instrumentation surveillance requirements 

CR0U66fR,P Toledo Edison Co 82/09/30. BTOLZ, J F Operatlnfl 
Reactors Branch 4 Ip 19601 {352 24X Fiche 50-346.82/09/30, 

B2t009Q3i0 


—8210090313 Ap plication to amend License NPF-3* revi sing Tech Spec Tabl 
4.3-11 re steam U feedwater rupture control sys 
Instrumentation surveillance requirements. 

CROUSE, R P Toledo Edison Go 82/09/30 Ip. 156DI 353, 24X 

Fich#' 50-346,82/09/30,8210050310 


‘-0210050316 Proposed revision to Tech epee Table 4 3-11 re steam 
feedwater rupture control sg* ins trumenta t ion surveillanca 
requirement*. 0af#ty evaluation end 

* Toledo Edison Co 62/09/30 3pp 19601 394 24X 

Fiche 50-346,82/09/30,8210050310 


6210150519 Discusses NRR actions taken under Task Interface Agreement 
02-20 for steam generator auslllaTg feedwater header 
damage. Licensee authorlicd to returns power operation at 
Oconee 3. 

EISENHUTtDO Division o-f Licensing 82/10/06 aL8HlN9KI,J 
DlvUion of Engineering Is Technical Progrem*. ip 15717.261 24X 

Ficha: 90-000, 82/10/06*8210150519. 


6210180135 Forutards faa fsr review of once through eteam generator 
repairs 4<auiillary feedwater sys mods, ' 

CROUSE, R.P Toledo Edison Co, 62/10/08 MILLER, M D. License Fee 

Nenegement Brancli, 2pp. 15719 338. 24X Fiche 90-346,82/10/08, 

6210 160139. 
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8210310229 RiipQntfi 810629 1 tr «iatin|| that no llctns* amind 
application naadad to Incorporat* tnoiffl Tach Spac #or 
inubbtr turviillanca Raiponaa unacctptabia tinea 
AN81/A8ME OM-4 not complatad Awtnd raquaitad 

STOLZ^J F Qparatlng Raactori Branch 4 02/10/13 OROUS£» Ft P 

Tolado Edlton Co 2pp 19774 338. 24X Ficha S0“346. 02/10/1 3» 

6210210225 


6210270319 Advl «*c that propoiad Tach 6pac changai ra<iuaftad bg 000410 
Itr not ractivad Hodal Tach Spaci ra daPlnltion of tarm 
"aparab la**oparab I li ty*' foruiardad Propotad Tach 0pac changat 
raguattad by 021100 

STOLliJ F Oparating Raacton Oranch 4 82/10/13 CRoUSEi R P 

Tolado Edtian Co 2pp 15836 392 24X Ficha 9 0-346 < 82/10/13. 

0210270319 


— 0210270325 Modal Tach Spact ra daflnition of tarm *'oparabla- 
opanbllity'* &i limiting condltona for oparatlont k 
attociatad baia« Tima to plica ^Jant in hot ttandby ralaxad 
to A-h k cold ihutdaun lalthin lubtaiiuant 30-h 

a Oparating Raactora Branch 4 02/10/13 3pp 1903* 354 24X 

Ficha 80-346,82/10/13.0210270319 


8210270372 Foruarda Amand 46 to Licanta NPF-3i safatg avaluatlon It 
natict of ittuanc* 6 availatilltg Amand parmltt ona-tima 
antantlon to sgrvaillancf poriod for ttaan lint praat-ura-low 
inttrumant 

STOLZ.J F Oparating Raactort Branch 4 B2/I0/13 CROUSE. R P 

Tolado Ediion Co. 2pp. 15S34 290 24X Ficha 90-346.02/10/13. 

6210270372 


8210260260 Ratpondt to WRC 021007 Itr raquaating conf irmation that 
manual valvai uitd to itolata air start fliotori fu«l lupplg 
of amargancy diaial ganaratori during malnt ara controilad 
hg lockad valva procadurt Pracadura AD 1039 02 appllcabta 
CROUSE. R P Tolado Edlton Co 02/10/21 aTOLZ.JF Oparating 
Raactort Branch 4 Ip 15B05 221 24X Ficha SO-346. 02/10/21. 

6210260268 


0 Intpaction raportt. IE Bullatins Ic c orreapondanca 


8210080015 Addl ratponta to FOIA raquatt for 19 catagortat of info n 
nuciaar rtactor avantt & lafetg problamt Foruardi documanta 
llitad in App A Documantt in App D comptatalg ulthhajtf (raf 
FOIA Evamption 9) 

FELTON, J« Divitlon of Rulat and Racordi 82/07/12 UDELL.R A 
Critical Natt Enargy Projact 9pp 15665 027 24X 

Ficha 50-000.02/07/12,0210080015 


— 0210080120 Bgttamatic atiaatmant of licanita parformanct notaa ra 
facility avaloation for Nov 1979-Dct 1900 
« NRC - No Datailad Affiliation Olvan BO/lO/30 15pp 
15667 334 24X Ficha 50-000. 02/07/12. 0210000019 


0210060314 Ratpondt to IE Bullatin 01-01, "BurvailUnca of hacKanic«l 
Snubbart " Snubbart tntpactid during racantlg compUtad 
rafuallng outaga Nine tnubbtri identified at nonconforming 
CROUSE. R P Tolado Edison Co 02/07/14 KEPPLER. U 0 Ragfon3. 
Office of Dlraetor. 6pp 19619 216 24X Ficha 90-346.82/07/14, 

0210060314 


— 6210270302 Amend 46 to Licanta NPF-3. permit ting ona-tima axtantlon to 
turveillanca period for ttean lint pretture-lau inttrumant 
STOLZiJ F Operating Rcactort Branch 4 62/10/13 4pp 

19834 253 24X Ficht SO-346. 82/ 10/ I3i 0210270372 


9210050253 Ack receipt of 820906 Itr informing NRC of ittpt taken to 
correct violation# noted in IE Intp Rapt 50-346/02-10 
STREETER. JF Division of Project k Retident Programi 02/07/24 
CROUSE.R P. Toledo Editon Co Ip 15610 291 24X 

Ficha 90-346,82/09/24.8210090253 


—8210270306 Safety evaluation fupporting Amend 46 to Licanta NPF-3. 
a Office of Nuclear Reactor Rcguletlon. Director 02/10/13 6pp 
15034 290 S4X Ficha 50-346,62/10/13.8210270372 


— 0210270307 Notice of issuance tc availability of Amend 46 to License 
NPF-3 

STOLZ, JF Operating Reactors Branch 4 62/10/13 3pp 

19834 261 24X Flche 90-346.02/10/13.0210270372 


— 0210090258 Responds to NRC 620010 Itr re violations noted in IE inij 
Rfpt 90-346/62-10 Corrective actions operations supervisor 
discussed event ui/shlft supervisors stressing importance of 
strict procedure compliance l< ravleu of lockad valve status 
CROUSE.R P Toledo Edison Co 02/09/08 STREETER. J F DivisLe>‘ 
of Project k Resident Programs 2pp 19610 292 24X 

Ficha 90-346.82/09/24,0210050253 


3210210458 Foruards. under separate cover. appl icition for amend to 
License NPF-3 Anend Increases setpoint margin for pouer- 
oparated ralief valves. revl set bases on auxiliary feedwater 
lyt U alters trip setpoints to account for Instrument error 
CROUSE.R P Toledo Edison Co 62/10/14 8T0LZ.J F Operating 
Reactors Branch 4 IBpp 19763 047 a4X Flche 90-346,02/10/14, 
6210210496 


8210260203 Application to atninif License NPF-3. revising Tech Bpecs to 
reflect changes to setpoints for pressuriier electromiatic 
relief !< code safety valves, aux 1 1 larg feedwater sgs k trip 
setpoints for boratad water storage tank level 
MURRAY. T.D Toledo Edison Co 62/10/14 BTOLZ.UF Operating 
Reactors Branch 4 18pp 19603.134 24X Fiche 90-346,62/10/14, 

0210260263 


6210220013 Responds to 620713 Itr raquestlng implementation schedule 
for mods to ECC6 evaluation models Hods will be undertaken 
as extension of NUREO- 0737, Item II K 3 31.8ch«dult will be 
provided 60 days after NRC approval of Item II K 3.30. 

CROUSE, R.P. Toledo Edison Co 82/10/19 NOVAK. T H Assistant 
Director for Operating Reactors Ip 19776 210 24X 

Fiche; 90-346. 02/10/19, 02 1 0220013 


8210290370 Forwards Amend 46 to License NPF-3, safety evaluation If 
notice of Issuance k availability Amend changes 
calculational method to determine max allowable high flux 
trip setpoint when one or more safety valves inoperable 
D£ AOAZIO, A N Operating Reactors Branch 4, 62/lO/SO. CROUSE. R. F, 

Toledo Edison Co Qpp 15865:24? 24X Fi c her 50-346# 02/10/20, 

0210290370. 


8210000209 Ack receipt of 820907 Itr informing NRC of steps taken lo 
correct violations noted in !£ Insp Rept 50-346/02-03 
NDRELIUS.C E Division of Engineering k Technical Ppogramt 
62/10/04. CROUSE, R P Toledo Edison Co Ip 15630 319 24X 

Fiche 50-346,82/10/04,0210000209 


•-0210000289 Responds to NRC 820016 Itr re violations noted in IE Jnip 
Rept 90-346/02-03 Corrective actions OA program will be 
updated to include review of regulatory requirementi ti 
conmi tments 

CROUSE, R P. Toledo Edison Co 02/09/07 NORELIUB.C E Oivisten 
of Engineering k Technical Programs 2pp' 15630 316 a4X 
Flche 90-346,02/10/04.0210000209 


BS08190233 IE Info Notice 80-39, Suppl 1. "Leaking k Dislodged I-12S 
Implant Seeds," Sve list end, 

COBB, L, I. Division of Fuel Facilities. Materials 6 Safeguards 
02/10/06 Consolidated Edison Co of New York 66pp. L5761 290 

24X Flche 90-000.02/10/06,0200190233 


8310290206 Forwards IE Safety Evaluation Rept 50-346/02-26 on 
820901-30 No noncompliance noted 

HINO.J A Division of Emergency Preparednese I, Operational Bupporl 
62/10/07 CROUaE.RP Toledo Edison Co 2pp, 15791’ 106 24X 

Flche 90-346. 02/10/07.6210250206 


—0210250297 IE Safety Evaluation Rept 50-346/02-26 on 020901-30 Na 
noncompiiance noted. Major areas inspected . site emirgineg 
plan. 

PLOSKliT J , AXELSON. W L . PAPER! ELLOiC J Division of Emergency 
Preparedness k Operetlonal Support. 02/10/06 37pp L57VL LD6 
24X Fiche- 90-346, 02/10/07. 0210290286 


'6210290302 Amend 40 to License NPF-3. reflec ting change in cal culatlonel 
method for determining max ellowable high flux trip setpoint 
when one or more safety valves an steam generator 
inoperable, 

STOLZ. J F Operating Reactors Branch 4 02/10/20. 7pp. 

15065 292, 24X Fiche: 50-346. 62/10/20.6210290370 


■0210290365 Safety evaluation supporting Amend 46 to License NPF-a 
* Office of Nuclear Reactor Regulation, Director 82/10/20, Spa 
19865 299 24X Fiche: 90-346, 02/10/20, 6210290370 


8506190236 IE Bulletin 82-03, "Btress Corrosion Cracking In ThlCk- 
Nal It Large-Dl ameter. Stainless Steel, Reclrcu latlon 8ys 
Piping at BWR Plants " Sve list end 

DEYDUNO.R C. Director's Office. Office of Inspection and 

Enforcement 02/10/14 Consolidated Edison Co of New York 

119pp 19010-129 24X Fiche. 50-000, 62/10/1418200190239 


8 Reportable occurrences, LERi I, related correspondence 


— 8210290307 Notice of issuance k availability of Amend 48 to Licansa 
NPF-3 

STOLZ, J,F Oparating Reactors Branch 4 82/10/20. 2ep. 

15065 262, 24X Fiche: 50-346, 05/10/20,0210590370 


0012290116 Dlscufses conclueions of engineering evaluation of iteea 
generator overfill transients at C-E k Nest inghous e plants 
LANNIND.N D Director's Office 00/10/29. MICHELEON.C OlretUr^i 
Office 3pp. 15692.262 24X Flche’ 30-000, 00/10/29, 00X22901 10 
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I CO^OI 1 5 t>Licofts«i LER 79-062/03L-1 re «U](iliAry^ feediu-ater iv* 
pTe»iurt su£tcht< On 79092li several «ulitc^«t uould not 
activate Failure caused by corrosion due to misapplication 
liatic 0 ring suitches 

Director's Office 81/12/07 MICHELSDN, C Director's 
efface 3pp 1 5A49 216 24X Fiche 50-346101/12/07,8210070115 


—8210130129 LER aa-044/03L-i> on 020916, revi ew revealed that staam It 
feedii^ater rupture control sys monthig surveillance Procedure 
6T 5031. 14 not completed In time allotted in Tech Specs 
Caused by parsdinnel error Test completed 

WERNER, B J Toledo Edison Co 02/09/30 Region 3, Office of 

Director 3pp 19673 04l 24X Fiche 50-346,82/09/3010210130134 


S210070460 Cone ludes that problem of misapplication of static 0 ring 
d 1 ap-Sragm-typ e suitches is indigenous to SaviS'^Disse plant 
Corrective action to raplace Buna-N suitches u/statnleis 
ttcal suitchei adeq.uat» 

CHlRAMflL.n Director's Office 81/12/07 MICHEUSQW, C Director's 
CTfflce 3pp 19644 341 24X Fiche 50-346,91/12/07,8210070460 


^aiOOlODOQ Responds to FOIA rea^a^t for 19 categories of documents re 
r jciiar reactor events 5< safety problems Forwards documents 
listed In App A 

FEkTON,J N Division of Rules and Records 82/06/28 UDELL, R A. 
Critical Mass Energy Project 15pp 15727 005 24X 

Fsche 50-000.82/06/28,8210010008 


--01 1 1 1 aOOOl Recommends comprehensive assessment of plant operating 
conditions to determine specific predetermined time related 
Seguentes of occurrence to emergency buses SRP should be 
revised re design features 

ASHE,F Director's Office 81/10/16 MICHEL0ON,C. Director's 
Office 4pp 15731 049 24X Flche 50-000102/06/20,8210010008 


— 0^01190 538 Evaluates LER 79-062/03L'*l re auxiliary feedwater sys 
j^resiure twitches Misapplication of static D-ring diaphragm 
type suiitches was limited to facility Replacement 
u/stainless steel diaphragm switches seems adequate 
CHIRAMALiH Director's Office 01/12/07 HICHELSON.C 
Director's Office 3pp 65825 291 24X Flche 50-000,82/06/28, 

0310010008 


0210100131 Forwards LER 02-O45/D3L-«O 

MURRAY, T D Toledo Edispn Co 82/10/04 KEPPLER, J O Region 3, 
Office of Director Ip 15717 335 24X Flche 90-346,02/10/04, 

B21O1Q0131 


—8210180137 LER 9a-045/03L-0 on 
suction valve FW786 observed 
reason w/o operator touching 
Valve reopened. 

LONG, J M Toledo Edison Co 
Director 2pp. 15719 336 


820904, a u*i 1 lary faaduater pump l-l, 
closed for no apparent 
close button Cause unknown 

82/1D/Q4 Region 3, Office of 

24X Flche 50-346,82/10/04,0210180131 


9210190254 Forwards LER a2-046/03L-0 

MURRAY,! D Toledo Edison Co 02/10/07 KEPPLER, J Q Refilan 3, 
Office of Director Ip 15742 |43, 24X Flche 50-346,82/10/07, 

8210190234 


—8210190261 LER e2-046/03L-0 on 020900, high decay heat flow alarm 
received Decay heat flow pump 2 & high pressure injection 
flow Pump 2 found not running Caused by failure of S4-vnlt 
dc power supply for buffer cards Power supply replaced 
rSLEV, T Toledo Edison Co 02/10/07 Region 3, Office of 
Director. 2pp 15742 144 24X Flche 30-346,82/10/07,6210190254. 


9210190390 Forwards revised LER 79-076/03X-1 

MURRAY,! 0, Toledo Edison Co 82/10/11 KEPPLER, J. 0 Region 3, 
Office of Director ip. 19742 098 24X Flche 90-346,02/10/11, 

8210190358 


02100-50323 Forwards LER 82-041 /03L-0 

MURRAY,! 0 Toledo Edison Co 92/09/22 KEPPLEft, J 0 Region 3, 
Office of Director Ip 15608 221 24X Ficha 50-346,82/07/22, 

82 10050323 


— 5210050327 LEr 82-04l/OaL-0 on 020821, setpo inti of three main steam 
safety valves found out of tolerance Caused by normal 
valve aging Two valves Immediately reset S, third valve 
adjusted at reduced main steam pressure. 

O'NEILL, J Toledo Edison Co 02/09/23 Region 3, Office of 
Director 3pp 15600 222 24X Flche 90-346,02/09/22,0210050323. 


8210090395 Forwards LER 8a-042/03L-0 

rtUd?RAY. T 0 Toledo Edison Co 02/09/24 KEPPLER, J 0 Region 3. 
Office of Director Ip 19607 042 24X Fiche* 90-346, 82/09/24, 

B2100S03S5 


B2!tO0S0361 LER B2-'0^2/03L-0 on 820827, once-through steam generator I 
level escetded Tech Spec limit on full-range 
instrumentation Caused by operator error during plant 
shutdown on 830023 Operators cautioned 

* Toledo Edison Co 02/09/24 Region 3, Office of Director 
3pp 15609 043 24X Fiche 50-346,82/09/24,8210090355. 


&2tO130356 Forwards LER a2-03l/03X-2 

l-WJRRAY. T 0 Toledo Edison Co 82/09/20 KEPPLER, J 0 Region 3, 
Office of Director Ip 15679 012 24X Flche 50-346.02/09/20, 

SOI 30356 


■S210130366 LER 82-031/03X-2 on 820625 L 0706, fire barrier doori 500 fi< 
436 found slightly open On 020629, fire barrier 8< negative 
pressure door 302 found slightly open. Caused by closure 
O'echanitn failure to seat doors tightly due to design error, 

WOLFEiR Toledo Edison Co 02/09/28. Region 3, Offlee of 
Director 2pp 15679 013 24X Fiche. 90-346, 82/09/20, 8210130356 


@310130404 Forwards LER e2-043/03L-0 

MURRAY, TD Toledo Edison Co 82/09/29. KEPPLER, J 0 Regions, 
Office af Director ip 15681 164 24X Flche. 50-346, 82/09/29, 

0210130404 


@210130410 LER 0 a-0 43/03 L-0. on 820829, fire door 428C to electrical 
isolation room 429A found cracked open. Caused by component 
failure Latch mechanism repaired 

WOLFE, R. Toledo Edison Co 82/09/29. Region 3, Qffice of 
Director 2pp 15601 165 24X Fi che* 90-346, 82/09/29, 0210 130404. 


02; I -01 30124 Forwards LER B2-044/03L-0 

HURRAY, TD Toledo Edison Co 02/09/30 KEPPLEft, O 0, Regions, 
Office of Director Ip 15673 040 24X Fic he. 90-346, 82/09/30, 

@210130124 


—0210190359 Revised LER 79-076/03X-1 on 790700, core flood tank 1-1 level 
alarm received Caused by faulty amplifier In level 
transmitter LT“CFa82i reiu I ting in incorrect reading 
Amplifier replaced L transmitter recallbr 

BOftYSIAK.M , ftICHTERrL Toledo Edison Co 02/10/11. Region 3, 
Office of Director 2pp 19742 099 24X Fiche 50-346, 02/ 10/1 1 , 

8210190358 


8210250270 Forwards LER 92-04 7/OaL-O 

MURRAY.! D Toledo Edieon Co 02/10/12. KEPPLER, J 0. Region 3, 
Office of Director, Ip 15791 043. 24X FI che: 50-346, 82/10/12, 

0210250270 


—0210250279 LER e2-047/03L-0 on 820913 U 15 containment rad la t inn. trip 
occurred Caused by component failure of output radiation 
mohitor RE-2C04 on safety features actuation sys Channel 1 
Operational amplifier ^ output transistor repla-ced 
ELDREDfD T Toledo Edison Co 02/10/12 Ragion 3i Office of 
Director 3pp 15791 046 24X Fiche 50-346, 02/ 10/ 12, 0210290270. 


0210250226 Forwards LER B2-04e/03L-0 

MURRAY, T.D Toledo Edison Co 02/10/14 KEPPLER, J O Region 3i 
Qffice of Director. Ip 15700:358 24X Flche 90-346,82/10/14, 

0310290226 


'^-8210290231 LER 82-O40/O3L-D on 020917, during flushing of vent line on 
concentrate storag* tank, open fire door tOla blocked u/ 
temporary hose. Caused by parsonnel error Oensral orientation 
training modified to require training on fire doore 
8ENIUK,P Toledo Edison Co 82/10/14. Region 3, Qffice of 
Director 3pp. 15700:359 24X Fi che* 50-346, 82/10/14, 0210250226. 


0210230075 Forwards LER 02-049/03 L-0. 

MUftftAYi T D Toledo Edison Co 02/10/19. KEPPLER, J 0. Region 3, 
Office of Director Ip 1 9837* 165. 24X F iche 90-346i 02/10/ 19, 

821028007S 


—8210280078 LER 82-049/03L-0' on 820920 L 22, Channels 2 !< 3 on 
containment post-accident radiation monitor RE 4597BA were 
reading high Caused by problem In mi croprocetsor softeiere. 

New set of software Installed & faulty actuator replaced. 

ELDRED, D T Toledo Edison Co. 82/10/19 Region 3, Office of 

Director, 2pp. 19837 166, 24X Flche: 90-346, 82/ 10/ 1 9, B2102B0075 


DOCKET 50-348 JPBEPH M FARLEY NUCLEAR PLANT, UNIT 1 


F. Becurlty, medical, emergency tt fire protection plans 


8210010196 Act receipt of 620B27 Itr re eoiergency exorcii# scheduled 
for Feb 1983 

8T0HR,J. Division of Emergency Preparedness 9t Operational Support. 
82/09/17 HCDONALD, ft P Alabama Power Co. Ip. 18970 360 24X 

Fiche* 90-348, 82/09/17, 0210010196. 
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DOCKETED ITEMS 


6210010195 rarwjrd* Rtviiionc 4 & 5 ta ««curit:g pUn Rsviilont 
ulthhild 

CLAyjONrF L AIa&«in« Pow#r Co 82^09/21 VAROA, B A NRC - No 
DstcUid Affiliation Oiv«h> Ip 159i»7 313 24X 

FichtJ 50^340,02/09/21*021001019 5 


e2l01900i>& R»l«4k»i public vtrtion of r«vi«*d tmorflftncg plan 
imp Ifffntnt in^ procidurct 

FELTON* J M Divivion of Rulot «r>d Rvcordi 62/tO/Ol Docuoitnt 
H«n«ptffl8nt Bnneh Ip IS76I OfiiO 24X Fich# 5O-340, 82/10/01* 
e210l900d>^ 


-''0210190073 Public virsion of tmftrgencg plan implemant Ing procfduroai 
including Proctdur»5 FNP-O-EIP-U r* handling of injurod 
ptrtonnal it FNP-O-ETP-IB r» *tta area frtifTgancg Procotfora 
rsquett formi and 

H Alabama Pouar Co 02/09/21 35p p 157&1 061 24X 

Fleht 50-340, 02/IO/OI1 e2i01900.66 


0210180004 Foruardt IE 8afaguardi tnap Rtpti 50-346/82-23 
50-364/02-22 on 820921-24 No non compl lane » notad 
V£Rn£LLl*D Oivlilon Of Prozac i it RB«jdant Program* 82/10/12 
KCDQNALDjR P Alabama Poutr Co 2pp 15720 025 24X 

FlChf. 50-343i 92/10/12*9210160004 


— 82101B0007 IE Bafaguard* Intp Rapti 90-346/82-23 ti 90-364/62-22 on 
820921-24 No noncompl lane t notad Major araa« inapactad 
tacurltv plan & Implananting pracadurai St aacurlty 
organliation Datalii uitthhald Iraf I0CFR73. 211 

STARS3ERR/, W » * MCGUIRE, D R Olvlalon of Enginaaring U Tachnlcal 
Programi 02/10/00 Ip 15720 027 24X Flcha 50-348*02/10/12* 

6210160004 


8310260199 Application for amand to Lic«nt*« NPF-3 S< NPF-8* rrvl ilng 
Tach Spact to raqifira audit on tmargtncy praparadnatt 
program avarg 12 montlii*p#r 10CFR50, 94ftl St Oantric Ltr 
82-17 No amtnd fat requirad &ER and 

CLAVTONiF L Alabama Pouar Cd 62/10/25 UAROA. S A Of flea of 
Nuclaar Raacter Rtgulatlon* Diractor 2pp 15037 194. 24X 

Flcha 90-346 * 82/10/29*6210200196 


— 62102601^9 Propotad Tach Bpacsi Bactldn 6 9 2 6 rtquirlng audit of 
tmarganeg praparadnatt avarg 12 monthi*par 10CFR90 54(t} St 
Oanaric Ltr 62-17 

« Alabama Pouar Ca 62/10/29 3pp 15637^96. 24X 

Flcha 90-34 0, 02/10/25# 8210200196 


M Antitrutt cfirratpondanca 


6310060179 Natiflai «f Dabtvdlta S< Plimpton changa of addraat at of 
621001 Affirmation of 6vc and 

♦ DabivoUt 4( Plimpton 02/lO/OJ 3pp. 19614 106. 24X 

Fichi’ 90-348r 82/10/01. 8210060179 


P Optratlng licanta ttaga documantc St c orraapondanca 


621001000B Ratponda to FOIA raquatt for 19 catagarlai of documanti r* 
nuclaar rtacior avanti St aafttg problt m*. Forwarda documanta 
liatad In App A. 

FELTONiJ M. Dlvtdon of Rula» and Racord* 02/06/20 UDELL# R. A 
Critical Haaa Entrgg Pro j act 19pp 19727,009 24X 

Ficha 50-000# 82/06/26*6210010000, 


'800B090269 Dltcu«ia« addl rtquirad info to battar dafina potantial for 
cracking In raactor vafaol noidtt. 

NOONAN. V.a. Afilttant Diractor for hatarimU It Ouallf icatlona 
Enginaaring. 60/09/05. TEDEecOrR L Afsiatant Diractor for 
Lictndng, 2pp 13727*176 24X Flcha; 90-000* 02/O6/28i 6210010000 


8210010227 Confirna 320820 talcon arrangamanta ra 020930 matting la/util 
in Raglan 2 ofc to diicuaa fual rod dagradatlon raaulting 
from baffla uiatar-jat imp ingamant Propoiad mganda and. 

O'^REILLY* vl, P. Raglan 2* Offlca of Diractor. 02/09/03, 

MCDONALD* ft P Alabama Potuar Co. 2pp 19S67;3'36. 24X 

Ficha; 90-348* 02/09/03# 8210010227- 


8210280130 Application for amend to Licanaai NPF-2 it NPF-Br ravi ling 
Tach Gpaca to raqulra audit on tmarganeg praparadnaift 
program avarg 12 monthf * par 10CFR50. S4<t> St Oanaric Utr 
62-17. No amtnd fta raquir ad. 8ER and 

CLAYTONtF-L. Alabama Powar Co. 62/10/25, VAftOAtB. A. Offict of 
Nodaar Raactor RaguJation# Diractor 2ap, 19637.194. 24X 

FI c h a ; 90-346* 82/ 10/29# 82 1 0260 196. 


'6210280165 Propotad Tach Bptet* SactLon 6, 9, 2. 6 riqulring audit of 
amarganev praparadrtic avtrg 12 monihitpar 10CFR90. 94<t> I* 
Oanaric Utr 62-17 

a Alabama Powar Co. 82/10/29. 3pp. 19837: 196. 24X 

FI c h t * 50-348# 82/ 1 0/39* 6210280 1 98. 


0 Inapactlon raporta* IE fiullatina it corraap ondtnc r 


8210070007 Raipondt to FOIA raquatt for tight catagoriai of racordt ra 
ataam ganaratora 1# ttaam turbinti App A documanta provided 
In R Udall FOIA Raquatt 61-313 Foruardi documanta llttad In 
App B 

FELTON* U K Divitlan of Rulat and Racordt 62/08/10 LC3W# 0 J* 
Ninthrop* 6tlmtoni Putnam S* Robarta 9pp 19645 063 24X 

Ficha 50-000*62/00/10*6210070007 


— 6210070139 Forctardi tabulatid data on ttaam ganarator Lntp t* malnt al 
facllltiai Data thauld ba pravidad to lictniaat 
IPPOLITOi T Oparating Raactort Ataaatmant Branch 63/04/01 
VAROA*S Oparating Raactori Branch t 5pp 19645 131 24X 

Ficha 90-000*82/00/10*8210070007 


8210010204 Forwarda IE Intp Rapta 50-348/62-21 S, 90-364/62-20 on 
620902-06 No noncomplianc a notad 

DANCE. H C Ragion 2* Offlca of Diractor 02/08/30 HCDDNAtD#R f 
Alabama Pouar Co 2pp 19967 314 24X Flcha 90-346*62/08/30* 

6210010204 


—8210010205 IE Intp Raptt 50-348/62-21 Sc 90-364/62-20 on 8206D2-06.Na 
noncompHanca notad, Major araai intpactad pxpa aupporti & 
rattraintf St Tgpai B Sc C containmant laak rata tatting 
DROOXS* E * JAPE*F Dlvltion of Enginaaring Sc Tachnlcal Pro-gram 
62/08/25 4pp 15567 316 24X FI cha 90-346# 02/06/30. 621 0010204 


0210010043 Concurs w/actlont outllnad in util 620G12 ltr r* inapt 
rtquirad bg l£ Bullatin 79-13* axcapt in artaa of 
ra-radlograph Ing ataam ganarator ftaduatar noii le-to-plp* 

St ueld ratantlon of racordi 

LENI6*R C Dtvlaion of Projact Sc Raaldant Frogrami 02/09-/13 
MCDONALD* R F Alabama Poh*ar Co 2pp 15570 361 24X 

Flcha 90-346.02/09/13,8210010043 


6210190072 Ack racaipt of 620909 ltr informing NRC of at»p« tak tr to 
corract violatlont notad in t£ Intp Rapta 90-34B/8S-19 Sc 
90-364/02-18 

OANCE*H C Dlvltion of Projact Sc Ratidtnt Programi B2/ID/04 
MCDONALD* R P Alabama Powar Co Ip 19701 253 24X 

FI eh a; 50-348* 82/10/04* 82 1 01 50072. 


— 6210190074 Ratpondi to NRG 620816 ltr ra violatlani notrd In IE 
Raptt 50-346/62-19 l< 90-364/62-10 Corract Iva actioni Form 
NRC-3 pottad at low Itval raduaita bldg 

CLAYTON* F L Alabama Powar Co 82/09/09 DANCE# H C Rag Son 
Offlca of Diractor 2pp 15701 294 24X Ficha 50-348,62/10/01* 

8210190078, 


—8210190078 Forward! IE Intp Raptt 50-348/82-19 Be 50-364/62-10 on 
820726-30 Sc no tic a of Violation 

DANCEcHC Dlvltion of Projact S* Ratldant Programi. 02/08/16 
MGDONALDcR. P Alabama Poutr Co 2pp 15701'256 2 4X 

Flcha. 90-340, 62/10/04* 8210190072 


—8210150082 Notlca of violation from Intp on 020726-30- 

* Dlvltion of Project S* Ratldant Programi 02/08/10 Ip 
19701 298 24X Ficha' 90-346* 02/10/04*0210150072 


—0210150086 IE Intp Rapti 50-348/02-19 Sc 90-364/02-18 on 020726-30 
NoncompHanca notad'Form NRC-3* ''Notlca to Enplogaii, ** not 
pottad in nau low laval uatta ttoraga facilltg. 

PEERy*W H. # BARR.K P Dlvltion of Engintarlng it Tachnlcal 
Programt 02/OB/16 3pp 19701.299. 24X Flcha 50-340. 62/10/04* 

6210190072. 


0210220229 Forwardt IE Intp Raptt 90-340/62-22 Sc 90-364/6S-21 on 
620816-0915, No noncompHanca notad 

DANC£*H C, Dlvltion of Projact 6 Ratldant Programt 02/10/04 
MCDONALD# R P, Alabama Powar Co 8pp 19776.233, 24X 

Flcha: 90-346. 62/10/04* B21 0220229. 


—6210220232 IE Intp Rapti 50-348/82-22 it 90-364/62-21 on GSO0|6*C9l5 
No noncompHanca notad Major artaa Inipac tad; monthlv 
turvalllanca St maint obtarvat ion* oparational aafatg 
vaf if Icatlon* plant trips ti LERi. 

BRADFORD* N. H, * BROHNLEE*V L. Dlvltion of Projact it Ratldant 
Programt 62/10/04 7pp 15776 239. 24X Fi c ha- 90-346* 62/10/04# 

B2 10220229. 


6206190233 IE Info Notlca 80-35* Buppl 1* "Laaking it DUlodgtd 1-12$ 
Implant Batdi.” 8vc Hit and. 

COBS.L I. Dlvltion of Fual FaciUtlat# Matariali S< Bafaguardl 
62/10/06. Gontolidatad Edlton Co, of Naw York, 66pp 1976l*2» 
24X Ficha:80-000* 62/10/06* 6206190233. 


6210180004 Forwardt IE Baf a guards Intp Rapti 50-346/62-23 4< 
90-364/62-22 on 620921-24. No noncompHanca notad. 

VERRELLljD. Dlviilon of Projact 6 Ratldant Programt. 62/10/12 
HCDONALDiR P Alabama Poutr Co. 2pp. 19720.025, 24K 

Flcha: 50-346* 62/10/12# 6210160004. 
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"?J101B0007 IE 5«f63uai-d9 Insp R«pti 50“348/ 02-23 & 50-3i4/B2”'22 on 
&20'”ai-24 No noncQtnp 1 ianc« noted Major arf«t Inipected. 
iiecuritv plan Implamentinj procadurit ^ tacurity 
qrjiniTjtion Details withheld (ref 10CFR73, 21) 

STAfiSBERRYi W W i MCOUIREj D R Diyition of Enginaarinp It Technical 
PTOsram* 82/10/08 Ip 15720 027 2AX Ftch# 50-340,02/10/12. 
10210100004 


52’:‘at^230 n Bulletin 82-03, ■‘8tre»» Corroaion Crackinp in Thick- 
Wall • Larg*-I>t ameter. Stainleai Steel, Rec trcu lation Sy* 
at 0WR Plante " Svc Hit end 

C-EYCKJWO.R C Director Office, Office of Inepection end 
fnfnrceiBfnt 62/10/14 Coniol idated Edi ion Co of New York 
H5pp 15010 125 24X Fich* 80-000,82/10/14,8200190230 


C2102&0410 HatifUation of 021029 meeting w/utl I, Frank I in Reeeerch CW 
« BrchtiL in Dethflida,MD to review calculation* |< 
citT^odologg r* IE Dulletin 80-11, "Maiohry Wall* •' 

REEVES, E A Operating Reactor* Branch I 02/lO/SO VAROA, B. 
0;eratlng Reactor* Branch 1 2pp 15859 332 24X 

Fiche 50-340,62/10/20,8210280410 


F*riodlic operating report* l< related corre apondenc a 


0213190722 Foruard* fnonthlg operating ^ apt for 8ept 1982 

CLAYTOM, F-U Alabama Power Co 82/10/12 Management Information 
Erancfi ip 1573^.301 24X Fiche 50-349, 82/10/12, 0210190722 


03X0190723 Monthly operating rept for Sept 1982 

HAIRSTON, H 0 Alabama Power Co 62/10/04 Bpp 13736<302 24X 

Fichf 50-340,82/10/12,8210190722 


031O2&O453 Forward* LERi a2-0S4/O3L-Oj 02-055/ 03L-0. 82-039/03L-0 l< 
82-040/03L-'0 

CUYTOMiFL Alabama Power Co 02/10/lG Ragion 2i Office of 
Director. Ip 15B0& 195 24X Flch e > 50-348. 02/ 10/16, 02102^.0453 


— e2l02d.04fi3 LER 02-O54/O3L-O an 820920, flow tranamifetar FT-497 failed 
low Cau*ad by failure of printed circuit card In 7300 
proceft control iy« Card replaced It inetr umantatlon l^oop 
at«oclatad w/tran«mlttar returned to *vc 

HAIR9T0M.W 0 Alibema Power Co 02/10/10 Region 2, Dfflca of 
Director Ip 15006 196 24X Fiche 50-340,^2/10/18,8210260453 


—8210260470 LER a2-055/03L-0 on 820921, train B chlorina detector 
declared inoperable due to' nonadvanc ing datector tapa Caused 
by faulty tape drive motor, Motor* It light diffusion dl«c 
rap laced. 

HAIRSTON, W 0. Alabama Power Co, Q2/iO/l8 Region 2i Office of 
DIractor Ip 15806 197 24X Fic ha* 50-343, 82/ 10/18. 8210260453 


— 8210260480 LER B2-039/03L-0 on 620919, «vc water to component cooling 
watar HX 2C Itolatad Caused by dislodged pin holding worm 
drive gaar allowing differential pressure acro*« valve 
disc to close valve Pin riinstalled secured. 

HAIRSTON. W. 0. Alabama Power Co 62/10/18 Region 2^ Office of 
Director ip 15006 198 24X Fiche 50-348, 82/10/10, G21026O4S3 


—0210260490 LER S2-040/03L-0' on 020919, 1 oss-of-vol taga protection 
channel assoctatad u/B2F sequencer phase 2-3 declared 
inoperable Ciusad by failure of 1 oss-of-vol tag* rtlay 27XF1 
during testing Relay cleaned 

HAIRSTON.U 0 Alabama Power Co 82/10/18 Raglan 2. Office of 
Director Ip 15B06 199 24X Fic h e' 50-348. 02/10/18, 0210260453 


S Raportable occurrences, LERs li related correspondence 


8210070470 Discusses 010317 inadvertent actuation of safety Injection 
syi Evsnt caused by operator error during eurveillanca 
tasting 6 raise* concern of potential common mode failure 
ror diesel engines u/turbecharg et 

CHjflAKAL,M Director's Office 81/04/24 MICHELSON, C Director's 
Office 2pp 15644 349 24X Fiche 50-348,01/04/24,8210070470 


Er2i{>0'701 1 1 Reviews purge valve Info contained in T Austin 010306 memo 
Primary technical issue relates to valve operabtlity during 
atpeclsd accident condition* Vital areas of concern not 
addressed In info include lower torque margin for closure 
BROWN. E J Director's Office 81/07/24 MICHELSON, C Director's 
Office 4pp 1S646 359 24X Fiche- 50-348, 81/09/24, 82100701 1 1 


DOCKET 50-352 LIMERICK CENERATINO STATlONr UNIT i 


A AppL ication/cons truction stage documents It c orra ipondence 


0210190134 Forwards questlors re actions of DE Rivar Basin Commission 
In Point Pleasant Diversion Pro^tfct, per 820831 Invitation. 

8CHWENCER,A. Licensing Branch 2 82/09/16 HANBLER, 0 Delaware 

River Basin Commission Spp 15761.237 24X FI che. 50-392, 82/09/16, 

8210190134 


8210050479 Forward* request for addl Info re environ rsview. Schedule 
for responding to questions requested within 7 days 
8CHWENCER,A Licensing Branch 2 62/09/21 BAIJER, E 0 

Philadelphia Electric Co llpp 15626.263. S4X 
Fiche- 50-352, 62/09/21,8210050479 


B21OOiaQ0B Responds to FOIA request for 19 categarii* of document* re 
rkrciear reactor event* & safety problems Forwards documents 
1 I sted in App A 

FfiLTON. JM Division Of Rules and Records 02/06/20 UDELL, R, A 
critical Mats Energy Project |5pp 15727 005. 24X 

Fiche 50-000,82/06/20,0210010000 


8210040362 Forwards responses to 820708 potentially generic concerns 
re adequacy of design margins of OE Mark II pressure 
suppression containment sys 

KEMPER. J. 8 Philadelphia Electric Co 82/09/30. 8GKWENCER. A. 
Licensing Branch 2 50pp 1 5589 080. 84X Fiche ’ 50-352, 82/09/80, 

8210040362 


-Siai0050027 Discusses proposed watch list item, potent! al common mods 
failure of diesel generators AEOD sequence coding It search 
proceduTi <8CSP) will be revised to include "fire” as 
eaarchablf item to enable monitoring of similar events 
CHIRAMAL, M Office of Management and Program Analysis 81/04/24. 
HI^ELSOtf, C Office of Menagement and Program Analysis 8pp 
15729 044 24X Fiche- 50-0Q0, 82/06/20, 0210010008 


8210050326 Forward* supplamental util comment* on Del-Aware Unllinltefi 
request for suspension or revocation of CP It corrected 
Page 14 of 020903 comments. 

CONNER, T.D Conner l< Met terhah n 82/09/30, DENTON, H R. Office of 
Nuclear Reactor Regulation, Director 21pp. 15608:162. 24X 

Fiche: 50-352, 02/09/30. 8210050326 


B2] 13010129 Forward* LER* B2-037/03L-0 |< B2-052/03L-0 

CLAYTON, F L Alabama Power Co 82/09/27 Region 2. Office of 
director Ip 15567 327 24X FUhe. 50-348. 82/09/27, 0210010129. 


0210010139 LER 82-052/03L-0 On 020031, during control room emergency 
ventilation performance te«t,B train emergency air cleanup 
*y* failed to meet acceptance criteria Caused by failure 
Sa t filter to meet efficiency requirements. 

WIR3T0N, H. 0 Alabama Power Co 02/09/27 Region 2, Office of 
Director Ip 1556? 228 24X Fiche 50-348,02/09/27,8210010129. 


8210180311 Summary of 820624-25 montlng* u/util in Pottstown.PA ra 
applicant retponee to NRC B203S3 info request concerning 
prohabi listic risk assessment. At tendee list end 
ABEL80N,H Licensing Branch 2. 82/10/05. Licensing Branch S. 

6 pp 15746 OIL 24X Fiche- 50-352. 82/l0/05r82L018O3il. 


8210290167 Notification of B21019'*22 meetings w/utll I, Bechtel in 0en 
Franc IscQ, CA to diicuii structural engineering design audit 
ABELSON.H Licensing Brench 2. 02/10/05. BCHNENCERtA. Licensing 

Branchs. 4pp. 15876-230 24X Fi ches 50-352, 82/10/05. 6210290167. 


-&21O0LO147 LER 02-037 /03L-0 on 820905. A train auto trip logic for high 
steam generator differential pressure declared inoperable 
when failed cord indication received by automatic tester 
universal card. Card replaced 

miRSTONtlf 0 Alabama Power Co 82/09/27 Region 2. Office of 
Director. ip 15567 229 24X Fiche- 50-340, 82/09/27, 0210010129. 


0210150124 Forward* Revision 5 to "Prabah 11 is t Ic Risk Assessment** for 
facility, conelstinfl of responses to NRC 820010 request for 
addl Info 6 corrsetions to tgpograph t ca 1 errors 

BRAOLEYiE^. Philadelphia Electric Co 02/10/12 8CHNENCER 1 A R. 
Licanslng Branch 2. Ip. 15706:134. 24X Fiche • 50-352. 82/10/ 12. 

8210150126. 


0210190609 Forward* LER 82-053/ 03L-0 

CLAVTON.F L Alabama Power Co 82/10/06 Region 2. Offic# of 
Dir actor. Ip 45740 007. 24X Fiche , 50-348, 82/10/08, 8210190609. 


—0210150133 Revision 5 to 'Trotab i Uati c Risk Assessment.’' 

* Philadelphia Electric Co 82/09/30. 214pp 15706:136. 24X 

Rich* - 50-352. 02/ 10/12, 8210150 1 24. 


--0210190614 LER B2-053/03L-0. on 020912, containment atmosphere 
particulate radloacttvl ty monitoring sys R-ll declared 
inoperable due to filter paper not advanc ing, Caused by 
it replaced. 

MAIR8TQN. H. 0 Alabama Power Cd. 82/10/00. Region 2, Office 
Director ip. 15740:000 24X Fiche: 50-348, 08/10/00, 0210190601 


8210260158 Advisee that response to Liesnsa Qualifications Branch 
820901 request for addl info will b« submitted via FBAR 
rayitlan In Daci 1902 

BRADLEY, E.J. Philadelphia Electric Co. 02/10/22, 8CHNENCER.A. 
Licensing Branch 2. 2pp. 15799.010. 24X Ficha- 50-352, 82/10/22, 

8210260150 
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C utni«g gnvlr»n...nt;l_H.»on_<ER^ * c»rr.t(.on <.n « 

eS101S03?7 Forwtrd. 0 * 8« r. R.vUlon 10 to 

i/ HutU.r BmcKt ft.juIltlon, OlMCtor Sop 18703 291 
SJ 5 fIcS. SSi 3 U, 82 / 10 /I 2 . 82 I 01 S 0397 

F 8.ciirltv. oUlctl.^tmtri ««; * » '•» prot.ctloo pl»n« 

6208170142 Foru.r4. otlt r..|>.pj. 

■sfurltu »l*n Rttponii wl thh*l^ i - 

JltUllmJ that rliponi# b# uilthhild from public dliclq.ur. 


r*^ui*ti«i9 

Sit FI chi 50-332182/09/13,0209170149 


22/09/13. DENTON^ H R 


0 Ad jurfUitorg corritpondtncf 


8210160204 Afpllcillon for ppprov.l of pttltlon to om.nd Contontlon. 
V— 28i V“23 fc V"24 Info now tt fflovont Cirtiflcoto of 6vc 

SS5iilMAM.R J. D.l-Au.r. Unllolltod. loc SUO^MAN. R J. eo,.r«.n, 
R J 02/09/20 Comffliiilontr* App. 13710 141 a4X 

Flchi 50-3324 02/09/8018210100204 


-0210180200 Trial brltf iupportlna Conttntioni V-a2, 

V-23 Iff V-fiA Niu Info r* MirriH CritkiOE River 
Co««l..lon flndlnp. of Inod.jo.t. w«t.r '“PP'Vj 
Unit 2 canciUtion available Cerfcicata af Sve end 
SUOARMANfR 3 D.l-Aware ynllmlfd^ Inc BWARMANiR J Soaarjan, 
R J 02/09/20 Atomic Safaty and Licfoeing Board Panal 30pp 
13734 320 24X Flchi S0-3S2i 02/09/20, 8210100204 


B210010244 fiiiponti oppoilng DE RWar Baiin Commifilon motion to Ruaih 
iubpotna Intirvanor doat not laak addl tiitimong from 
O Haniltr bwt billfvii depoiltlon inadmlfil bit. Cart I f icata 


of 8vc and Ralitad corratpondince 
SUOARMAN. R J Oil-Awara Unllfflitad* Inc 
R J 02/09/27 Cotfimliflonari app. 

Flchi. 50-352f 02/09 /27i 8210010244 


BUOARHAR4R J Ougarmant 
19560:200. 24X 


62101B0217 Motion to itrlka EH Bourgoard titblmong fa impacif 0# Intake 
of biological ipitlot.No aapartiia ihown bg yltnate ra aubj 
matttr of taitimong Ratatad corratpondtnea 

SUOARMANfR J Dal-Auara Unlimltadi Inc SUOARMAN# R. J. Sugarman* 

R J, 82/09/87 CoruRlitionar a Spp 19718.101 84J{ 

Flchi 30-3S8f 02/09 /27f 821 0 1 802 1 7 


•or changa of haarlng achaif ule# for eonaml Idatlon all 
uif b to atrlka NRC taatlnong. A8LB should' 

Indoilon to Comnlsalon CertiMcata of Sve 
aspondanca 

tad# Inc. SUOARMAN# R.J Sugarman, 

I, 16pp. 19718.064 24)1 

1 


>anflan of proceedings it 
"'"iianct of Initial 

SUOARMANiR J. 
L571B: 080. 


8210180824 Motion to strike MT Mainlk tastimong due to prejudice, bias It 
fact that tistlmong not baatd on FES Related correspondence 
SUOARMANi R. U. Dal-Auars Uni 1ml ted, Inc. SUOARMAN, R, J. Sogermam 
R. J. 82/09/27. Comai islonars. 3pp. 197tB:061. 24K 

Flchi, 50-358, 88/07/27, 62 1 01 8082 4. 


6210100293 Motion to strike J taar tostlnonyH Ttstimany shous extreme 
bias li goat btgond witness itatament of pur pose. Relattd 
carrifpondance, 

8UOARMAN1RO. Del-Aware Un Urn Itedi Inc BUOAAMANt R, J Qugarman. 
R g. 32/09/27 Commissi oners. 3pp 19716:056. 84X 

Flcht: 90-358, 88/09/2710210160293. 


8210040037 Advlsai that HRC witness A Polices tro will ba available to 
tiitlfg onlg on 821004-09. Tistimong should be scheduled out 
of turn. 

HOOODONiA.P. Hearing Branch 2. 82/09/29. BftENNERiL. 1 NORRIS, P. A., 

COLErR.F. Atomic Safety and Licensing Board Panel. 2pp. 15881:037 
24X Flcht: 90-352, 38/09/89, 8210040087. 


0210090083 Rasponse opposing Dal-Auare 920927 motion to itrita hffIC 
testlfflong of J Lahr I, MT Maani k , Dal-Awara concarnad u/vilght 
to be accorded tost imong, not reauireoients for receipt /Notice 
of eppaarance k Certificate of Bve end 

HODODON, A, P Haaring Branch 2 02/10/01 Atomic Safttg and 

Llcenting Board Panel 6pp 15604 876 24X Flche , 50-352, 02/10/0 

0210050080 


8210050197 Aneuer opposing Dol-Auiara Un 1 imited, Inc 820927 motior fet 
mod to hearing schedule, for consolidation or to striht ^IBC 
teitimong Del-Awera estopped from essertlng Impropriatg or 
illegalitg of A8LB authorltg on coaling water cantantloni 
CONNER, T fl Philadelphia Electric Co CONNER, T 8 Conner 1 

Metterhahn. 82/10/01 Atomic Safety and Licensing Boerd Pane) 

26pp, 15611,129 24X Fich# 50-392# aa/lO/Oli 0810050197 


8210050392 Reeponsf in opposition to Del-Auars 920927 notion to str: 
testimony of £H Bourquard re design# configuration b const of 
Point Pleasant Intake Assortloni do not affect relevanrr of 
testimony or witness quel 1 f ications. 

CONNER, T B Philadelphia Electric Co CONNER, T B Coonar b 

Uettarhahn. 02/10/01 Atomic Safety and Llceniltig Board Pinil 

4pp 19600 277 24X Flcha 90-352# 02/ 10/01 , B2100 30332 


8210070199 Requests schedule for submitting dlecovtrg rept b-t 
postponed until all nacettarg parties aveilable Counsel for 
all partlas Involved In hearing on water Issues Related 
correspondence 

OORBEViJA Dorteg, U. A DORBEV,J A. Limerick Ecology Action 
82/10/04 BRENNER, L , COLE, R F , NDRRlSiP A Atomic Safety ind 
Licensing Board Panel 2pp 15634’ 267 24X Flche 50-392.82/10/ 

0210070199 


0210260207 Forwards Commonwealth of PA Public Util Commission 32082 
order, Corps of Engineers 020924 notice of intent to issue 
permit l< Commonwealth of PA Dtpt of Environ Resources 820902 
permits 

HODODONtA P Hearing Branch 2. 82/10/13. l3fiENNEfi#L, » M0RR[3,P 

COLErR F Atomic Safety and Licensing Board Panel 79pp. 

15839 057 24X Flche 90-392,82/10/13,0210200207. 


8210200040 Response opposing Del-Aware modified Contention V-34 
Contention goes beyond scope of contentions as initlany 
eubmltted It lacks adequate basis tc specificity 
Certificate of Bve end. 

HODODON, A. P Hearing Branch 2 82/10/19 Atomic Safety and 

Licensing Board Panel lOpp 15735.094. 24X Ft ch 01 90-392# 02/ IC 

8210200040 


8210200066 Answer opposing Del-Aware Uni Imlted, Inc rivistd proposed 
Contention V-24. Bubj of contention previously litigated, 
rejected by A6LB t, irrelevant Certificate of Sve end 
CONNER, T.B Philadelphia Electric Co. CONNER, T B Corner b 

Wetterhahn 02/10/15 Atomic Safatg and Licensing Board Parel 

33pp. 15754:140. 24X Fiche. S0-33S# 92/10/1 5i 021D2OOO66 


0210810383 Confirmatory memorandum It order extending time for util, 
|( Limerick Ecology Action to file joint rept on informal 
dlecovery until 830184 

BRENNER, L Atomic Safety and Licensing Board Panel 82/10/20 
15763*201. 24X Flcha. 50-392. 02/10/20, 8210210303. 


0210220332 Confirming memorandum It order, conf Irmlng ABLB 021004 dir 
of Del-Aware Unlimited, Inc 820927 motion to postpone 
hearings starting on 821004. ASLB will not be addressing 
ultimate coit/benefit during hearings. 

BRENNER.L Atomic Befety and Licensing Board Panel 62/10/20 
Del-Aware Unlimited, Inc. 9pp. 15773.399. 24X 

Flche* 90-392, 02/10/20. 8210220332 


H Otneral correspondence 


8210150469 Opposes issuance of DL 

DEAN, V, Affiliation Unknown 82/09/14, BRENNER# L. 
and Licensing Board Panel, 2pp. 15703:040- 24K 

Flche* 90-352, 02/09/14. 8210190469 


Atcalc Bsfr 


K. Utility Final Safety Analyeli Report (F9AR) V amends 


0210190397 Forwards Affidavit of 8vc re distribution of Rtvllltn H 
F8AR U Revision 6 to environ rapt# per NRC 610706 Ur 
BRADLEY, E.U, Philadelphia Electric Co 02/10/12. 

Office of Nuclear Reactor Regulation, Dirac tor 9pp I97W,»8I 
a4X Fiche: 50-352,82/10/12, 8210190397 


0310050386 Forwards supplemental wtil comments an Del-Aware Unlimited 
request for suspension or revocation of CP I, corrected 
Page 14 of 820903 comments, 

CONNER# T.B Conner It Net terhahn, 02/09/30. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Dlrecter. 2tpp, 18606:162, 84X 

Fiche: 80-352, 02/09/30, 881 0050326 
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0 Advisory Committ#* on Btactor 6«f*flu*r'di report* & corrti pondsnce 


0^07160095 For wjirds eommfnt* on p rob*b i I i itlc ritk 4Bsts»mBnb tfcudy in 
¥iiponf« to 020310 rstiuBst Lock of compl»t«na*i noted In 
cpn»id»r«tion of Initiating •vnnt% Total of 3 msn-dayv 
Bipindtd in rBviBw 

DAVIS^P R Affiliation Unknown OAVISiP 0 ACRS - Advisory 
ConqittiB on RtJctoT Safaguordi 0SI/O9/O5 QKRENT* D ACRB » 
Advisory Committeo on Reactor Safegward* 3pp isaSS-OSQ a4X 
Flche 30-3521 02/O9/O3i 0aO718OO&3 


0 Iniptctlon raportf* IE Dollttins it carrtapondanc# 


eSlOOSOOlB Add 1 rtsponao to FQIA raquait for 19 catagorits of info r» 
rucltar reactor tvents safety problimi Forwards docomanti 
listed in App A Documents in Ap p D completely withheld (ref 
FQ[A Cjemption 91 

FELTON. wT H Division of Rules and Records 02/07/12 UDELLiR A 
Critical Kass Energy Project 9pp IS6A3. 027 a4X 
Flehe 30-000.92/07/12*0210080013 


— S105040420 Di scusies review of util reepons* r« intp rept unresolved 
item identified during post’-tens i an Ing fual pool girders 
Capacity of anchorage sys is capable of masting design 
requirements Unresolved item can be closed 

JORDAN. E L Director's Office Qi/03/24 HARTINiT T Region 1. 

Ph 1 lade i phia* Office of the Director 2pp 1566G 123 24X 

Flcbi 50-000,02/07/12*0210000019, 


0211)040224 Forwards "Limerick Oenerating Station Unit i Preservice Insp 
Program Plan for Nuclear Piping Byi. " Vole I 8< 2* in response 
to KRC 910706 supplemental request for addl info 
KEliPER.JS Philadelphia Electric Co 02/O9/S4 SCHWENCER. A 
LKfnslng Branch 2 3pp 13391 331 24X Ficbe 50-392,02/09/24* 

9210040224 


--8210040220 "Ppeservlce Insp Program Plan for Nuclear Piping Bye* “ 

Veil 1 U 2 Twenty-two overslte drawings end Aperture cards 
are aval lab It in PBR 

* Nuclear Energy Service* Inc Q2/07/I2 737pp. 18991.334 24X 

FUhe 80-332.02/09/24,0210040224 


8210210069 Forwards IC Intp Repti 30-392/02-12 U 80-333/02-09 on 
820900-10 No noncomp 1 lane e noted 

HARTIM, T T Division of Enfllneerlng S* Technical Programs 82/10/03 
KEHPER.J 8 Philadelphia Electric Co. 2pp. 13763.334 24X 

Flchc 50-332, 82/10/03*0210210069 


"0210210002 IE insp Repts 30-392/02-12 I* 30-333/02-09 on 020900-10. No 
nencompllance noted Major areas Inspected foundation 
backfill matlt lupporting Sc proximate to safety-related 
itrvc turf « 

VARELA. A A , DURR, J P Divleion of Engififfring Technical 
Programs 02/09/26 3pp. 1 3763' 306 24X Ficbe 30-332*02/10/05, 

8210210069 


0208190233 IE Info Notice 00-33, Bupp 1 li "Leaking S< Dislodged 1-125 
Taplatit Seeds," Bve list end. 

COBDiL 1 Division of Fuel Facilities* Materials Sc Qafeggards, 
02/10/06 Consolidated Edison Co. of New York 66pp 13761.250 
24X Fich# 50-000,02/10/06,0208190233. 


0210290200 Forwards IE Insp Repts 30-332/ 02-11 b 30-333/02-00 on 
820316-0917 No noncdmpl lane e noted 

STARaST£CKI,R Division of Project V Resident Programs 92/10/06 
KEMPER, J 8 Philadelphie Electric Co. 2pp. 1S853‘273 24X 

Fiche 30-332,02/10/0010210290208 


— 0210290210 IE Insp Rspti 30-332/02-11 U 30-333/02-00 on 820016-0917 No 
noncompj lance noted Major areas inspected electrical cable 
pulling* housikeep ing« we Id Ing Sc small-bore pipe supports 
CHAUDHARYiS.K, r MCCABE, E 0. Division of Project It Resident 
Program* 02/10/16, 2pp J3B33 277. 24X FiChe* 90-332. 02/10/00* 

8210290208 


6210220367 Ack receipt of 020921 Itr informing MAC of steps taken to 
correct Violations noted in IE Insp Rept 30-332/82-10 
KARTINrT. T Division of Enginttring S, Technical Programs 02/10/13. 
KE^ER,U,8 Philadelphia Electric Co. Ip. 13779' 194 24X 

Fiche. 50-352, 82/ 1 0/ 1 3, 08 1 02 20367. 


9210230374 Reeponds to NRC 820024 Itr re violeiloni noted In IE Insp 
Rept 30-382/82-10 Cor raettve actlonulOOX insp of ell 
previously inspectid instrument supports performed 6 
training course on instrument installation conductad. 

KEMPER, J B. Philadelphia Electric Co. 02/09/21. HAYNEa*R.C. 
Region l* Office of Director. 4pp 13779.195. 24X 

Fiche. 50-352, 82/10/13, 8210820367. 


8200190238 IE Bulletin 02-03, "Btress Corroeian Cracking in Thick- 
Mall, Lerge-Dl ameter* Gtainless Steel , Recircu lation Sys 
Piping at BNR Plants " Sve Hei end 

DEYOUNG, fl C. Director's Office* Office af rnepectian and 
Enforcement. 02/10/14 Consolidated Edison Co of New York 
IlSpp 15810 125 24X Fiche: 30-000, 82/10/ 14. 0208190230. 


T Hearing transcripts on non-ant Itru* t matters 


9210060234 Transcript of 621004 hearing In No rr i staun, PA Pp 730—961 
Supporting documentation end 

a Abamtc Safety and Licensing Board Panel 62/10/04 299pp 

13621 226 24X Fiche 50-332.82/10/04,8210060234 


8210070097 Transcript of 621005 hearing in Norr 1 stoun* PA Pp 962-1,274 
Supporting documentation encl. 

e Atomic Safety and Llce-nsing Board Panel 92/10/05 360pp 

13629 354 24X Fiche 30-332,02/10/03.8210070097 


8210000030 Traneertpt of 821006 hearing In Norr i stewn, PA Pp 1,273- 
1, 531. Support ing documentation end 

e Atomic Safety and Licensing Board Panel 02/10/06 349pp. 

15643-297 24X Fiche 50-332,02/10/06,8210000050 


0210120103 Transcript ef 021007 hearing in Nnrr 1 etoun* PA 
Pp 1,532-1,720 

a Atomic Befety and Licensing Board Panel 82/10/07 199pp. 

15635.215 24X Fiche 30-332,82/10/07,8210120103 


8210130239 Transcript of 021008 OL hearing In Morr I stown, PA Pp 1,729- 
2,025 Supporting documentation encl 

a Atomic Safety and Licensing Board Panel 02/10/08 323pp 

13674:162. 24X Fiche 30-352.82/10/00*0210130239. 


0210200020 Transcript of 021010 hearing In Dethttsda,MD Pp 2*026-2,236 
Supporting documentation encl. 

a Atomic Safety and Licensing Board Panel 82/10/10 221pp 

15736 331 24X Fiche 30-352,02/10/16,0210200020. 


6210210104 Transcript uf 821019 hearing in Be thesda, HO, Pp 2*237-2,909 
Supporting documentation end 

* Atomic Safety and Licensing Bnerd Panel 62/10/19. 2a3pp 
15766 360 24X Fiche 50-352,02/10/19*0210210104. 


0210230115 Transcript of 621021 hearing in Dothefifa,MD Pp 2,730-3,077. 
Supporting documentation encl 

e Atomic Safety and Licensing Board Panel 02/10/21, 376&p 

15793 074 24X Fiche 50-392, 02/ 10/21 , 82102501 IS. 


8210260130 Transcript of 021022 hearing in BethesdarMD Pp 31070-3,374 
Supporting documentation encl. 

« Atomic Befety and Llctniing Board Panel. 82/10/22. 303ap. 

15801 046 2 4X Fiche 50-352, 62/10/22,8210260130. 


8210270062 Transcript of 821029 hearing in Be thesda* HD. Pp 3,379-3,741 
Supporting documentation end 

« Atomic Bafaty and Licensing Board Panel, 02/10/29 561pp. 

19823-035. 24X Fiche: 30-392, 62/10/29, 0210270062 


6210280173 Transcript of 021026 hearing In Qethesda,MD Pp 3, 742-4, 038, 
Supporting do eumtn tat lo-n encl, 

e Atomic Safaty and Licensing Board Panel. 82/10/26. 312pp. 

15042 136. 24X Fiche 90-352,62/10/26*0210200173. 


DOCKET 50-353 LIMERICK GENERATING STATION, UNIT 2 
A App 1 icatlon/ construction stage documente b correspondence 


0210190134 Forwards questions re actions of DE River Basin Commieslon 
In Point Plsasant Diversion Project* per 020031 invltetton. 

SCHNENCERfA Licensing Branch 2. 02/09/16. HAN6LER* 9. Delaware 

River Basin Commieslon 5pp. 19761:239. 24X Fiche: 90-352, 02/09/16* 

8210190134 


0210090479 Forwards request for addl info re environ review Bchcilule 
for responding to questions requested within 7 days 
8CHWENCER*A. Licensing Branch 2. 82/09/21 BAUEB*E, O 

Philadelphia Electric Co. 11pp. 19626:263. 24X 

Fiche. 50-352* 02/09/21 * 02 1 0050479. 


8210040362 Forwards responses to 820700 potentially generic concerns 
re adequacy of design margini of GE Hark II pressure 
suppression containment syt. 

KEMPER*ti.B. PhUadatphJa Electric Co. 62/09/30. BCHWENCERi A. 
Licensing Branch 2. 90pf. 15909,020. 24X Fiche 50-352*02/09/30, 

6210040362. 
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G2100903S6 roruardt tupplsmant^ 1 util cammiitt* on O^l-Aut^rt Unlimltod 
rB(iu»»t for luipanttan or rovocation of Cf* ti torrtctod 
Pagt lA of 8209Q3 commant* 

GONf^ER, T 0 Connor & UtfttsT^Ahn BS/09/30 OENTQNrH ft Of flea of 
Mucltar Reactor RiQUlation* J>iroctor 21pp. 1S605 162 24X 

F i c h c 50 '352. 03/09/30. 8 2 L 00 50326 


0210100223 Notion for chang* of hoarlng ichtduUifop con«ol ida tl an .11 
ujtir cooling iituat & to strike NRC testlmong ABLfl thould ^ 

certify i»su« of inclution to Commisolon Certificate of Sve 
end Related corretpondenit* 

SUOARHANi R J Del-Aware Unlimited. Inc SUOARNaN,R j eueeram 
R J 02/09/27 Commiitioner* I6pp 15710 064 24 Jf * 

FIcht SO-352. 82/09/27.9210100223 


0210180311 Summery of 020624-25 meeting* u/utll In PottttauniPA re 
applicant retponte to NRC 020323 info retiuaet concerning 
probabilistic rlik ae-seeemtnt Attendee list end 
ABEUSDNjH Licencing Branch S &2/1O/0S Licensing Srench 3 
6pp 15746 011 24X Ficfte 50-352.02/10/05.0210100311 


0210290167 Notification <^f 021019-22 meetlnge (a/pti 1 U ftachtel In 9an 
Franc i « c Oi CA to dtscuii itructural engineering dectgn audit 
ABELSON. H Lictneing Branch 2 02/10/03 BCKWENCEft. A Lictneing 

Branch 2 4pp 15076 230 247 Fiche 50-352.02/10/05.0310290167 


8210150126 Forward* ftevninn 5 to "Probabilistic fti*li Asseisment" for 
facll 1 ty. con* is ting of reiponeis to NRC 02OB1O request for 
addl info % correction* to< typographical error* 

BKADLEV. 0 J Philadelphia Electric Co 02/10/12 8CHMENCER.A R 

Licensing Branch 2 tp 15706 134 24X Fiche 50-352.02/10/12. 

02101 S01S6 


-'021O1&O133 Revision 5 to •Trababl list ic Risk Assessment •' 

♦ Philadelphia Electric Co 02/09/30 2I4pp 15706 136 24X 

Flche:50-35a, 02/10/12. B2I01 30126 


—0210100226 Brief supporting motion for suspension of proceedins'V 
consol idatloh or to strike NRC testimony Issuance of initial 
decision before full NEPA coniideretion will subitant la llu 
prejudice Del-Aware interest* It public In general 


aUOARNAN. R J . NEILL, J N Del-Aware Unlimited, Inc 
Sugarman. R J 93/09/27 Commissioners Sino 
24X Ftche 30-352,02/09/27.0210100223 


BUOARKAN.R J 
19710, OBO 


0210100224 Motion to strike MT Masnlk testimony due to pti jud 1 c t, b las t 
fact that testimony not based on FES Rslated corresponJertc# 

8U0ARMAN. RJ Del-Aware Unlimited. Inc SUOARHAN. R j SjBirasTi. 

R J 02/09/27, Commissioner* 3pp 15710 061 

FIcht 50-352, 02/09/27.0210100224 


24X 


0210100253 Motion to strike J Lear testimony Teitimooy shows estriae 
bias U goes beyond witness statement of purpose Related 
corrtspondenc e, 

0UOARMAW.RJ Del-Aware Unlimited, Inc aUOARMAN.Rj Suoareien. 
R J 02/09/27 Commismieneri 3pp 15710 056 sax 
F ichu 50-352.02/09/27.3210100253 


0210260150 Advites that response to Licens* Qualification* Branch 
82090'1 req.ii»st for addl info will fat submitted via FBAR 
revision in Dec, 1982 

QRADLEVtE J PhiUdalphla Electric Co 02/10/22 8CHN€NCER,A 
Licensing Branch 2 2pp 13799 010 SAX FI che. 50-332. 02/10/22. 
0210260150 


0210040007 Advises that NRC witness A PoUcostro will b* evaiLa6L* is 
testify only on 821004-05 Testimony should be scheduled out 
of turn 

HODODOM. A P Hearing Branch 2 02/09/29 BRENNER, L , MOHR10.R A . 

COLE.R F Atomic Bafety and Llcanilng Board Panel 2 bii liSSt 

24X Fiche- 50-352. 02/09/29. 8210040007 


C Utility Environmental Report (ER). amend* & correspondence 


Q2101S0397 Forward* Affidavit of Bve r# distribution of Revision 10 to 
F0AR Si Revision 6 to environ rept»ptr NRC 010706 Itr 
BRADLEY. E J Philadaiphla Electric Co 62/10/12 DENTON. K R 
Office Of Nuclear Raactor Regulation. Director 5pp 15703 201. 

24X Fiche 50-382.02/10/12,0210150397 


F Security, medical, emergency (< fire protection plans 


9209170149 Forward* Util respenie to NRC B2072Q comments on physic*! 
sicurlty plan Response withheld (ref 1DCFR2 790) Affidavit 
rec^uestlng that response be withheld from public disclosure 
end 

BRADLEY. E J Philadelphia Electric Co 62/09/13 DENrON.HI.R 
Office of Nuclear Reactor Regulation. Director 4pp 14907 250. 
24X Fiche. S0-3S2, 62/09/13, 0209170149, 


0 Adjudicatory correspondence 


0210050326 Forward* supplemental util comments on Dil-Awarc 
request for suspension or revocation of CP $, corrected 
Pag* 14 of 620903 comments 

CONNER,! 0 Conner it Wetterhahn 02/09/30 DENTON, H R 
Nuclear Reactor Regulation, Director 21pp 15603 J62 
Fiche. 30-352. 02/09/30. 821 0050326 


Un! lai lid 


Of 4 let 
2«X 


8210050000 Response opposing Del-Auart 020957 motion to strike NRC 
testimony of U Lehr I. MT Masnik Oel-Awart cancernsd u/wslght 
to be accorded testimony, not requirements for receipt Notice 
of appearance St Certificate of 8vc end 

HODODQN.A P Hearing Branch 2 02/lO/OU Atomic Safotu and 

P4X Fiche 50-352.02/10/01. 


8210050197 Anewer opposing Del-Aware Unlimited, Inc 020927 mutlon Per 
mod to hearing schedule, for consolidation or to strike HRC 
testlmosiy, Del -Aware estopped from asserting ImproprUtu or 
Illegality of ABLB authority on cooling water contentions 
CONNER, T B. Philadelphia Electric Co. CONNER,! B Conner k 
Netterhahn 82/10/01 Atomic Safety and Licstislng Board Pansl 

26pp. 15611 129 P4X FIcht 50-352,02/10/01,0210050197 


0210100204 Application for approval of petition to amend Contentions 
V~a2. V-a3 4i V-24 Info new I, relevant Certificate of Sve 
«nc J. 

SUOARMAN, R U Del-Awar# Unlimited. Inc BUOARMAN. R. J Sugerman, 
R U, 09/09/20 Cotnml* *ipners 6pp 15718,141 a4X 
Fi e h # . 50-352. 62/09/20. 02101 0020 4 


— 0210100200 Trial brief supporting request to amend Contentions V-22, 
V-23 ti V-24, New info r* Merrill CreekiDE River Batin 
Commission findings of inadequate uster to supply diversions 
Unit 2 cance/ation aval Jab 1 e. Corticate of Syc end. 

GUOARMAMiR J D*l-Auara Unllifiltad, Inc BUOARMAN. R. j Sugarmen. 
R J 02/09/20 Atomic Safety and Licensing Board Panel, 30pp, 
15734; 320. 24X Fiche. 50-332 . 02/09/20. 82101 00204. 


0210010244 Responee opposing De River Basin Cammlssioti motion to quash 
subpoena tntervenor doe* not seek addl testimonv from 
0 Manlier but believe* deposition inedmiseib It. Certificate 
Of Qyc end Ralated cor raspondence, 

8U0ARMAN. R J. Dsl-Aware Unlimited, Inc SUOARMAN. R, J Sugirman, 

R J 02/09/87 Commissioner*. 3pp. L5860'29O a4X 
Fiche; 50-aS2. 02/09/27,8210010244 


0210100217 Motion to •trlJce EH Bourguard testimonu r# impact* of Inta) 
of biologlcei spsdee No expertise shewn by witness re *ubj 
matter of tsttimony Related correspondence. 

SUOARHAN, R,J. Del-Aware Unlimited. Int. SUOARHAN, R, J. Sugarisan, 
ft. J, 82/09/27. Commie* I Oner*. 2pp 18710,101, 24x 

Fiche. 50-352, 02/09/27, 82X0100217 


0210050382 Response in opposition to Del-Aware 020927 motioh ka Itrtti 
testimony of EH Bourquard r# das Ign. eonf Igurati on 6 const of 
Point Pleasant intake Asssrtlon* do not affect relevance at 
testimony or witness qual if iceb ions 

CONNER. T 0. Philadelphia Electric Co. CONNER, T B Corner k 
Wetterhahn 02/10/01 Atomic Saftty and Litenslng Board Panel 

4pp 15600,277 24X Fiche 50-352,02/10/01,8210050302 


8210070199 Requests schedul* for submitting discovery net bi 
postponed until all necessary parties avail able. Counsel ior 
all parties involved in hearing on water it sues, Relatsd 
corrisv<>ndinc e, 

DORSEY, J.A Dorsey. J A DORSEY, J, A. Limerick Ecology Action 
02/10/04 BRENNER.L . COLE/R F. , MORffIB/P. A Atcmic Bafsty and 
Licensing Board Panel. Spp 15634.267 24X Fiche. 30-352, B2/I0. 

8210070199. 


0210280207 Forward* Commonwealth of PA Public Util Coismltslan 82083 
order, Corps of Enginean 820924 notics of Intint to tisue 
permit 4< Commonwealth of PA Dept of Environ Rtiourcsi 02O9O'2 
permit* 

HODODON^A. P Heerlng Branch 8 82/10/13 BRENNER, L , MoRRlBif 

COLEjR.F, Atomic Bafety and Licensing Board Panel. 79pp 
15039'O57. 24X Fiche, 50-352, 82/10/13,8210200207. 


8210200040 Response opposing Del-Aware modified Contention V-24 
Contention goes beyond scope of contention* as initially 
submlttad k lack* adequate basis |< specificity. 

Certificate of Bve end, 

KODODONrA. P. Hearing Branch 2, 82/10/15, Atomic Safely ani 

Licensing Board Panel lOpp 15755; 094. 24X FI ch*‘ 50-352^03/10, 

0210200040, 
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Q?lOSOOO£>d i^nfuer opposing Del-'Auare Un 1 imi t*d» Inc r«vi s«d proposed 
Contention V-24 Sub j a# contention previouslg litigated, 
rejected bg ASLS t< irrelevant Certificate of Svc end 
COMBER. T B Philadelphia Electric Co CONMER. T S Conner it 

Uetterhahn 83/10/tS Atomic Safetg and Licensing Board Panel 

33pp 15754 140 24X Fiche 50-352,02/10/15.8210200066 


9210210303 Canfirmatorg mernorandum 8i order extending time for util.KRC 
tx Limerick Ecologg Action to file joint rep t on informal 
discovery until 830124 

BREWER. L Atomic Safety and Licensing Board Panel 02/10/20 3pp 
15763 201 24X Ficha 50-352,02/10/20.8210210303 


9210220332 Confirming memorandum &c order, conf irmang ASLB 621004 denial 
of Cel-Auare Uni imi ted. Inc 020927 motion to postpone 
hearings starting on 021004 ASLQ ui 1 1 not be addressing 
ultimate cost/benefit during hearings 

BRENNERiL Atomic Safety and Licensing Board Panel 02/10/20 
Del-Auare Unlimited, Inc 5pp 15775 359 24K 

Fi ch • SO-352. 82/10/20, 8210220332 


HI General correspondence 


0210150469 Opposes issuance of OL 

SEAN. V Affiliation Unknouin 02/09/14 BRENNER, L Atomic Safety 
and Licensing Board Panel 2pp 15703 040 24X 

Fichi 50-352. 82/09/14, 82 1 01 50465. 


K Utility Final Safety Analysis Report (FBAR) ti amends 


0210150397 Foruardt Affidavit of Svc re distribution of Revision 10 to 
F8AR Revision 6 to environ rapt, per NRC 010706 Itr 
BRADLEV, E U Philadelphia Electric Co 82/10/12 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 5pp 15703 2B1 
24X Fiche 90-352,82/10/12,0210150397 


□ Advisory Committee on Reactor Safaguards reports it correspondence 


9207180005 Foruards comments on probabilistic risk aisessment study in 
raiponse to 820916 retiuest Lack of completeness noted in 
cons i dara tion of initiating events Total of 3 man-days 
expanded in revleu 

DAVIR.P R. Affiliation Unknown DAVIS, P R ACRfl - Advisory 

Committee on Reactor Safeguards 02/09/09 OKRENT, D ACR8 - 
Advisory Committee on Reactor Safeguards 5pp 15853 030 24X 

Fiche 50-352.83/09/09,0207160005 


Q Inspection reports, lE Bulletins U correspondence 


021004-0224 Foruardt *'Limerlck Oeneratlng Station Unit 1 Preservice Insp 
Program Plan for Nuclear Piping Sys. '* Vols 1 Si 3, in response 
to NRC 010706 supplemental request for addl info 
KEMPER. J S Philadelphia Electric Co 82/09/24 8CHWENCER. A 
Licensing Branch 2 3pp. 15591 331 24X Flcfie- 50-352, 82/09/24, 

02 100 40224 


8210210069 Forwards IE Insp Repts 50-392/02-12 Si 50-353/82-09 on 
020908-10 No noncompllance noted. 

HARTIN, T T Division of Engineering << Technical Programs 02/10/05 
KEHPERrJ 6. Philadelphia Electric Go 2pp 15765 334. 24X 

Fiche 50-382, 82/10/05, 0210210069. 


— 0210210002 IE Insp Repts 50-392/02-12 S< 90-393/02-09 on 820908-10 Mo 
noncompllance noted Major areas Inspected ' foundation ^ 
backfill matls supporting Si proximate to safety-related 
structures 

VARELA, A A , DURR, J P Division of Engineering Si Technical 
Programs. 02/09/26 9pp 15765 336 24X Fichi. 90-352. 82/10/05, 

8210210069. 


8200190233 tE Info Notice 00-35, Buppl 1, "Leaking h. Dislodged 1-125 
Implant Geedi. <' Svc list end, 

C08BrL I. Division of Fuel Fecllltlesj Meterials Si Bafeguards 
02/10/06. Consolidated Edison Go of Neu York 66pp. 19761 290. 

S4X F 1 c h e . 90- 000, 02/ 1 0/06, 82001 90233 


8210290200 Forwards IE Insp Repts 50-352/82-11 Si 90-353/82-08 on 
620816-0917 No noncompl iance noted 

STAROSTECiRI, R. Division of Project Sc Resident Programe. 02/10/00 
KEMPER, J 8 Philadelphia Electric Co 2pp. 19853 279 24X 

Fiche. SO-392, 82/ 1 0/08, 82 1 0270200. 


'8210290210 IE Imp Repts 90-392/02-11 Si 50-393/88-00 on 820016-0917 No 
noncompllance noted Major areas inspected : electrical cable 
pul ling , houtekaep Ingr ue Iding Si small-bore pipe supports 
CHAUDHARY. 8. K. r .MCCABE, E, C Division of Project Si Resident 
Progremi 82/10/16, 2pp, 19893:277 2 4X Fiche. 90-392, 02/10/00, 

8210270208. 


8208190230 IE Bulletin 02-03, "Stress Corrosion Cracking in Thick- 
Ma 1 1. Large-Di erne ter* Sta in 1 ess Stee 1. R ec ircu 1 atlon Sg s 
Piping at DWR Plants " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcenent 82/t0/14 Co-n s o 1 i dat e d Edison Co of Neiit York 

115pp 15010 125 a4X Fiche 50-000.82/10/14.0208190230 


T Hearing transcripts on non-an t i true t matters 


0210060234 Transcript of 82 I 0D4 hearing in No r r i s t a lun, P A Pp 730-961 
Supporting do cumenta t i on end 

e Atomic Safety and Licensing Doard Panel 02/10/04 299pp 

15621 226 24X Fiche 90-352,02/10/04.82(0060234 


0210070097 Transcript of 821005 hearing in Norri sto-ujn. PA Pp 762-1.274 
Supporting documentation end 

* Atomic Safety and Licensing Doard Panel 82/10/05 360pp 

15689 394 24X Fiche 50-352,02/10/05.8210070077 


8210080050 Transcript of 621006 hearing in No rri stoun, PA Pp 1,279- 
1,531 Supporting documentation enc 1 

e Atomic Safety and Licensing Board Panel 02/10/06 347pp 

1S643 297 24X Fiche 50-392.02/10/06.0210080050 


0210120103 Transcript of 021007 hearing in No rr is town. PA 
Pp 1,532-1.728 

e Atomic Safety and Licensing Board Pane* 02/10/07 199pp 

13655 219 24X Fiche 50-352.82/10/07.8210120103 


0210130239 Transcript of 021000 OL hearing kn Norr i s town, PA Pp 1.727- 
2*025 Supporting documsnta tion end 

e Atomic Safety and Licensing Board Panel 02/10/00 323pp 

15674 162 24X Fiche 50-352. 02/1 O/OB. 821013023? 


0210200020 Transcript of 821010 hearing in Dethssda.MD Pp 2.026-2.336 
Supporting documentation end 

e Atomic Safety and Licensing Board Panel 82/10/10 221pp 

15756 331 24X Fiche 50-352,82/10/10.0210300020 


8210210104 Transcript of 821017 hearing in Oethesda.MD Pp 2.837-24503 
Supporting documentation end 

* Atomic Safety and Licensing Board Panel 82/10/19 203pp 

15766360 24X Fiche 50-352.02/10/17.0210210104 


0210290119 Transcript of 621021 hearing in Bethesda.MD Pp 2,730-3,077 
Supporting documentat 1 on end 

» Atomic Safety and Licensing Board Panel 02/10/21 376pp 

13793 074 24X Fiche 50-392.02/10/21.8210290119 


0210260130 Transcript ef 621022 hearing in BBthrsda,HD Pp 3,070-3,374 
Supporting documentation end 

e Atomic Safety and Licensing Board Panel 02/10/22 303pp 

15001 046 24X Fiche 30-352.02/10/22*8210260130 


8210270062 Transcript ef 621025 hearing in Bethesda,Mn Pp 3,379-3,741 
Supporting documentation encl 

* Atomic 8afety and Licensing Board Panel 62/10/29 9Aipp. 

15823 039 24X Fiche 90-392.02/10/23,8210270062. 


0210200173 Transcript of 821026 hearing in Qa thesda, MO, Pp 3, 742-4* 036 
Supporting documentat ion end 

a Atomic Safety and Licensing Board Panel 02/10/26 312pp 

15042 136 24X Fiche 90-352,02/10/26,0210280173 


DOCKET 50-354 HOPE CREEK NUCLEAR BTATION* UNIT I 


o Inspection reports, IE Bulletins & corr espendence 


8210060318 Ack receipt of 820617 Itr Informing NRC of steps taken to 
correct vlolatlone noted In IE Insp Rept 30-394/62-07 
STARQSTECKI, R. Division of Proj-oct Resident Programs, 82/09/30 
MARTIN, T.J Public Service Electric & Oas Co of New Ueriey, Ip 
L5616 028 24X Fl che' 90-394. a2/07/30i 8210060310 


‘6210060326 Responds to NRC 020722 Itr re violations noted In IE Insp 
Rept 50—394/02-07 Corrective actions vendor procurement 
quality suppllar plan amended tg require bend testing of 
Nelson studs per AN0 Dl, 1 requirements 

MARTIN, T J Public Service Electric ic Gas Co of New Jersey. 
02/00/19. HAYNES, R.C Region 1, Office of Director. 4pp, 

19616 029 24X Flcbs' 50-354, 02/09/30, 0210060316 


0210210091 Forwards IE Jtisp Rept 50-354/82-10 on 820020-0903. No 
noncompllance noted. 

MARTIN, T. T Division of Engineering & Technical Programs. 62/10/05 
MARTIN* T J Public Service Electric 4 , Oas Co, of New Jereeu. 2 od 
15765 321. 24X Fiche; 90-354, 82/10/05, 8210210091 
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— 6210210097 IE Insp Ri^pt 50-354/ SS-'IO on 620B30-0903 No noncomplaance 
noteii Major areas inspected electrical 8» insfcruflientat ion 
revieuj of design procedures V licensee sy s to implement i 
control field design changes 

FIMKEL.A E r GETTENHAUSEN^ L Division of Engineering fr Technical 
Prograns 33/09/23 &pp 1 57*5 323 24X Fiche 50-354i 82/10/05. 

6210210091 


B20B190233 IE Info Notice 90-35. Supp 1 1, "Lealiing & Dislodged 1-125 
Implant Seeds " Bvc list end 

CODD.L J Division of Fuel Facilities! Materials U Safeguards 
82/(0/06 Consolidated Edison Co of Neur Vork 66pp 15761 250 

24X Fiche SO'^OOD. 82/10/06. B20B1 90233 


9210210109 Fcaruards IE Insp Rept 50-354/62-* 1 1 on B'aO90B-jO ii notice 
of Yidlation 

MARTIN. T T Division of Engineering &. Technical Progratni B3/10/06 
MARTiWiT J Public Service Electric & Oas Co of New Jerstg 2pp 
IS766 034 24X Fiche 50-354. B2/I0/06. Q21O210109 


— 0210210117 Notice af violation from tnsp on B2090Q-10 

« Region 1. Office of Director 82/10/06 Ip J3766 036 24X 

Fiche 50'-354, B2/k0/O6. 9210210109 


"8210210125 IE Itisp Rept 50-354/62-11 on Q2090B-10 Noncompliante noted 
failure to follou procedure re reactOT pressure vessel 
internal cleanliness during const 

gray. E H Region 1. Office af Director B2/10/04 4pp 
13766 037 24 )f Fiche 50-354, 62/10/06. 6310210109 


9208190238 IC Bulletin B2-03. '^Stress Corrosion Cracking in Thick- 
Wail. Large'-D i arie ter. Sta in less Stee 1 < Rec IP cu lation Sys 
Riping at DNR Plants " Svc list enc 1 

DEYDUNO.R C Director s Office. Office of Inspection and 

Enforcement B2/10/14 Consolidated Edison Co of Neu Yort 

H5pp 156 10 125 SAX Fiche 50-000.02/10/14,8209190238 


DOCKET 50-355 HOPE CREEK NUCLEAR STATlDN, l/WIT 2 


0 Inspection reports. IE Bulletins ir correspondence 


B208190233 IE Info Notice 90-35. Suppl 1, "Leaking & Dislodged 1-1S5 
Implant Seeds " Svc list end 

CODDrL f Division of Fuel Facilities, Materials (.Safeguards 
82/10/06 Consolidated Edison Co of Neu York 66pp 15761 250 
24X Fiche 50-000,82/10/06.8208190333 


6200190236 IE Qulletin 92-03. ''Stress Corrosion Cracking in Thick- 
Wall. Large-Dia^eter. Stain 1 ess S tee 1 , Rec ircu latian 6ys 
Piping at BkfR Plants '' Svc list end 

DEYOlTNOfR C Director's Office, Office of Inspection and 

Enforcement B2/10/14 Consolidated Edison Co of Neu York 

USpp 15010 125 SAX Fiche 50-000,82/10/14,8208190230 


DOCKET 50-350 WILLIAM H ZIMMER NUCLEAR STATION, UNIT 1 


A App 1 1 eat 1 on/ c dns tr uc t ion stage documents & correspondence 


344 Foruiards reiiuvst for addl info re seismic loading used in 
s analysis of scram discharge vol piping 
DLOQD, B ^ Licensing Branch 1 82/09/23, BOROMANN, E. A. 

nnati Oa s L Electric Co Gpp 15691 098 24X 

50-350. 82/09/23. 8210120344 


32 Amend 139 to application for OL. consist 1 n« of Revision B7 to 
ubmittal Includes response to NRC 620708 1. 22 Itrs rf 
margins of Mark I te 11 containment sys U piping 
ion cri ter la, respec tively 

NN, E A Cincinnati Oas t Electric Co B2/09/30 DENTON, N 
of Nuclear Reactor Regulatior, Director 2pp 15609. 295. 

Che 50-336.82/09/30,0210050332 


94 Foruards info addressing implementation of interim actions 
ntrol of heavy loads discussed in NUREO-0612 Al 1 
m actions uill be completed prior to fuel loading at 

.•B R Cincinnati Oas 8. Electric Co. 82/10/07 DENTDN, H 
of Nuclear Reactor Regulation, Director Ip, 15670:310, 24X 

50-359. 02/10/07.6210130894 


10297 Tech Spsce 3978.497 re crane travel spent fuel storage 

incinnati Gas (.Electric Co 81/06/06 4pp 15676.311 24X 

« 50-35 0,02/10/07.0210130294 


0210160154 Foruards supplemental info to 820407 Itr re seisalc 
qualification of equipment Info consists of rept, "Beismlc 
Qua 1 if ication Rspt on ITE Series 5600 Motor Control Ctr " 

SYLVIA, a R Cincinnati Oas U Electric Co 02/10/13 DENTON, M ^ 
Office of Nuclear Reactor Regulation, Director Ip SS7i8 104 
Fiche 50-350,82/10/13,6210180154 


— 0210180163 "Beiimic Qualification Rept on ITE Beries S60O Kator Ct>*X 
Ctr, " Ravi s Ion 1 

* Structural Dynamics Research Corp 11410 ROl B2/10/07- 
272pp 1S71B 105 24X Fiche 50-358, 82/1 0/13. Qaio | boI 54 


6210290330 Requ ests. with In 20 days of receipt . notar i j ed list of alt 
relevant documentation & repti prepared for 020708-09 
meetings re welder qualifications 

KEPFLER,J G Region 3, Office of Director B2/10/27 EDRQNAKN.E 4 
Cincinnati Oas (. Electric Co 2pp 15053 051 24X 

Fiche. 50-358, 02/10/27, 02 1 0290330 


E NRC Safety Evaluation Report I0ER), suppls (< correspond tnca 


021O26O49B Forwards revised rept "Seismic-Stress Analysis of Mo r I 
Pumps," in response to GER Item 3 10 re specific concerns 
iir/reactor bldg closed cooling water pumps (80P2) 

BaRGNANN,E A Cincinnati Oas & Electric Co 02/10/21 DENTClN.H F 
Office of Nuclear Reactor Regulation, Director |p L5006 3S4. 2' 

Fiche 30-356, B2/10/2i, 021 026O4B0 


— 8210260493 "Seismic-Stress Analysis of Hon lontal Pujnps " 

MCDONALD, 0 K McDonald Engineering Analysis Co ME-OB4 
82/08/30 91pp 15006 325 24X Fiche 50-358, 82/10/21 , 021 02604% 


0 Adjudicatory correspondence 


0210070402 Drief in support of revised exceptions to A5U0 920621 
Initial dec Is ion Certificate of Bvc end 

CONNER, T D Cincinnati Oas & Electric Co CONNER. T 8 Conner -L 
Wetterhahn 92/10/04 Atomic Safety and Licensing Appeal Paul 
57pp 15633 250 24X Fiche 50-350,02/10/04,8210070402 


8210150449 Motion for leave to file reply brief to applicant & NEC 
responses to Miami Power Project 020020 petition to 
reconsider (< vacate 820730 order directing ASLD to dismiss 
Project eight proposed contentions. 

BERNADE1,L Miami Valley Power Project QERNADEl.t OoviTniarni 
Accountability Project 02/10/11 Commissioners Ip 19703 IC 
24X Fiche 50-390,82/10/11,8210 1 50449 


—0210150457 Reply to applicant St NRC responses to Miami Valliy Peuir 
Project 020620 petition to reconsider & vacate 020730 order 
directing A8LB to dismiss Project eight proposed 
contentions Certificate of Bvc end 

DEVINE. T , BERNABE1,L. Miami Valley Power Project DtVlNE. T 
Government Accountability Project 82/10/11 Comm Isil orisri 
60pp 15703 165 34X Fiche 50-350,82/10/11,0210150449 


0210210391 Forwards suppl to Miami Valley Power Project 020820 pstklas. 
to suspend facility const 

DEVINE, T Miami Valley Power Project DEVINE, T Oovernaent 
Accountability Project 02/10/18 PALLADINO,N , OlLlNBKV.V « 
AHEARNEiJF Commissioners Ip 15764 049 24X 

Fiche' 50-350, 82/10/10, 8210210391 


— 0210210400 Suppl to Miami Valley Power Project BS0820 petition ts 
suspend facility const, inelud Ing addl bases for immsdlaia 
suspension of const (, requested remedy Certificate of 0/c 
end 

DEVINE, T Miami Valley Power Project DEVINE,!. Ooverratni 
Ac countab 1 1 i ty Project 82/10/10. Commlssione r i 
15764 050. 24X Fiche. 50-358, 02/10/10,8210210391 


6210290299 Motion to strike Miami Valley Power Project 621011 re||| 
brief supplementing petition for reconsideration of 
Commisilon 820730 order 4t reply to NRC (< util responses No 
permission given to file brief , Certl f Icata of 0vc ane I 
WETTE8HAHN, M. J Cincinnati Oas (t Electric Co HETTERHAHN, K. 
Conner h Uetterhahn 82/10/26. Commissioners 6pp 150D3O9iC 
24X Flchs 50-350,82/10/26,8210290299 


H Oenaral correspondence 


0209270242 Forwards TN Applegate Itr to NJ Palladino per trices 
raquast, 

KEPPLER, J 0 Region 3, Office of Director 02/09/24 HICMY,P 
Shaw. Pittman, Potts U Trowbridge. ip. 14994 16S 24X 

Fiche* 50-350, 02/07/24, 0209270242 


IQ7 Foriifardt Certificate of 8vc for Amend 139 to application for 
e in form of Revision 07 to F6AR 

iNN, E A Cincinnati Oas U Electric Co B2/I0/<1B DEWTON, H. R 
of Nuclear Reactor Regulation, Director 2p0 15704, OSA 

che 50-350,02/10/09,0210150307 
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e20??70271 CocTfnenta on alleged NRC attempt to cover up teriousnesfi of 
pTObJen. ^acnitg Subj wlU be brought to etUnHon of 
CangTe')^ ^ Administration 

AfPLESATE.r W Affi I la tl on Unknown Ba/09/24 PALLADINO, N J 

f^jche 5 o- 35 b, 82/09/24, 


2l00&€4a3 Acfdl lesponse to FDIA request for tape recordinas of F Qlt, 
€{02^3 I Oc,Q^ interviDL^s & any other recordings rrilmm^? 
investigation Forwards three tapes of Oovt Accountab t 1 i tu 
Project 010226 meeting ^ R Daker 010303 interview W/o encls 

j rt Division of Rules and Records 02 / 09/29 mrutv i n 
Shaw- Pittman, Potts t, Trowbridge Ip iS636 253 24x 

Fmche 50-35B, 02/09/29, B2i 0060423 


-8210290281 Supplements 820024 response to violations noted in 
Ript 30-358/81-27 Twelve of 34 pipe lugs in process of 
penetfant eiam Twenty'fcuo renaming wtlds dye penetrant 
inspected 

BGRGKANN. E A Cincinnati Cai t Cl cc trie Co 02/09/30 
KEPPLER. J G Region 3, Office of Director ip 1S8S4 252 
Fiche 50-350,82/10/26.8210290278 


IE Insp 


24 X 


—0210290285 Amends response to 820723 itr per 020621 review 6 comments 
in initial 820223 response Sampling program for RHR Sus 
inadequate 

BOROHANN, E A Cincinnati Oas 6 Electric Co 82/00/24 
KEPPLER.J 0 Region 3. Office of Director 4pp 15854 253 a4X 
Fiche 50-358,02/10/26,9210290278 


tJtilitiy Final Safety Analysts Report (FSAR) 6 amends 


l2lOOSO'i32 Amond 139 to application for OL, const sting of Revision 07 to 
FSAR Submittal includes response to NRC 020700 6 22 Itrs re 
fesig-n margins ©f Mark I 6 II containment sys 6 piping 
,ibr4tlon c r I teria, rospac 1 1 v* ly 

DCRGMAt4Ni E A Cincinnati Gas U Electric Co 02/09/30 DENTON, H 
□/fic« of Nuclear Reactor Regulation, Director 2dd 15609 295 
24^ Fiche 50-350,03/09/30,0210030332 


02100S0334 Revision 07 to FSAR Thirty-one aperture cards available in 

* Cincinnati Oas 6 Electric Co 62/09/30 I4app 15609 297 
24 X Fiche 50-350.02/09/30.0210050332 


• 8210290290 Responds to 62D602 Itr re review 6 comments per 820223 
interim Itr cpnterning adequacy of shop 6 field welds Full 
compliance will be achieved by 021001 6 uiU resolve mutual 
concerns for Items 1,2 6 6 of IE Insp Rept 50-359/81^27 
BQROMANN. E A Cincinnati Oas 6 Electric Co 82/07/23 
MOREL I US, C E Division of Engineering 6 Technical Programs 5pp 
15054 257 a4X Fiche 50-358,02/10/26,8210290278 


8210290330 Requests. within 20 days of receipt , notan zed list of all 
relevant documentation 6 repts prepared for 820708-09 
meetings re welder qualif Ications 

KEPPLER.UO Region 3, Office of Director 82/10/27 DORGMAMN, E A 
Cincinnati Oas 6 Electric Co 2pp 15053 051 24X 

Fiche 50-350.82/10/27,0210290330 


-^10150307 Forwards Certificate of Sve for Amend 139 to application for 
lirense in form of Revision 67 to FSAR 

BOROHANN, p A Cincinnati Gas << Electric Co 82/10/08 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Spp 15704 056 
24X Fiche SO- 3SB. 62/10/00, 02101 50387 


3 Inipeclian reports, IE Bulletins U correspondence 


S Reportable occurrences. LERi 6 related correspondence 


B210050107 Interim deficiency rept re nonconforming Kcrotest packless 
diaphragm seal valves Valves appear to be open per 
indication of handwheel position. but are actually closed 
Resolution undetermined Final rept eipccted by 831115 
BOROHANN. E A Cincinnati Oas 6 Electric Co 82/09/20 KEPPLER.U 0 
Region 3. Office of Director 3pp 15605 050 24X 

Fiche 50-350, 82/09/20. 8210050137 


fSlOOaoOlS Add! response to FOIA request for 19 categories of info re 
nuclear reactor events 6 safety problems Forwards documents 
Listed iri App A Documents in Ap p 0 completely withheld (ref 
roiA ExDehptiojs 5) 

FELTON, J h Division of Rules and Records 02/07/12 UDELL, R A 
Critical Hass Energy Project 9pp 15665 027 24X 

Flchm 50-000,83/07/12.8310000015 


8210060271 Interim deficiency rept re Item M-QS fittings w/high-stress 
stamp Util performing documentation reviews 6 field 
walkdouns to identify field installed fittings which may be 
stamped improperly Neit rept will be submitted 830131 
BQRGMANN.E A Cincinnati Oas 6 Electric Co 82/09/22 KEPPLER. J 0 
Region 3, Office of Director 2pp 1S621 083 24X 

Fiche 50-350,82/09/22,8210060271 


"0210080170 Systemotic assessment of licensee performance notes re 
f4cUity evaluation for Oct 1979-Sept 1900 
* NRC - Mo Detailed Affiliation Given 00/09/30 9pp 
1S660 107 24X Firhe 50-000,62/07/12,8210060015 


G3l00GDt66 Forwards IC Insp Rept 50-350/02-14 on 830031 U 0901-02 6 07 
No ftonctfmpi lance noted 

PAPERIELLCiC j Division of Emergency Preparedness 6 Operational 
Support 83/09/22 BORGMAflN, E A Cincinnati Oas 6 Electric Co 
2pp 15640 144 24X Fiche 50-358.02/09/22,8210080166 


"8210000171 IE Insp Rept 50-350/02-14 on 020031 fc 0901-02 l< 07 No 
none omp I iance noted Major areas inspected preoperational 
environ monitoring 6 protec tl on. mg t controls fc Internal 
afurfiti 6 program Implementation 6 results 

GESTMANN.ri j , RPZAK. S . 8CHUMACHER,M Region 3, Office of 
Director 02/09/91 Bpp 13640 146 24X Fiche 50-350.02/09/32, 

0210003166 


GSO(1190233 IE Info Notice 80-35. Suppl 1, "Leaking 6 Dislodged 1-125 
Implant Seeds " 8vc list end 

CQDB.L I Division of Fuel Facilities, Materials 6 Safeguards 
02/10/06 Consolidated Edison Co Of New York 66pp 1576l'250 

24 < Fiche 50-000.82/10/06,0200190233 


020ai9033Q IE Bulletin 82-03, "Stress Corrosion Cracking in Thick- 
Mat l« Larg i-Di ameter. Stain less Gtee 1. Rec ircu latlon Syi 
Piling at DWR Plants " Sve list end 

DEVaUNG.R C Director's Office, Office of Inspection and 

Enforcement 82/10/14. Consolidated Edison Co of New York 

S15f»p iSBlO 125 24X Fiche 50-000.02/10/14,8208190238 


6210190635 Adviiti qf 021019 enforcement conference meeting in 
Cine i nna tl, OH to discuss recent insp findings, per 021012 
telcon u/util 

KEPPLER.JO Region 3, Office of Director. 82/10/15 BQROMANN.E A 
Cincinnati Oas 6 Electric Co Ip 13740' 053 24X 

Flthe 50-358,82/10/15.0210190635 


0210290273 Ac k receipt of 820723 & 0024 Itrs informing NRC of addl 
Steps taken tq correct violations noted in NRC 820621 Itr 
V IE Insp ftept 5O-35B/01-27 

NDRELlUStC E Division of Engineering Technical Programs, 
ea/lO/26 nORGMANN.E A Cincinnati Oas 8« Electric Co 3pp 
13034 249 24X Fiche 50-350.02/10/26,6210290270 


6210130372 Interim deficiency rept re possible carbon steel in 
stainless welds Analysis of weld by Metcut. Inc scheduled to 
be completed 821008 Results will be provided to NRC by 
821115 

aOROMANN. E A Cincinnati Oas & Electric Co 82/09/22 KEPPLER. J 0 
Region 3. Office of Director 2pp 15681 167 24X 

Fiche 50-358,02/09/22.0210130379 


8210060358 Interim deficiency rept re Item M-46 on turning vane 
failures in HVAC sys Eztension of 2 wks until 021014 
requested to complete further analysis required for 
scheduled interim rept 

BOROHANN, E A Cincinnati Oas 8c Electric Co 02/09/30 KEPPLER, J 0 
Region 3, Office of Director Ip 15618 353 24X 

Fiche 50-358,02/09/30.8210060350 


8210150443 Interim deficiency rept re diesel generator control logic 
Initially reported on 820909 Preliminary engineering 
evaluation concludes that sequence can be corrected by 
tripping diesel generator w/E6F actuation signal 

HORCMANN,E A Cincinnati Oas & Electric Co 82/09/30 KEPPLER, J 0 
Region 3, Office of Director 3pp 15703 153 24X 

Fiche 50-350,82/09/30,0210150443 


8210060309 Deficiency rept re Item E-27 concerning Improperly 
incorporated DDC Item determined not reportable per 
10CFR50 55(e) 

BDRGhANN. E A Cincinnati Gas tu Electric Co 82/10/01 KEPPLER, J 0 
Region 3, Office of Director Ip 15619 194 24X 

Fiche 50-350. 82/10/01 . 821 0060309 


3210190627 PNG- 11 I-02-lll on 621011, util issued stop work order for 
all essential work activities performed by Catalytic, Inc. 

Involving structural steel 8c welding rework IE mgt meeting 
w/util planned during wk of 021018 to discuss insp findings 
SCHWEIBINZ.E , HUNTER, D , WARWICK, R Region 3. Office of Director 
02/10/13 Ip 15740 033 24X Fiche 50-350. 02/10/13, 0210190627 


0210260279 Interim deficiency rept re turning van# failures in HVAC 
tuf Three addl failures discovered since 820702 Failures 
believed to be fatigue induced Failed vanes repaired Testing 
to continue Next rept by 830115 « 

BOROHANN, E, A Cincinnati Oas 8i Electric Co 02/10/13 KEPPLER, J 0 
Region □, Offic* of Director 2pp 15603 280 24X 

Fiche 50-358.02/10/13,0210260279 
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DOCKET 50-361 SAN OKOFRE MUCLEAR STATION, UNIT 2 


A Ap p 1 ic^ti on/c onttruc t > on stdgt document*- & correspondence 


G210290063 Foruards "Evaluation U Action Plan for San Onofre Nuclear 
Generating Station Units 2 -Sc 3 re TMI Incident " 

DRAKE, J H Southern California Edison Co 79/'0B/16 DENTON, H R 

□frictf of Nuc J ear Reactor Regulation, Director 2pp 15G59 052 

24/ Flch# 50-361,79/08/16.8210290063 


—8210290069 "Evaluation it Action Plan for San Onofre Nuclear Oeneratlng 
Station Unit* 2 8c 3 re TMI Incident " 

4 Southern California Editon Co 79/0Q/31 4Spp 15059 054 
24X Fiche 50-361,79/00/16,9210290063 


6210010008 Respond* to FOIA rBc^uest for 19 categories of docuinents re 
nuclear reactor event* 8c safety probleirte Foruards docuinents 
listed in App A 

FELTON^ J M Division of Rules and Record* 82/06/20 i/DE(-'L,R A 
Critical Mass Energy Project J5pp 13727 005 24X 

Fiche 50-000,62/06/28,0210010000 


— 0008050365 Discusses addl r«q.utred info to better define potential for 
cracking in reactor vessel noiiles 

NOCiNANrV/ S Assistant Director for Materials fc Qua 1 1 f icat i ons 
Engineering 00/05/05 TEDESCQ, R L Assistant Director for 
Llceniing 2pp 15727 176 24X Fiche 30-000.83/06/20.8210010003 


F Security, medical, emergency & fire protection plans 


6210190625 Forwards Revition 7 to physical security plan Revision 
uithheU Cref 10CFR73 21) 

DASKIN, K P Southerti California Edison Co 82/10/15 EJ6E1JHIIT, D O 
Office of Nuclear Reactor Regulation. Director Ip 13740 035 
24)C Fiche 50-206.82/10/13,0210190625 


0 Adjudicatory corr espandenc e 


0210040009 Notifies that LJ Chandler will represent NRC at oral 
arjument.per ASLAB 820900 order 9W Perry of FEMA tulU be 
aval lab le 

CHANDLER, L J Hearing Dranch S 82/09/24 GflDEMAKER.C ^ Atomic 
Safety and Licensing Appeal Panel Ip ISSBl 315 24X 

Fiche 50-361,02/09/34.8210040007 


0210050267 Memorandum & order setting medical arrangements questlan for 
hearing Listed questions should be answered by all parties, 
providing expert testimony where required loeue of 
terminating procedures will be certified to Commission 
KELLEY, J L Atomic Safety and Licensing Board Panel B3/10/01 
0pp 13611 153 24X Fiche 50-361,82/10/01.0210050367 


8210060184 Memorandum it order certifying question to Commission of 
feasibility of ASLB continuing proceeding initiated by A6LB 
821001 order 

KELLEY, J L Atomic Safety and Licensing Board Panel 62/lO/OS 
Commlttioneri 4pp 15613 161 24X Fiche 50-361. 10/0 5, 

0210060164 


8310180095 Dr i«f re medical sves issues certified by Commission oridrr 
No advance planning required by 10CFR50 47(b)fl2) for 
medical sves for general public Necessary arrangement* can 
be made on ad hoc basis Certificate of Sve end 

CHANDLER, L J Hearing Dranch 2 82/10/14 Commi *» i oners 2tpp 

13719 270 24X Fiche 50-361.82/10/14.8210100095 


6310320S40 Response supparbing utH 821008 objections to ASLG fl2|-00l 
prehearing nemorandum i order re medical arrangement* 

Scheduling of any hearing should await guidance from 
Coffi'ni ss ion. re sol ving certified issues W/Cer ti f 1 cate of [fvc 
CHANDLER, L J Hearing Branch 2 02/10/20 Atomic Eafsty and 

Licensing Doard Panel 7pp 15775 I3l 24X Fiche 50“')6l , 8? / 10^ !N3'' 
6210220240 


P Operating license stage documents t correspondence 


6210010312 F-oruiards Amend 0 to License NPF-IO. safety evaluation t, 
notice of issuance & availability Amend change* date for 
operability of post-accident sampling sys to Jan 1983 &■ 
revises associated Tech Specs (per TMI Action Item (J Q 3j 
EISENHUT.D 0 Division of Licensing 82/09/17 DIETCH. R E3out h * 
California Edison Co COTTON, C D , DERNATH, L Ban Diego Oos t 
Electric Co 4pp 15567 320 24X Fiche 50-361 , 82/09/ I 7, 02 1 00102 J ^ 


—8310010215 Amend 0 to License NPF-IO. chang i ng date for opeTab-ilii^ cf 
pos t-acc ident sampling sys to Jan 1983 & revising associated 
Tech Specs (per TMI Action Item II B 3) 

EfSENHUT. 0 O Division of Licensing 02/09/17 Spp 1556/ P34 
24X Fuhe 30-361.83/09/17,8210010212 


—8210010233 Safety evaluation supporting Amend 8 to UUense Nl^F-lO 
* Office of Nuclear Reactor Regulation, Director fl2/09/l7 3pp 
15567 329 24X Fiche 50-361.02/09/17.8210010312 


— 021001022? Notice of issuance availability of Amond () to Licnniv 
NPF-10 

KERRIOAN.J Licensing Dranch 3 Q2/09/17 2pp 1336/ 313 241 

Fiche 50-36 1,82/09/17,8210010212 


8210210496 Confirms 620909 telephone author 1 1 at ton of Tech Bpec changas 
as requested by 830907 & 08 Itrs re reactor coolant flou-kou 
contained in Table 2 2-1 

NOVAK, r M Assistant Director for Licensing 82/09/27 Dirfril.R 
Southern California Edison Co COTTON,© D , DERNATU, L 0ai) DiPH® 

Gas tt Electric Co 3pp 15772 350 24X Fiche 50-161.82/09/2/. 

8210210496 


a2i00601i7 Proposed Change NPF-10-46 to Tech Spec 3 3 4 r« turbine 
overspeed protection Change will allow entry into Modes U 
2 iiihlte preventing possibility of turbine overspeed by 
requiring ilSiVs i bypasses to be closed 

BASKIN, K P Southern California Edison Co 82/09/30 KtRNJTCAri.U & 
Licensing Drancl) 3 Ip 15614 334 24X Fiche 50-361. Oj/09/ JO- 

0310060117 


— 0210060119 Proposed Change NPF-lO-46 to Tech Spec 334 allowlrg entri 
into Modes 3 & 3 while preventing possibility of turbine 
overspeed 

e Southern California Edison Co 82/09/30 Ip 19614 339 24[ 

Fiche 50-361,62/09/30,8210060117 


8210070164 Forwards evaluation of Unit 2 license condittons relative 
to potential applicability to Unit 3 license condi tions, in 
response to NRC request 

BASKIN, K P Southern California Edison Co 62/10/04 KIRPIOAN.J 0 
Licensing Branch 3 4pp 15627 009 24X Fiche 50-361.62/10/04. 

8210070164 


8210060368 Outlines augmented shift manning requirements fo-r period ef 
initial criticality of Unit 3. for 1-month period after 
initial attainment of lOOX power on Unit 2 b, to control 
rotation of operators between units, per 020920 meeting 
DIETCH, R Southern California Edison Co 82/10/05 DENTON. If R 

Office of Nuclear Reactor Regulation. Director 2pp 1-9619 053 

24X Fiche 50-361.83/10/05,8210060368 


8310070062 Discusses use of raduaste solidification sys Unit 2 iLcteiic 
condition doe* not prevent util from using Cham-Nuclear 8yt, 

Inc process to salidify wet solid radwatte produced at Unit 

1 Safety evaluation will he performed 

BASKIN. K P Southern California Edison Co 62/10/05 

CRUTCHFIELD, D Operating Reactors Dranch 5 2pp 15626,163 S4K 

Fiche QO-206, 82/10/05,8210070062 


B210130971 Forwards Amend 9 to License NPF-10. safety evaluation 6 
notice of issuance U aval labl Ity, Amend changes Tech Dpe^S 
to allow operation In Modes 2 ti 3 w/turbine overspeed 
protection sy« inoperable 

KERRIGAN, J Licensing Branch 3 82/10/07, DIETCH. R Southern 

California Edison Co COTTON, 0 D , BERNATH.L San Dirge Ois I. 
Electric Co 3pp 19679 090 24X Fiche 50-361,83/10/07,931:0130571 
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“^330130573 rtjnend 9 to License NPF-lO, chans i ng Tech Specs to allow 
'OjperatiQn >n Kodes 2 4 3 w/turbme ovcrspeed protection 
sys inoperable 

J Licensing aranch 3 02/10/07 4pp 15679 09 3 24X 

Fjche 50-361 02/10/07, B?ioi3057i 


-'S210130577 Safety evaluation supporting Amend 9 to License NPF-IO 

* Office of Nuclear Reactor Regulation* Director 82/10/07 2pp 
15679 097 24X Fiche 50-361*02/10/07*8210130571 


“-32101335B2 Notice of issuance 6 availability of Amend 9 to License 

t^ERSES.V Licensing Rranch 3 S2/I0/07 Spp 15679 099 24X 

Ftchc 50-361 82/10/07*0210130571 


w-L 10190560 Forwards corrected page to rept re small earthq^uake suiarm 
which occurred on 811U0 Revised info does not alter 
c o me 1 us i DOS stated in rept 

»V P Southern California Edison Co B2/J0/15 KERRIGAN, vf D 
Licensing Dranch 3 2pp 15736 137 a4X Fiche 50-361,82/10/15* 
BSlC/t90560 


&21O1.90534 Notifies that info gained during Unit 2 natural circulation 
test program will be incorporated into overall Unit 2 8c 3 
opftraUng training program, per NUREG-0737, 1 tern 1 O 1 Listed 
u 1 It not be repeated for Unit 3 

SASkIN.K P Southern California Edison Co 82/10/19 KERRIGAN* J D 
Licensing Oranch 3 2pp 15751 314 24X Fiche 50-361,92/10/18. 

ea JO 190534 


£2 10560416 Forwards Application 13 to amend License NPF-lOr revl sing 
App A Tech Specs to change response time for ECC8 rainiflow 
•'a Ives 

DIETCH. R Southern California Edison Co 02/10/21 DENTON. H R 
Ot^rue of Nuclear Reactor Regulation* Director Spp 15906 994 
a4X Fiche 50-361.63/10/21,8210260416 


S2I0260424 Application 13 to amend License NPF-IO, revls ing Ap p A Tech 
Specs to change response time for ECCS miniflou valves 
DIETCH, R Southern California Edison Co 82/10/21 lOpp 
15906 296 24X Fiche 50-361*83/10/21*9210260416 


— HS1026O435 Proposed Tech Specs 6 8 2* 6 8 3. 6 8 4*6 11*6 12 «c 6 13 re 
administrative controls for revision in response time for 
ECCS miniflou valves 

■* Southern California Edison Co 02/10/21 6pp 15806 306 24X 

Fiche 50-361. 82/ iO/Sl B3l0260At6 


Inspection reports, lE Gulletms in correspondence 


£510010042 Confirms 821021 mg t meeting in Rosemead, CA to discuss 
sijstematu assessment of licensee perfoimance Anticipated 
meeting attendees & agenda end 

CREWS, J L Division of Resident, Reactor Project & Engineering 
Programs 02/09/27 PAPAY. L T Southern California Edison Co 
3pp 15565 317 24X Fiche 50-206*92/09/27*9210010042 


£510190478 Forwards IE Insp Repts 50-361/82-27 & 50-362/82-19 on 
620905-17 No noncomp 1 iance noted 

BISHOP* T U Division of Resident, Reactor Project fc Engineering 
Programs 82/10/05 PAPAY, L T Southern California Edison Co 
4pp 15740 245 24X Fiche 50-361* 82/10/05, 9210190479 


8208190239 l£ Oulietin 02-03* “Stress Corrosion Cracking in Thick- 
Mall * Large-Di ameter. StainI ese Stpe 1 * Rec ircu lat I on Sys 
Piping at BWR Plants." Sve list enc I 

DEYOLTNG.R C Director's Office. Office Qf Inspection and 

Enforcement 92/10/14 Consolidated Edison Co of New York 

IlSpp 15910 125 24X Fiche 50-000,02/10/14*0209190238 


6210250222 Ack receipt of 920929 Jtr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-361/02-25 It 
50-362/02-16 

DISHQP.T W Division of Resident, Reactor Project tc Enginepring 
Programs 85/10/18 PAPAY, L T Southern California Edison Co Ip 
15789 326 24X Fiche 50-361*82/10/19,9210250222 


— 3210250227 Responds to HRC 020931 Itr re violations noted in tE Insp 
Repts 50-361/02-25 6 50-362/82-16 Corrective actions 
Operating Instruction 5023-2-4 revised on 920631 to include 
proper caut ion 

PAPAY, L T Southern California Edison Co 93/09/29 

ENOELKENpR H Region 5, Office of Director 4pp 1 57B9 3S7 24X 

Fiche 50-361.02/10/10.0210250223 


S Reportable occurrences, LERs & related correspondence 


6210050151 Forwards LER Q2-O90/03L-0 Detailed event analysis submitted 
RAY.H B Southern California Edison Co 82/09/22 ENGELKEN* R H 
Region 5, Office of Director 2pp 15609 053 24X 

FJeha 50<}61. 82/09/33, 82 1 0050 13 i 


— 8210050234 UER 82-0a0/03L-0 on 620023, during Mode 4 feeder breaker 
testing after returning breaker 2AD101 to svc. feeder breaker 
2A0104 failed to open Cause unidentified Event considered 
isolated No further attion deemed necessary 

RAY.H B Southern California Edison Co 92/09/22 Region 5. 
Office of Director Ip 15609 055 a4X Fiche 50-361,02/09/22, 
021 0050 1 51 


9210050261 Forwards LER 82-096/03L-0 De ballad event analysis submitted 
RAY.H □ Southern California Edison Co 02/09/23 ENOELKEN, R H 
Region 5* Office of Director 2pp 15609 196 24X 

Fiche 50-361,02/09/23,6210050261 


— 8210050266 UER 02-O96/O3L-O on 020625* EC C6 subsystem high pressure 
safety injection punp 2P-OI7 failed to develop i*400-psia 
discharge pressure during operability test Caused by 
excessive leakage past miniflo-w bypass valve 82-1204-NU-IB4 
RAY,H 8 Southern California Edison Co 83/09/23 Region 5, 
Office of Director Ip 15609 179 24X Flebe 50-361,83/09/23, 

0210050261 


Q2100503B1 Forwards LER 92-103/03L-0 Detailed event analysis submitted 
RAY.H B Southern California Edison Co 02/09/23 ENOELKEN.H H 
Region 5, Office of Director 2pp 15608 231. 24X 

Fiche 50-361,82/07/23*9210050391 


— 8210050390 LER B2-I03/03L-0 on 820925. hot leg sample isolation valve 
2HV-0S17 breaker 2DJ-23 tripped on overload iTt attempt to 
close valve during semiannual ESF subgroup relay test Caused 
by burned out operator motor Motor replaced 

RAYiH B Southern California Edison Co. 02/07/23 Region 5* 
Office of Director ip 15600 253 24X Fiche 50-361.62/09/23, 

8210050391, 


621005000D Forwards LER B2-099/03L-0 Detailed event analysli submitted 
RAY,H B Southern California Edison Co 82/09/24 ENOELKEN, R If 
Region 3, Office of Director. 2pp 13603 205 24JC 
Fiche 50-361,02/09/24*8210050000 
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— B210050024 LER 62^-097 /03L-0 on e20’925* c QndBnta.fc« •tbrag« tflnii T-lSl 
water level fell below Tech Spec liriit Caused bi|j inadequate 
rtakeup water control to tank Bt too restrictive Tech Spec 
linlt Tech Spec change Bt aiftomatlc level control proposed 
RAYjH B Southern California Ediaoti Co 03/09/24 Rogj on 3. 
Office of Director Ip I Si04 345 24X Tiche 50-3*1.02/09/24, 

B2 100500 16 


— B2100S0029 LER Ba-102/03L-0 on 820929. condensate storage tank T-iai 
water level fell below Tech Sfec limit Caused bg inadequate 
makeup water control to tank i too restrictive Tech Spec 
limit Tech Spec change jk automatic level control proposed 
RAY.H D Boutharn California Edison Co 02/09/24 Region 3. 
Office of OirectoT Ip 15604 346 24X Piche 50-361,05/09/24, 

0210050016 


-'0210050032 LEfi 85-t04/03L-0 on 020901 , condensate storage tank T-I2i 
water level fell below Tech Spec limit Caused bg inadequate 
makeup water control to tank ti too restrictive Tech Spec 
liinit Tech Spec: change £f automatic level control proposed 
RAV,H D Southern California Edison Co 02/09/24 Region 3, 
Office of Director tp 15604 347 24X Flche 30-361.02/09/24, 

0210050016 


—0210050037 LER 8a-l06/03L-0 on 020903. condensate storage tank T-121 
water level fell below Tech Spec limit Caused bg inadequate 
makeup water control to tank (t too restrictive Tech Spec 
limit Tech Spec change automatic level control proposed 
RAY, H D Southern CaUfornla Edison Co 02/09/24 Region 5, 
Office of Director Ip 15604 340 24X Flche 50-361,02/09/24. 

8210050016 


--8210050041 LER GS-IOB/OOL-O on 020030. condensate storage tank T-121 
water level fell below Tech Spec limit Caused bg inadequate 
makeup water control to tank too restrictive Tech Bpec 
limit Tech Spec change & automatic level control proposed 
RAV, H B Southern California Edison Co 82/09/24 Region S, 
Office of Director Ip J 5604 349 24X Flche 50-361,02/09/24, 

0210050016 


—9210050044 LER 62-109 /03L-0 on 020906, condensate storage tank T-121 
water level fell below Tech Spec liinit Caused bg Inadequate 
makeup water control to tank & too restrictive Tech Spec 
Unit Tech Spec change 6 automatic level Control proposed 
RAY.H Q Southern California Edison Co 92/09/24 Region 5. 
Office of Director Ip 15604 350 24X Flche 50-361,92/09/24, 

3210050016 


—8210080046 LER 92'll0/03L-0 on 020912. c ondeneate storage Unk T-121 
water level fell below Tech Spec limit Caused bg inadequate 
.-nakeup water control to tank li too restrictive Tech Spec 
limit Tech Spec change (c automatic level control proposed 
RAY, K B Southern California Edison Co 62/09/24 Region 9, 
Office of Director Ip 15604 35l 24X Fiche 50-361,62/09/24, 

6210080016 


— 8210080050 LER Q2-*l 1 l/OSL-O on 020909, conde neate storage tank T-121 
water level fell below Tech Spec limit Caused bg inadequate 
makeup water control to tank (< too restrictive Tech Spec 
limit Tech Spec change automatic level control proposed 
RAY, H D Southern California Edison Co 82/09/24 Region 5, 
Office of Director Ip. 15604 352 24X Flche 30-361,02/09/24, 

aSiOOSOOii 


—6210130274 LER 02-O99/O1T-O on 020913, Tram A control room on»rg*f<^ 
air cleanup sgs failed to start after receiving spurious 
tone gas isolation signal Caused bg improper poEiiiontng ^ 
kirk keg on breaker 2D0416 of fan E419 

RAY.H D Southern California Edison Ca 82/09/27 Reg 4 ■o*'* 

Office of Director Ip 1567B 3S4 24X Fiche 50-36 1 , 02/0 

0210130269 


0210130270 Forwards LER a2-076/03L-l Detailed event .inaUsis 

RAY,H a Boothern California Edison Co 02/09/30 EMCEtKEN,H H 
Region 5, Office of Director 2pp 15670 16/ 24X 

Fiche 30-361,82/09/30,0210130270 


— B21O13O205 LER 82~076/03L-‘l on 020725, s team generator Indit’Oitor 
2PD1-0979-1 failed channel check test 6 was placed in bgpnv* 
condition prior to Mode 2 entrg Caused bg inodvertonilg 
valved out indicator 

RAY.H D Southern California Edison Co 62/09/30 Reg S O'*' 
Office of Director Ip 15670 169 24X Fiche 50 36 1 , 0 , 7 /T 3 V /3^5i 

0210130270 


0210130499 Forwards LER B2-105/03L-0 Detailed event onalgsis 

RAY, H 0 Southern California Edison Co 02/09/30 rfgOFLrtl- tl ■« •• 

Region 5, Office of Director 2pp 15683 097 24X 

Fiche 50-361.82/09/30,0210130499 


—8210130500 LER BS-IOD/OSL-O on 620031 , during hodo 2 operjOurs, amili 
feedwater pump 2P~504 declared inoperable Caused bg leabg 
threaded plug on pump discharge casing Threads cleaned, 
graffoil applied plug reinstalled 

RAY.H B Southern California Edison Co 02/09/30 * O'" 

Office of Director Ip I56B3 099 24X Ficho 50- 161 , n:/ / JO, 

0210130499 


8210130469 Forwards LERs 82-107/03L-0. B2-1 19/03L-0 B 02-1 »l /OTIt- '0 
Detailed event analgsis submitted 

RAY.H B Southern Callfoinia Edison Co 02/10/01 THOU H4 H, « fi 
Region 5. Office of Director 2pp 15602 155 24K 

Flche 50-361.82/10/01,0210130469 


-*-0210130476 LER 82-10//03L-0 on 020902, condensate storage to-nli T-ISO 
water level fell below Tech Spec limit while in Hod# ^ 

Caused bg inadequate makeup water control Correctiv# octlcini* 
include better planning 4, limelg water transfer 

RAY.H 0 Southern California Edison Co 62/10/01 Reg s on 5, 
Office of Director Ip 15602 157 24X Fiche 80-361 , lia/ I (J/Ol. 
0210130469 


— 821O13O40S LER 02-119/O3L-O on B20919, condensate storagt iiMis'k f*JM 
water level fell below Tech Spec limit while in Mode 2 
Caused bg inadequate makeup water control Correctiv# action-a 
Include better planning V timelg water transfer 

RAY, H B Southern California Edison Co 02/10/01 N*g t flii 5. 
Office of Director Ip 13602 159 24X Flche 80-36 Ml I 0/01. 

0210130469 


--8210130493 UER Q8-121/03L-0 on 020920, condensate storage kArkk l-ISO 
water level fell below Tech Spec limit while in Mode 2 
Caused bg inadequate makeup water control Corrective aciittrss 
Include better planning V timely water transfer 

RAY, H D Bouthorn California Edison Co 82/10/01 FlD-VlonS, 
Office of Director Ip 15602 159 24X Fiche SO-lfil . «»/ I 0/01, 

8210130469 


0210190309 Forwards LERs 82-1 16/03L-0, 02-1 17/ 03L-0 L 82- 1 1 2/0 It. 0 
Detailed event analysis encl 

RAY.H D Southern California Edison Co 02/10/00 ENOEt-KCim, R || 
Region 5, Office of Director 2pp 15742 J 50 24X 

Fiche* 80-361, 82/10/00, 0210190309 


— 6210190317 LER 02-116/O3L-O on 820917, condensate storag# 

water level fell below Tech Spec limit Caused bg tnadequAtv 

makeup water control to tank T-121 tc overly restrictive 

Tech Spec Ilmiit Design & Tech Spec change proposed 

RAY<H B Southern California Edison Co 02/10/00 

Office of Director Jp 15742 152, a4X Flche 50-361, 03/ I 

8210190309 


—0210190323 LER 02-U7/O3L-O on 820918, condensate sloragt x»r,% 
water level fell below Tech Spec limit Caused by Inedequ^t* 
makeup water control to tank T-121 t( overly restrictive 
Tech Spec limit Design tc Tech Spec change proposed 
RAY.H B Southern California Edison Co 62/10/08 RaaiofiS. 
Office of Director Ip 18742' 153 a4X Fiche 50-3*1, 03/1 o/fifl, 
0210190309 


—0210190328 LER 02-112/O3L-O on 020910, condensate sti><rai|» tJenk T'lJ? 
water lev«l fell below Tech Spec limit Caused by lnade|u-j 
makeup water control to tank T-121 !< overly restrictive 
Tech 8pec limit Design l< Tech Spec change proposed 
RAViH 0 Southern California Edison Co 82/10/00 R«4iii>S, 

Office of Director Ip 15742 154. 24X Fiche 50-36 L I 

8210190309, 
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8-21QJ90250 V-Q2-04 J on B2t006>LD& Angel 0 S Tioiett invest 1 gaii vc 

reporter contacted Pegion 5 re former Bechtel Pouer Corp QC 
inspector add I allegations concerning uelding practices 
investigation of allegations planned 

h^IRSCH, D F , DISHQP-T W Region 5, Office of Director S2/10/14 
ip 157<»2 195 24X Fiche 50-361.03/10/14.6210190250 


021O25OJ37 ForuJards LFR B3-11B/03L-0 Detailed event analysis submitted 
RAY.H 0 Southern California Edison Co 02/10/15 ENOELKEN, R H 
Region 5. Office of Director 2 pp 1 57B7 002 24X 

Fiche 50-361.02/10/15.0210250137 


— 0210250140 LER 82-1 18/03L-0 on 020917. low nitrogen actuator pregsiire 
discovered in steam generator feedwater isolation valve 
2HV-4052 Caused by leakage at plug to check valve located on 
accumulator Temporari| instrument valve installed 
RAY.H fi Southern California Edison Co 02/10/15 Region 5. 
Office of Director Ip 15787 004 24X Fiche 50-361.02/10/15.. 

8210250137 


B21O250207 Notifies that followup repts to LERs 02-094 it 02-103 will 
te provided by 021130 Delay due to addi evaluation needed 
for corrective action 

RA/.H Q Southern California Edison Co 82/10/15 ENOELKEN. R H 
Region 5, Office of Director Ip 15707 362 24X 

Fichf 50-361.82/10/15.8210250207 


Q2102S0214 Forwards LER 92-I15/03L-0 Detailed event analysis submitted 
RAY.H G Southern California Edison Co 82/10/15 ENGELKEN. R H 
Region 5, Office of Director 2pp 15788 209 a4X 
Fiche 50-361. 82/10/15. S21025021 4 


— -02-1 0250218 LER 02-115/O3L-O on 0209 16. durin g Node 2 operati on. control 
element assembly 47 slipped i dropped in excess of 7 Inches 
Caused by defective timing card Affected solid state chip 
replac ed 

RAV. K 0 Southern California Edison Co 82/iO/lS Region 5 j 
O ffice of Director Ip 157BB 291 24X Fiche 50-361.82/10/15. 

8210250214 


Q210250269 Forwards LER 82- 1 1 3/03L-0 Detailed event analysis submitted 
RA^.H D Southern California Edison Co B2/tO/l5 ENQELKEN. R H 
Region 5. Office of Director 2pp 15791 042 24X 

Fiche 50-361.02/10/15.0210250269 


--8210250273 LER 82-1 13/03L-0 on 0209 16. routi ne operator insp during 
gaseous waste processing revealed interstage rupture disc of 
aaste gas compressor COlO breached Caused by excess buildup 
of interstage pressure within compressor Disc replaced 
RAY.H 0 Southern California Edison Co 02/10/15 Region 3. 
Office of Director Ip 15791 044 24X Fiche 50-361.02/10/15. 

821 0250269 


0210280030 Forwards LER 82-J14/01T-0 Detailed event analysis submitted 
RAY.H D Southern California Edison Co 82/10/19 ENGELKEN. R H 
Region. 5, Office of Director Spp 15037 168 24X 

Fiche 50-361.02/10/19.0210200000 


8210230006 LER 82-114/OlT-O on 021017. during surveillance testing in 
Mode 4f containment cooling fan 28-402 failed to start 
Caused ty faulty fan breaker Breaker replaced 

RAY.H B Southern California Edison Co 02/10/19 Region 5. 
Office of Director Ip 15837 170 a4X Fiche 50-361.02/10/19. 
8210200080 


T Heating transcripts on non-ant 1 trust matters 


8310130209 Transcript of 021006 oral argument in 8 an Diego. CA Pp 1-144 
* Atomic Safety and Licensing Appeal Panel 02/10/06 I45pp 
15673 126 24X Fiche 50-361.02/10/06.8210130209 


V Operator Examinations 


— G210290069 "Evaluation & Action Plan for San Onofre Nuclear Generating 
Station Units 2 8 * 3 re THI Incident " 

e Southern California Edison Co 79/00/31 48pp 1 3B59 054 
a4X Fiche 50-361,79/08/16.0210290063 


0210010008 Responds to FOIA request for 19 categories of documents T® 
nuclear reactor events S> safety problems Forwards documents 
listed in App A 

FELT0N. J H Division of Rules and Records 83/06/?a UDELL. R A 
Critical Hass Energy Project I5pp 15727 005 24X 

Fiche 50-000,02/06/28,0210010000 


— G00BO50265 Discusses addl required info to better define potential for 
cracking in reactor vessel noiilcs 

NGONANi V 3 Assistant Director far Materials it Gua 1 1 f i cat i onn 
Engineering G0/05/0S TEDEBCO. R L Assistant Director for 
Licensing 2pp 13727 176 24X Fidhe 50-000,02/06/28.8210010008 


8210050492 Discusses plan of action for issuance of OL Gperator 
licensing £c Tech Spec preparation could impact 821015 fuel 
load date Lists areas needing review to determine whether 
license conditions are required 

MOVAK.T M Assistant Director for Licensing 82/09/17 
EISENHUT.D Q Division of Licensing 2 pp 15626 302 24X 

Fiche 90-362.02/09/17,8210050492 


G21O1BO2S0 Notification of 920920 meeting u/util in Dethesda.HD to 
discuss operator staffing t* licensing 

ROOD. H Licensing Branch 3 82/09/17 KERRIGAN. J Llcensinp 

Dranch 3 4pp 15746 321 24X Fiche 50-362,03/07/17.0210100250 


B210070164 Forwards evaluation of Unit 2 license conditions relative 
to potential app 1 1 cabl 1 i ty to Unit 3 license cond i tions ■ in 
response to NRC request 

BASKIN. K P Southern California Edison Ca 82/10/04 KERR I OAN. J D 
Licensing Orancli 3 4pp 15627 009 24X Ficlic 50-361. 82/ 1 0/D4. 

8210070164 


8210060360 Outlines augmented shift manning requirements for period of 
initial criticality of Unit 3. for l-month period after 
initial attainment of lOOX power on Unit 2 & to control 
rotation of operators between units, per 020920 meeting 
OIETCH.R Southern California Edison Co B2/J0/O5 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2 pp 15619 053 
24X Fiche 50-361,82/10/05,0210060368 


6210190560 Forwards corrected page to rept re small earthquake swarm 
which occurred on GllltO Revised info does not alter 
conclusions stated in rept 

BASKIN, K P Southern California Edison Co 82/10/15 KERRIGAN. J D 
Licensing Branch 3 2pp 15736 137 24X Fiche 50-361 , 82/10/ 1 5, 

8210190560 


8210190534 Notifies that info gained during Unit 2 natural circulation 
test program will be incorporated into overalt Unit 2 & 3 
operating training program, per NUREO-O737i I tem 1 0 1 Listed 
tests will not be repeated for Unit 3 

BASKIN. K P Southern California Edison Co B2/I0/1G KERRIOAN^U D 
Licensing Branch 3 2pp 15751 3|4 24X Fiche 50-361,02/10/18, 

0210190534 


F Security, medical, emergency 6 fire protection plans 


8210190625 Forwards Revision 7 to physical security plan RsvislQ? 
withheld (ref 10CFR73 21) 

BAGKIN. K P Southern California Edison Co 82/10/15 El” 
Office of Nuclear Reactor Regulation, Director Ip 197 
24X Fiche. 30-206.82/10/15. 0210190655 


G Adjudicatory correspondence 


B210040D09 Notifies that L-J Chandler will represent NRC at or 
argument, per A 8 LAB B2090B order SM Perry oF FEHA will be 
available 


8210210184 Summary of 820914 U 20 meetings w/utll re util 820802 CHANDLER, L J Hearing Branch 2 82/09/24 aNDEMAKER.C J 

request that NRC waive required written & oral tests 6 grant Safety and Licensing Appeal Panel Ip 15381 315 24X 

Unit 3 reactor operator i senior reactor operator licenses Flche< 50-36 1 , 82/09/24, 8210040009 

to currently licensed Unit 2 operators 

Branch 3 82/10/01 Licensing Branch 3. 6 pp 

15772 363 24X Fiche 50-361.82/10/01,8210210184 8210050267 hiemarandum b order sotting medical arrangements qi 

hearing Listed questions should be answered by all parties, 
providing expert testimony where required Issue of 

^ ^ terminating procedures will be certified to Commiselon 

DOCKET 50-362 6 AN ONOFRE NUCLEAR STATION. UNIT 3 KELLEY, J L Atomic Safety and Licensing Board Panel 82/1 

— Fiche 50-361,82/10/01.0210030267 

A Ap p 1 1 cat Lon/cont tr uc t i on stage documents tt correspondence 

on.irt.ionnx,. 0210060184 Kemorandum U order certifying question to Commissi 

8210290063 Forwards Evaluation i Action Plan for San Onofre Nuclear feaeibHity of ABLB continuing proceeding initiated by ASU 

Oenerating Station Units 2 «« 3 re TNI Incident ■< S21O01 order 

DRAKE.sl H Southern California Edison Co 79/00/16 DENTON, H R KELLEY. J L Atomic Safety and Licensing Boaril Panel. 02/1 

Nuc lear Reactor Regulation, Director 2pp 1 58 59 ‘ 052 Commissioners. 4pp 15613 181. 24X Fiche 90-361,82/10/01 

24X Fiche 50-361,79/00/16,8210290063 8210060184 
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B2t01SO<3<}9 Gbjectiont to lAELB dSlOOl mrmardnilum ti order re medical 
arranfements Order proposes hesrinj on isii^es »cope 

of -Commission emergency planning regulations & requires 
evidence beyond tlUPE<3-0654 tids Oe-c laratl on of Sve and 
F^IGOTTfD R Southern California Edison Co PIOQTTdJ} R Orrlclij 
Herrington & Sutcliffe QS/IO/OB Atomic Safety and Licensing 
Board Panel llpp 15&76 170 24)C Fiche 50-361. B2/ 10/06. 

9210130309 


0210150454 Position on ASLB request for Commission direction Qn whether 
to proceed to hearings Further hearings on medical sves 
issue should be deferred pending -Commiisian determination & 
issuance of guidance Declaration of 8vc end 

PIGOTTrP R Southern California Edison Co PtOQTTiD R Qirick. 
Herrington «. Suit 1 iff e 62/i0/13 lOpp 15703 112 24X 

Flche 50-3&1. 62/10/13, 8210150454 


6210150482 Brief re certified questions on definition L implernentation 
qf lOCFRSO 47(bMl2) re medical sves Applicant interprets 
LOCFR50 47(b>{12)- as applying to individuals who are 
contaminated & traumatica 1 1 y In jured. U/Dec 1 aration of 8vc 
PlOOTTf D R Southern California Edison Co PIGOTT. D R Orricl* 
Herrington U Sutcliffe 62/10/13 aOpp 15703 000 24X 

Ficte 50*3^11.82/10/13.8210150462 


6210190490 Brief re required medical eves for general p-uhiic in 
response to Commiseltin Order CLl-"e2-27 Agrees w/ASLD re 
definition of contaminated injured individuals per 
lOCFRSO 47Cb)il2} Certificate of Sve encJ 

hCCLUHO. C E GUARD HCCLUHO. C E Oaliagher, P M HCCLUNO, C E 
Flemming, Anderson. HcClung l< Finch 62/10/13 34pp 15713 t iD 
24X Flche S0-3il. 62/10/ 13. 82i0-i 50490 


8210160095 Brief re medical sves issues certified by Commission order 
No Advance planning required by 10CFR50 47( b ) ( 12> for 
medical sves for general public Necessary arrangements can 
be made on ad hoc basis Certificate of Bve end 

CHANDLER, L J Hearing Branch 2 92/10/14 Commissioners 24pp 

15719 270 24X Flche 50*361,92/10/14,6210100095 


6210280240 Response supporting util 921008 objections to A6L0 821001 
prehearinp memorandum order r* medical ar rangements 
Scheduling of a-ny hearing should auait guidance from 
Comrni IS ion. resol ving certified issues M/Certificate of Bve 
CHANDLERfL J Hearing Drench 2 62/10/20. Atomic Sefetg and 

Liee-nslng Board Panel 7pp 15775 13L 24X Flche 50-361,02/10/20. 

6210230540 


0 Inspection reports, tE Bulletins & correspondence 


0210060109 Forwards IE Insp Rapt 50-362/82-17 on 620623-0903 No 
none amp 1 i ante noted 

BISHOP. T U Region 5. Office of Director 02/09/16 PAPAV, L T 
Southern CaUfornla Edison Co 2pp, 15614 336 24X 

Fiche 50-362.62/09/16,8210060109 


—8210060124 IE Insp ftept 50-362/62-17 on 020923-0903 No noncompll ance 
noted Major areas inspected operational staffing & staff 
train Ing, c omperi eon of as-built plant to FEAR description, 
test program r ecard s, safety committee h test results 
STEWART. J P Region 5, Office of Director KIRSCM. D F Division 
of Resident, Reactor Project & Engineering Programs 82/09/16 
6pp 15614 338 24)C FI che* 50-362, 02/09/ 16, 8210060109 


8210010267 Forwards list of open items thet require resolution before 
finding of readiness for operation may be endorsed by 
Region 5 per Insp Procedure 943003 Licensee established 
821115 as fuel load date. 

ENOELKEM, R H Region S. Office of Dlrecfcar 02/09/24 TAYLOR, J M. 
Division of Resident, Reactor Project I* Eng irteering Programs, 7pp 
15573 114 24X Fiche 50-362, 62/09/24 1 02100 10267 


6210010042 Confirm* B2L021 <ngt meeting in Rosemead, CA to discuss 
systematlt assessment of licensee performance Anticipated 
meeting attendee* -1^ agenda end. 

CREMa,x/ L Division of Resident. Reactor Project U Engltieerlng 
Programs 82/09/27 PAPAY.L T. Southern California Edison Co, 
3pp 19965:017 a4X Fic ha: 50-206, 62/09/27, 0210010042 


0210190479 Forward* lE Imp R«pts 50-361/82-27 Ir 50-362/92-19 an 
020905-17 Ho noncompl lance noted 

BISHOP, T W Dlvliton of Resident, Reactor Project St Engineering 
Programs 82/10/05 PAPAY.L, T Southern California Edison Co 
4pp 15740:245, 24X Pi che 50-361, 02/IC/O5, 0210190470 


0209190233 IE Info Notice BO-35, Suppl 1, "Lsalting 6 Dislodged 1-126 
Implant Seed* " Sve list end 

GD0B.L I Division of Fuel Facilities. Materials 6 Safeguards 
62/10/06 Consolidated Edison Co of New YorV 66pp IS76L 2b 
24 X Fiche 50-000,02/10/06,0208190233 


9210250173 Forwards IE Insp Rept 50-362/02-20 on 020913-17 No 
noncomp 1 iance noted 

BOOK.H e Division of Radiological Safety 6 Safeguards Program 

02/10/06 PAPAY.L T Southern California Edison Co 2pB 

15707 134 24X Ficha 50-362,02/10/00,6210250173 


—0210250170 IE Insp Rept 50-362/02-20 on 020913-17 No no ncamp 1 i arc e 
noted Major areas inspected p reoperationa 1 radiation 
protection program. ALARA, etivi ron monitoring program, a olid, 
liquid 6 gaseous radwaste mg t & status of NunEG-0737 items 
CILLI8. M , WENBLAWSKI.F A , BOOK, H E Division of Rad in log ica L 

Safety 6 Safeguards Program 02/10/00 16pp I57B7 136 P4X 
fiche 50-362.62/10/00,0210250173 


6200190236 IE Bulletin B2-03. "Stress Corrosion Cracking in Thick- 
Wall, Large-Di ameter. Stain less Steel, Rec ircu lation By* 

Fiplng at HWR Plants " Sve list end 

DEVOUNO.R C Director's Office, Office of Inapection and 

Enf ore ament 82/10/14 Consolidated Edison Co of New York 

liSpp iSeiO IPS 24X Fiche 50-000,02/10/14.8200190230 


6210P50222 Ack receipt of 820929 Itr informing NftC of step* taken to 
correct violations noted in IE Insp Repts 50-361/02-25 ih 
50-362/02-16 

BISHOP. T W Division of Resident, Reactor Project V Engineering 
Programs 02/10/10 PAPAY.L T Southern California Edison Cn \ 
15709 326 24X Ficho 50-361,02/10/10,0210250322 


— Q2t025Q227 Responds to NRC 020831 Itr re violations noted tn U Itr 
Rept* 50-361/02-25 8- SO-362/82-16 Corrective action* 

Operating Instruction 5023-2-4 revised on 020831 to include 
proper caution 

PAPAV, C T Southern California Edison Co D2/09/29 

CNOELWEN, R H Region 8, Office of Director 4pp 15709 327 J 

Fiche 50-361,02/10/18,0210250222 


8 Reportable occurrences. LERs ^ related correspondence 


8210190250- PNG- V-02-04 1 on 021006, Los Angeles Times investigative 
reporter contacted Region 5 re former Bechtel Power Corp OC 
inspector add! allegations concerning welding practice* 
Investigation of allegations planned 

KIRSCH, DF , BISHOP. TW Region 5, Office of Director 02/10/14 

ip 15742 195 24X Fiche 50-361,02/10/14 , 02101902 5 0 


T Hearing transcripts on non-ant 1 trust matter* 


8210130209 Transcript of 021006 oral argument in 6an Diego, CA Pp 1-14 
w Atonic Safety and Licensing Appeal Panel 82/10/06 U9pp 
15673 126 24X Fiche SQ-361. 82/10/06, 02101 30209 


V Operator Examinations 


8210210164 Summary of 620914 &< 20 meetings w/utll re util B2O0D3 
request that NRG waive required written 6 oral te&ts ii grant 
Unit 3 reactor operator h senior reactor operator licentes 
to currently licensed Unit 2 operators 

ROOD. H Licensing Qranch 3 82/10/01 Licensing Branch 3 6pp 

15772 353 24X Fiche 50-361,02/10/01,8210210184 


DOCUer 50-363 FORKED RIVER NUCLEAR BTATiaN. UNIT I 


A App I icatinn/construc tion stage document* St correspondence 


8210070102 Forward* Info resolving 14 Tech Spec open 1 t«mi dlicuttii 
at 820913 meeting Harked-up Tech Specs end 

DAeKIN. K P Southern California Edison Co 02/10/04. KERAIOAK.J £ 
Licensing Branch 3 36pp 1S649 244 24 X Fiche 50*363,02/10/04. 
Q2I0070102 


DOCKET 50-364 JOSEPH H FARLEY NUCLEAR PLANT, UNIT 2 


A Application/construction stage documents It correspondenc* 


— 9210190501 IE Insp Rept* 50-361/62-27 It 50-362/82-19 on 820905-17. No 
noncompl ianco noted Major area* ihspaettd TMI action plan 
raqulrementii, Unit 2 low fower level tasting data raview 6 
precritical t**ting data review 

KtRSCH, D F I HENDOHCAjM. Division of Raaident, Rtacfccir Project & 
Englnaering Program*. 82/10/09, I4pp 1 9740; 249 24X 

Ficha: 50-361 , 82/ fO 70 Sr 9210190479 


9210010008 Respond* to FOIA request for 19 cattgorlas of documtnki re 
nuclear raactor events & safety problems Forwards document* 

11* ted in App A 

FELTON. J M Division of Rules and Record*, 02/06/29 UOELL.R A. 
Crltlcal Has* Energy Project 19pp 15727 005 24X 

Fiche: 50-000, 82/06/20,8210010008 
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'--B00a050265 Discusses addl required info to bettor define potential for 
cracking in reactor vea&el nozzles 

NOONAN. V S Assistant Director for Materials Qualifications 
Engineering 00/05/05 TEDESCQ. R L Assistant Director for 
Licensing 2pp 15727 176 24X Fiche 50-000.82/06/20.0210010003 


‘-8210040D40 Safety evaluation supporting Amend 17 to License NPF'B 
■* Office of Nuclear Reactor Regulation. Director B2/09/22 3pp 
15577 270 24X Fiche 50-364.82/09/22.0210040038 


F Security, medical, emergency ^ fire protection plans 


6210010196 Ack receipt of B20B27 Itr re emergency eiercise scheduled 
for Feb 1903 

STOMR. J Division of Emergency Preparedness & Operational Support 
02/09/17 ML DONALD R P Alabama Pouer Co Ip 15570 360 24X 

Fiche 50-340.02/09/17.8210010196 


&210010195 foiusrds Revisions 4 f 5 to security plan Revisions 
vjl thheld 

CLAYTON. F L Alabama Pauior Co 02/09/21 VAROA. 3 A NRC - No 
Detailed Affiliation Given tp 15567 313 24X 

Fiche 50-340.02/09/21,0210010195 


D210190066 RcIqdsos public version of revised emergency plan 
implementing procedures 

FELTON. J M Division of Rules and Records 82/10/01 Document 
Hanagemenl Branch Ip 15761 060 24X Fiche 50-340.62/10/01. 

0210190066 


— 0210190073 Public version of emergency plan implementing procedures, 
including Procedures FNP-O-ElP-ll re handling of injured 
personnel U rMP-O-ClP-lO re site area emergency Procedure 
reguest forms encl 

HI Alabama Power Co 02/09/21 35pp 15761 061 24X 

Fiche 50-340.02/10/01.8210190066 


E321OIBOQ04 Foruards IC Safeguards Insp Repis 50-340/02-23 (t 
50-364/02-22 on 020921-24 No no nc omp 1 l one ff noted 
VCRRELLI.O Division of Project i- Resident Programs 62/10/12 
MCDONALD, R P Alabama Power Co 2pp 15720 025 24X 

Fiche 30-348.02/10/12,0210100004 


— G2101G0007 IC Safeguards Insp Repis 50-340/02-23 & 50-364/02-22 on 
020921-24 No noncomp I lance noted Major areas inspected 
security plan 6 implementing procedures tt security 
organiiation Details withheld (ref lOCFn73 21) 

STANSBERRY, W W Division of Engineering It Technical Programs 
02/10/00 Ip 15720 027 24X Fiche 50-340. 82/ 10/12. 02101 00004 


G2lO2BO(S0 Application for amend to Licenses NPF-2 tc NPF-B. rovi sing 
Tech Specs to require audit on emcrgcncv preparedness 
program every 12 months, per iOCFRSO 54(t) 6 Generic Ltr 
02-17 No amend fee required SER encl 

CLAVTO.'!. r L AUbamo Power Co 02/10/25 VARGA. S A Office of 
Nuclear Reactor Regulation. Director 2pp 15037 194 24X 

Fiche 50-348.02/10/25.0210200130 


— 8210230165 Proposed Tech Specs. Gee t ion 6 5 2 0 requiring audit of 
emergency preparedness every 12 months, per 10CFR50 54(tl 6< 
Generic Ltr 02-17 

4 Alabama Power Co 02/10/25 Gpp I5B37 196 24X 

Fiche 50-34 0 . 02/10/25. 0210290158 


H Antitrust correspondence 


B210060179 Notifies of Debevoise t( Plimpton change of address as of 
021001 Affirmation of Bve end 

* Debevoise & Plimpton 82/10/01 3pp 15614 lOB 24X 
Fiche 30-340.02/10/01.6210060179 


P Operating license stage documents 6 correspondence 


0210010227 Confirms 020020 Ulcon arrangements re 020930 meeting u/util 
in Region 2 ofc to discuss fuel rod degradation resulting 
from baffle water-jBt impingement Proposed agenda encl 
0 'REILLY. J P Region 2. Office of Director 82/09/03 

MCDONALD. R P Alabama Power Co 2pp 15567 336 24X 

Fiche 50-340,02/09/03.0210010227 


8210040038 Forwards Amend 17 to License NPF-0, safety evaluation 
notice of issuance ^ availability Amend extends for one-time 
only. visual surveillance interval for inaccessible hydraulic 
snubbers until 821022 refueling outage 

REEVEG. E A Operating Reactors Branch 1 02/09/22 CLAYTON* F 

Alabama Power Co 2pp 15577 264 24X Fiche 50-364,02/09/22. 

8210040030 


L 


— 8210040039 Amend 17 to License NPF-B. e ktend tng for one-time only, 
visual surveillance interval for inaccessible hydraulic 
snubbers until next refueling outage scheduled to begin 
021022 

VARGA. 8 A Operating Reactors Branch 1 02/09/22 4pp 

15577 266 24X Fiche 50-364102/09/22,0210040038 


— 0210040041 Notice of issuance U availability of Amend 17 to License 
NPF-0 

VARGA. S A Operating Reactors Branch t 02/09/22 2pp 
15577 273 24X Fiche 50-364,02/09/22.8210040030 


0210050066 Comnlts to functional testing of circuit breakers. completing 
outstanding Issue re 020726 request for extension of License 
Condition 2 C <l9)(b) 

CLAYTON. F L Alabama Power Co 02/09/27 VARGA. S A Office of 
Nuclear Reactor Regulation. Director 2pp 15603 227 24X 

Fiche 50-364.02/09/27.0210050066 


B21OO5OO09 Informs that Installation of water tight fittings on 
Vlctoreen radiation detectors per TMI Action Item II F 1 
will be delayed until next refueling outag e . c out ing ent upon 
recei pt of ma 1 1 « 

CLAYTON. F L Alabama Power Co 02/09/30 VARGA. S A Office of 
Nuclear Reactor Regulation. Director 3pp 15604 241 24X 

Fiche 50-364.02/09/30.8210050009 


8210130527 Forwards proprietary tt nonpropri o t ary versions of 
"Evaluation of Impact of Reduced Testing of Turbine Valves." 
WCAP-10161 tt ViCAP-10i62. respect ively Proprietary version 
withheld <ref 10CFR2 790) 

CLAYTON. F L Alabama Power Co 02/10/08 VARGA, 6 A Office of 
Nuclear Reactor Regulation. Director Spp 15603 006 24X 

Fiche 50-364,02/10/08.0210130527 


— 8210130535 Nonproprietary version of “Evaluation of Impact of Reduced 
Testing of Turbine Valves “ 

RAHE. E P Uestinghouse Electric Corp WCAP-10162 82/09/30 

77pp 15603011 24X Fiche 50-364.82/10/08.0210130527 


0210150330 Application for one-time change to Tech Spec 3/4 472. 
modifying leak test acceptance criteria Change necessary to 
preclude potential for delay in return to power from 
refueling outage 

CLAYTON. F L Alabama Power Co 02/10/11 VARGA. 9 A Office of 
Nuclear Reactor Regulation, Director Spp 15705 346 24X 

Fiche 50-364,82/10/11,8210150330 


—8210150344 Proposed Tech Spec Pages 3/4 4-17 t« 3/4 4-19 re RCS 
operational leakage tf RCS pressure isolation valves Safety 
evaluation encl 

e Alabama Power Co 82/10/11 6pp 15705 351 24X 

Fiche 50-364.02/10/11.8210150338 


8210250090 Application to amend License NPF-8, deleting license 
conditions redundant to generic regulatory items Change does 
not Involve unrevlewed safety question Safety evaluation 

CLAYTON. F L Alabama Power Co 02/10/19 VARGA, S A Office of 
Nuclear Reactor Regulation. Director 0pp I57B7 lOt 24X 
Fiche 50-364,82/10/19.8210250090 


8210260418 Advises that util confident that current emergency procedure 
provides adequate guidance for cooldown under natural 
circulation conditions Full compliance w/Llcense Conditions 
2 C (9)<b) it 2 C <l2Kc) demonstrated 

CLAYTON, F L Alabama Power Co 02/10/21, VARGA. S A Office of 
Nuclear Reactor Regulation. Director, 2pp 15006 3t5 24X 

Fiche 50-364.02/10/21,0210260418 


0210260437 Buhmlti final documentation of full compliance w/Llcense 
Condition 2 C (t2)<b) re safety-grade means for RCS 
denressuriiation per Technical Position RBB 5-1. Revision I 
CLAYTON, F L Alabama Power Co 02/10/21 VARGA. S A Office of 
Nuclear Reactor Regulation, Director 2pp 15806 244 24X 

Fiche 50-364.02/10/21,8210260437 


6210200202 Advises that revised Uestinghouse performance Code PAD-3 3 
as described in WCAP-B270, Addendum 1, adequately defines fuel 

burnue for successive fuel cycles 

CLAYTON, F L Alabama Power Co 02/10/22 VARGA. 8 A NRC - No 
Detailed Affiliation Given Ip 15037 043. 24X 

Fiche 50-364, 02/10/22, 0210200202 


8210280150 Application for amend to Licenses NPF-2 8c NPF-a. revi sing 
Tech Specs to require audit on emergency preparedness 
program every 12 months, per 10CFR50 54(t), fc Generic Ltr 
02-17 No amend fee required SER end 

CLAYTON* FL Alabama Power Co 02/10/25 V^OA. B, A 
Nuclear Reactor Regulation, Director 2pp 15037 194 24X 

Fiche. 50-348. 82/10/25,8210200158 
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—8210280165 8rapoa«<J Tech Spec i« Sect i on 6 5 3 0 ^equirln 9 audit of 
emar^encij preparedness evertj 12 monthstper 1CCFR50 54Ct) 

Generic Utr 82-17 

« Alabama Power Ca 92/10/35 3pp 15937 196 24K 

Fiche 50-340.82/10/25,9210200150 


O21Q10OOD4 Fof wards l£ Safeguards Insp Repts 5O-340/a2"93 U 
5O'364/02-22 on 020921-24 No noncomp 1 tance noted 
VEHRELLl.D Division of Project Resident Programs 02/10/12 
MCDONALD, R P Alabama Power Co 2pp 15720 025 24X 

Fiche 50-349, 02/10/12.0210160004 


Q Inspection reports, IE Bulletins ti correspondence 


9210070007 Responds to FQIA re(|uest for eight categories of records re 
steam generators ^ steam turbines App A documents provided 
in R Udell FOIA Req.uest 81'*3t3 Forwards documents listed in 
App D 

FELTON. J M Division of Roles and Records 62/06/10 LONGED J 
tiinthrop, Stinson, Putnam & Roberts 9pp iS&45 063 24X 

Fiche 50-000. 92/00/10. B2t 007000 7 


— 9210070139 FoTuards tabulated data on steam generator insp maint at 
facilities Data should be provided to licensees 
IPPOLITQ, T Operating Reactors Assessment Branch BS/Od/O 1 
VAR0A.8 Operating Reactors Branch 1 5pp 15645 131 24X 

Fiche SO-OOO, 92/09/ 10. 02 8 0070007, 


0210010204 Forwards IE Insp Repts 50-348/02-21 6c 50-364/92-20 on 
820802-06 No noncomp Hanc e noted 

DANCE, H C Region 2. Office of Director 92/00/30 MCDONALD. R P 
Alabama Power Co 2pp 15567 3j4 24X Fiche 50-348,02/00/30. 

8210010204 


— 621001020B IE Insp Repts 50-340/02-21 (, 50-364/62-20 on 020002-06 No 
noncortpl lance noted Major areas inspected pipe supports 6 
restraints & Types 8 <« C containment iealt rate testing 
BROOKS. E j JAPE. F Division of Engineering t Technical Programs 
62/08/25 4pp 15567 316 24X Fiche 50-349,62/06/30.6210010204 


■6210160007 IE Safeguards Jnsp Repts S0-348/B2-23 h 50- 364/82-22 en 
62092t-24 No none omp 1 lance noted Mujor areas inspected 
security plan h implementing procedures & security 
organiiatinn Details withheld (ref J0CFR73 21) 

STANSBERRY. W W . MCGUIRE, D R Division of Engineering *- Tecimital 
Programs 92/10/00 Ip 15720 027 24 X Fiche 50-340. 62/ 1 0/ 1 2, 

9210180004 


6209190239 IE Bulletin 02-03, '‘Stress Corrosion Cracking in Thick- 
Nail • Large-Dl ameter, Sta in less Stce 1 . Rec ircu lati on 8ys 
Piping at DNR Plants " Sve list enc 1 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 62/10/14 Consolidated Edison Co of New York 

nspp 15810 125 24X Fiche 50-000.02/10/14,0208190230 


B2102B0410 Notification of 621029 meeting u/u t\ I , Frank 1 in Researcti f tr 
b Bechtel in Oethe<da,MD to review calculations S, 
methodology re l£ Bulletin QO-ll, '’Masonry Walls " 

REEVES. E A Operating Reactors Branch I 02/10/20 VARGA, S 
Operating Reactors Branch 1 2pp 15059 332 84X 

Fiche 50-349 . 95/ 1 0/20. 02102304 I 0 


R Periodic operating reports & related correspondence 


6310190767 Forwards monthly operating rept for Sept 1982 

CLAYTOM.F L Alabama Power Co 82/10/12 Management Information 
Branch Ip 15736 238 24X Fiche 50-364.82/10/12,821019076; 


0510010043 Concurs w/actioni outlined in util B30B12 1 tr re trtspa 
required by IB Dulletin 79-13, e icapt in areas of 
re-rad iograph in-g steam generator feedwater nor i le-to-pipe 
U weld retention of racordi 

LEWIS. R C Division of Project Resident Programs 02/09/13 
MCDONALD. R P Alabama Pouiar Co 2pp 15570 361 24X 

Fiche BO-SdO, 02/09/13. 0210010043 


6210150072 Ack receipt of &20909 1 tr informing NflC of steps taken to 
correct violations noted in IE Insp Repts 50-348/62-19 S, 
SO-364/82-ia 

DANCE. H C Division of Project b Resident Programe 82/10/04 
MCDOlfALD, R P Alabama Power Co Ip 15701 253 24X 

Fiche 90-340.82/10/04,8210150072 


—0210150074 Responds to NRG 820810 Itr re violations noted in IE Insp 
Repts 50-348/62-19 ft 90-364/02-18 Corrective actions Form 
KRC-3 posted at low level radwaste bldg 

CLAYTON, F L Alabama Power Co 02/09/0? DANCE. H C Region S, 
Office of Director 2pp 15701 254 24X Fiche 50-349.92/10/04. 

9210150072 


—8210190773 Honthly operating rept for Sept 1982 

HAIRSTON, W 0 Alabama Power Co 82/10/04 Bpp 15736 239 24X 

Fiche 30-36 4,82/10/12. Q210190'»67 


5 Reportable occurrences, LERs ft related correspondence 


9210070111 Reviews purge valve info contained in T Austin 810306 memo 
Primary technical issue relates to valve operability during 
aipected accident conditions Vital areas of concern not 
addressed in info include lower torque margin for closure 
BRDWN. E J Director's Office 01/09/24 MlfHELSON.C Direitm'*. 
Office 4pp 15646 359 24X Fiche 50-340,01/09/24,82100701 1 1 


6210010008 Responds to FOIA request for 19 categories of documents re 
nuclear reactor events ft safety problems Forwards documents 
listed in App A 

FELTON, J M Division of Rules and Records 02/06/20 UDELL. R ^ 
Critical Mase Energy Project 15pp 1S727 003 24x 

Fiche 50-000.02/06/20.0210010008 


— 0210150078 Forwards lE Insp Repts 50-348/82-1? ft 50-364/02-18 On 
620720-30 ft notice of violatiion 

DANCE, H C Division of Project ft Resident Programs 02/08/16 
MCDONALD. R P« Alabama Power Co 2pp 1570J 256 24X 

Fiche 50-340,02/10/04.6210150072 


— 0210150002 Notice of violation from Insp on 020726-30 

e Division of Project ft Resident Proaram* 02/08/16 tp 
15701,258 24X Fiche 50-340,62/10/04.8210150072 


— B2I01500B6 IE Insp Repts 50-346/82-1? ft 50-364/82-18 on 820726-30 
Noncompliance noted Form MlC-3, "Notice to Emplayees, " nnt 
posted In new lou level waste storage facility 
PEERV, H W. I BARR. K F Oivisian of Englniering ft Technical 
Programs 82/06/16 5pp 15701 259 24)< Fiche 50-348,02/10/04, 

8210150072 


8210220229 Forwards IE Insp Repte 50-348/82-22 ft 50-364/62-21 on 
820816-0915 No nonconp 1 lance noted, 

DANCE, H C Division of Project ft Resident Programs 82/10/04 
MCDONALD, R P Alabama Power Co 2pp 15776 233 24X 

Fiche 50-340. 02/10/04. 0210220329 


'8210220232 IE Insp Repts 50-340/62-22 ft 50-364/82-21 on 620616-0915 
No noncompl iatice noted Major areas inspec tad; month 1 y 
surveillance ft maint obiervatl on. op eratlonal safety 
verification. plant trips ft LERs 

BRADFORD. H. H , BROWNLEE, V,L Dlvialon of Project ft Resilient 
Programs 02/10/04 7pp 15776 235 24X Fiche 30-340.82/10/04, 

021 0S2OS29. 


0208190233 IE Info Notice 80-35, Suppl 1, ''Leaking tt Dislodged 1-125 
Implant Seed* “ Sve list and, 

CQBB.L^J Division af Fuel Facilities, MaterlaU ft aafegiierds 
82/10/06 Consolideted Edison Co of Ncu York 66pp 15761 250 
24X Fiche 50-000. 02/1 0/0 6. 0206190233 


—8210050124 Summery of 010610 operating reactor events meeting 

LAIMAS, 0 C Assistant Director for Safety Assessment 61/06/1/ 
EI6ENKUr,D0 Di vi s ion of H tens i ng Spp 15729 217 24X 

Fiche 80-000.02/06/28,8210010000 


0210010129 Forwards LERs 82-O37/03L-0 ft a2-0S2/03L-0 

CLAVro,N, F U Alabama Power Co 82/09/27 Region 2, Office of 
Director Ip 18567 227 24X Fiche 50~34a, 02/09/27. 0810010129 


-8210010147 LEr B2-037/03L-0 an 020905. A train auto trip logic for hs^h 
steam generator differential pressure declared inoperable 
when failed cord indication received by automatic tester 
Caused bq failure of universal card Card replaced 
HAIRSTON. N 0 Alabama Power Co R2/09/87 Region 2. Office of 
Director Ip 15967 289 24X Fiche 30-348.82/09/27.0210010129 


0210260453 Forwards LERs 02-O54/O3 L-Oj 08-059/ 03L-0. 02-O39/O3L-O ft 
02-O4O/O3L-O 

CLAYTON, F L Alabama Power Go 02/10/10 Region 2. Office of 
Director Ip 15806 195 24X Fiche 30-340,82/10/18,8210260453 


— 6210260480 LER 08-O39/O3L-O on 020919. sve water to component coollnj 
water HX 2C isolated Caused by dislodged pin holding worm 
drive gear allowing differential pressure across valve 
disc to close valve Pin reinstalled ft secured 

KAIR8T0M. W 0 Alabama Power Co 82/10/10 Region 2. 'Ofrict H 
Director Ip 13006 190 24X Fiche. 90-348, 02/10/18. 8210360453 


—0210260490 LER 82-040/03L-0 on 020919. loss-of-voltage protection 
channel associated u/B2F sequencer phase 2-3 declared 
Inoperable Caused by failure of loss-of-vol tags relay 27XF1 
during testing Relay cleaned 

HAIRaTDM.U.O Alabama Power Co 82/10/10 Region 2, DffUi Qf 
Director Ip 15006 199 24X Fiche 90-348,82/10/18,8210260453 
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10290289 Forujards LER 
CLAVTDN.F L AUbama 
Director Ip 15954 


a2-033/03L-l 

Power Co B2/tO/j9 Region 2. Office of 

073 24X Fiche 50-36 4.82/10/19.8210290239 


■ 1 0290292 LEft 02-O33/O3L-1 on 820817. break 

valve mails er tant I V sipcncd Caused bg pers 
implemepting tagging order Breakers posit 
SVC 

MAlf^STON. W 0 Alabama Power Co 82 / 10/1 
Director Ip 15854 0/4 24 X Fiche 50 - 


er to containmervt isolation 
onnel error while 
toned tt returned to 

9 Region 2. Office of 

364, 33/10/19. 3210270299 


0210050330 Foruards schedule for qualification testing of 
transmitter trip sqs^ in response to 8D10O1 request 
GUCWA, L T Oeqrgia Power Co 82/07/23 EIBENHUT.I) 0 
Nuclear Reactor Regulation, Director 3pp 1S6I0 258 
Fiche 50-321.92/07/20,8210050330 


analog 

Off 1 CO 
24X 


of 


8210060231 Forti/ards rami 
re bldg settlement 
QECKHAK. J T Georgia 
Reactor Regulation, Di 
Fiche 50-366 , 83/ 1 0/0 1 , 


ttance 5 

copies omitted 

Power Co 

02/10/01 

rec ter 

£p 15620 012 

0210060231 


•from 620927 Ur 

Office of Muclear 
24X 


docket 50 366 EDWIN I HATCH WCLEAR PLANT. iiNlT 2 
■F" SecurUg. medical, emergoncg t. fire protection plans 


10060275 Application to amend License NPF-5. del ct ing App A Tech Specs 
on bldg settlement i withdrawing 701201,790814 h JOOB 
submittals re differential t- total settlement values based 
on consolidation settlement 

DECKHAH, J T Georgia Power Co 82/09/27 Office of Nuclear 

Peactor Regulation. Director 5pp 15621 172 24X 

Fiche 50-366.03/09/27.8210060275 


8210060278 Tech Specs 3/4 7 7 re penetration fire barriers 

Geoigia Power Co 82/09/27 Ip 15621 177 24X 

Fi^he 50 366,82/07/27.8310060275 


0310190013 Releases public 
implementing proceduie 
FELTCN, J M Division of 
flanagement Hranch Ip 
0250190013 


version of revised emergencg plan 

Rules and Records 02/09/29 Document 
15760 329 24X Fiche 50-321,32/09/29, 


eai0l90ai6 Forwards public version 
Implement in g Procedure HNP-Q026. 
Entrance Control " 

SQRREU.E C Georgia Power Co 
Reactor Regulation. Director Ip 
Fiche 50'321. 02/09/29, B210I90013 


of Revision 4 to Emergpncg Plan 
*‘High Radiation Area 

92/09/23 Office of Nuclear 

15760 329 24 K 


6210190017 Public version of Revision 4 to Emergencij Plan Imp 1 emontinfl 

Proceduie MNP-Q026. "High Radiation Area Entrance Control " 

• Georgia Power Co 82/09/22 I2pp 15760 330 24 X 

Ficbe 50-321,92/09/29,0210190013 


0^lCil9OO42 Releases public 
FELTON, J M Division or 
.^anage.ment Branch ip 
8210190042 


version of pages to emergencg plan 
Rules and Records 02/(0/01 Oocumont 

J5761 037 24X Fiche 50-321.02/10/01, 


- 8210190046 Forwards public version of Pages 

p Ian 

SORREU . E C Georgia Power Co 02/09/22 
Reactor Regulation, Director Ip 15761 
Fiche SO- 321, 82/ 10/01. 0210190042 


M-1 & H-2 to omergencg 

Office of Nuc loar 
030 24X 


8210190051 Public version of Pages N- 1 ti N-2 to emergenqg plan 

e Georgia Power Co 92/03/31 J^p p 15761 039 24X 

Fiche SO-321, 92/10/01, 0210190042 


esi00a0227 Forwards IE Sateguards Insp Rcpfc* 
50-366702-29 on 820920-23 No noncamp I lance 
DANCE, H C Division of Pi ojecl I Resident 

KELLV/R J Georgia Power Co Spp 15638 

Fiche 50-321,82/10/06,0210000227 


50-321/82-31 ft 
noted 

Programs 82/10/06 
057 24 X 


8210090220 IE Safeguards Insp Repts 50-321/82-31 50-366/02-29 on 

820920-23 No none omp 1 i anc e noted Major areas inspected 
phgsical barr lers, I igh t ing, as sessment aid s, detect Ion aids, 
access control h vehicles Details uithheld (ref lOCFfl73 211 
MOOREpDE Division of Engineering i Technical Program# 

82/10/05 ip 15639 059 24X Fiche 30-321,02/10/06.8210000227 


P Operating license stage documents correspondence 


0210060275 Application to amend License NPF~5, del eting App A Tech Specs 
on bldg settlement 6 withdrawing 701201,790014 C< 1000 
submittals re differential it total settloment values based 
on consolidation settlement 

DECKHAti, J T Georgia Power Co 82/09/27 Office of Nucleai 

Reactor Regulation, Director 5pp 15621 172 24X 

Fiche 50-366,82/09/27,8210060275 


— 8210060278 Tech Spec# 3/4 / 7 re penetration fire barriers 
n Georgia Power Co 82/09/27 Ip 1S621 177 24X 

Fiche 50-366,82/09/27,8210060275 


0210120047 Application to amend App A of License NPF-5, changing Tech 
Spec Figures 3 2 3-1 ic 3 2 3-2 to reflect changes in 
operating limit min critical power ratios resulting from 
reanalgsis of pr es sur i i at i on transients by GE 

BECKHAM, if T Georgia Power Co S2/I0/04 Office of Nuclear 

Reactor Regulation, Director 2pp 13651 242 24X 

Fiche 50-366, 82/10/04, 8210120047 


— 02JO12OOSO Proposed Tech Spec Figures 3 2 3-1 6 3 2 3-2* ref le c tmq 
changes tn Operating limit min critical power ratios 
e Georgia Power Co 02/10/04 3pp 15651 244 24X 

Ficbe 50-366, 82/10/04, 0210120047 


8210220290 Forwards corrected Page 6-4 for 020611 Tech Spec change 
request re designation of unit status for shift manning 
requirements Original submittal inadvertently reversed 
GUCWA, L T Georgia Power Co 02/10/15 Office of Nuclear Reactor 
Regulation, Director Ip 15775049 24X Ficha 50-356,82/10/15. 

0210220290 


— 8210220290 Corrected Page 6-4 to 820611 Tech Spec change request re 
designation of unit status for shift manning requirements 
a Georgia Power Co 82/10/15 Ip 15775 050 24X 

Fiche 50-366,62/10/15.8210220290 


Q Inspection reports* fE Bulletins tt correspondence 


021001 0U3 Forwards IE Insp Repts 50-321/02-26 & 50-366/92-25 on 
820e09-l3- No noncomp I ianc e noted 

DANCE. H C Divilion of Project 6 Resident Programs 92/09/07 

KELLV.R J Georgia Power Co 2pp 1 5S67 206 24X 

riche 50-321,92/09/07,9210010113 


—9210010110 1£ Insp fiepts 50-321/82-26 50-366/02-25 on 020009-13 No 

nancomp 1 lance noted Major areas inspected lab QC pragram, 
chemistry tt rad i och emi s try pr ocedur as. airb orne effluent 
sampling S( accountability & mobilo lab 

EVANS, C D , MQMTGOMERV* D M Division of Emergency Preparednos# & 
Operational Support 82/09/02 Ifpp 15567 200 24X 

Fiche 50-321,02/09/07*8210010113 


8210010309 Forwards IE Insp Repts 50-321/02-20 & S0-366/B2-26 on 
020727-0027 No noncomp I iance noted 

DANCE, H C Oivlilon of Project & Resident Programs 02/09/10 

KELLV.R J Georgia Power Co 2pp 15560 274 24X 

Fiche 50-321,82/09/10.0210010309 


--B2 10010327 IE Insp Repts 50-321/02-20 U 50-366/92-26 on 820727-0027 No 
no-ncomp I iance noted Major areas Inspected Tech Spec 
c emp 1 i ance, op erator per formance* ove rail plant operations, QA 
practices ^ station L corporate mgt practices 

ROGER a. F7 F , HOLME D-R AY. P * BRONNLEE. V L Division of Pr oj act b 
Resident Programs 02/09/10 4pp 15S6B 276 24X 

Ficbe 50-321,82/09/10*8210010309 


8210010019 Ack receipt nf 820907 Itr informing NRC of steps taken to 
correct violatio-ns noted in IE Insp Rept 5O-321/0S-I9 
O'REILLY, JP Region 2* (Office of Director 02/09/16 KELLY* R J 
Georgia Power Co Ip 15565 300, 24X Fiche 50-321,02/09/16, 

8210010019 


— 8210010022 Reipends to NRC 020906 Itr re violations noted in IE Insp 
Repts 50-321/02-19 It 50-366/92-19 Corrective actions 
procedures being revi-%ed to include tighter controls on 
changes to fuel rnovenien.t data packages 

BECKHAM, J T Georgia Power Co 02/09/07 □ 'RE ILLY, J P Reg ion 

2, Office of Director 3pp 15565*301 24X Fiche 30-321, 

62/09/16, 321001001? 


—8210010025 Forwards lE Insp Repts 30-321/82-19 & 50-366/02-19 on 
820421-0525 it notice ef violation 

O'REILLY. JP Region 2, Office of Director •02/00/06 KELLY, R J 
Georgia Poljer Co 2pp 15565 304 24X Fiche 50-321,02/09/16, 

3210010019 
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--0210010031 IE Insp R&pts 50-331 /S2-'l<? It So- 364/92- 19 on 020421-0525 
Nlpnco 0 *ip 1 f t noted f u« 1 loaded into core u/o all control 
rads fullg inaorted 

RQOERSi Ft F Diviaion of Project & Resident Programs 

BROWNLEE, L Region 2. Office of Director 02/07/29 7<, p 

15565 307 34X Fiche 30-321.82/09/16.0310010019 


8210040047 Act receipt of check in payment of civil penalty proposed an 
630713 Corrective measures described in 820612 it 0907 J tri 
uill be examined in future insp 

AXELRAOr J A Director's Office. Office of Inspection and 

Enforcement 02/09/23 KELLY. 8 ^ Georgia Pouer Co 2pp 

15377 290 24X Flche 50-321. B2/09/23, 0210040047 


8208190233 lE t nf n Notice 80-35. Suptl 1* “Leaking & Dislodged 1-125 
Implant Seeds ” Sve list encl 

CQDB.L I Division of Fuel Facilities. Materials Jk Safeguards 
82/10/06 Consolidated Edison Co of New York 66pp 15761 250 

24 X Fiche 50-000.82/10/06.8208190233 


0210000227 Forwards lE Safeguards Insp ftepts 50-321/02-31 it 
50-366/82-27 on 820920-23 Mo none omp I lanc e noted 
DANCEi H C Division bf Project t Reaidenfc Programs 02/10/06 

KELLY. R J Georgia Power Co 2pp 1 S63B 057 24 X 

Ficfie 50-321.82/10/06.8210080227 


— 821OOBO220 IE Safeguards Insp Repts 50-321/82-31 %t 50-366/02-29 on 
8S0920-23 No noncomp ] 1 anc e noted Major areas inspected 
physical bar r i ers. 1 ight mg. as sessme nt aid s. detect ion aids, 
access control & vehicles Details withheld (ref 10CFR73 21) 

MODREi 0 E . MCGUIRE. D R Division of Engineering L Technical 

Programs 82/10/05 Ip 15638 059 24X Flche 50-321.82/10/06. 

8210080227 


0300190230 IE Dulietin 82-03. "Stress Corrnsion Cracking in ThicV- 
Na 1 1 1 Larg e-Di ameter. Stain less Steel. Rec ipeu latlon Sys 
Piping at nWR Plants " Sve list enc I 

DEYaUNO^R C Director's OfficBi Office of Inspection and 

Enforcement 92/10/14 Consolidated Edison Co of NewYork 

llSpp 15010 125 a4X Flche 50-000, 92/10/14. 0200190238 


8210220277 Ack receipt of 620737 Itr informing NRC of steps taken to 
correct Violations noted in IE Insp ftepts 50-321/88-24 & 
50-366/02-22 

LENIS., R C Division of Project Resident Programs 62/10/14 
KELLY. R J Georgia Power Co Ip 15775 020 24X 

Fithe 50-321, 02/10/14,0210230277 


— B2IO2SO207 Responds to MRC 620883 I tr re violations noted in IE Insp 
Repts 50-321/02-24 it 30-366/02-22 Corrective actions written 
plan will be prepared to schedule it integrate lecture 
senes to meet addl training needs 

OUeWA, L T Georgia Power Co 82/09/27 O'REILLY. J P Region 2, 
Office of Director 4pp 15775 029 a4X Fiche 50-321.02/10/14, 
0210220277 


— 8210220292 Forwards lE Insp Repts 50-021/03-24 U 50-366/02-82 on 
B2O726-30 6 notice of violation 

LEWIS) R C Division of Project U Resident Programi 82/00/33 

KELLY. R J Georgia Power Co 8pp 15775 633 24)C 

Fiche 50-32 h 62/10/14,021023027 7 


—0210220299 Notice of violation from inap on 820726-3D 

a Division of Project 8c Resident Programs 82/08/23 2pp 
15773 033 :?AX F^^K» 50-.n:>i . R3/ 1 n / 1 a. oDi 


S Reportable occurrcncas. LEfis i related col respondence 


881012017J Discusses 010406 discovery that undervoitage relays oi 
second offsite source would not opera tc, preventing closure 
Of all diesel generator breakers Licensee will be proposing 
design mod to correct problem of non-Class IE interlock 
CMIRAMAL.H Director's Office 01/04/21 Director s Qffici.' 

app 15692 202 24X Fiche 50-321. 81 /04/LU , 02 101201 71 


0210010000 Responds to FOIA request for 19 categories of documents re 
nuclear reactor events safely problems Forwards documents 
listed in App A 

FELTON. vP H Division of Rules and Records 02/O6/2G UDELL. K A 
Critical Mass Energy Project ISpp 15/27 005 24x 

Fiche 50-000.02/06/80.6210010008 


— 8104290103 Distusses IE daily rept for 010406 re .ilternate affsitr 
source interlock u/emergeTicy diesel generators at Ufi 1 1 I 
Licensee will propose mod to correct non-Clast. IF inter lock 
preventing automatic operation of safety sys 

CHIRAllALiM Director's Office 81/04/21 Dliector's Offlic 

3pp 15729 041 24X Fiche 50-000.82/06/20.0210010009 


— 9210010063 Recommends ACRij action on leccnt LERa i? UPC I failure to 
auto start after HSIV failure t single coolmy supply imp 
on RHR pump motors 

DOEHNERT. P ACRS - Advisory Cdmmltlec on Reactor Safeguards 
80/06/13 KERR, M ACR9 - Advisory Committee on Rearior 
Safeguards Ip 15727 138 24X Flche 50-000.02/06/28.0210010003 


— 9210010009 Discusses failures of HPCI RCIC ays subsequent lo /9O60 1 
event culminating in 790627 loss of Loth sys 
OOEHhfERT.P ACRS - Advisory Committee on Reatltir Safeguards 
79/09/06 KERR. kV ACR9 - Advisoiy Committee on Reactui 
Safeguards 2pp 15727 142 24X Fiche 50^000,02/06/28. 

8210010008 


—021001^095 Forwards PNQ-79-139 re failure of RCIC it HPCI sys fnlknurmy 
low tuafcer level reactor scram 

DOEHMERTfP ACRS - Advisory Cominittoe an Rear tor Safeguards 
79/06/29 KERR, N ACRS - Advisory Committee on Reactor 
Safeguards ip 15727 144 24X Fiche 50-000. 82/06/20. 021 00 1 OOOQ 


— 8210010099 Requests detailed rept oo PN0~79-139 re failure of backup 
core cooling sys Generic implications requii ciJ 
KENflEDY.R T Commissioners 79/06/07 OOSSICK. L V Office of 

th* Executive Director for Operations ip |•}72/ 153 a4X 

Flche 50-000.62/06/20,0210010000 


— QS10010105 Re iterates 790607 request foi dei.iilptl rept re failure of 
backup core ceoltng sys per PN0“79*139 6 PN0-/9-196 
Response requested by 790703 . 

KENNEDY, n T Commissioners 79/07/02 G05SICK. L V Office of 
♦he Eiecutive Director for Operations Ip 15727 154 24X 

Fiche 50-000.92/06/28,0210010000 


— 821001010? Forwards response to 790607 request for info re failure of 
backup cooling sys Corrective measures will be followed to 
assure reliable slate of operational readiness 
STELLOiV Office of Inspection L Enforcement, Office of the 
Director 79/07/02 KENNEDY. R T Commissioners Dpp 
15727 157 24X Fiche 50-000. Q2/06/2Q. 021 0010008 


‘0210040367 Requests info ro LER 00-11 1/03L-0 concerning isaUtiohuf 
HPCf sys at facility Nature of nonr epeti t i vp event 
questioned 

MDELLER. D W ACRS - Advisory Committee on Reactor Safeguards 
80/09/16 MCCRELEgSi T ACRS - Advisory Committee on Reactor 
Safeguards 2pp 15727 261 24X Fiche 50-000.82/06/28. 

6210010008 


aa JODI 0094 Forwards LER 82-Oa3/03L-0 

NIX.H C Georgia Power Co 82/09/21 □ 'REILLY. J P Region 2. 
Office of Director Ip 15565 236 24X Flche 50-366,82/09/21. 
8210010094 


■"—8210010098 LEfl B2-O03/O3L-O on 820025. w/plant in hot shutdown, reactor 
bldg to suppresstan chamber vacuum breaker had no closed 
indication L declared inoperable Caused by loose limit 
switch mount bracket & out of adjustment actuator 
TfPP8. 8 B Georgia Power Co 82/09/21 Region 2. Office of 
Director Spp 13S65 237 24X Flche 30-366.82/09/21.0210010094 


aaiOOSOOflO Forwards LER e2-091/03L-0 
WIX. H C Oeorjla Poiuer Co 02/09/23 O^REILLV, J P Region 2, 
Office of Director Ip 15604 252 24X Fiche 30-366,02/09/23. 

82(0030080 
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-aiJl0f>5O0a4 LER 82-091/O3L-O on S20a25, dunn 9 acram recovery. H ADS 
'Safety relief va 1 ^e failed to open manually tt diyuell 
preasure ^ temp enceeded Tec^ Specs Cause unknoun Pressure Sf 
tenp returned to allou/able levels 

1 IPPS. S D Goorqia Po'juer Co 82/09/23 Region 3, Office nf 

Dijector Spp 15601 253 21X Fiche 50^366. 82/09/23* 821 00500UO 


G310060216 Forwards LER e2-090/03L-0 

C Georgia Power Co 82/09/23 O'REILLV. J P Region 2* 
Orfice of Director Ip 15619 317 24X Fiche 50-366.03/09/23* 
0210060216 


--0210060248 LER Q2-090/03L-0 on 020831 « d uring quarterly surve 1 1 1 ant e* 
fl oxygon analyier failed to callbr due to instrument 
rluCtuabion Caused by worn pump head assembly on sample 
pumps Upper ** lower pump heads replaced Analyior recalibr 
SUr.NERcH L Georgia Power Co 82/09/23 Region 2, Office of 

Director 2pp 15619 JIB 24X Fiche 50-366,02/09/23,82100*0246 


8210060287 Forwards LED 82-100/031-0 

hflX.H C Georgia Power Co 02/09/23 O'REILLY, J P Region 3» 
Olfice of Director tp 15619 213 21X Fiche 30'-366, 82/09/23, 
0210060287 


-02l00<j0289 LER 82~100/03L '0 on 020820. while performing RCIC turbine 
exhaust diaphragm pressure instrument FT^C pr oc edurc. two 
tnopeiaiiVD switches discovered Caused by component failure 
due to water damage Switches replaced 

TIPPS.S Q Georgia Power Co 82/09/23 Region 2. Office of 
Direclni 2pp l'»ol9 214 ?1X Fiche 50-366,83/09/23,8210060207 


0210060317 Forwards updated LER B2-079/03X-I 

Hlx.H C Gooigia Powei Co 82/09/23 Q'REliLV. J P Region 2, 
Qt# ice of Director Ip 156 IQ 345 24X Fiche 50-366,02/09/23, 
0210060317 


- 3210060321 Updated LER ti2-079/03X-l on 020787. d 1 esel generator C 
tripped after 37 minutes of normal operation -duTlng 
surveillance test Caused by failure of connecting rod 
bearing 8 Engine icpaired 

TIPPS.5 0 Georgia Power Co 82/09/S?3 Region 2, Office of 

Director 2pp 156 IQ 346 24X Fiche 50-366. 02/09/23. 82 J 00603 J 7 


U2100S0234 Forwards LER 82-J02/03L-0 

NU.K C Georgia Powei Co 02/09/28 Q'REILLY, J P Region 2. 
Office of Director Ip 15638 074 24X Fiche 50-366,02/09/28, 
8210000234 


— Q21OQ0O24O LER 82-102/03L-0 on G2D030, w/un i t stcady-state at 2,258 MUT, 
discovered Q20QI2 schedulexl monthly fire hose station 
saf ety -t e ] a ted areas surveillance procedure n«t completed 
befoip 020019 grace period expiration 

riPPS.S a Georgia Power Co 02/09/20 Region 2, Office nf 
Director 2pp 1 563Q 075 24/ Fiche 50-366,02/09/20.0210080234 


321013010.1 For wai ds LER G2-10I/0JL 0 

NI<,M C Oeorgia Power Co 02/09,20 O'REILLY, J P Region 3, 
Office Of Director Ip 1S673 009 24X Fiche 50-366,02/09/20, 

0210130183 


--8210130105 LER B2'I01/03L 0 on Q20Q29, 1 nboar d hSIU in loop C faiUd 
closed Caused by imprtipcr stem to disk thread engagement 
DisV stem assembly replaced in both C loop MSIUs Valves 
tested ir returned to sve 

riPPSiS 8 Georgia Power Co 02/09/20 Region 2, Office of 

Director 2pp 15673 010 247 Fiche 50-366.02/09/28,0210130103 


0310130406 Forwards LER OS- 1 09/03L-’0 

NK.H C Georgia Power Co 82/09/20 O'REIILY. J P Region 2, 
Office of Director Ip 15600 261 24X FKho 50-366,82/09/20, 
82(0130406 


--021O13O414 LER 82-109/03L-0 on 020900, performance of RCIC preventative 
maint procedure disclosed inoperability of RCIC trip I< 
throttle valve RCIC sys Caused bij closure oP turbine trip 
^ throttle valve Trip t throttle valve opened 

TIPP8, 5 D Georgia Power Co 02/09/30 Region 2, Office of 

Director 2pp 15600 262 24X Fi che 50-366* 02/09/20, 8210 130406 


0210130541 Forwards updated LER Q2-OO0/O3X-2 

N1/,H C Georgia Power Co 02/09/20 O'REILLY, J P Region 2. 
Office of Director Ip 15603 301 24X Fiche 50-366,02/09/201 
8210130541 


—0310130549 Updated LER 02 •OOe/03X-2 on 020126* during steady-stois 
operation* 1 1 5 control rod drive accumulator low pressure 
alarm switches found in need of callbr Caused by instrument 
drift Qetpolnts reset Fill valves being overhauled 
TIPPS, 8 B Oeorgia Power Co 02/09/20 Region 2* Office nf 
Director Qpp 15603 302 24X Fi che 50-366, B2/09/2B, 8210 i3051B 


82 to 130220 Forwards LER e2-ll0/O3L-0 

NIX,H C Georgia Power Co 82/09/30 O'REILLY, J P Region 2, 
Oftic® of Director Ip 15675 232 24X Fiche 50-366,02/09/30, 
0210130220 


--8210130223 LER 02-1 10/03L-0 820909, during steady-state operatiun. 
perdormance of monthly dryurell procedure disclosed 
integrator output outside a'cceptable range Caused by 
instrument drift Dryuell equipment dram sump pumps secured 
TIPPS, S B Georgia Power Co B2/09/30 Region 2, Office of 
Director 2pp 15675 233 24X Fiche 50-366,02/09/30,8210130320 


0310190504 Forwards LER Ba-l07/03L-0 

NI <, M C Georgia Poxirer Co 82/10/05 O'REILLY, J P Region 2, 
Office of Director Ip 15736 001 24X Fiche 50-366.02/10/05, 
0210190504 


— 8210190511 LER 02-1O7/O3L-O on B209O6, w/uni t at 1,031 MWt, unr e vi ewed 
spec release order discovered Caused by personnel oversight 
Poraonnei reinstructed on Importance of complying w/Tech 
Spec 6 0 3 c Procedure reviewed it signed 

TIPPS, S B Georgia Power Co 02/10/05 Region 2, Office of 
Director Ip 15736 002 24X Fiche 50-366.02/10/05,0210190501 


8210190595 Forwards LER 82-IO0/O3L-O 

firx.H C Ooorgia Power Co 02/10/05 O'REILLY, J P Region 3, 
Office of Director Ip 15739 337 21X Fiche 50-366,02/10/05, 
G2 101 90593 


— 6210190602 LER 02-loa/O3L-O on 820907, discovered that monthly 
surveillance procedure re emergency buses 2E, 2F & 20 
undervoltage relay instrument FT not performed by 820902 per 
Tech Specs Caused by personnel error Personnel counseled 
TIPPS, S 0 Georgia Power Co 92/10/05 Region 2, Office of 

Director Ip 15739 338 24X Fiche 50-366,02/10/05,0210190595 


0210290357 Forward* updated LER 79-09e/0lX-l 

C Georgia Power Co 08/JO/O7 O'REILLY, J P Region y* 
Office of Director Ip 15BS3 006 24X Fiche SO-366, 02/1 0/07, 
0210290357 


— 6210290364 Updated LER 79-090/01 X-t on 790902. plant engineerinfl 
personnel reviewed wiring diagrams confirmed problem 
w/HPCI cable separation Caused by design error RPCI cable 
rerouted per Design Change Request 79-300 on 010822 
SUHMERiKL Georgia Power Co 02/10/07 Region 2, Office af 
Director 2pp 15053 087 a4X Fiche 50-366,82/10/07,8210290357 


8210290374 Forwards LER B3-I11/03L-0 

NfX,H C Georgia Power Co 02/10/12 O'REILLY, J P Region 2, 
Office of Director Ip 15853 OlO 24X Fiche 50-366,02/10/12, 
82' 1 02 9 0374 


— 85102903QJ LER 02-ltl/€3L-O on 020910, shift technical advisor ran P-1 
(periodic core performance log) w/o benefit of OD-l (low 
power range moPitor) P-1 indicated FRTP of 0 627 & core max 
fraction of limiting power density of 0 653 

SUMMER, H L Georgia Power Co 02/10/12 Region 2, Office of 
Director Ip 15B53 01 J 24X Fiche 50-366,02/10/12,0210290374 


0310290206 Forwards LER B2-105/03L-0 

NI<, H C Georgia Power Co 82/10/14 □'REILLY, J P Region 2, 
Office of Director Ip 15093 291 24X Fiche 50-366,02/10/14* 
0210290206 


— 0210290209 LER e2-10S/03L-0 on 020910, during selection of rods to 
increase power*rod out permissive light went out, Caused by 
blown power fuse Fuse replaced 

TIPPS, S D Georgia Power Co 02/10/14 Region 2, Office of 
Director ip 15053 293 24X Fiche 50-366,82/10/14,0210290206 


0210290075 Forwards LER B2-I06/03L-0 

NIX*H C Georgia Power Co 82/10/19 Q'REILLY, J,P Region 2 j 
O ffice of Director Ip 15B53 149 24X Fiche 50-366,02/10/19, 
82 10290075 


— 0210290000 LER B2-I06/03L-0 on 020922, dur ing steady-state operation, 
RCK sys supply valve position indicator lights found 
extinguished Caused by breaker being turned off Breaker 
turned on Investigation initiated 

TIPPSiS B Georgia Power Co 02/10/19 Region 2, Office of 
Director Ip 15Q53 130 34X Fiche 50-366,82/10/19,0210290075 


DOCKET 50-367 DA ILLY GENERATIMO STATION 


G Adjudicatory correspondence 


621OD40022 Notl ce of withdrawal of appearance In proceeding 

LEWIS, S H Hearing Branch 2 02/09/29 3pp 15581 257 24X 

Fiche 50-367, 82/09/39. 621 0040022 
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Q Inspectian reports- IE Dwiletins c orrespondenc e 


B21OO50162 ForuariJs notice of site tnsp to be conducted oti a2l0l9 in 
conjunction u/on^oin^ restoration biort.per ASLD B20S0& order 
ternineting proceedings on application for CP extension 


Ski0F?0, E n 
OENTCN. It R 
1560& 144 


Northern Indiana PuAlic Service Co B2/|0-/0i 
Office of Nuclear Reactor Regulation- Director 
24y Fichs 50-3*7-02/10/01.8210050162 


5pp 


3 Reportable occurrenies- LCRa ft. related correspondence 


6210050512 Responds to FOIA request for map t enforcement records re 
accidents of F Laujson ft< H Dillon at f ac 1 1 1 1 y- Dnion Elec tr i c 
CP ft. otter NRC safet^j mat 1 5 or manuals Forwards two 
documents Renaming records available in PDR 

FELTON- J H Dwision of Rules and Records Q2/09/21 IGOE- M V 
Igoe. y M 2pp 15626 244 34X Ficbe 50-000.02/09/21.8210050512 


”8210050518 Region 3 daily rept 
< Region 3- Chicagn. Office 
15626 246 24X Fiche 50-000. 


far 780807 

of the Director 76/06/07 
62/09/ 2 I - 02J 0050512 


IP 


0210260176 Ack receipt of 820929 Itr requesting addl ti 
violations noted in Emergency Pi ep-ii ednecs Appraisal 
50-313/62-22 fti 50-368/82-21 Response to App C due by 
SEIDLE.WC Division or Resident. Reactor Project ft 
Programs 02/10/19 CAOANAlfOH.W Arkansas Power ft 
15799 037 24X Fiche 50-31 3. 02/ 10/ 19- 82102601 7Q 


me to respond 

Repts 

B30S01 

Eng 1 neer ing 

Light Co Ip 


iti 


— 82J0260JBO Responds NRC 820625 Itr re App L to IE Emergency 

Preparedness Appraisal Repts 5O-3JJ/02-22 ft. 50-368/82-21 
Deficiencies resolved in emergency plan amends ft 
implementing procedure revisions 

CAVANAUGiL IV Arkansas Pomer ft Light Co 82/09/29 CUlLtNS. .1 f 
Region 4, Office of Director 4pp 15799 038 24X 

Ficbe 50-313.82/10/19 8210360178 


p Operating license stage dccunents ft c ot i es pond enc e 


021OO1COOO Responds to fOIA request fai 19 categories of documents re 
nuclear reactor events ft safety problems Forwards documents 
listed in App A 

FELTON. J M Division of Rules and Records 82/06/28 UDELL . P A 
CritiLal Hass Energy Project ISpp 15727 005 24X 

Fiche 50-000, 82/06/28.8210010008 


DOCKET 50-368 ARKANSAS HUCLtAR DNE. UNJT 2 
F Security, nedical. emergency ft fire protection plans 


8210010175 Forwards IE Safeguards Insp Repts 50-313/02-25 ft 
50-368/82-23 on B2O0 I 0-20 No noncomp 1 i anc o noted 

SEIDLEiH C Division of Resident. Roactor Project ft Engineer nig 
Proerams S2/09/16 CAVANAUOH. M Arkansas Power ft Light Co 2np 
15567 282 247 Fiqhe 50-3 1 3. 82/ 09/ J 6. 821 00 10 1 75 


— 8210010170 IE Safeguards Insp Repts 50-313/02-25 ft 50-360/83-32 on 
8208SB~£0 No noncompliance noted Major areas inspected 
security organiration mg t . phy s i ca 1 barriers ft access control 
of packages Detail:, withheld <Tflf I0CFR2 7901 

EVANS, C A DIVISIUTI ot Vendor ft Technical Programs 82/09/14 
Ip 15567 284 24X Fiche 50-313.82/09/16,8210010175 


82i'0l90497 Forwards IE Insp Repts 50-313/82-11 ft 50-36fl/SS-O9 on 
830518-20 No none airp I 1 anc e noted 

SEIDLE.N C Division of Resident, Reactor Project ft Engineer mg 
Programs 02/09/30 CAVANAUGH. W ArJeansas Power ft Light Co 2|>p 
24X Fiche 50-313.82/09/28.0210190497 


-6210190516 IE Intp Repts 50-313/B2-I1 ft 50-368/82-09 on 820510-20 No 
nonconp I lance noted Major areas inspocled licensee 

ince ft capab 1 1 itio i dirnng Full-scale erercise of 
V plans ft procedures 

M Division ot Aesldenl. Reactor Project U Engineering 
82/09/24 I7pp 24X Fiche 50-313, 02/09/20, 83 JO 190497 


— B106100201 Discusses evaluation of MPGI pump operability u/o sve 
uater Operability of HP8I pumps w/o sve water not adequately 
justiried based on info submitted by licensee 

IH8R0. C Director's Office 81/05/22 Director's Office App 

J5729 105 ?4X Fiche 50-000- 83/06/28. 03 1 001 0008 


G21O19OOO0 Responds to 020331 submitt.il re Tech Spec revision fur 
snubber surveillance License amend application should be 
submitted to incorporate applicable poi tion of 801120 model 
Tech Specs wi thin 60 days 

CLARK. R A Operating Reactors Dranch 3 U2/09/21 CAVANAUGH. W 

Arkansas Power ft Light Co 2pp 15760 301 24X 

Fiche 50-313 , 02/09/21.8210190000 


62101304Q9 Responds to NRC 810619 Itr tiansmitting Amend 24 to I iceii€.G 
NRF-6 re soiled reactor coolant pump shaft event roanalysis 
Event description ft results of Cycle 2 seiied rotor event 
enc 1 

MARSHALL < J R Arkansas Power ft Light Co 82/ 10/05 CLARK. II A 
Operating Reaef^ors Uranch 3 8pp 1 56D1 010 24X 

Fiche 5O-'360, 82/10/05. 8210130409 


021O2OOQ22 Provides preliminary info as i esul t of fuel Insp that 
revealed need to modify some Hatch C fuel .issemblies to 
provide addl space for axial growth of fuel rods 

SCkiERER.A E Combustion engineering- Inc 82/10/05 DrVDUMO, R C 
Director's Office- Office of Inspection and enforcement 2pp 
13753 004 24X Fiche 50-360.02/10/05-8210200022 


8210150002 Forwards response to 320120 ft 0301 requests for addl info re 
RC6 high point vents Credible missiles generated by failure 
of RCS vent valves not postulated based on valve design Leak 
detection provided for by monitoring pressure 

MARSHALL, 0 n Arkansas Power ft Light Co 82/10/06 BTOLZ. J F 
Operating Reactors Dranch 4 CLARK. R A Clporating Reactors Dranrh 
3 4pp 15696 309 24X Fiche 50 313.82/10/06.0210150002 


8210150494 Sub,nlts info re status of waste gas sys ft schedule for 
installation of redundant hydrogen/oxygen analyiors 
Conceptual diagram of proposed upgraded waste gas sys 
redundant analyter panel enci 

MARSHALL. J R Arkansas Power ft Light Co 82/10/12 STDLZ, J F 
Operating Reactors Dranch 4 CLARK. R A Operating Reactors Dranch 
3 4pp 13714 104 24X Fiche 50-313.82/10/12.8210130494 


0210250159 Application to amend License NPF-6. chang ing Tech Specs to 
allow for removal of ourvelllance capsule ft analysis of 
spec linen 

CAVANAUGH. W Arkansas Power ft Light Co 82/10/13 CLARK, R A 
Operating Reactors Branch 3 3pp 15787 313 24X 

Fiche 30-360.02/10/15,0210250159 


— 8210250161 Proposed Tech Spec change allowing for removal of 
surveillance capsule ft analysis of specimen 

* Arkansas Power ft Light Co 02/10/15 ip 157B7 316 24/ 

Fiche, 30-360, 02/10/15, 0210250159 


6210270101 Forwards nine revised oversl te PftiDs Drawing transmittal 
list end Aperture cards are available In PDR 
8HIVELY.C Arkansas Power ft Light Co 62/10/18 NRC - No 

Detailed AfFl nation Oiven 2pp 15629 32 5 24X 

Fkcbe 50-368. 02/10/16,0210270101 
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0 fnspection reports. If HulJettn? & correspondence 


3210000015 ^^ddl response to FQIA request for 19 categories of info ie 
nuclear reactor oven^^s 4 safety problems Foru/arcls documents 
listed m App A Documeois in App H completeig withheld (ref 
FOIA El emp t lo n 5> 

FELrOfV, J M Division or Rules and Records 02/07/12 UDELL. R A 
Critical Hass Energg Project 9pp 15665 027 24)( 

Fiche S0-000> B2/07/ 12. 0210000015 


-“KH0ai20j98 Forwards special IE Itisp Rept 50-360/01-17 on B10514-16 No 
noncamp I lancc noted 

QAER.R L Division or Resident t Regional Reactor Inspection 
0J/O//17 MADSEN. 0 L Division of Resident. Reactor Project it 
Vendor Inspection Ip 15668 171 29X Fiche 50-000.02/07/12. 

6210000015 


- 02IOOOOI12 Systematic assessment of licensee performance notes re 
facility evaliiation for 790101-000819 

IWC " No Detailed Affiliation Given 80/00/19 Qpp 
15667 291 24X Fir he 50-000. 02/07/ J2, 821 000001 5 


Fi2l00l0175 Forwards IE Safeguards Irisp Repts 5O’'313/02-25 & 
50-360/02-22 on 020010-20 No npneonp 1 lance noted 

SEIDLE.W C Division of Resident. Reactor Project it Engineering 
Programs 62/09/16 CAVANAUGH' W Arkansas Power t< Light Co 2pp 
:5567 202 24X Fiche 50-313.02/09/16.8210010175 


-'•8210010176 IE Safeguards Insp Repts 50-310/82-25 h 50-368/0^-22 an 
02OOIG 20 No noncomp I la nc e noted Major areas inspected 
security organiiolion mgt physical barriers it access control 
or packages Details withheld iref 10CFR2 790) 

EVANS, G A 4 kELLV. J A F Division of Vendor ■!. TochMical Programs 
82/09/14 Ip 15567 204 24X Fiche 50-313.62/09/16.8210010175 


6'*i0l9049/ Forwards IE Insp Repfcs 50-010/02-11 h 50-360/82-09 on 
320510-20 No noncompliance notetl 

SEIDLE.N C Division or Resident. Reactor Project *< Engineering 
Programs Q2/09/2B CAVANAUGH, W Aikansas Power 6 Light Co 2iip 
15735 344 24X Fiche 50-010,02/09/20.0210190497 


- 8210190516 IL Insp Repts 50-010/92-11 6 50-360/82-09 on 020510-20 No 
none omp 1 1 anc o noted Major areas inspected licensee 
performance », capabilities during full-scale eiorclse of 
encrgencij plans tf procedures 

ROHRER.O M , hUNNIFUTI D M Divisiun of Resident. Reactor Project 
V EnginooMiig Piograms 02/09/24 I7pji 15735 346 24X 

Fiche 50-313. 82/09/20. 021OJ9O497 


0210120246 Ac k receipt of 820211 Kr informing NRC of steps taken to 
..orrect violations noted in IE Insp Repts 50-310/01-30 6 
?O"368/01-29 

^EIDLEiN C Division or RosidoPi' Reactor Project S. Engineerino 
Programs 82/10/01 CAVANAUGH* W Arkansas Power t Light Co Ip 
15652 110 24)( Fiche 50- J 13. 02/ iO/01 . 82101 20246 


0210123252 Responds bo NRC 820104 Itr re violations noted in IL Insp 
Rep^a 50 313/01“3O / 50-368/01-29 Corrective actions formal 
training sessions ui 11 be conducted w/appropr late station 
personnel to stress importance of individual responsibility 
MARSHALL, vj R Arkansas Power Light Co 02/02/11 MADSEN. G L 
Division of Resident. Roacior Project i» Engineering Programs 2pp 
15652 111 24X Fiche 50-313, 02/10/01, 82 J0j20246 


6210200022 Piovides preliminary info as result t>f fuel insp that 
revealed need to modify some Oatch C fuel assemblies to 
preside addl spate for aiiat growth of fuol rods 

SCHERER, A E Combustion Engineering, Inc 82/10/05 DEYOUNG.R C 
Director's OrPice. Office of Inspection and Enforcement 2pp 
19753 004 24X Fiche 50-360.02/10/05.0210200023 


0210220270 Forwards IE Insp Repts 50-313/02-12 i< 50-360/82-35 on 
820524-27 No noncomp 1 i anc e noted 

SEIDLE.W C Division of Resident. Reactor Project 8< Engineering 
Programs 82/10/05 CAVANAUGH, N At Kansas Power h Light Cp 2pp 
19775 001 24X Fiche 90-313, 02/10/05, 0210220270 


--8210220201 IE Insp Repts 50-313/82-13 i^ 50-360/82-25 on 020524-27 No 
noncamp I lance noted Major areas inspected radi ochemistry 
program, 1 nc lud ing organl lat i on, staf f ing, tra ini ng program, 
sample collection Cc sample treatment & analysis 

NICHOLAS, J D , MURRAY, 8 Region 4. Office of Director 82/09/09 
2Spp 15775 003 24X Fiche 50-313, 32/10/05, 0210220270 


8206190233 fE Info Notice 80-35, 0uppl 1, '^Leaking & Dislodged 1-125 
implant Seeds " Sve list end 

CODDi L t Division of Fuel Facilities, Materials it Safeguards 
82/10/06 Consolidated Edison Co of New York 66pp 15761 250 
24/ Fiche 50- 000,82/10/06 , 0206190233 


0210120241 Ack receipt of 320715 Itr informing NftC of stops taken to 
correct violations noted In IE Insp Repts 50-313/80-20 6 
50-368/00-20 ^ ^ 

SEIDLE.W C Division of Resident, Reactor Project b EnginBorlnp 
Programs 02/10/06 CAVANAUGH, W Arkansas Power A Light Co Ip 
15652 113 24X Fiche 50-313,02/10/06,9210120241 


— 8210120247 Provides status update on gaseous radioactive waste ays 
mods, in response to violation* noted in IE Insp Repts 
50-313/80-20 U 90-368/60-20 High airhorna activity incidents 
in auidiary bldgs sig n i f leant I y reduced 

MARSHALL, J R Arkansas Power it Light Co 82/07/13 SClOLC, W C 
Division of Resident. Reactor Project 6 Cngireerlng Programs Spp 
19652 114 34X Fiche 50-313,82/10/06.8210120241 


8200190230 IE Dulietin 82-03. “Btross Corrosion Cracking in Tbiefc- 
Wa 1 1. Large-Di ameter, Stalti I ess Ste e 1 , R e c irc u la 1 1 on Sys 
Piping at DWR Plants '* Sve list end 

DEYOUNG. R C Director's Office* Office of Inspection and 

Enforcament 02/10/14 Con*olldak«d Edison Co of New York 

llSpp 13810 125 24X Fiche 50-000, 82/10/ 1 4, Q20GI 90238 


8210220377 Categornea open items identified in IE Emergency 
Preparedness Repti 50-313/82-11 6 50-360/82-09 by need for 
Irrmediate con si dorat i on t< typo af rosponao acceptable 
Notification of expected response dote due within JO days 
SEIDLEiN C Division of Resident, Reactor Froject & Engineer inij 
Programs 02/10/19 CAVANAUGH, W Arkansas Power 6 Light Co 4pp 
15779 I7S 24X Fiche 50-313,02/10/19,8210220377 


8210260176 Ack receipt of B20929 Itr requesting add! time to respond to 
violations noted In Emergency Preparedness Appraisal Repts 
50-313/02-22 it 50-368/02-21 Raspofiso to App C due by 630501 
SEIDLEtif C Division of Resident, Reactor Project t* Engineering 
Programs 02/10/19 CAVANAUGH, W Arkansas Power i* Light Co Ip 
15799 037 24X Fiche 50-313,02/10/19,8210260170 


--031O26OI0O Responds to NRC 020625 Itr re App C to IE Emorgoncy 
Preparedness Appraisal Repts SO-313/02-22 6 50-368/82-21 
Daficlenciss resolved in emergency plan amends 6 
implementing procedure revisions 

CAVANAVOH. W Arkansas Power & Light Co 02/07/29 CDLLINB, J T 
Region 4, Office of Director 4np 15799 030 24X 

Fiche 50-313,02/10/19.8210260170 


S Reportable occurrencos, LERs & related corre apond enc » 


8012290110 Discusses conclusions of engineering evaluation of steam 
generator overfill transients at C-E & IJest i ngbouse plants 
LANNfNO.U 0 Director's Office 00/10/29 fllCHELBON, C Director's 
Office 3pp IS692 262 S4X Fiche 50-000,60/10/29,00122901 18 


8210080028 Advises that Sept 1980 htockage of flow by silt to boarlng 
oil coolers U seal water coolers of all high pressure safety 
Injection pumps considered AO Util failed to justify pump 
operability u/o water 

IMBRO.E Director^ Office 01/05/22 Director** Office 4pp 
15669 303 24X Ficho 50-360, Bl /03/22r 8210000028 


821D190009 Olscussfs repetitive failures of emergency feedwater flow 
valves at facility due to valve operator hydraulic pro-blems 
Recommends that hydraulic valve operators be oddod to branch 
watch list 

IM0RO,EV Reactor Pperations Analysis Dran-ch 02/02/24 
MICHELSON,<J Director's Office 3pp 15760 303 24X 

Fiche 50-360, 82/02/24. 02tOJ9OOO9 


021OO1OOO0 Rffsponds to FOIA req,uest for 19 categories of documents ro 
nuclear reactor events 4( safety problems Forwards documents 
tisted In App A 

FELTON, J H Division of Rules and Records 62/06/20 UO^LL, R A 
Critical Mass Energy Project 13pp IS727 005 24X 

Fiche 50-000, 82/06/88, aSlOOlOOOB 


— 810701D161 Discusses inoperability of ins trumsnbe 1 1 on due to extreme 
cold weather IE should issue luppl to IE DuIIotin 79-24 
requesting Tech Spec changes which require daily 
surveillance during extreme weather 

MICHELSOM, C Director's Office 81/06/15 DENTON. H R Office of 
Nuclear Reactor Regulation. Director Spp. 15729 206 24X 

Fiche' 50-000, 02/06/28, 0S1OO1DOOQ 


— 8203120016 Discusses repetitive failures of emergency feedwater flow 
value as reported in LERs due to valve operator hydraulic 
problems LERs end 

IMBRO.E V Director's Office 82/02/24 MICHECBON, C Dlroc tor's 
Office 76pp 15732 308 24Jf Fic he* 50-000, 82/06/20. 02100 lOOOO 
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8210DS034& confirm* 620922 tclcon tt'/N’ftC resident inspector re dtscoverg 
thdt clearance betueeh top of fuel rads it bottom of uppeT' 
flout plate on b-atch C fuel asaemblto* matj not prevent pin 
contact Mod planned LER aa-OQO/OiT^O uitll folloij 
LEVIME.J M Arkansas Power t L»gl>t Co 89/07/23 COLUlMS.J 
Office of Director Ip 1S410 125 S4X 
EicKe sonata. 02/O«?/ S3. 82100503-16 


B210I70S45 Forwards LEft 82-030/01 T-t> 

MARSHALL. J R Arkansas Power h Ligjht Co 82/10/06 SElDLEiU C 
Divi^iDTi of Residenbi Reactor Project & Engineerms Program* Ip 
15735 OOd> 24X FichB 50-368, 82/10/06. 62101 90545 


-^6210190558 LER B2'030/01T-0 on B20922, tneasu reman t* revealed shoulder 
gap clearances on certain batch C fuel assemblies mag not 
be sufficient to prevent pin contact Caused bg design 
models t annealed guide tubes grouiing at J esser rate 
RQOERB, P Arkansas Power L Llg^t Co B2/10/06 Jlegtan 4. 
Office of director 4pp 15735 007 24x Fiche S0-36Qi 62/ 10/06. 

B210190S45 


B210250292 Farwards LER Q2-031/OIT-0 

MARSHALL. J R Arkansas Power U Light Co 02/10/13 SEIDLE. H C 
Division of Resident. Reactor Project it Engineering Program* Ip 
15790 064 24X Fiche 50-368,92/10/13.8210250292 


— 6210250296 LGR 02-031/OlT-O on B2lOOI.aften disasseimbl i ng emergeneg 
feedwater pump turbine steam supplg checlt valve for insp. 
disc stud, nut washer & locking Pin discovered missing Caused 
bg vibration fatigue Parts replaced 

ROGERS, P Arkansas Power it Light Co S2/10/13 Region 4. 
Office of Director 4pp |d790 06S 24K Tic he 50-360,62/10/13. 

8210250292 


8210260120 ForuerdS LER e2-029/OaL-0 

MARSHALL. J R Arkansas Fewer U Light Co 62/10/15 SEIOLE. W C 
Oivlsipn of Resident. Reactor Project Engineering Programs ip 
1S799 076 34JC Piche 50-368,62/10/15,8210260120 


-"8210260123 LER 03-O29/OaL-O on 02O9lQi f our electrical cables discovered 
pulled through fire curtain Caused bg personnel error while 
performing station betterg capacity test Personnel unaware 
of fire curtain in wall opening Moint personnel counseled 
ROGERS. P Arkansas Power t Light Lo B3/1D/15 Region 4, 

Office of Director app 15799 077 24X Fiche 50-360.82/10/19, 

8210260120 


8210260474 PKD-lV-62-03a Insp of sve water sgs identified deficiencies 
in pipe supports Deficiencies include hanger installation 
not in accordance u/design. incorrect as-bullt drawings ^ 
woritPiansh ip defects 

JOHNSON, w D Region 4, Office of Director 62/10/20 ip 
15S06 236 24X Flcho 50-366.02/10/20.8210260474 


DOCKET 50-369 WILLIAM D MCGUIRE WUCLEAR STATION. UNIT I 


A App I i cation/cDnstructioh stage documents it corr espondcnce 


03£ODiO'OOS Responds to FDIA rec^ufst for 19 categories of documenls r® 
nuclear realtor events safetg problems Forwards doc-uments 
listed in App A 

FELTQN, J M Division of Rules and Records 02/06/28 UDELL, R A 
Critical Mass Cnergg Project I5pp 15727 005 84X 

Fiche 50-000, 62/06/28.6210010008 


— 6008050265 Discusses addl required info to better define potential for 
cracking in reactor vessel noiiles 

i^OOMAN. V 6 Assistant Director for Haterlali 8( Qualifications 
Engineering 80/05/05 TE0E8C0..R L Assistant Director for 
Licensing 3pp. 15727 176 24X Fiche 90-000. 82/06/20, 8210010000 


F Securitg. medital, emerjencg tf fire prat»ctl4n plans 


0210150006 Ack receipt of 020723 Itr informing NRC of steps taken to 
qo-rroc t impr o vernent items noted m IE Emergency Preparedness 
Appraisal R«pt 50-369/02-06 

LEWIS, R C Division of Project it Resident Programs 82/08/13 
PARKER.!/ 0. Duke Power Co ip 1S698 214 24X 

Fiche 90-369.62/06/13,8210190006 


— 8210150012 Torwerds response to WftC 020625 Itr r# Improvement items 
noted fn IE Emerganc^ Prepare tfness Appraisal Rept 
50-069/62-06 on 690301-12 Corrective actions lesson plans 
for emergency response training complete 

PARKER, W 0 Duke Power Co 82/07/23 D'ReiLLY, J, P Region 2, 
Office of Director lOpp 15698 215 24)1 Fiche 90-369.62/08/13, 

8210150006 


B210I50020 Forwards !E Emergency Preparednes* Appraisal Rept 

50-369/83-06 on 020301-12 No violat i on*, d eviati ons or 
emergency preparedness deficiencies noted 
O'REILLY, J P Region 2. Office of Director e2/06/.J5 
PARKER. IJ 0 Duke Power Co 7pp 15690 295 94X 

Fiche 50-369,82/08/13,8210150006 


— 021O55OO2S IE Emergency Preparedness Appraisal Rept 50-369/82-06 or> 
820301-12 Mo violations or deficiencies noted Major areas 
inspected evaluation of adequacy of emergency preparedness 
program Evaluation enc' 

SiHaNDSiG E i JENKINS.® R Division of Emergency Preparedness 6 
Operational Support 82/06/22 46pp 15690 226 24X 

Fi<he 50-369,02/08/13.8210150006 


02101 50014 Forwards lE InsP Rept 50-369/62-31 on 850D30-0903 Mo 

nonconip liance noted 

dance, H C Division of Project h Resident Proof*4ms 82/09/24 
TUCKER, H D Duke Power Co 2pp I5<j90 333 24X 

Fiche 50-369,82/09/24,0210150014 


-'8210150021 IE Insp Rept 50-369/02-31 on 020030-0903 No noncomp J l ar.c e 
noted Major areas inspected emergency preparedness 
HARSTDN. R R . JENKINS, 0 R Division of Emergency Prepatednoss & 
Operational Support 02/09/23 1 1 PP 15690 335 24X 

Fiche 50-369,82/09/24.8210130014 


G210190097 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J M Division of Rules and Records 02/09/29 OocumEiii 
Managemeat Branch Ip 15761 127 24Sc Fiche 50-369,02/09/29. 
8210190097 


—6210190103 Forwards public version of leviscd eirtcrgeticy p I an 
implementing procaduro, including Procedure AP/0/A/5500/a-7 re 
care L transportation of contaminated injured individuals 
from site to offsite medical facility 

TUCKER, H 8 Duke Power Co 02/09/13 DENTON. H R Qffico oF 
Nuclear Reactor Regulation, Director 2pp 15761 128 L?4X 
Fiche 50'-369, 02/09/29, 0310190097 


— 0210190106 Public version of revised emergency plan imp 1 emer I in-g 
proc educes, me lud tng Procedure AP/O/A/5500/27 re cere U 
transportat ion of contaminated injured individuals from 
site to offsite medical facility 

GLOVER, h 5 Duke Pawei Co 82/00/30 92pp 15761 I3Q 34X 
Fiche 50-369,83/09/29,0310190097 


0210070072 Notifies that local alarms missing from control room fire 
lones will be installed by 830701, per Jan 1979 fire 
protection review Issue not considered significant safely 
concern 

TUCKERrH D Duke Power Co 02/09/30 DENTON. H « . ADEKSAH. ( 0 
Office of Nuclear Reactor Regulation. Director Ip 15620 )64 24X 

Fiche 50-369,62/09/30,0210070072 


8210180354 Responds to util 080520 Ur re Revision 13 to physical 
security plan Changes consistent u/provisions of 
iOCFRSO 54(p) 

APENSAM, E 0 Licensing Dranch 4 02/09/30 TUCKFR.H D Duke Pauei 

Ca 2pp 15745 337 24X Flch e 50-369, 82/09/30. 8210100254 


8210190516 Forwards revised McGuire Nuclear Btalion Fire Protection 
Review Submittal supersedes all previous revision* 
tucker, M D Duke Power Co 82/10/07 DENTON. H R ■ ADENSAM, E 0 
□flics of Nuclear Reactor Regulation. Director Ip IS7I4 219 L*4T 
Fiche 50-369, 92/10/07, 82101 605 1 8 


— B2I0190522 Revised “McGuire Nuclear Dtalion Firo Protection Review " 
a Duke Power Co 02/09/30 179pp 15714 220 24X 

Fiche 50-36 9.82/10/07.8210150918 


0210570132 Releases public version of revised emorgency plan 
implementing procedures 

FELTON. J M Division of Rules and Records 82/10/00 Document 
Management Qranch Ip 15835 136 84!( Fiche 50-369.82/10/08, 

b;? 10270132 


— 821087013? Forwards public version of revised omergeney plan 
implementing procedures. Includ ing Procedure EP/O/A/5000/05 
re notification of unusual event. EP/O/A/SOOO/06 re alert t 
EP/0/A/900O/0B re general emergency 

TUCKER. H D Duke Power Co 82/09/20 DENTON, H R Office oF 
Nuclear Reactor Regulation. Director 2pp 15835 137 24K 

Fiche 50-369,02/10/08.8810270132 


— 8210370144 Public version of revised emergency plan implementing 
procedures, including Procedure EP/O/A/5000/05 re 
notification of unusual event. EP/0/ A/5000 /06 re alert L 
EP/0/A/500O/0B re general emergency 

GLOVER. M 8 , OlLBERT.O D Duke Power Co 82/09/13 e2pp 
15835 139. 24X Fiche 90-369.82/10/00.0210270132 
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8210280016 Releases public versian of revised rmergertcy plan 

FELT0N< J H Division of Rules and Records B2/10/1S Document 

/Management Pranch Ip 15863 006 24X Fiche 50-369> 82/ 10/ 1 2* 

8210280016 


— 8210280017 Fortiiards public version of Revision 7 to emergency plan 
TUCKER, H B Dute Pouer Co 02/09/28 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2p p 1S063 007 24X 

Fiche 50-369.02/10/12,0210280016 


— 8210280020 Public version of Revision 7 to energenev plan 

MCINTOSH, H D Cuko Pauier Co E2/09/30 20pp 15063 009 24X 

Fiche 50-369,82/10/12,8210280016 


H General correspondence 


82J0830046 Responds to 8209J2 itr request that NRC continue to send 
copies of correspondence to util on HcGuiro Since McGuire 
proceedings complete t documents in LPDR, request denied 
rtDENSAH, E 0 Licensing Branch 4 02/09/38 RILEY. J L Carolina 

Envir onmenla 1 Study Group Ip 15696 204 24X 

riche S0«000, 82/09/20, 8210130046 


K Utility Final Safety Analysis Report (FSAR) U amends 


8310040254 Forwards application to amend License NPF-9 t* CPPR-B4, 
consisting of Revision 43 to FSAR (< Revision 6 to 
“E'v a 1 ua 1 1 on of Effects of Postulated Pipe Failures Outside 
Containment for KcGuirc Nuclear Station " 

Tt/CKER,H B Duke Power Co 82/10/01 DENTON, H R Office of 

Nuclear Reactor Regulation., Director aDENSAN, E G Licensing Branch 

4 3pp 15995 032 24X Flcho S0-'369, S2/1 0/01 , 8210040254 


-■“82 10040273 Application to amend License NPr-9 it CPPn-04, consi sting of 
Revision 43 to FSAR 8c Revision 6 to "Evaluation of Effects 
of Postulated Pipe Failures Outside Containment for 
McGuire Nuclear Station " 

TUCKER. H B Bute Power Co 82/10/01 16pp i5&95 035 a4X 
Fiche 50-369,02/10/01,8210040254 


— 8210040279 Revision 6 bo "Evaluation of Effects of Postulated Pipu 
Failures Outside Containment for McGuire Nuclear Station 
* Duke Power Co MDS/PDO-77-l 02/10/01 3pp 15595 051 a4X 
Fiche 50-369.82/10/01.8210040254 


—8210040286 Revision 43 to FSAR Fourteen aperture cards available in 
PDR 

e Duke Power Co 82/10/01 303pp 1SS95 054 24X 

Fiche 50-369, 82/ 1 0/01 « 8210040 2 54 


62J0130262 Forwards figures to Revision 43 to FSAR, inc luded in 921001 
application for Amend 69 to Litenso NPF-9 & CPpn-04 Subj 
matt inadvertently omitted 

TUCKER, H B Duke Power Co 82/10/07 DENTON, HR Office of 
Nuclear Reactor Regulation, Director ADEN SAM, E 0 Licensing Branch 

4 Ip 15675 293 24X Fiche 50-369,83/10/07,8210130262 


—8210130263 Figures for Revision 43 to FSAR 

♦ Duke Power Co 82/10/07 42pp 15679 294 24X 

Fiche 50-369, 02/10/07, 8210130362 


P Operating license stage documents S( correspondence 


8210010000 Responds to FOIA request for 19 categories of documents re 
nuclear reactor events {, safety problems Forwards documents 
lieted in App A 

FELTON, J M Division of Rules and Records 82/06/28 UDELL,R A 
Critical Mass Energy Project 19pp JS727 005 24X 

Fi C h a 50-000, 02/06 /S8i 02 1 00 ! 000 B 


8210040424 Forwards request for eddl info re hydrogen control 
Coordinated util response suggested by mid-Oct 1982, since 
subj is generic to ice condenser plants 

NOVAK, T M Assistant Director for Licensing 82/09/17 TOCKER, H B 
Duke Power Co lOpp 15597 241 24X Fiche 50-369,82/09/17, 

8210040424 


0310180389 Notifies that 790330 application requesting eitenslon of 
const completion dates ejrempt from fee requirements since no 
review commenced on application prior to issuance of OL 
Refund forthcoming 

MILLER. W a License Fee Managemont Branch 82/09/24 PARKER. W C 
Duke Power Co ip 15746 359 24X Fiche 50-369.82/09/24, 

8210180389 


02JOO4O254 Forwards application to amend License NPF-9 6 CPPR-04. 
consisting of Revision 43 to FSAR ir Revision 6 to 
"Evaluation of Effects of Postu lated Pipe Failures Outside 
Containment for HcQuipe Nuclear Station " 

TUCKER, H fl Dufce Power Co 02/10/01 DENTON HR Office of 
Nuclear Reactor Regulation. Director ADENSAM, E 0 Licensing Branch 
4 3pp 155 95 032 24X Fiche 50-369.02/10/01,0210040254 


— 8210()40273 Application to amend License NPF-9 fc CPPR-04, c ons i s 1 1 riQ of 
Revision 43 to FSAR 6 Revision 6 ta "Evatuatipn of Effects 
of Postulated Pipe Failures Outside Containment for 
McGuire Nuclear Station " 

tucker, H a Duke Power Co 82/10/01 I6pp 15595 035 24X 

Fiche 50-369, 02/10/01 . 8210040254 


— 8210040279 Revision 6 t-o "Evaluation of Effects of Postulated Pipe 
Failures Outside Containment for McGuire Nuc 1 oor Station '* 

H» Duke Power Co MDS/PDG-??- 1 02/10/01 3pp 15595 05 1 ;*4X 

Fiche 50-369,83/10/01.0210040254 


8210130262 Forwards Figures to Revision 43 to FSAR, me 1 uded in GPlOOl 
application for Amend 69 to Liceinse MPF-9 8, CPPn-G4 Subj 
mat! inadvertently emitted 

TUCKER. H D Duke Poufer Co 02/10/07 DENTON, M R Office of 

Nuclear Reactor ■Regulation, Director ADENSAM, £ 0 Licensing Branch 

4 Ip 15675 293 24X Fiche 50-369,82/10/07,0210130262 


0c?lOi3O467 Respond* to Generic Ltr 82-16 re NUHEO-G/37 Tech Specs Tuch 
Specs far Unit 1 will he upgraded to latest NRC requirements 
if combined w/Uni t 2 Tech Specs upon issuance of Unit 2 OL in 
Mar 1903 

TUCKER. H D Duke Power Co 02/10/07 DENTON, H R Office of 

Nuclear Reactor Regulation. Director ADENSAM, E Q nRC - No 

Detailed Affiliation Given Ip 15602 154 24X 

Fiche 50-367. B2/ 10/ 07. ©210 I 3046 7 


8210260407 Requests info d emons ira ting that Unit 2 equipment meets 
same seismic & dynamic qua 1 I f i ca t ion requirements as Unit i 
Info requested by B210S7 

ADENSAM. EG Licensing Branch 4 82/10/00 TUCKER.HO Duke Power 

Co 2pp 15859 329 a4X Fiche 50-369,03/10/08.0210200407 


8210250304 Forwards revised requests for relief from hydrostatic 
testing requirements on feedwater sys for steam generators & 
Unit I safety injection sys ASHE Code Section X| 
impract i ca I 

TUCKER, If 0 Duke Power Co 82/10/19 DENTON, H D Office qf 
Nuclear Reactor Regulation, Director 8pp 15790 SOS 24X 
Fiche 50-369,82/10/19.8210250304 


8210260331 Application for amend to License NPF-9, c hang i ng Tech Spei re 
containment penetration Type G leak rate tests Amend 
requiroa exemption fr-om 1OCFH50, App J 

TRIES, A C Duke Power Co 82/10/21 DENTON. H R Office of Nuclear 
Reactor Regulation. Director ADEWSAff' E 0 Licensing Branch 4 
3pp. 15803 1 98 24X Fiche 50-369.32/10/21,8210260331 


— 8210260336 Propoaetf change to Tech 9pec 4 6 1 2d, requiring that Typo C 
penetration teats be performed at 24-month interval, 
deviating from lOCFRSO. App J requirement to perform test 
during each refueling shutdown 

e Duke Power Co 82/10/21 4pp 15003 201 24X 

Fiche 50-369,02/10/21,8210260331 


Q tnspePbian repqrts, fE Bulletins correspondence 


8210070007 Responds to FDiA request for eight categories of records re 
steam generators £< steam turbines App A documents provided 
in R Udell FOIA Request 01-313 Forward* documents listud in 
App B, 

FELTON, J M Division of Rules and Rocoi ds 82/00/10 LONG, D J 
iVinthrop, Otimsonr Putna-m Roberts 9pp 15645 063 24X 

Fiche 50-000, 82/00/ 1 0, 02 I 0070007 


— 821007013? Forwards tabulated data on steam generator Insp malnt at 
facilities Data should be provided to licensees 
fPPQLlTa, T Operating Reactors Aasesiment Branch 82/04/01 
VARGA, S Operating Reactors Branch 1 5pp 15645 131 24X 

Fiche. 50-000, 62/08/10. 0210070007 


B2101S0006 Ack receipt of 820723 ltr informing NRC of steps taken to 
correct improvement items noted in TE: Emergency Preparedness 
Appraisal Rept 50-369/82-06 

LEWIS, R C Division cf Project it Resident Programs B2/0B/13 
PARKER, U a Duke Power Co ip 15698 214 24 X 

Fiche 50-369,82/09/13,8210150006 
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— aS101500J2 Forurardv re$ponc0 ta URC 820&25 Itr r« ifliprovfjrent items 
notE-df in IE EmergBncij Pr«p»redn*«s Appraisal Rept 

on 820301-12 Carret<;iv0 actions lesson plans 
for amergency response training complete 

PARKER*W a Duke Power Co B2/07/23 0 'RElLtV, J P Region 2. 

Office of Director lOpp 15&90 215 24X Flche 50-369^ B2/OB/i 3i 

e2iai5000& 


—8210190020 Forwards lE Emergency Preparedness Appraisal Rept 
50-369/Q2-0& on B20301-12 llo ^lolat i ons. desriatians or 
emerfieney preparedness deficiencies noted 
□ 'REILLV. J P Region 2, Office of J>i rector 02/0^/25 
PARKERfW Cl Duke Power CP 7pp 1 5fi>90 225 S-lX 
F^c^e 50-369, B2/08/13. 0210150006 


— B21O150O25 IE Emergency Preparedness Appraisal Rept 50-367/'e2-06 on 
020301-12 violations or deficiencies noted Hajar areas 
inspected evaluation of adequacy of emergency preparedness 
program Evaluation end 

SIHONDS. O E . JENKfWS^O R Division of Emergency Preporednees U 
Operational Support 02/06/22 'I6pp 15670 226 24X 

Flche 50-36?, a2/0&/13. B210150006 


8210010424 Forwards IE Insp Repts 50-367/B2-Z9 If 50-370/B2-23 on 
62O726-0B20 No none omp 1 lane e noted 

DANCE. H C Division of Project 6 Resident Programs 02/07/08 
TUCKER. H U Duke Powhf Co 2pp 15569 343 24X 

Fiche 50-367.62/07/08.8310010424 


--8210010436 IE InspRept* 50-369/02-2? & 50-370/02-23 on 620726-0620 No 
nonconp 1 lance noted Major areas inspected mamt. 
surve 1 1 lane «j h ot functional test* op erationa 1 safety 
ver 1 f ica 1 1 on* s ignlf i cant event fdlouup 6 plant transients 
BEHIS.P R . HDPKINS-P , BRYANT. J C Division of Project I. Resident 
Pragrams 02/09/00 6pp 15567 345 24X Fiche 50-369*83/09/00, 

0210010424 


0210010451 Forwards IE Insp Repts 50-369/02-20 4« 50-370/03-22 on 
6S0B17-20 No none ompl aanc e noted 

DANCE* H C Division of Project li Resident Programs 82/09/00 
TUCKER. H B Duke Power Co 2pp 15572 297 24)1 

Fiche 50-367, 82/07/00, B21OOI0451 


—9210010457 IE Insp Repts 50-367 /S2-2B & 50-370/02-22 on 020017-20 No 
noncorfip I ian ce noted Major areas inspected preoperational 
test procedure review 4> test witnessing 

JOHNSON. A H , NHITENER.II L . JAPE. F Division of Engineering & 

Technical Programs 02/09/07 6pp 13572 279 24X 

Fiche 50-369.02/07/08*03100104 51 


9210010302 Ack receipt df lE Insp Rapt 50-369/82-27 Mo proprietary 
info 

TUCKER. H 5 Duke Power Co 02/09/10 O'REfLLV.J P Region 2. 
Office of Director ip 15573 107 24X Fiche 50-369,82/07/10, 
8210010202 


G210010090 Ack receipt of IE Insp Repts 50-369/82-26 1< 50-370/02-20 
No proprietary info 

TUCKER. H D Duke Power Co 62/09/15 O'RErLLV. JP Region 2. 
Office of Director Ip 15565 259 24X Fiche 50-367.02/07/19. 
0210010070 


8210150014 Forwards IE insp Rept 50-369/63-31 on 620830-0903 No 
noncomp 1 lance noted 

DANCE, H C Division of Project l< Resident Programs 82/07/24 
TUCKER. H B Duko Power Co 2pp 15698 333 24X 

Plcho 5rt-3A7. RO/D«?/3a. HP! 4 


8210220202 Ack receipt of IE Insp Repts 50-367/03-20 & 50-3/0/07-33 
No proprietary info 

TUCKER, M 0 Duke Power Co 82/SO/OB □'REILLY, J P Region ,i 
Office of Director ip 15776 357 24X Fiche 50-367, 82/ tO/Cd, 
9210220202 


eZl0220206 Ack receipt of IE Insp Repts 50-369/B3-29 I. 50- I/O/EIJ 31 
No proprietary info 

TUCKER, H B Duke Power Co B2/1O/O0 O'REILLY, J P Region J 
Office of Director Ip 15776 352 24X Fiche 50 367* 03/1 R/OJJ 

0210220206 


8208190238 IE Sulietin 62-03* "Stiess Corrosion Cracking in Ihul 
Ual 1, Earge-Di ameter. Stain loss Steel. Roc ircu lotion Sys 
Piping at QWR Plants " Sve list end 

DEYOUNG. R C Director's Office. Office of Inspection and 

EnforceiDent 02/10/14 Consolidated Edison Co of New Vurk 

115pp 15010 125 a4X Fiche 50-000. 62/10/14.0200170238 


R Periodic operating reports I. related correspondence 


6210190742 Forwards monthly operating rept for Sept 1762 

TUCKER, H D Duke Power Co 82/10/15 Director's Office. Officr 
of Inspection and Enforcement Ip 15737 0B5 24X 

Fiche 50-369,02/10/15,6210190742 


— 0210190/51 Monthly operating rept foi Sept J902 

REAVIS, J A Duke Power Co 62/10/15 6pp 15/3/ 066 /4i 

FUhe 50-367.82/10/15.0210170742 


5 Reportable occurrences, LERs 8i related c or responiJe tu e 


6210010006 Responds to FDIA request for 19 categories of docuiMnU rt 
nuclear reactor events ^ safety problems Forwarils documents 
listed in App A 

FELTON. J li Division of Rules and Records 82/06/20 UDf-M *h A 
Critical Mass Energy Project 15pp 15727 005 S4X 
rich* 50-000,02/06/28.8210010008 


--011OOSOOIB Requests addl info from util re 010714 safety miriijcit 
natural circulation event during per f ormance of loss of 
controi room test Info needed includes data just prior to 
trip U up to 1-h following event 

SANDS, 5 P Director's Office 01/09/22 DIRKCL-R licrrsiri 
Branch 1 Ip 15730 272 24X Fiche 50 - 000 , 82 / 06 / 20 , 132101 ) irC«Mj 


— 8210050124 Summary of 810610 operating leactor events meelir} 

LAINASi 0 C Assistant Director for Safety Assessment fJl/Uh/J/ 
EISENKUT, D 8 Division of Licensing 5p p 15729 21/ S’**)/ 

Fiche 50-000. 02/06/28, 6210010000 


0210010424 Forwards IE Insp Repts 50-369/82-27 fc 50-370/02-2 1 nn 
020726-0820 No noncomp I lance noted 

DANCE, H C Division of Project Resident Programs fl^/Of/OO 
TUCKER. H 0 Duke Power Co 2pp 15569 343 24X 

Fiche 50-369,82/09/00,8210010424 


—6210010436 IE Insp Repts 50-369/82-29 6 50-370/82-23 CTi G20/*36‘^'t'^'' »'■' 
noncomp llance noted Major areas inspected maint, 
surve 1 n anc e. hot functional test, op erational safely 
verif ica tio m s Ign 1 ficant event followup 6 plant traniienlt 
BEMI8.P ft . HOPKINS, P * QRYANT. J C Division of Project i 
Programs 82/07/08 6pp 15569 345 24X Ticho 50-367. 62/ 09 

6210010424 


8210130177 Forwards LER 02-O67/O3L-O Detailed event analysii 
TUCKER, H D Duke Power Co 02/10/01 Q^REILLY. J P Regnpn S 
Office of Director 3pp 15673 022 24X Fiche 50-369*83/10/51 

B210130177 


— 0210130160 LER 02-O67/O3L-O on 020903. I nves 1 1 gat i on of levirel ujtii i 
fire detection sys zone alarms resulted in sys beins 
deciartd inoperable Caused by water in data gathering panfl 
creating ground condition affecting entire sys 
NAWDPCI.P D Duke Power Co B2/10/01 Region 3. 

Director Ip 15673 025 24X Fiche 50 - 369 , 82 / I 0/0 1, 82 101301// 


0210220318 Forwards LER 82-070/03L-0 

TUCKER. H 6 Duke Power Co 02/10/15 O'REILLY, J P 

Office of Director Ip J5776 043 24X Fiche 50-369,02/10/1=^ 

021D22O3J6 


— 0210220327 LER B2-070/03L-0 on 020916, one of two required oiVJ*" 
analqears failed tn alarm after simulated high oiygen 
concentration generated Caused by misposi tion of toggle 


switch Switch returned to correct position . 

NARDOCf.P- e Duke Power Co 82/10/15 

Director Ip 15776 044 24 X Fic he 50-369, 02/ 10/E5, 82l02?0/'« 
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DOCl^Fr 50“':i70 WILLIAM Q MCGUIRE NUCLEAR STATION, UNIT 2 


A App 1 ) c dt 1 an/construc t » on stage- {locuments i> correspondence 


htlOOlOCOB Responds to TOIA request for 19 cotesories of documents re 
nucteai reactor events & safetij problems Foruards documents 
listed Jn App A 

rELTDN*- v/ M Division of Rules and Records B2/D^/2B UDELL , R A 

Critical Mass Ener-gij Project I5pp 15727 005 2-q)( 

Fit he 50- 000> 82/06/20. 6210010000 


--eOOB050265 Discusses addl required info to better define potential for 
cracking m reactor vessel noiiles 

NDO’JAri. <' 5 Assistant Director for Materials ^ Qualifications 
Engineering QO'05/05 TERESCO.R L Assistant Director for 
licensing 3pp 15727 176 24XFiche 50-000, P2/06/2B. 821 OOlOOOO 


03 1 00‘}0‘124 Foruards request * or addl info re hydrogen control 
Loordinated utiJ response suggested by mid-Oc t 1982, since 
subj IS generic Id ire condenser plants 

IJDUAKf T ri Assistant Director for Licensing 82/09/17 TUCKERpM D 
Duke Rower Co lOpp 1557/ 241 2AX Fiche 50-869,82/07/17, 
e2L00‘IO424 


0210180389 Notifies that 790330 application requesting extenaion of 
const completion dates eiempt from fee requirements since no 
review commenred on application prior to issuance of QL 
Refund foithcoming 

HULERfll O License Fee Management Branch 02/09/24 PARKER, W C 
Duke Pouier lo Ip 15746 357 24X Fiche 50-367. B3/09/24, 

8210180309 


0210040354 Forwards application to amend LUonse NPF-7 (> CPPR-64, 
consisting of Revision 43 to FSAR & Revision 6 to 
Evaluation of Effects of Postulatod Pipe Failures Outside 
Contairrnent for McOuire Nuclear Station '* 

lUCKER.H B Duke Power Co 02/10/01 DENTON, H R Office of 
fwutioar Reactor Regulation, Director ppp J 6575 032 24X 

riche 50-369. 82/ 10/Oj . 0210040354 


8P10-040273 Application to amend License NPr-9 l» CPPR-G4f const sting of 
Hovisi-on 43 to rSAR it Revision 6 to ‘'Evaluation of Effects 
of Postulated Pipo Failures Outside Cc^nta inment for 
McOuiro Nuclear Station “ 

TUCKER, Ml? Duke Power Co 02/10/01 1 6pp 15595 035 24X 

Ficbo 50-369, 82/10/01. 8210040254 


i2t0040«J79 Revision 6 to “Evaluation of Effects of Postulated Pipe 
Failures Outside Containment for McOuire Nuclear Station ” 
tt Duke Power Co MDS/PDG 77“ I 82/10/01 3pp 15395 051 24X 

Fiche 50 369 02/10/01.0210040254 


02 lOl 30262 Forwards figures to Revision 43 to TSAR, Inc 1 uded in 821001 
application for Amend 69 to License NPF-9 Sc CPPn-84 Subj 
matl 1 nad vci t ently omitted 

Tin.KER.Ji I> Duke Power Co 02/10/0/ DENTON.MR Office of 
NuclOier Reactor Regulation. Director Ip 34X Flche 50-369, 
02/10/0 / . Q210130S62 


321023040/ Requests info demonstrating that Unit 2 equipment meets 
same seismic i dynamic qualification requirements as Unit I 
Info requested by 021 027 

AOFNSAM, E G Licensing Branch 4 02/10/08 TUCKER. H 0 Duke Power 

Co 2pp 15059 329 24X Fiche 50-369.02/10/00,0210200407 


821O10OI2U Forwards list of important differences in Unit 1 & 2 design 
features, in support of review of proposed OL far Unit 2 
TUCKER. M a Duke Powor Co 02/10/U DENTON.MR Office of 
Nuclear Reactor Regulation. Director ADEN SAM. E Q Operating 

Reactors Branch 4 2pp 15719 333 24X Fiche 50-370,02/10/11. 

02101801^0 


»2i035Q304 Forwards revised requests for relief from hydrostatic 
testing requirements on feedwater sys for steam generators *< 
Unit J safety injection sys ASME Code Section XI 
impractical 

TUCKER, H 0 Duke Power Co 02/10/19 DENTON, H R Office of 
Nuclear Reactor Regulation. Director 8pp 19790 205 24X 

Firhe 50-369,02/10/19.8210250304 


F Securitv-i medical, emergency & fire protection plans 


0210190077 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 02/07/27 Document 
Management Branch ip 15761 127 24X Fiche 50-369f 82/09/29. 

B210I90097 


— 8210190103 Forcuerds public version of revised emergency plan 

implementing proc edure. me i ud i ng Procedure AP/O/A/5500/27 re 
care & transparta t con of contaminated injured individuals 
trofli Site to Q-ffsite medical facility 

TUCKER, H a Duke Power Co 02/09/15 DENTON. HR Office of 
Nuclear Reactor Regulation, Director 2p p 15761 123 24X 

Fiche 50-369, 82/07/29, 3210170077 


— 821O19Q1O0 Public version of revised emergency plan implementing 
procedures, including Procedure AP/O/A/5500/27 re edra 4, 
transportation of c ontami mated injured individuals from 
site to offsite medical facility 

OLOVEH.M 3 Duke Power Co B2/0B/30 '92pp 15761 130 24X 

Fiche 50-369,02/09/29,0210190097 


8310070072 Notifies that local alarms missing from control room fire 
tones will be installed by S3070l,par Uan 1979 fire 
protection review Issue not considered significant safety 
concern 

TUCKER, H Q Duke Power Co B2/09/30 DENTON, N R . ADENSAM, E 0 
Office or- Nu-c tear Reactor Regulation. Director Ip 15628 164 24X 

Fiche 50-369, 32/07/30,^210070072 


0210100254 Responds to util B205ZO Itr re Revision 13 to physical 
security plan Changes consistent w/pr ovis tons of 
10CFR5O 54<pJ 

ADENSAH. E 0 Licensing Branch 4 82/07/30 TUCKER, H Q Duke Power 

Co 2pp 15745 337 24X Flcho 50-369,82/09/30.3210130254 


0210150510 Forwards revised McOuire Nuclear Station Fire Protection 
Revieu Submittal supersedes all previous revisions 
TiiCKER.H D Duke Power Co 02/10/07 CEMTON, H R , A DENS AM. E 0 
Office pf Nuclear Reactor Regulation. Director Ip 15714 219 SAX 

Fiche 50-369. 02/10/07, 0210150519 


—0210150522 Revised '’McOuire Nuclear Station Fire Protection Review " 
4 Duke Power Co 82/09/30 I79pp 15714 220 24 X 

Fiche 50-369,02/10/07.0210150518 


621027013S Releases public version of revised emergency plan 
implementing procedures 

FELTON. J H Division of Rules and Records 02/10/03 Document 

Nanagement Dranch Ip 15935 136 24X Fiche 50-369^03/10/00. 

3210270102 


— 8210270139 Forwards public version of revised emergency plan 
Implementing procedures, i nc I ud ing Procedure EP/O/A/DOOO/05 
re notification of unusual event . EP /0/A/S 000/06 re alert 6 
EP/O/A/ 5000/09 re general emergency 

TUCKER. H a Duke Power Co 33/09/23 DENTONi M R Office of 
Nuclear Reactor Regulation. Director 2p p 15835 l37 S4X 
Fiche 50-36 7. 82/ 1 0/03. 92 1 0270 1 32 


— 0210270144 Public version of revised emergency plan implementing 
procedures, Including Procedure EP/O/A/SOOO/OS re 
notification o# unusual e van t. EP/O/ A/ 5000/06 re alert & 
EP/0/A/8000/OB re general emergency 

OLDVERrM S . OJLDERT. 0 D Duke Power Co 02/09/13 02pp 
15035 139 24X Flcho' 50-369, 82/10/08.0210270132 


0210170740 Forwards evaluation of facility cDncerning applicable 
requirements of lOCFRSO.App R Device locations it cable 
reutsa omitted due to similarity w/l/nit 1 

TUOKER, H 0 Duke Power Co 02/10/12 DENTON, H. ft Office of 
Nuclear Reactor Regulation, Director ADEN 9 AM, E O Licensing Branch 

4 Bpp 15736 830 24X Fiche 50-370, 02/1 0/13, B210I90740 


0210200016 Releases public version of revised emergency plan 

FELTON.J M pivlsion of Rules and Records 32/10/12 Document 

Management Branch Ip 15063 006 24X Fiche 50-369. 38/10/13. 

0210200016 


— 0310200017 Forwards public version of Revision 7 to emergency plan 
TOCKEfi.H 0 Dube Power Co 98/09/30 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 1SB63 007 34X 

Fiche 90-369.02/10/12,0210230016 


— 921020002:0 Public version of Revision 7 to emergency plan 

MCINTOSH. II D Duke Power Co 32/09/30 29pp 15063 009 24X 

Fiche *0-369.92/10/13.0210230016 


H Oenerat correspondence 


8210130046 Responds to 320912 Itr request that NRC coTitlnus to send 
copies of correep ondence to util on McOulre Since McOuire 
proceedings corplste tc documents in LPDR. request denied 
AOENSAM.E.O Licensing Drench 4 82/09/20 RILEY, JU. Carolina 

Environmeti tal Study Oroup Ip 15696 284 24X 

Fiche 50-000.38/09/20,8210130046 
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K Utility Final Safety Analysis Report (FSAR) tc amentfs 


3210040254 Fpruarils application to ametid License UPF-9 &r CPPR'34* 
consisting of Revision 43 to FSAR Revision 6 to 
''Evaluation of Effects of Postulated Pipe Failures Outside 
Containment for McOuire Nuclear Station ” 

TUCKER/ H P Dute Pouer Co 32/lO/Ot DENTON, H R Office of 
Nuclear Reactor Regulation/ Director ADENSAM.E G Licensing Branch 
4 3pp 15395 032 34X Fjche 50-369. 03/10/01, B2 10040254 


— ‘021OO4O3B6 Revision 43 to TSAR Fourteen aperture cards available in 
PDR 

a Duke Pouer Co 82/10/01 303pp 15595 054 24X 

Fithe 50-369, 82/10/01, 0210040254 


6210130362 Forwards figures fco Revision 43 to FSAR, me luded m 821001 
application for Amend 69 to License NPF-7 t* CPPR-04 Subj 
matl inadvertently omitted 

TUCKER, H D Duke Power Co 82/10/07 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAN/E 0 Licensing Qranch 
4 ip 15675 393 24X Fiche 50-069,32/10/07/8210130262 


—8210130263 Figures for Revision 43 to FSAR 

* Duke Power Co B2/10/07 42pp 15675 294 24X 

Fiche 50-369,02/10/07,0210130262 


0 Inspection reports, IE Bulletins h correspondence 


6210010424 Forwards IE fnsp Repts 50-369/62-29 6 50-370/63-33 on 
820736-0030 No noncomp 1 iance noted 

DANCE, H C Division of Project Resident Programs B2/09/08 
TUCKER/ H B Duke Power Co 2pp 15569 343 24X 

Fiche 50-369/82/09/08,0210010424 


-0210010436 IE Insp Repts 50-369/02-39 6 50-370/62-23 on 020726-0820 No 
noncompliance noted tlajor areas inspected maint, 
survei i lane e, hot functional test, operational safety 
ver if ication, s ignif leant event followup It plant transients 
DEMIS, P R . HOPKINS, P , DRYANT, J C Division of Project & Resident 
Programs 83/09/00 6pp 15569345 SAX Fiche 50-369,82/09/00, 
8210010424 


0210010451 Forwards IE Insp Repts 50-369/82-28 I. 50-370/02-22 on 
920317-20 No noncomp 1 iance noted 

DANCE/ H C Division of Project V Resident Programs 82/09/08 
TUCKER, H D Duke Power Co 2pp 15572 397 34X 

Fiche 50-369/82/09/08/0210010451 


”8210010459 IE ln»p Repts 30-369/82-20 & 30-370/02-22 on 820017-20 No 
noncomp 11 ante noted Major areas inspected preoperational 
test procedure review it test witnessing 

JOHNSON. A H / HHITENER/H L , JAPE.F Division of Engineering 

Technical Programs 82/09/07 6pp 15572 299 24X 

Fiche 50-369,82/09/09,8210010451 


8210010070 Ack receipt of IE Insp Repts 50-369/63-26 tc 50-370/82-20 
No proprietary Info 

TUCKER. H B Duke Power Co 82/09/15 O'REILLY, JP Region 2. 
Office of Director Ip 1556S 259 24X Fiche 50-369,02/09/15, 
0210010090 


0210010387 Ack receipt of IE Insp Rept 50-370/02-19 No proprietary 
info 

TUCKER, H 0 Duke Power Co 82/09/15 O'REILLY, JP Region 2, 
Office of Director ip 15569 2ll 24X Flrhe 50-370.02/09/15, 
8310010307 


8210150053 Forwards IE Insp Rept 50-370/02-25 on 820031-0903 No 
noncomp 1 iance noted 

DANCE. H C Dlvlilon of Project l< Resident Programs 02/09/22 
TUCKER, H D Duke Power Cc, 2pp 15701 U9 24X 
Fiche 50-370.82/09/22.0210150053 


—0210150062 IE Insp Rept 50-370/02-25 on B20B3I-0903 No noncomp 1 lance 
noted Major areas inspected preoperational test procedure 
reviews U witnessing 

JOHNSON, A H , JAPE.F Division of Engineering it Technical 
Programs 82/09/15 4pp 15701 121 a4X Fiche 50-370,82/09/22, 
0210150053 


8210010093 Ack receipt of IE Insp Rapt 50-370/82-21 No proprietary 
info 

TUCKER, H.E Duke Power Co 82/09/23 0'fiEILLV,Jp Region 3, 
Office of Director Ip 15565 003 24X Fiche 50-370,02/09/23, 
8210010093 


8210150116 Forwards IE Imp Repts 50-369/82-32 (, 50-370/02-26 on 
830831-0903 No noncompliance noted 

DANCE. H C Division of Project *< Resident Programs 02/09/24 
TUCKER, H 8 Duke Power Co 2pp 15698 018 24X 

Fiche 50-369,82/09/24,8210150116 


— 0210 J 50133 1£ Insp Repts 50-369/03-32 f* 50-370/02-26 on 020831-0903 Nn 
noncompl iance noted Major areas inspected licensee actions 
on previous enforcement matters, 1 ic enseo identified items K 
hanger weld fabrication 

ECONOHCS.N , DLAKE, J J Division of Engineering S' Technical 
Programs 82/08/22 5pp 15698 020 24X Fiche 50-369,05/09/24, 

8310150116 


8310220328 Forwards IE Insp Rept 50-370/82-28 on 830914-17 No 

noncompliance noted 

DANCE.H C Division of Project b Resident Programs 02/09/29 
TUCKER, H D Duke Power Co 2p p 15776 145 24X 

Fiche 30-370,02/09/39.8210220328 


— 0210220337 IE Insp Rept 50-370/62-20 on 620914-1? No noiK omp 1 i one e 
noted Major areas inspected p reoper a t lona 1 test procedure 
V task package reviews 

J0H.NS0N, A H Division of Project 6 Resident Programs JAPE,! 
Division of Engineering 2, Technical Priigrams 02/09/26 4pp 
15776 147 24X Fit ho 50-370, 02/09/29, 021 022032Q 


0308190233 IE Info Notice 80-33. Guppl 1, "Leaking Xt Dislodged 1 125 
Implant Seeds " Sve list end 

CODO, L I Division of Fuel Facilities, Materials b Safeguards 
62/10/06 Consolidated Edison Co of Hew York 66pp 15761 2‘)0 
24 X Fiche 50-000,02/10/06.0208190233 


8210230202 Ack receipt of IE Insp Repts 50-369/62-20 U 50-370/82-32 
No proprietary info 

TUCKER, H D Duke Power Co 02/10/08 n'RElLLY.J P Roginn J, 
Qrfice of Director Ip 15776 357 24X Fiche 50-369,02/10/08. 
8210220202 


0210220206 Ack receipt of IE Insp Repts 50-369/02-29 h 50-370/02-23 
No proprietary mfo 

TUCKER, H B Duke Power Co 83/10/08 O'REILLV, J P Region «/, 
Office of Dlloctor Ip 15776 352 24X Fiche 50-369,82/10/013, 
0310320306 


0208190238 IE Bulletin 02-03, "Stress Corrosion Cracking in Thick- 
Ua 1 1. Large-Dl ameter. Stain 1 ess Steel > Recircu lotion Sys 
Piping at DNR Plants " Sve list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/10/14 Consolidated Edison Co of Now York 

ilSpp 15810 125 24X Fiche 50-000.82/10/14,0300190238 


S Reportable occurrences, i ERs b related correspondence 


8310010424 Forwards IE Insp Repts 50-369/02-29 L 50-3/0/03-23 on 
820726-0820 No noncompliance noted 

DANCE, H C Division of Project b Resident Programs 82/09/00 
TUCKER. I< D Duke Power Co 2pp 15569 343 34X 

Fiche 50-369.82/09/08.8210010424 


—8210010436 IE Insp Repts 50-369/82-29 L 50-370/02-23 on D307P6-OD30 
noncompl iance noted Major areas inspected maint. 
surve 1 1 lane e. hot functional ies t, op ei at iona 1 safety 
ver 1 f ication. s igni f leant event followup A plant transients 
BEMISiP R Division of Project A Resident Programs 02/09/00 
6pp 15869 345 24X Fiche 50-369, 02/09/08, 8210010424 


8210290045 Significant Deficiency Rept 9D 370/82-05 re problem w/BSFS 
on-line testing circuits Initially reported on 020920 Test 
procedures revised to ensure relay test circuits in GBP8 
operate properly 

TUCKER. H Q Duke Power Co 82/10/20 O'REILLY. J P Region 2. 
Office of Director 3pp 15053 331 24X Fiche 50-370,82/10/30, 

8210390045 


DOCKET 50-373 LASALLE COUNTY STATION, UNIT 1 


A Appl 1 cfltlon/construc tian stage documents & correspondence 


6210010008 Responds to FOIA request for 19 categories of documents to 
nuclear reactor events A safety problems Forwards documents 
listed in App A 

FELTON, J M Division of Rules and Records 82/06/28 UDELL, R A 
Critical Mass Energy Project ISpp 15727 005 24X 

Fiche 50-000,02/06/28,6210010000 


— 6008050265 Discusses addl required Info to better define potential f 
cracking in reactor vessel noiiles 

NOONAN, V 8. Aesistant Director for Materials A Qualifications 
Engineering 80/05/05 TEDE8C0,R L Assistant Director for 
Licensing 2pp 15727*176 24X Fiche 50-000.82/06/20,0210010000 
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r Security- medical, emergency h fire protection plans 


02C92'?012'> Releases public versinn of revised generating station 
emergejicy plan corporate command ctr emergency plan 
implementing procedure 

FELTON, J H Division of Rules and Records 82/09/16 Document 

Management Hranch Ip 1554,4 122 24X Fiche 50-000,82/09/16, 

8209290135 


-3209290189 Forwards public version of Revision 4 to generating station 
cmeigency plan coiporate command ctr Emorgeneq Plan 
f mp 1 eme n t I n g Procedure E8F-3, "Fnvl ron/Emer gency 
CoordiTiatijr '* Receipt form encl 

PAuDUShl-J E Commonwealth Edison Co 82/09/01 DENTON, H R NftC 
- No Detailed Affiliation Given Ip 15564 123 24Y 

Fiche 50-000- 82/09/16, 0209290125 


8209290325 Public veisitin of Revision 4 to generating station 
piTiorgency plan corporate command Ctr Emergency Plan 
Implementing Procedure EClF-s, "Env 1 1 on/Emergency 
Coordinator ' 

PAv/8WSKl,J E Commontijea I th Edison Co 82/00/31 llpp 
19564 124 24X FiLhO 50-000, 82/09/ 16, B209290125 


<i'lCOb0379 Forwards IE Irsp Rept 50-373/82-19 on 820317- 19, 24-26 i< 
0403 No noncomp 1 lance noted 

I ITTLE,11 S Division of Engineering 6 Technical Programs 82/09/21 
nCFD, r Commonwealth Edison Co 2p p 15618 330 34X 

f-iche 50*373.03/09/21,8210060379 


H2J00603B4 IE Insp Rept bO~373/02'19 on 830317-19,24-26 t, 0400 No 
nnne ump 1 1 once noted Major areas inspected licensee action on 
previous insp findings le fir® protection program 
flENDEZ.R . GRDDE, WILLIAMS- C C Division of Engineering & 

Te-chniccil Programs 02/07/14 I3pp I56IQ 333 24X 

Kiche 50-373. 82/09/21, Q3100603/7 


10030052 Ack receipt of 820923 Itr informing NRC of steps taken to 
.oriect violations noted in IE Safeguards Insp Rept 
50-371/03'J9 

MllLER.vlR Division of Engineering 1. Technical Programs 02/09/30 
REED-C CommonuJoa 1 ih Edison Co 2pp 15605 188 24X 

r I r he 50-37 J, 82/07/30, 02 1 0050052 


P2*l0050056 Forwards rosponso to NRC 820824 Itr re violations noted in 
IE Eafeguaids Insp Rept 50*373/02-39 Response withheld 
( 1 ef 10crR73 21 1 

DEI GEORGE. L 0 CommonueaUh Edison Co 02/09/23 KEPMLCR,JO 
Region 3, Office of Dirpctur 2pp J5605 190 24X 

Fiche 50-373, B2/09/30. 0210050052 


10130376 Advises that installation of offsite doee calculation sys 
program fully operational tracking model & opordilonal 
A'model ui 1 1 be delayed until Q2I231 to complete prirrtD 
computer i*, ita I lat i nn 

bWARTZiE D Commonwealth Edison Co 02/JO/O6 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 1S602 098 SAX 
Fjcho 50-000,02/10/06.8210130376 


10290047 Releases public version of revisions to Quad Cities. Zion (< 
Presden emergency plan annexes 8, revised generating 
station emergency plan telephone directory 

FELTON, J M Division of Rules and Records 02/10/00 Document 
Management Branch Ip 15877 313 24X Fiche 50-000,82/10/00, 

6210290047 


02102900/90 Forwards public version of Revision 3 to Quad Cities & Zl<in 
emergency plan annexes, Revis i on 2 to Dresden emergency plan 
annex, Revi s 1 on 0 to Oyron omcigency plan annex & revised 
generating station emergency plan telephone directory 
MOORE, R D Commonwealth Edison Co 02/07/30 DENTON, H R NRC - 

No Detailed Affiliation Oiven Spp 15077 314 24X 

Fiche 50-000, 82/ J 0/00, 0210290047 


6210290000 Pub 1 1 c version of revised generating station emergency plan 
telephone directory 

GALLErD P Commonwealth Edison Co 83/08/12 43pp 15070 210 
34X Fiche 50-00D, 02/10/00. 0210290047 


10220350 Provide* info re organ i xat ion ^ performance of dvpts 
responsible for radiation protection activi ties, per 820702 
commitment Training coordinator assigned In Apr 1982 to 
improve health physics training programs 

TRAHM, T R Commonwealth Edison Co 82/10/14 DENTON, H R Office 
0 # Nuclear Reactor Rogulation, Director 9pp 15776 207 24X 

Fiche 50-000, 82/10/14, 8210220350 


G Adjudicatory correspondence 


9210040366 Responds to appeal re denial of FOIA request for four 
affidavits concerning allegations of improper const 
practices at facility Forwards requested info Page 4 of 
E Grave affidavit withheld (ref F8IA Exemption 7) 

DIRCKS, M J Office of the Executive Director for Operations 
02/08/24 STEPrOE, P P I sham, Lincoln & Deal e 2pp 15S97 303 
24X Fiche 30-373,02/00/24.0210040366 


— G21O04O375 Forwards four affidavits re safety problems at facility 
Proprietary mfo deleted from two affidavits 

DEV INC, T Institute for Policy Studies 82/05/11 FDHTWMA. H 
Director's Office, Office of Inspection and Enforcement Ip 
15597 313 24X Fiche 50-373, 02/08/24, 021 0040366 


--B207140491 Affidavit re results of sloppy concrete paurc.holee & 
honeycombs in concrete Accumulated debris not disposed of 
priur to pour << too much concrete poured at one time Worker 
health not main concern of supervisors 

SWARTZ, 0 W Affiliation Unknown 02/06/24 iOpp 15597 316 
24X Fiche 50-373,02/00/24,8210040366 


-**0207140494 Affidavit re safety-related const flaws in installation of 
pipes ^ supports Pipes 8, hanger supports not placed as 
specified 

GREVE,E Affiliation Unknown 82/04/22 6p p 15997 326 24 X 

Fiche S0--373, 02/08/24, 0210040366 


'0207140497 Affidavit r® damage to fire protection equipment such as 
sprinklers throughout plant during const Concerns raised 
over core drillings of concrete reinforcement bars in 
containment walls & pedestal Hangers not as specified 
* Affiliation Unknown 02/04/21 6pp 13597 332 24X 

Fiche 50-373. 82/08/24, 0210040366 


--B207 140500 Affidavit re sloppy workmanship leading to const damage 
Const craws core drilled through reinforcement bars, 
containment wall Zt reactor vessel pedestal around 694 foot 
elevation of Unit 1 

* Affiliation Unknown 62/04/21 3pp 13597 330 24X 

Ficbe 50-373,02/00/24,0210040366 


H General correspondence 


6210070042 Responds to 820816 Itr re third party review Forwards Itr 
responding to util selection of CF Braun Si program for 
review of HVAC sys 

NOVAK, T M Assistant Director for Licensing e2/09/t0 
NORELLA, S L Affiliation Unknown 2pp 15646 226 24X 

Fiche 30-373. 02/09/10,0210070042 


— 0210070049 Responds to 820013 Itr re third party review Forwards Itr 
responding to util selection of CF Braun 6 program for 
review of HVAC sys W/o stated end 

NOVAK, T M Assistant Director for Licensing 62/09/10 DEVINE, T 
Affiliation Unknown Ip 19646 220 24X Fiche 50-373. 02 /Q?/10i 

0210070042 


— 021OO7QO51 Responds to 820013 Itr re third party review Forwards Itr 
responding to util selection of CF Braun program for 
review of HVAC sys W/o stated end 

NOVAK, T M Assistant Director for Licensing 62/09/10 
HOWARD, A T Affiliation Unknown Ip 19646 229 S4X 
Fiche 50-373, 82/09/10,8210070042 


— 0210070055 Responds to 020024 Itr re third party review Forwards Itr 
responding to util selection of CF Braun ic program for 
review of HVAC sys W/o stated encl 

NOVAK, T M Assistant Director for Licensing 02/09/10 
GOODIE. 0 8 llUnoisr State of Ip 15646 230 24X 

Fiche 90-373,82/09/10.8210070042 


— 8210D70061 Responds to 02OB24 Itr re third party review Forwarcts Itr 
responding to util selection of CF Braun U program for 
review of HVAC sys W/o stated end 

NOVAK, T H Assistant Director for Licensing 82/09/10 
RQREMiBL Affiliation Unknown Ip 19646231 24X 

Fiche 90-373, 02/09/10, 0210070042 


— 0210070066 Responds to B20B24 Itr re third party review Porwards Itr 
responding to util selection of CF Braun & program for 
review of HVAC Sya Revisions also encl 
NOVAK, T H Assistant Director for Licensing 02/09/10 

OOODLfE H Citiiens Against Nuclear Rower Ip 15646 332 24X 

Fiche 30-373,02/09/10,8210070042 
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P □pvr.ating lictnte itage documents t correspondent* 


8208040341 Forward* INEL draft technical evaluation rept based on ufcil 
response to B01222 generic Ur, ''Control oF Heavy Loads " 

Conference call to resolve open items planned in approi 4 
uts W/o end 

5CflNENCER<A Licensing Branch 2 82/07/02 OELCEORCEp L 0 

Commonuialth Edison Co 2pp 14978 002 24X Fiche SO-373, B2/07/02, 

S20B04034I 


G210010D15 Discusses util 020824 t 27 technical proposals for 
Independent HVAC sys review required by License Condition 
2 C 03>(b> Selection qf CF Braun as reviewer acceptable 
Listed comments on program should be considered 

NOVAK. T H Assistant Director for Licensing 02/09/08 REED. C 
Commonuiea 1 th Edison Co 4pp 15577 242 24X Fjche 50-373*02/09/08, 

0210010015 


0210040221 Forwards Revision 10 to "Hark II Design Assessment Repf' 
containing confirmatory assessment of containment design 
adequacy for pool dynamic loads developed in conjunction u/ 
long-term program described in NUREO-OBOfl 

SCMROESER.C U Cornmonu/ea 1 th Edison Co 02/09/24 SCHUENCER.A 
Licensing Branch 2 2pp 155B7 179 24X Fiche 50-373,82/09/24. 

0210040221 


— 0210040223 "Mark II Design Assessment Repfc* " Revision 10 

tt Ccmmonuealth Edison Co 02/09/30 02pp 15587 101 24X 

Fiche 50-373.02/09/24*8210040221 


02100500 9 7 Forwards evaluation of draft owners group rept re 
alternative design mods of automatic depres sun ration sys 
(ADS) logic Incorporation of manual ADS inhibit switch 
w/frimer recommended 

5CHR0EDER.C M Commonujea 1 th Edison Co 02/09/30 SCHUENCER.A 
Licensing Branch 2 30pp lSi04 353 24X Fiche 50-373.02/09/30. 

8210050097 


8210130241 Responds to NRC 820706 request For eddl info re high energy 
line breaks an postulated nonsafety power b uses, nonsafety 
control sys or nonsafety sensor s. incl uding instrument line 
fa i lures 

SCHROEDER. C U Commonwealth Edison Co 62/10/04 SCHHENCER.A 
Licensing Branch 2 llpp 15674 151 24X Fiche 50-373.82/10/04* 

6210130241 


0210130233 Informs that EHD MI 9644 mod re diesel generator prelube 
oil pump mod is superior to NRC proposed fix It meets 
functional requirements of License Condition 2 C 21 b 
Prelube would degrade reliability of diesel generators 
SCHROEDER, C W Commonwealth Edison Co 62/10/06 SCMWENCER»A 
Licensing Branch 2 6pp 15675 220 24X Fiche 50-373, 02/10/06. 

8210130233 


021O26O5S6 Forwards Revision 3 of Chapter 9 of "Offsite Dose 
Calculation Manual " 

GOLDEN. J C Commonwealth Edison Co 02/10/06 CASE. E 0 Office of 
Nuclear Reactor Regulation. Director 2pp J5B05 137 24X 

Fiche 50-000.82/10/06.6210260526 


— B2I0260542 Revision 3 of Chapter 9 of "Offsite Dose Calculation 
Manual *' 

• Commonwealth Edison Co 02/09/30 03pp 15005 139 24X 

Fiche 50-000, 02/ 10/06, 02 1 0260526 


— 021019060) IE Mgt Meeting Repts 50-373/02-44 it 50-374/02-12 on G20D30 
ti 0913 No noncomp ) lance noted Major areas discussed voids 
found in wail at 7iO 5-ft elevation on Column Line 16 
JACKIU. I N . LIPINSKI.R Division of Engineering U Technical 
Programs 92/09/20 I6pp 15739 289 24X Fiche 50-373.82/09/29, 

0210190589 


8210050052 Ac k receipt of 820923 Ur informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Rept 
50-373/82-39 

MILLER. JR Division of Engineering h. Technical Programs 82/09/3(1 
REED. C Commonwealth Edison Co 2pp 15605 180 24X 

Fiche 50-373,02/09/30.0210050052 


— 021DOSOO56 Forwards response to NRC 020024 Itr re violations ricitoci m 
IE Safeguards Insp Rept 50-373/02-39 Response withhold 
(ref 10CFR73 21 ) 

DELCEORGE. L 0 Commonwealth Edison Co 02/09/23 KCPPLCW * J 0 
Region 3. Office of Director 2pp 15605 190 24X 

Fiche 50-373. 02/09/30, 02 1 0050052 


8210060266 Ac k receipt of 020916 Itr informing NRC of steps taken to 
correct pohcomp 1 l ance noted in IE Insp Rept 50-373/82-37 
SPE&SARO. R L Division of Project & Resident Programs 02/10/04 
REED. C Commonwealth Edison Co Ip 15621 079 24 X 

Fiche 50-373, 02/ 1 0/04. 02 1 0060266 


— 0210060260 Responds to NRC 020017 Itr re noncomp I lance noted in If 
Insp Rept 50-373/02-37 Corrective actions training conducted 
on 020709 w/entire instrument maint shop, covering LAP 300-9 
it LIP GM-02 which was documented for training records 
DELOEORGE. L 0 Commonwealth Edison Co 02/09/16 KCPPLER, ,I 0 
Region 3* Office of Director 3pp 15621 080 24X 

Fiche 50-37 3, 02/10/04, 021 <X>60266 


821 0190602 Forwards IC Insp Rept 50-373/02-42 on H20t)06-()90l No 
noncomp 1 lance noted 

LITTLE, W 8 Division of Engineering 6 Technical Programs 82/10/04 
REED.C Commonwealth Edison Co 2pp 15730 146 24X 

Fiche 50-373, 02/10/04,0210190682 


--0210190694 IE Insp Rept 50-373/02-42 on 020006-0901 No none nmp 1 i ance 
noted Major areas inspected startup les 1 1 ng. rev i ew of 
startup test resul ts. comp lete review of safety relief valve 
6 special startup test procedure 

HAORA. F , RODINBGN, D . JACKIU* I Division of Enginaorlng tr 
Technical Programs 02/09/29 4pp 15730 148 24X 

Fiche 50-373,02/10/04,0210190602 


02OQI9O233 IE Info Notice DO 35, Suppl 1, "Leaking 6 Dislodged 1-125 
Implant 0oeds " Sve list end 

COBO.L I Division of Fuel Faciltties, Materials i* Enfeguard* 
82/10/06 Consolidated Edison Co of New York 66pp 15/61 250 
24 X Fiche 50-000,02/10/06,0208190233 


0210250105 Forwards IE Insp Ropts 50-373/82-4 1 it 50-374/82-09 on 
020002-31 & notice of violation 

STREETER, J F Division of Project it Resident Programs D2/10/07 
REED. C Commonwealth Edison Co 2pp 15707 152 24X 

FUhe 50-373*02/10/07.0210250105 


--021025010? Notice of violation fi om insp on D20BOa'31 

STREETER, J F Division of Project it Resident Programs 02/10/07 
ip 15787 154 24X Fiche 50-373.02/10/07,8210250105 


6210260151 Forwards supplemental response to EGW draft technical 
evaluation rept of util 920622 J tr re NDREO-0612, "Control 
of Heavy Loads at Nuclear Power Plants " 

SWARTZ, E D Commonwealth Edison Co 02/10/19 EISENHDT. D 0 
82^0260151^ i- 1 censing 17pp 15803 300 24X Fiche SO-373, 02/10/19, 


—8210250116 IE Insp Repts 50-373/02-41 6 50-374/02-09 on 020002-31 
Noncompliance noted unsupervised trainee performed 
reactivity manipulations 

OULDEMOND, M 0 * WRIGHT, 0 , MADISON. A Division of Project t> 
Resident Programs 62/10/04 9pp 15707 155 24X 

Fiche 50-373,82/10/07.8210250105 


0 Inspection reports, IE Bulletins it correspondence 


8210060379 Forwards IE Insp Rept 50-373/82-19 on 820317-19,24-26 it 
0408 No noncomp Hance noted 

Division of Engineering it Technical Programs 82/09/21 
REED, C Commonwealth Edison Co 2pp 15618 330 24X 

Fiche 50-373. 02/09/21,0210060379 


—6210060304 IE Insp Rept 50-373/02-19 on 020317-19,24-26 6 0400 No 
noncompliance noted Major areas inspected licensee action on 
previous insp findings re fire protection program 
MENBEI.R , OROSE.J.. HILLIAHS.C C O.vJ.iL & 

Technical Programs 02/09/M 13pp 15610 332 24X * 

Fich*. 50-373, 82/09/21. 0210060379 24X 


8210190569 Forwards IE Mgt Meeting Repts 30-373/02-44 |* 5 o- 374 /flP-i 3 
020830 It 0913 No noncompliance noted 50-374/82-12 

‘ T.cfcni«l Progr.«. B2/09/i 
REED, C Commonwealth Edison Co 2pp 15739 pn? hav 
Fiche 50-373, 02/09/29,8210190389 ' 


6200190230 IE Bulletin 82-03, "Stress Corrosion Cracking In Thlck- 
Wal 1, Large-Diameter. Stainless Steel, Rec ircu Ution 6ys 
Piping at DWR Plants " Sve list end 

DEVOUNOiR C Director's Office, Office of Inspection and 

Enforcement 02/IO/M Consolidated Edison Co of New York 

ll5pp 15810 123 24X Fiche 50-000,02/10/14,0200190230 


0210280122 Ack receipt at 020920 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-373/02-30 
Corrective actions acceptable 

fiPESSARDrR L Division of Project it Resident Programs 02/10/22 
REED, C Commonwealth Edison Co 2pp 15B37 108 24X 

Fiche 50-373,82/10/22,0210200122 


•0210280125 Forwards response to NRC 020819 Itr re violations noted in 
IE Insp Rept 30-373/02-30 Corrective actions onsite review 
conducted on 820524 to determine abnormal trend in LERs 
associated w/personneJ errors V lifted leads relanded 
DELOEORGE, L Q Commonwealth Edison Co 02/09/20 KEPPLER,J 0 
Region 3, Office of Director 7pp 13837 110 24X 

Fiche 30-373,82/10/22,0210280122 
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H Periodic operating reports & related correspondence 


8^10130200 Torujards monthly operating rcpt for Sept 1902 

OlEOEPICH'O J Commonuea 1 th Edison Co B2/10/07 Management 
Infoirtiatjon Oranch Ip 1S675 243 24X Eicha 50-373, 03/ 10/07. 
8210130200 


--92l0l30ai5 Monthly operating rept for Sept 19B2 

LlLRICM. 0 Commonuea 1 th Edison Co 02/10/07 I4pp 15675 244 
34X Fiche SO-373. 82/ 10/07.8210130200 


S Reportable occurrences LERs t related correspondence 


u.. 100401 31 FoT\*>ardS LEfi B2-09a/03L’0 

PIEDERICH. 0 J Commonweal th Edison Co 03/07/15 KEPPLER. G 
Region 3. Office of Oireclur Ip 15501 315 24X 

Fiche 50 373 83/09/ 1 ■>. Q2 1 00401 3 1 


— 8210190SH MPDES noncompliance notification on 0209 1 4, tn t a I suspiended 
solids h iron at outfall 001c low vol waste wasteiuater 
treatment facility exceeded allouiable limits Caused by 
upset pH due to Unit 2 const activities 

# Commonweal th Edison Co 02/09/29 Ip 15740 20S 24X 

Fiche 50-373,02/09/29,0210190 509 


0210190522 Forufards NPDES noncomp 1 lance repts 

DIEDERICH.G 0 Commonwealth Edison Co 02/09/3? KEPPLER/ J Q 
Region 3. Office of Director 2pp 15751 319 24X 

Fiche S0~373, 02/09/29,0210190522 


--B310190525 NPDES ndncomp 1 lance notification an 020909, total iron at 
outfall OOlq low vol waste wastewater treatment facility 
exceeded allowable limit Caused by upset pH due to Unit 2 
const activities Uork request initiated to install monitor 
e Commonwealth Edison Co 82/09/29 ip 15751 321 24X 

Fiche 50-373,82/09/29.0210190322 


' 0210040134 LER □3-098/03L-0 on Q20B26. 
installed on line lHl676a-l/2 inch i 
Caused by mechanical contractor desi 
Sriubbei installed ^ evaluation comp! 
SPENCER. 0 Comxionwoa I <-h Edison Co 
Of Director 2pp 15501 216 24X 

0310040131 


discovered that rigid restraint 
n place of snubber 
on t< Installation error 
e ted 

32/09/15 Region 3, Offico 
riche 50-073, 82/09/15/ 


RcJCOA 0251 Forwards LER 02 097/'03L-0 

DJEDERIlh.G J Commonwealth Edison Co 83/09/20 KEPPLER, J 0 
Region 3 Office of Director Ip 15621 201 24X 

Fjche 50 373. 82/09/20. 0310060251 


■8?J 00^0252 
rad lal J on 
Caused by 
initiated 
LUETT. U 
Dj rec tor 


LER 82-099/03L-0 on 020030 « svc water liquid process 
monitor drifted high V declared inoperative 
electroni,: failure of gamma detector Hnrtc request 
to correct problem 

Commonwealth Edison Co 02/09/20 Region 3/ Office 
2pp 15621 203 24 X fiche 50-373. 02/ 09/ 20- 0210060251 


o 


f 


62juI 90462 Forwards NPDES noncomp I larico repto 

riEDFR UH.D J Commonwealth Edison Co 82/09/29 KEPPLER. J 0 
hegion 3, Office of Director 3pp 13951 |41 S4X 
riche 50 373 02/09/29.0210190462 


0210200002 Forwards NPDES noncomp 1 lance repts for facility 

DIEDERICH, 0 J Commonwealth Edison Co 02/09/29 KEPPLER, J G 
Region 3. Office of Director 2pp 15756 327 24X 

Fiche 50-373/ 82/09/29, 02 1 0200002 


— 6210S00007 NPDES noncomp 1 lance notification on 820914/ bui ] dup of 
resin fines ^ other fine solids carried through strainers 
it sunps into discharge tani Cause not stated Regenerative 
waste solution discharge tank will bs cleaned 
* Commonwealth Edison Co 02/09/29 ip 13756 330 24 X 

Fiche 50-373,82/09/29/8210200002 


0210130234 Forwards LER 02- 107/03L*'0 

DIEDERICH, 0 J Commonwealth Edison Co 02/09/30 KEPPUER/ J 0 
Region 3, Office of Director Ip 15675 2i6 24X 

rich* 50-373 . 02/09/30, 82101 30234 


— 0210130236 LER 02'*IO7/O3L-O on 020812. c ontr ol rod drive pump A tripped 
off on low suction pressure 8/ control rod drive pump 0 
failed to start Caused by low CY storage tank level S< valve 
1CD109 cond ens4t»/CRD reject being abnormally closed 
WINFERHOFF, D Commonwealth Edison Co 02/09/30 Region 3/ 

Office of Director 3pp 15675 217 24X Fiche 90-373,82/09/30, 

8210130234 


D210190463 NPDES noncomp 1 i once notification on 820001, total suspended 
solids <. iron in oufcfeU OOlc low vol waste radwastc 
discharge tanks exceeded allowable limits Caused by 
mechanical problems w/radwa«te evaporators 

* Commonwealth Edison Co 02/09/29 Ip 15951 143 24X 

Fiche 50-373.82/07/29.8210190462 


'8210190401 NPDES noncomp 1 lance notification on 820910. oil & gruase in 
outfall OOlc low vol waste radwaste discharge tanks exceeded 
allowable limit Caused by mechanical failure of radwaste 
evaporator resulting in poor quality water 

* Commonwealth Edison Co 02/09/29 Ip 15740 100 24X 

Fiche 50 373.02/09/29.0210190462 


eiDl0l904G/ Forwards NPDES noncomp I lanc e repts 

DIEDERICH/ G J Commonwealth Edison Co 82/07/29 KEPPLER, J 0 
Region 3. Office of Director 2pp 15733 325 24X 

Ficho 30 373, 82/07/29, tisi 0190407 


8210190344 Forwards LER 82-103/03L-0 

DIEDERICH. 0 J Commonwealth Edison Co 02/10/04 KEPPLERrJ 0 
Region 3, Office of Director ip 15737 245 24X 

Fiche 30-373.82/10/04,8210170344 


—8210190346 LER 82-103/03L-0 on 020919, Hi Rad alarm sounded Operator 
checked chart recorder 6 noticed A RHR sve water radiation 
monitor read downscale Alarm caused fay trip in power supply 
to monitor Power supply reset 

KAV/ D U Commonwealth Edison Co 03/10/04 Region 3r OfPico of 
Director 2pp 15737 246 24X Fi cho 30-373. 02/10/04. 0210190344 


8210190050 Forwards LER 82-104/03L-0 

DIEDERICH, 0 J Commonwealth Edison Co 82/10/05 KEPPLER, J 0 
Region 3, Office of Director Ip 15742 136 24X 

Fiche 50-373, 82/10/03/8210190030, 


-0210190474 NPDES none amp 1 x anc c notification on 620903/ total iron in 
outfall OOlc low val waste regeneration wastes solution 
discharge tank exceeded allowable limit Caused by temporary 
hydrogen peroxide sys not operating properly 
tf Commonwealth Edison Co 02/09/27 Ip 15735 327 24X 

Fiche 50-373,02/09/29,0210190407 


8210190490 Forwards NPDE3 noncompliance repts 

DIEDERICH,© J Commonwealth Edison Co 02/07/29 KCPPLER, J 0 
Region 3. Office of Director Spp 13735 340 24X 

Fiche 50-373/82/09/29,0210190490 


—8210170503 NPDES noncomp 1 iance notification on 820913. pH at outfall 
OOU low vol waste wastewater treatment facility fell out of 
specs Caused by acid waste generated from Unit 2 const 
activities Nork request initiated to install pH monitor 
# Commonwealth Edison Co 02/07/29 Ip 15733 343 24X 

Fiche 50-373,82/07/29/8210190498 


8210170509 Forwards NPDES noncomp 1 » ance repts 

DIEDERICH,© J Commonwealth Edison Co 62/09/29 KEPPLER, U 0 
Region 3. Office of Director 2pp 15740 199 S4X 
Fiche 50-373/02/09/27,0210190309 
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82(0190606 Revised Final Deficiency Rept 82-10 re RCIC underground 
piping Replacement piping ujortt complete except for tie to 
Unit 1 RCIC ftjs Inside bldg uhlch requires 6-dav outage Uork 
uilJ he completed during first available outage 
SCHRQEDFR^C M Commonuiea 1 th Edison Co 82/10/08 KEPPLER. J 0 

Region 3* Office of Director Ip 15739 353 24X 

Flche 50-373,02/10/08.0210190606 


8210250152 Forwards LER 02-IO2/O3L-O 

DIEDERICK.O J Commonuealtb Edison Co 02/10/15 KEPPLER. J G 
Region 3, Office of Director Ip 1 5789 311 24X 

Fiche 50-373, 02/10/15.0210250152 


-8210250163 LER a2-l02/03L-0 on 020916, reac t or vessel lou water level 
scram setpoint DPI8-1B21-M0248 found out of calibr Caused by 
instrument drift Required tolerance under revision 
Instrument to be calibr weekly 

WINTERHOFF. D Commonwealth Edison Co 82/10/15 Region 3, 
Office of Director 2pp 15709 312 24X Fiche 50-373,82/10/15, 

8210250152 


8210260210 Forwards LER a2-110/03L-0 

DIEDERICH,0 J Commonwealth Edison Co 02/10/10 KEPPLER, J 0 
Region 3, Office of Director IP 15804 266 24X 

Fiche 50-373,82/10/18,8210260210 


— 8210260221 LER B2-n0/O3L-0 on 020920, stand by liquid control tank level 
measured lou Caused by evaporation Trending of evaporation 
rate initiated under AIR 1-B2-5I3 Tank level raised 
* Commonwealth Edison Co 02/10/19 Region 3, Office of 
Director 2p p 15804 267 24X Fiche 50-373,82/10/18,8210260210 


0210260227 Forwards LER a2-lIl/03L-0 

D1EDERICH,0 J Camtnonwea I th Edison Co 82/10/18 KEPPLER. J 0 
Region 3. Office of Director Ip 15004 259 24X 

Fiche 50-373, 82 / 1 0/ 1 0, 02 1 0260227 


— 8210260230 LER 02-111/O3L-O on 820927, high airborne activity discovered 
in raduaste reboiler room Caused by insufficient weld 
penetration of tee between valves 1D21-F52Q St 1D2J-F532 Tee 
cut out & replaced Reboiler returned to svc 
♦ Commonwealth Edison Co 02/10/10 Region 3, Office of 
Director 2pp 15804 260 24X Fiche 50-373.02/10/10,8210260227 


0210260311 Forwards LER a2-10B/D3L-0 

DIEDERICH.O J Commonwealth Edison Co 02/10/18 KEPPLER, J 0 
Region 3, Office of Director Ip 15799 355 24X 

Fiche 50-373,82/10/10,8210260311 


—8210260313 LER 02-IO8/O3L-O on 820920, LIS-NB-J07, ADS accumulator backup 
N2 channel functional St calibr discovered not performed as 
specified by Tech Spec Caused by surveillance procedure not 
entered Into program Procedure revised 

WINTERHOFF, D Commonwealth Edison Co 02/10/18 Region 3, 

Office of Director 2pp 15799 356 24X Fiche 5D-373. 02/ 10/10, 

021026031 1 


0210260115 Forwards LER 82-1 14/01 T-0 

DIEDERICH,0 J Commonwealth Edison Co 02/10/19 KEPPLER, J Q 
Region 3, Office of Director ip 15799 109 24X 

Fiche 50-373,02/10/19,0210260115 


--8210260118 LER 02-114/OlT-O on 021005, insta lied configuration of HVAC 
duct hanger 1382 did not match design Drawing H-153e Caused 
by misinterpretation of FCR by draftsman Sargent 6 Lundy 
Drawing H-l53a will be revised prior to 821008 

OlESEKERi J Commonwealth Edison Co 02/10/19 Region 3, Office 
of Director 2pp 13799 110 24X Fiche 50-373,02/10/19, 

flOfftSioilS 


— 8210260321 LER B2-106/03L-0 on G20920, during pcrfarmance of LOB-PC-Ql, 
valve 1B33-F019 did not close Caused by foreign matl 
blocking valve open Outboard isolation valve 1D33-FO20 
closed Blockage removed prior to work initiation 

KIETALA, J Commonwealth Edison Co 02/10/19 Region 3. Office 

of Director 2pp 15797 336 34X Fiche 50-373.62/10/19, 

9210260317 


T Hearing transcripts on non-ant i ti ust matters 


B210210508 Forwards Commission de tel mi nat ion stabement releasing 
820622 transcript of discussion of full power QL Pp 1-66 
CHILK.S J Office of the Secretary of the Conimission 02/10/05 
Public Document Branch 2pp I 5704 204 24X Fiche 50-373, 02/ 1 0/05. 

0210210508 


— 0210210512 Transcript of 020622 closed meeting in Wash j ng ton, DC re 
discussion of full power DL Pp 1-66 

» Commissioners 82/06/22 70pp 15/04 206 24x 

Fiche 50-373,02/10/05,8210210508 


DOCKET 50-374 LASALLE CaUHTV STATlflH. UNIT 2 


A Appl ication/ construe ti on stage documents 6 con espondence 


0210010000 Responds to FOIA request foi 19 categories uf documuntD re 
nuclear reactor events 6 safety problems Forwards doduments 
listed in App A 

FELTON, J M Division of Rules and Records 82/06/2Q UDELL. R A 
Critical Mass Energy Project I5pp 15727 005 24X 

Fiche 50-000.02/06/20,8210010000 


— 8008050265 Discusses addl required info to better define potcntiiil fnr 
cracking in reactor vessel noiiles 

NOONAN, 9 S Assistant Diiector for Materials V Ouol i fi cat i oils 
Engineering 80/05/05 TEDE8CO, R L Assistant Director fur 
Licensing 2pp (5727 (76 24K Fiche 50-000. 62/06/20. 02 1 OOlOOOU 


620B040341 Forwards INEL draft technical evaluation ropt based on util 
response to 001222 generic Itr, "Control of Heavy Loads " 

Conference call to resolve open items planned in approx 4 
uks W/o end 

SCHVIENCER.A Licensing Branch 2 82/07/02 DELGEORGE, L D 

Commonwealth Edison Co Vpp 14770 002 24X Fiche 50-373,02/07/02. 

8208040341 


Q210040221 Forwards Revision 10 to "Mark I! Design Assessment Rept" 
containing confirmatory assessment of containment design 
adequacy for pool dynamic loads developed in conjunction w/ 
long-term program described in NURCO-OGOD 

8CHRDEDER,C N Commonwealth Edison Co 02/09/24 BCHkJENCER.A 
Licensing Branch 2 2pp 13S87 179 24X Fiche 50-373,02/09/24, 

6210040221 


— 6210040223 "Mark 11 Design Assessment Rept," Revision 10 

e Commonwealth Edison Co 02/09/30 82pp 15567 IGl 24/ 
Fiche 50-373,02/09/24.0210040221 


0210050097 Forwards evaluation of draft BkJR owners group rept re 
alternative design mods of automatic dept es suri lat i on sys 
(ADS) logic Incorporation of manual ADS inhibit switch 
w/timer recommended 

SCHRQEDERrC N Commonwealth Edison Co 02/09/30 6CHNCNCER.A 
Licensing Branch 2 30pp 15604 353 24X Fiche 50-373,02/09/30, 

8210050097 


0210130241 Responds to NRC 020706 request for addl info re high energy 
line breaks on postulated nonsafety power b uses, nohsaf ety 
control sys or nonsafety sensor s, incl ud Ing Instrument line 
failures 

8CHRDEDER,C M Commonwealth Edison Co 09/ 1 0/04 SCHWENCER.A 

Licensing Branch 2 llpp 15674 ISl 24X Fiche 50-373.02/10/04, 
6210130241 


0210130233 Informs that EMD MI 9644 mod re diesel generator prelube 
oil pump mod is superior to NRC proposed fix K< meets 
functional requirements of License Condition 2 C 21 b 
Prelube would degrade reliability of diesel generators 
BCHROEDER.C N Commonwealth Edison Co 02/10/06 BCHNENCER.A 
Licensing Branch 2 6pp JS675 220 24X Fiche 50-373,02/10/06, 

B210130233 


8210260526 Forwards Revision 3 of Chapter 9 of "Offsite Dose 
Calculation Manual " 

GOLDEN. JC Commonwealth Edison Cp G2/I0/06 CASE, £ 0 Office bf 
Nuclear Reactor Regulation, Director 2pp 15005* 137 24X 

Fiche 50-000,62/10/06.0210260526 
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P2J0260?^2 Re' isjon J of C^dp<-er 9 of 'Gffsite Dose Cdlcul^tJOn 

i Co.tunonwedl Ih Edison Co Q2/09/30 Q3pp 1 5B05 139 2AX 

Fiche 50-000 02/ I 0^06- B?J 0260526 


t 3 cl 0260 l 5 i Eoruiritds sopplemenldj response to EGttQ draft iechnica] 
evaluaf'ion lept utiJ 020622 Itr re NUREC~ 06 l 2 i "Control 
or Hea^ij Loads at N'jciear Power Plants ' 

SM/>RTZ.E D Commonwea 1 th Edison Cn 02 / 10/19 EISENHUTiD 0 
Division of Licensing I 7 pp 15003 300 24 X fiche 50-^373.52/10/19, 

Q 210260 J 5 I 


F 5eturj*ij medical emergtTicg f* fiie pinlection planfi 


8J''5'-/«.90125 Releases public ^pision revised generating station 
eniergencg plafi corporate command cti* emergency plan 
implementing piotedurp 

FEl TON J M Division jF Rules and Records 82/09/16 Document 

flanagenpnt Dranch Ip 15564 122 24X Eiche 50-000,02/09/16. 

B20 7290 125 


0209270187 Forwatds public ‘'©rsion Of Revision 4 to generating stoticin 
omergertcy plan corporate command c*i Lmergencg Plan 
Implementing Pruceduic f flE- J 'En v 1 1 on/Emergency 

Coordinator " Receip* farm enc I 

PAjnr.Kl J E commonuoal th Edison Co 02/09/01 DENTON. H H Nf?r 
tie ne^ailpd Affiliation Owen Ip 15564 l23 24 X 

Piche 50-000 Rr/09 1* e2i;9J90l25 


fl2£)9270..25 Public version of Revision 4 to generating station 
e me I gene y plan coipnrate command Etr Emergency Plan 
ln| 9 1 emont in g Piuci'dure EUl J, "Etiv i i on/Lmer gency 

Coordinator ' 

PAJUNlil'l J E I ocinriniiie a J Ml Edison I'o 82/00/31 Mpp 
I 55a 4 I2i 24/ rune 50-000. 02^ 09M6r 0209290125 


OfclUl30J7Ci Advises that msMiltation of uFtsiie dose calculation syf. 
program Fully operational tracking model 6 operational 
A .Tindel ui n he del aged nritil 0212 M to complete prime 
^oTiputer installation 

sRARTZ L D Commonwealth bdison Co 02/10/06 DENTON, H R Office 
.,t Nut. 1 ear Reactor Regulation. Director 2np 1 56Q2 090 2 4/ 

MChe 50 000 0J/JO/O6, D2l 1)1 10 176 


i-Ji0290t>4 7 Releases pub lit version of levisinn*, to Ouad Cities,^ ion 8« 
Dresden emergency plan annexes revised generating 
station emergency plan telcpliQiie directory 

f"(uTON / M Division of Rules and Records 02/10/00 Docinnonl 
Management Dr anch Ip 1597/ 313 2dX ficlie 50-000.03/10/00, 
11210290047 


10270060 Forwards public version of Revision 3 to Quad Citi&o & /ion 

cmergetKy plan antieies Revision 2 to Dresden emergency plan 

arinej, Revision 0 to Ryron emergency plan annex ^ revised 

generating station emergency plan te]ep^onc directory 

tiOOnE R D Commonwodllh Cdison Co 83/07/30 DEN TON, H R NRC - 

No Detailed Affiliation Given 5pp 15077 314 24X 

ric/10 50 000 82/J.}/0S 0210290047 


O2JO29OOD0 Public version of revised generating station emergency plan 
F B i epbono d 1 1 ec tory 

GALLE 0 P Commonujoa 1 1 h Edison Co 02/00/13 43pp 1SB7Q S10 
24 X Fiche SO'OOO. 02/ 10/00. 021039004 7 


S21O22O350 Provides info re organiiation t performance of depts 
responsible For radiation protection ac ii vi ti es, per 020702 
vorniitment Training coordinator assigned in Apr 19QS to 
improve health physics training programs 

TRAMN, T R C ommonuioa I th Edison Co 02/10/14 DENTON* H R Office 
dr Nuclear Reactor Requlaiion, Director 9pp 15776 207 24X 

Tie he 50-000* 02/10/14, 6310220330 


0 Adjudicatory correspondence 


621Q040366 Responds to appeal le denial of FOIA reituest for four 
affidavits concerning ailegailohs of improper const 
practices at facility Forwards requested »nfo Page 4 of 
E Grew affidavit withheld <ref FOIA Exemption 7) 

DlRCKSfW J Office of the Executive Director for Operations 
B2/0B/2A aTEPTGEiP P Isham* Lincoln 4, QeaU 2pp 15597 303 
34t Fiche 50-374.92/08/24,0210040366 


—8310040375 Forwards four affidavits ro safety problems at facility 
Proprietary info deleted from two affidavits 

DEVINE* T Institute for Policy Studies 03/05/11 FDRTUNA, R 
Director's Office, Office of Inspection and Enforcement Ip 
15597 3i5 Fiche 50-374*02/00/24*0210040366 


-^0207140491 AfFidavit re results of sloppy concrete pours, holes 6 
honeycombs in concrete Accumulated debris not disposed of 
prior to pour too much concrete poured at one time Norker 
health not main concern of supervisors 

SWARTZ, D W Affiliation Unknown 02/06/34 lOpp 15597 3J6 
34X Fichtf 50-374*02/00/24,0210040366 


— 6207140494 Affidavit re safety— re lated const flaws in installation of 
pipes tt supports Pipes it hanger supports not placed as 
specified 

GREVe.E Affiliation Unknown 02/04/22 6pp 15597 336 24X 

Fiche 50-374, 02/00/24. 0210040366 


--02O714O497 Affidavit re damage to fire protection equipment such a* 
sprinklers throughout plant during const Concerns raised 
over core drillings of concrete reinforcement bars m 
containment walls ^ pedestal Hangers not as specified 
« Affiliation Unktioun 02/04/31 6pp 1SS97 332 24X 

Fiche 50-374, 03/00/34, 82 1 0040366 


— 0207140500 Affidavit re sloppy workmanship loading to const damage 
Const crews care drilled through re l nforc cment bars, 
containment ua 1 1 K reactor vessel pedestal around 694 foot 
elevation of Unit I 

a AFfiliation Unknown 02/04/21 3pp 15597 330 24X 

Fiche 50-374,02/00/34,0210040366 


0310260501 Advises of State of IL intent to file comments on concrete 
element design margin summary Comments will be incorporated 
into 10CFR3 206 show cause request 

GOODfC, JS Illinois, State of 02/10/15 DENTON* H R Dffic«of 
Nuclear Reactor Regulation* Director Ip 15006 209 24X 

Fiche 50-374,03/10/15.0210260501 


Q Inspection reports, IE Dulletins correspondence 


0210190509 Forwards IE Mgt Meeting Repts 50-373/03-44 6 90-374/02-12 pii 
Q2O03O 6 0913 No noncompl lance noted 

LITTLE, N S Division of Engineering ?< Technical Programs 02/09/29 
REED* C Commonwealth Edison Co 3pp 15739 207 24X 

Fjche 50-373,02/09/29,8210190589 


- 021OJ9O6O1 IE Mgt Meeting Rep is 50-373/82-44 J, 50-374/82-12 on 020030 
ir 0913 No noncamp I lance noted Major areas discussed voids 
found in wall at 710 5-ft elevation on Column Line 16 
JACKIW* r N . LIPINSKMR Division of Engineering St Technical 
Programs 02/09/20 I6pp 15739 289 S4X Fiche 50-373,0 2/09/29* 
0210190589 


6208190233 IE Info Notice 80-35. 8uppl i* “Leaking St Dislodged I-lSb 
Implant Beeds *’ Sve list end 

CODDiL 1 Division of Fuel Facilities, Materials S, Safeguards 
82/10/06 Consolidated Edison Co of New Vork 66pp 15761 S5U 
24X Fiche 50-000.62/10/06*0208190233 


0210250105 Forwards IE Insp Repts 50-373/02-41 i> 50-3/4/02-09 on 
620002-31 L notice of violation 

STREETER.JF Division of Project & Resident Pi ograms 82/10/07 
REED* C Commanwealth Edison Co 2pp 15707 153 24X 

Fiche 50-373*02/10/07,0210250105 


—8210250109 Notice of violation from insp on 020803-31 

STREETER, J F Division of Project & Resident Programs 82/10/07 

Ip 15707 154 24X Fiche 50-373,82/10/07, 8210390105 


‘-82 10250 116 IE Inip Repts 50-373/02-41 6 50-374/03-09 on 020003-31 
Noncompliance noted unsupervised trainee performed 
reactivity manipulations 

CUUDEMDNO.H 0 * WRIGHT* G , MADISON, A Division of Project «c 
Resident Programs 82/10/04 9pp 15707 135 24X 

Fiche 90-373*02/10/07, B31O250105 


0208190238 IE Bulletin 02-03, '^Stress Corrosion Cracking in Thick- 
Wall* Large-Dl ametar* Stain ] ess Steel* Rec Ircu lation ays 
Piping at BWR Plants “ Sve list end 

DEVOUNO* R C Director's □ffice* Office of Inspection and 

Enforcement 82/10/14 Consolidated Edison Co of New Vor k 

llSpp 1 5010 129 24 X Fiche 90-000* 02/10/ 14, 0200 190230 


8 Reportable occurrences* LERs related correspondence 


0210190606 Revised Final Deficiency fiept 02-10 re RCIC underground 
piping Replacement piping work complete except for tie to 
Unit I RClC sys inside bldg which requires 6-dav outage Work 
will be completed during first available outage 
3CHftOEDER,C U Commonwealth Edison Co 02/10/00 KEPPLER* J 0 
Region 3* Office of Director Ip 15739 353 24X 

Fiche 50-373* 02/10/00* 8210190606 
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DOCKET S0-:?B2 WATERFORD GENERATING STATION, UNIT 3 
A App 1 1 cd 1 1 on/ c on^ true 1 1 on stage documents t correspondence 


B2102&036S Forwards revised tert of i-aeilit^ info safety brochure 
Revision improves readability ^ leflocts comments received 
rrom NRC S' FEMA Teit uilE be incorporated into printer proof 
by fiSniS per A6LQ ronuirement Comments requested bt^ 921103 
HAURIN. L V Louisiana Power i Light Co 82/10/22 NOVAK. T M 

Di/ision of Licensing 20pp 15003 156 24)( Fiche 50*302,02/10/22, 

6210260362 


8209220-135 Forwards pump S' valve inservice test plan for approval 
Requests relief from ASME Code Section XI per 10CFR50 S5a 
MAURIN.L V Louisiana Power S. Light Co 02/09/13 NOVAK, T H 

Assistant Director for Licensing 4pp 14930 001 24X 

Fiche 50-362.02/09/13,6209220135 


--0209220137 Response to provisions of 10CFR50 SSalg) inservice testing 
plan for Class 1,2 l> 3 pumps t' valves, Rev i s ion 0 

♦ Louisiana Power t* Light Co 02/00/16 2l}pp 14930 005 24X 

Fiche 50-362.02/09/13 02O922O135 


6210100255 Forwards description of open items found as result of review 
of 920625 submittal re purge valve operability Schedule for 
response requested 

KERRIGAN, vJD Licensing Branch 3 02/09/23 MAURIN,LV Louisiana 

Power 6 Light Co 4pp 15746 239 24X Fiche 50-302. Ba/09/23i 

6210100255 


8210040UO Requests test exception to delete stuck control rod 
physics test Test has potential for placing reactor in 
unsafe configuration 

HAURINjL V Louisiana Power 6 Light Co 02/09/27 NOVAK, T M 

Assistant Director for Licensing 3pp 15300 347 24X 

Fiche 50-362,92/09/27,0210040110 


6210040191 SuffimariiBS 020903 site meeting re pending revision to FSAR, 
Chapter 14 

HAURIN.L V Louisiana Power & Light Co 02/09/27 NOVAK, T H 
Assistant Director for Licensing 2pp 1S583 IB7 24X 
Fiche 50-302,02/09/27,6210040191 


6210260532 Notifies of acceptance of Revision A of Torrey Pines 
Technology QA program plan 

EISENHJT, D 0 Division of Licensing 02/09/28 MCLENDON, 0 0 
Louisiana Power t, Light Co 2pp 15630 191 34X 

Fiche 50-362.82/09/20.8210260332 


5210210317 Forwards portions of Franklin Research Ctr technical 
evaluat‘on rept "Control of Heavy Loads" le ANSI 6td 
N14 6-1970 to assist in preparing response on special 
lifting devices, per 020921 conference cell commitment 
KERRIGAN, J D Licensing Branch 3 82/09/29 MAVRIN, L V Louisiana 

Power 6 Light Co 5pp 15702 082 24X Fiche 50-362.82/09/29, 

8210210317 


8210260285 Notification of 821003*05 meeting u/uti) in Taft, LA to audit 
facility training program 

BLACK, S Licensing Branch 3 92/09/27 KERRIGAN, J Licensing 

Branch 3 3p p 15830 153 24 X Fiche 50-382,02/09/29,6210260285 


8210150347 Forwards Revision 0 to '“Independent Design Review of 
Waterford Steam Electric Station Unit 3 Emergency Feedwater 
Sys, " program p Ian 

MCLENDON, 0 D Louisiana Power 6 Light Co 62/10/04 NOVAK, T M 
Assistant Director for Licensing 2pp 15704 282 24X 

Fiche 50'382, 82/10/04. 6210150347 


““8810150333 Revision B to "Independent Design Review of Waterford Steam 
Electric Station Unit 3 Emergency Feedwater Sys," program 
p Ian 

e Torrey Pines Technology 02/09/13 iSpp 15704 284 24X 

Fieh# 50-362,82/10/04.8210150347 


9210250355 Forwards response to 820513 Human Factors Engineering audit 
of facility control room Revised rept will be issued 02iio4 
Util purchasing full scope control roam simulator to study 
recommended changes ^ 

MAURIN, L V Louisiana Power & Light Co 82/10/20 NOVAK, T M 
Assistant Director for Licensing 9pp 15790 036 24X 

Ficfie 50-382,82/10/20,8210250355 


F Security, medical, emergency U fire protection plans 


G Adjudicatory correspondence 


6210010435 Certifies sve on 020924 uf applicant response to comments 
parties on emergency public info biochuie Sve list ere I 
RIDGWAY, D A Louisiana Power I Light Co 82/09/27 2pp 
15570 203 24X Fichu 50-302. 02/ 09/?/. 62100 10435 


0210040059 Memu rial lies 820928 tel con between ASl R, NftC 6 Joint 
Intervenors deferring 020929 to Icon to set hearing date 
until Joint I ntervenoT 5 pleadings on emergency inin brochure 
tiled 

TURK, S E Hearing Branch 1 82/09/59 WOLFE, S J . JORDAN, W H . 

FOREMAN, H Atomic Safety and Licensirig Oo,iTd Panel Jpp 
15591 ?52 24X Fiche 50-302.62/09/29.0210040059 


6210050366 Motion to dismiss license application foi failure to lomply 
u/discovery Intervenors unable to prepare adequately for 
defense of interests against impact of facility on lives 6 
1 ivel ihoods 

GROESCH, G L Joint Inlervenors-Water tord 02/09/ 5V Atomic 
Safety and Licensing Board Panel 2pp 15609 OlJ 24X 
Fiche 50-302, 02/09/29, 6210050 J66 


-02JOO5O372 Request fur production 6 copy of certaiii dncumenls 
Documents should be delivered within 15 days in nidei to 
avoid prejudicing intervenors in subsequent prnc ued ings 
GROESCH, 0 L Joint Intervenors W,iterford 02/09/29 luuisi.nia 
Power 6 Light Co 2pp 15609 015 ?4X Fjche 50-302. (LVOV /, *9. 

8210050366 


-021OO5O37B Motion to disallow introduction of second evncimtion 
brochure, grant judgment on first brochure */ allnui new 
evidence L testimony to be presented on synergism 6 
evacuation contentions Certificate nf 0vc one I 

GRCEBCH, OL Joint Intervenors-Water ford OJ/09/29 Atomic 
Safety and Licensing Board Panel Opp 15609 Ol/ J4X 
Fiche 50-382,82/09/39,0210050366 


6210040061 Advises that NRC does not oppose Joint Inturvcnoi s i ogiiDM 
for cross-examination of NRC 6 FEMA employees re nPOVOl 
affidavits Cr OSS ■cx.iminat lOTi must relate to scope of aiiecL 
testimony which may be introduced by NRC 6/or fLMA 
TURKiS E Hearing Branch I 82/09/30 NOLI L, H I , viDFNJAN, W H . 

FOREMAN, H Atomic Safety and < 1 censing Board Panel Jpp 

15581 250 24X Fiche 50-302. 02/09/10, 0210040061 


8210060180 Response opposing Joint Intoivenors 020929 mntinn re utij 
emergency info brochure 6 reopened healings Ruling un 
adequacy of uti) emergency info brochure should be defei red 
Certificate of Sve end 

TURK, S E Hearing Branch I 82/10/04 Atomic Ljafety and 
Licensing Board Panel llpp 13613 229 24X fiche 50-302,112/10/0. 

6210060188 


6210070124 Response opposing Joint Intervenors 020929 motion to reopit 
Requests not founded in fact or Jaw 1 fly m face of any 
sense of administrative discipline 6 proceduia] regularity 
Some requests defy logic Certificate of Sve enc 1 
CHURCHILL, D H Louisiana Power & Light Cg CHURCHHL.D U Shaw, 
Pittman, Patts 6 Trowbridge 02/10/04 Atomic Safety and 

Licensing Board Panel I5pp 15627 046 24X Fiche 50-302, 02/ J0/0< 

02 10070 I 24 


B210070197 Memorlalltes 82J001 telcon w/NRC, uti 1 , Joi nt Intervenors t 
ASL0 NRC tf applicant to file responses to Joint Intervenors 
motions by 821006 8vc list end 

RiOOWAYrD A Shaw, Pittman, Potts L Trowbridge RIDGWAY, I) A 
Louisiana Power Light Co 62/10/04 WDLFC, S J Atomic Eafuty an 

Licensing Board Panel 5pp 15634 269 24X Fiche 3O-302. 03/10/01, 

8210070177 


8210040160 Forwards suggested dates L schedule for conducting 
drills, exercise for score k appraisal 


MAURINiL V Louisiana Power Light Cq 
Division of Licensing 2pp 15582 31S 
6210040168 


82/09/24 NOVAK, T M 
24X Fiche 30-382,82/09/24, 


0210010370 Forwards summary of five qualification testi.ANI acceptam 
Itrs k excerpts from five qualification test repts Rept. 
include ““Fire Oiialif icati on Test on Silicone Foam Floor 
Penetration Seal* " ^ 


MAURIN, L V Louisiana Power Light Co 
Assistant Director for Licensing 16tpD 
Fiche 50-362102/09/20,0210010370 ^ 


82/09/20 NOVAK, T « 
15569 001 24X 


0310080070 Objections to Joint Intervenors 020929 request for 
production of documents k opposition to motion to dismiss 
application for failure to make discovery NRC regulations 
for discovery not followed W/Certlfuate of Sve 
TURK, 6 E Hearing Branch 1 02/10/06 Joint 

Intervenors-Waterford I4pp 15643 016 a4X Fiche 50-362,02/10/04. 
8210080070 


82100BOOB6 Erratum to applicant 821004 response to Joint Intervenors 
motion to reopen record Certificate of Bve end 
CHURCHILL, D W Uoulaiana Power k Light Co CHURCHILLi B W Shau, 
Pittman, Pofcti k Trowbridge 62/10/06 Atomic Safety and 
Licensing Board Panel 3pp 15640 2J7 fidX Ftch« 50-302,82/10/06, 
8210080086 
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ei'lOOSOOT'O Ro^ppnsp opposing Joint In^^ervenors 020929 motion to dismisn 
ror failure to moke rfi3co^t*ry t objections to request for 
prodLiction of dacumen^^s Di»ravcri/ t equests prohibited bg 
Corinission rules 

CHUPCHUL-O 1^ LDOi’iijnH Power V light Co ChURCKiLL, D W Ehaui. 
Pittnan- Poi^s >• Trowbridge 03/10/06 Atomic Safety and 

Licensing floa-d Panel 13pp 15640 323 24X Fiche 50-302,82/10/06, 

8,^10000090 


6310210372 Me<r o r 1 a 1 1 1 021013 conference call w/Joint Interveners le 

procedures fci» appealing ASLB actions Sve list cnc 1 
RfDOWAV.I) A Shauii Pittnanr Potts i> Troiubridge RtDOMAY, D A 
Louisiana Pouier A Light Co 02/10/10 WOLFE* S J Atomic SaFetg and 

Licensing Doard Panel 4pp I 576J I 64 24X Riche 50-302, 03/ 10 '18, 

0210210372 


cic 10210404 Menorandum order denuing Joint Intervonors 020929 motion 
to dismiss for failure to make discovery & granting portion 
□ f motion requesting production *y copying of doctiments 
WfiiFErS J Atomic Safety and Licensing Hoard Panel 02/10/10 
Join* I riter ve nors’Waterfoi d 9pp 15765 13b 24X 

FlChe 50-382 02/ 1 0/lB, 821U2J0404 


K Utility Final Safety Analysis Report (FSARJ L amends 


8210270190 Foruards Amend 29 to FSAR. address i ng organiiation t< 
training program 

MAURINiL V Louisiana Power 6 Light Co 02/10/20 Office of 

Nuclear Reactor Regulation, Director 3pp 15827 268 24X 

Fi c h e 50-302, 02/ 10/20. 0210270190 


— 8210270193 Amend 29 to FSAR Twenty-five aperture cards available in 
PDR 

f Louisiana Power 5 Light Co 82/10/31 30Bpp 15827 274 24X 

Flche 50-382,82/10/20,0210270190 


f1 Antitrust correspondence 


9210270327 Forwards notice of finding of no significant antitrust 
changes tc time for filing request for i e-evaluati on 
TOALSTONr A Antitrust it Economic analysis Branch (Utility Finance) 
82/10/14 C0MBS, T Docketing 6 Services Branch Ip J 5936 359 
24X Fichp 50-382, 02/10/14,02102 70327 


fci2l0Jl04l2 Mena rand um *, aider grant i rig portion of uti! 820923 motion, 
aM owing util initially pioposed public info brochure to be 
withdrawn *, reopening record to receive evidence on adequacy 
of util revised brochure 

WOLFF, 8 J Atomic Safety arid Licensing Hoard Panel 02/10/18 
Louisiana Power 6 Light Co >1 pp 15765 080 ,^4X 

Flche 50' 302, 02,^10/ I a. 0210210412 


>iw 102 10152 F 01 wards JU (lento n 5 AL Look a bough affidavit re omergency 
into brochure Affidavit identical to 020901 affidavit but 
includes I odkabaugh signature 

TURK S k Nearing Blanch 1 82/10/19 WOLFE. S J , JORDAN, W H . 

rORENAN, H Atomic Satoty and Licensing Board Panel 3pp 
15766 077 24X Fiche 50-302. 82/ 10/ 1 9, 02102 (01 52 


— 0210270332 Notice of issuance t( availability of notice of finding of no 
significant arititrust changes time for filing request far 
re-evaluati on 

T0AL6T0N, A Antitrust i> Economic analysis Branch (Utility 
Finance) 02/10/12 3pp 15036 360 24X Fiche 50-302,82/10/14. 

0210270327 


0 Inspection reports, IE Bulletins & correspondence 


8210I2005B Forwards IE Insp Rept 50-382/82-12 on 020503-07 No 
noncomp t lance noted 

HAD&ENr (» L Division of Resident, Reactor Project St Engineering 
Programs 02/09/24 MAURIN.L V Louisiana Power t> Light Co 2pp 
i565a tIO 24X Fiche 50-382,92/09/24,8210120050 


-0210210159 
brochure 
c onmeots 
UENTON, J 
BENTON, J 
15766 080 


Affidavit ot JU Denton t AL Look 
Uti{ has revised brochure tncorp 
Guidance criltTja on ed info on 
W . LODKADAUGH a U NRC - No De 
W Federal EmoTgency Management 
24X Firhe 50-302 82/10/19,821 


abaugh re cmergenc 
orating FCMA 
radiation met 
tailed Affiliation 
Agency 82/09/30 
0210152 


g info 


Given 

9pp 


HPI0210466 Order admit^'ini) three eihibi 
upcoming patfial initial decision on 
Issues A 45 re shutdown PHR 6 A -46 re 
or' oguipmcnb 

WOLFE’S) J Atomic Daloiy and Licensi 
15/63 043 24X Fiche bO 302 02/10/1 


is into evidence to be cited in 
Unrosntved Rafcty 
seismic qualification 

ng Hoard Panel 82/10/19 2pp 
9. 02IO21O466 


—8210120073 IE Insp Rept 50-382/02-12 on 020503-07 No noncomp 1 iance 
noted (dajoT areas inspected c hem! stry/rad iachemi stry program 
including organiiation, staffing, qua lifications, training, 
fac 1 1 1 ties, equipment St lab instrument calibr 

NICKOLAS. J D , MURRAV, 0 Division df Resldeni, Reactor Project 8< 
Engineering Programs 82/09/01 46pp 15653 112 24X 

Fiche 50-382,02/09/24,0210120058 


02lO19O43i Forwards IE Insp Rept 5O-3e2/02-t8 on 020016-20 it notice 
of violation 

MADSEN, 0 L Division of Resident, Reactor Project it Engineering 
Programs 82/09/30 MAURIN.L V Louisiana Power J. Light Co 2pp 
15741 154 24X Fiche 50-302. 02/09/30, 82101 90431 


Rr'l02?0473 Advises that time for Commission to act to review ALAB-ARO 
oipired Commission declined review Decision became final 
agency action on 021010 

LMILP-S J Office of tho Secretary of the Commission 02/10/21 
Grfice of the Ficcutive Legal Directoi Ip 15777 129 24X 

fiche 00-102. 02/10/21,0210220473 


E^^lOSSOGaO Informs of util pending application for SNM license UtD 
requested license be effective as of 830131 until plant OL 
issued No AELI? action necessary 

TURK. S E Nearing Branch 1 02/10/22 FOREMAN, H , WOLFE, S J . 

JORDAN. W H Atomic Safety and Licensing Board Panel Ip 
1079B 164 24a riche 50-382.82/10/22,0210250200 


— 8210190437 Notice of violation from insp on 820ai6'*20 

Division of Resident, Reactor Project it Engineering Programs 
82/09/30 Ip 1574i 136 24X Fiche 50“ 302, 82/09/30, B210J 90431 


— 8210190452 IE Insp Rept 50-362/02-10 on 820816-20 Noncompl lance noted 
failure to follow procedures/ i nstruc t tons for control 
of weld Ins p/ddcumentatlon of safety-related structural 
steel platforms 

JOHNSON, C E , RDBEROS.J , CROSSMAN. W A Division of Resident, 
Reactor Project it Engineering Programs 02/09/21 9pp 
15741 157 24X Fiche 50“3e2r 02/09/30, 821 0190431 


0210260423 Advises that author 021O1B I tr memor la 1 i i i ng 021013 telcon 
should have included FEMA representative Cassidy as 
participant ^vc list oncl 

PIDOIMV.D a Shaw, Pittman, Potts i. Trowbridge RIDIJWAY, D A 
Louisiana Power i* Light Co 82/10/22 W(3urE, 3 J Atomic Safety and 

Licensing Board Panel 2pp 15806 OSO 24X Fiche 50-382,82/10/22. 

6210260423 


82iO20O387 Provides list of correspondence from applicant to NRC it FEMA 
Since record closed on 020512 Some Itrs it sve list end 
Related correspondence 

CHURCHILL, B W Shaw, Pittman. Potts J, Trowbridge CHURCHILL, B W 

Louisiana Power tc Light Co 02/10/25 GROEBCHt G Affiliation 

Unknown 8pp 15945 169 24X Fii-he 90-302,02/10/95,0210200307 


8208190233 IE Info Notice 80-35, Suppl 1, 
Implant 0eeds " Bve list end 
COBD.L I Division of Fuel Facilities, 
82/10/06 Consolidated Edison Co of 
24 X Fiche 50-000,82/10/06,8908190233 


■'Leaking it Dislodged I-125 

Materials U 8afeguar<fs 
New York 66pp 13761 250 


820B19033B lE Bulletin 82-03, "Stress Corrosion Cracking In Thick- 
Wall, Large-Di ameter. Stain less Steel, Rec ircu iation 8ys 
piping at BWR Plants " Sve list oncl 

PEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 82/10/14 Consolidated Edison Co of New York 

IlSpp 15810 193 a4X Fiche 50-000,02/10/14,8208190230 


S Reportable occurrences, LERs related correspondence 


H Genera] correspondence 


8210210167 Requests copying sves for end documents Record reopened to 
admit into evidence B20827 Itr it appended af f idavl t, ut 1 ] 

620710 response it 820909 attachment W/o encls 

WGLFE, 8 J Atomic Safety and Licensing Board Panel 02/10/19 
Aldereon Reporting Ip 15766 074 24X Fiche 50-382, 82/10/ 19, 

0210210167 


8210040070 Interim Significant Const Deficiency Rept 62 re Insp it 
acceptance of undersited field welds in 1/2-incb stainless 
steel sampling schedule J60 piping Initially reported on 
020020 Mercury Co will build up welds by 021222 
HAURIH. L V Louisiana Power V Light Co 09/09/20 CDLLIN8, J T 
Region 4, Office of Director 3pp 15581 267. 24X 

Fiche 30-382,82/09/20,8210040079. 
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0210130174 Intenri d 9 ficienci/ rept rp posstbl? FaiJgre oF GE Type HFA 
relays Initially reported on 620513 Corrective action not 
completed Final rept u> H not he submitted until 630430 
MAURIN,L V Louisiana Pouer & Light Co 02/09/30 COLLINS. J T 
Region 4< Office of Utractor Ip i 5&73 045 24X 

Fiche 50-382,02/09/30,8210130174 


G21013Q245 Second interim deticlency rept re Significant Const 
Deficiency 43 on main/emergency feedwater sys Corrective 
action not completed Pinal rept will be submitted by 
621222 

HAURIN,L V Louisiana Power 8, Light Co B2/O9/30 COLLINS, J T 
Region 4, Office of Director Ip 15678 101 24X 

F 1 c h e 50-382, 82/09/30, 62101 3024 5 


6210130564 Second interim deficiency rept on Significant Const 
Deficiency 40 re design application of break flanges at 
elevated temps Corrective action described in 620326 rept 
not completed Next rept to be submitted by 630117 
MAUfilMrL Louisiana Power t Light Co 82/09/30 COLLINS, J T 
Region 4, Office of Director ip 1 S6B3 300 24X 

Flche 50-382,82/09/30,6210130564 


8210130243 Second interim deficiency rept re reactor containment bldg 
liner plate nuclear coating failure Corrective action not 
yet completed Final rept to be submitted by 830323 
HAURIN, L V Louisiana Power & Light Co 82/10/01 COLLINS, J T 
Region 4, Office of Diiector Ip 15676 1 00 24X 

Fiche 50-382,82/10/01,8210130243 


6210130551 Fourth interim Significant Const Deficiency Rept 33 re 
chilled water pipe supports Corrective action not yet 
complete Final rept expected by 830311 

HAURIN, L V Louisiana Power V Light Co 82/10/01 COLLINS, J T 
Region 4, Office of Director Ip 15684 013 24X 

Fiche 50-302, 82/ 1 0/Ol , 02 1 0 1 3055 1 


6210190542 Interim deficiency rept re Potential Reportable Deficiency 
86 on disparity in UHS tornado case test results Initially 
reported on 620830 Equipment not significantly impacted at 
104 F Deficiency not reportable per lOCFRSO 5S(e) 

MAURlNrL V Louisiana Power tt Light Co 82/10/06 MADSEN,© L 
Division of Resident, Reactor Project 4* Eng ineeri np Programs 3pp 
1 5751 330 24X Fiche 50-382,82/10/06,8210190542 


8210190345 First interim deficiency rept re Significant Const 
Deficiency 63, "Procurement of Spare/Replacement Parts 
Further info detailing investigation tt evaluating 
questionable purchase orders will be provided by 630418 
WAURIN, L V Louisiana Power t< Light Co 03/10/00 COLLINS, J T 
Region 4, Office of Director 3pp 13742 095 24X 

Fiche 50-382,82/10/08,8210190345 


8210250217 Third interim deficiency rept re inadequate clearance 
between process piping sys tt box type pipe supports It 
restraints Nineteen hangers remain to be reworked Final rept 
will be transmitted by 03O7OQ 

HAURIN, L V Louisiana Power tt Light Co 02/10/15 COLLINS, J T 
Region 4, Office of Director ip 15788 337 24K 

Fiche 50-382, 82/ i 0/1 5, 8210250217 


8210250242 Interim Significant Const Deficiency Rept 32 re failure to 
perform stress analysis for welded pipe support attachments 
prior to fabrication Initially reported on 810810 Eleven 
hangers need reworking Final rept will be sent by 830624 
HAURlNiL V Louisiana Power it Light Co 82/10/15 COLLINS, J T 
Region 4, Office of Director Ip 15788 330 24X 

Fiche 50-382,82/10/15,8210250242 


DOCKET 50-307 SUSQUEHANNA STEAII ELECTRIC STATION. UNIT I 


£ NRC Safety Evaluation Report (SFR), supple 6 correspondence 


6210040052 Responds to 6E8, Guppl 3, Section 3 11 5< 1 ) re aging K 
implementation of survei I lance S- maint program Frocoduri'S 
written t’ schedules will be completed by 821005 

CURTIS, N H Pennsylvania Power ft Light to 02/09/24 SCHNEN(kR,A 
Licensing Branch 2 3pp 15581 308 24X Fiche 50 367,02/09/24, 

8210040052 


821013034) Updates 820924 rpsponse to SER Suppl J, Section 3 U 5< J ) re 
surveillance 6 maint progTaniiper License Condition C<10)<a) 

Schedules coinplete for components requiring surveillance/ 
replacement during first yr operation 

CURTIS, N W Pennsylvania Power ^ Light Lo 02/10/06 SCHWENI tfl A 
Licensing Branch 2 Ip 15679 139 24X Fiche 50-387.82/10/06 

0210130341 


F Security, medical, emergency 6 fire protection plans 


S2100i0417 Forwards description of actions to be taken to correct 
deticiencies in physical security plan, pei 820901-02 
discussions Revised plan forthcoming End withheld 
(ref 10CFR73 21) 

CURTIS.N W Pennsylvania Power Light Cn 02/09/16 SCHWENC'ER.A 
Licensing Branch 2 Ip 15572 1/5 24X Fiche 50-387. 82/09/ 16. 

8210010417 


8210210234 Notification of 821005 meeting w/util m Allentown. PA In 
discuss station blackout test plan 

PERCH, R L Licensing Branch J 02/09/2/ VaUNOBL CKH). H J 
Licensing Branch I 3pp 15774 333 24X Fiche 50-307,02/09/2/. 

8210210234 


8210190158 Releases public /etsion of emoigency plan implemcntimj 
procedure 

FELTON, J M Division of Rules and Recoids 82/09/28 Document 
Management Di anch Ip 15750 020 P4X Fiche 50-307,02/09/20. 
8210190130 


—8210190166 Forwards public version of Revision 0 to Emergency Plan 
Implementing Procedure EP-IP-04B, ‘'Estimation of Coro Damage 
During Emergency “ Receipt form enc 1 

* Pennsylvania Power U Light Co 02/09/17 NRC - No Detailed 
Affiliation Oiven Ip 15750 021 24X Fiche 50-307,82/09/20. 

B21019015B 


—8210190173 Public version Of Revision 0 tr> Emergency Plan Imp Irmenlirnj 
Procedure EP-lP-040, "Estimation of Core Damage During 
Emergency ” Revision 6 to proceduro manual table of contents 
enc 1 

♦ Pennsylvania Power & Light Co 02/09/17 S5pp 15750 02J 
24X Fiche 50-387,02/09/20,0210190150 


8210060199 Advises that emergency operations Facility 6 technical 
support ctr is operational Status of emergency response 
computer sys provided in 820916 Hr 

CURTIS, N H Pennsylvania Power 4 Light Co 82/10/01 SCHWENtER.A 
Licensing Branch 2 Ip 15614 015 24X Fiche 50-387,02/10/01, 

8210060199 


8210130430 Responds lo inquiry re supplemental interim findings on 
adequacy of offsite emergency preparedness for facility 
State U local emergency plans adequate Conditions should be 
imposed to assure completion of corrective actions 
KRIMH, R W Federal Emergency Management Agency 02/10/04 
GRIMESiO K Division of Emergency Preparedness ip 15681 19? 
24X Fiche 50-387,82/10/04,0210130430 


8210290201 Forwards IE Imp Rept 50-387/82-30 on 02O71S-1S No 
noncompliance noted 

MARTIN, T T Division of Engineering I, Technical Programs 02/10/09 
KENVON.B D Pennsylvania Power Light Co 2pp 15854 015 24X 

Fiche, 50-387, 82/ 1 0/00, 62 i 029020 1 


— 6210290207 IE Insp Rept 50-307/82-30 on 020712-16 No noncompl lance 
noted Major areas inspected security sys power supply access 
control, I Ightlng assessment a i ds, de tection aids & 
communications Details withheld (ref 10CFR73 21) 

DUNLAP, JM,, OQDY.A T Region 1, Office of Director 82/10/06 
ip 15054 017 24X Fiche 50-387, 82/10/08, 0210290201 


8210230256 Forwards application for Amend IJ to License NPF-14 ic 
proposed Tech Spec changes Amend deletes Fire Zone 1-6A 
in access area from Tech Specs 

CURTfS.NN Pentisylvanta Power Light Co 02/10/19 SCHNENCERiA 
Licensing Branch 2 Ip 15791 153 24X Fiche 50-387,02/10/19, 

0210250256 
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-“^821025026'! Application for Aiuend 11 to License NPF^Mi del pting File 
Zone 1-6A from Tech Spec 3 7 6 2 re sprinkler sye 
CURTISjN W Pennsylvania Pouier 4 Light Co 82/10/17 Ip 
J579I 154 24X Fi the 50 307,02/10/17.8210250236 


— 8310250276 Proposed Tech Spec changes re spray l< sprinkler sySiolloumg 
for continuoi/s fire uatch u/backup fire suppiession 
equipment 

e Pennsylvania Power h Light Co 02/10/17 Ip J5791 155 24X 

Fiche 50-387,82/10/19,8210250256 


0310290230 Application for Amend 13 to License hiPF-l 4* revi s ing License 
Condition 2 0 to reflect Changes Ji K, L S' M> revision to 
Chapter II & security training 6 qualification plan 
including Revision 1 h Change A Class M amend fee end 
K8NV0N, D 0 Pennsylvania Power i Light Co 02/10/25 SCHWFNCER# A 
Licensing Branch 2 2pp 15053 I8l 24X Fiche SO-GB?, 02/ jO/25, 

B2 1 0290230 


8210290310 Advi<-es that mod lo fire resistant urap mail oi> cable trays 
In Tire Zone 1-20 remote shutdoiun panel completed per util 
020831 commitment Mod satisfies License Condition C17) 
r equi rements 

CURTIS. M W Pennsylvania Pouer t light Co 02/10/35 SCHWENCER. A 
Licensing Branch 2 Ip 15053 100 24X Flthe 50-307.02/10/25, 

0210290310 


j Ad |ud i{.atory correspondence 


12 10300258 Order directing uti] to inf oi m A5LD, by 0211031 of hou util 
wall inplement change of leak late monitoring sys per 
hearing testimony NRC bo inform ASLR. by 021110, of related 
Tech Specs ^ relationship to NURCG-'OGIG, Rev i sion 1 
TCJMPKJNS'Q A Atomic Satety and Licensing Appeal Panel 09/10/26 
Ponnsylvama Power & Light Co 3pp 15037 024 24X 

Fiche 50-307. Q2/10/26. B9JO20O2S0 


Genera] c orr es p otid cnc e 


210230351 Advises that 691006 telegram opposing facility teill he sent 
bo all parties 

OILINSKY. V Comml as loners 02/10/20 DAL TON, C Affiliation 
Unknown Ip 15777 127 ;'4X Fiche 50-307. 02/ 1 0/90, 0210220351 


‘0210220357 Opposes granting facility OL since no suitable evacuation 
plan exists 

DALTON, C Affiliation Unknown 02/10/06 0ILINSKV>V 
Commissioners Ip 15777 i20 24X Fiche 50-307,02/10/20, 

02(0220351 


Insurance V indemnity information 


•10220102 Forwards Eridorsementa 19.16 t 17 to NELIA Policy NF-269 
CURTlS, N U Pennsylvania Power t light Co 62/lO/lQ SCHW£N<,tn,A 
Licensing Drench 2 5pp 15770 172 24X Fiche 50-307,02/10/10, 

0210320102 


10220175 Forwards Endorsements 1-4 to MAELU Policy MF-107 

CURTIS, N W Pennsylvania Power flight Co 02/10/10 fiCHWENCER. A 

Licensing Dranch 2 Ip 1S778 001 24X Fiche 50-387.82/10/10, 

Qai0?20l75 


Operating license stage documents & c orres pondenc e 


10S104I7 Forwards action plan for investigation of small pipe program 
concerns per 8P0730 meeting commitment 

KENYON, P P Pennsylvania Power «< Light Co 02/00/04 MARTINET T 
Jivislon of Engineering f/ Technical Programs I2pp 15765 074 94X 

-(Che 90-307, 82/00/04, 0210210417 


10060391 Forwards rept of outlined actions ^ conclusions resulting 
'rom util investigation ^ Commission concerns re small pip* 
irogram,per 620011,18,25 S, 27 meetings 

lENYOM, D D Pennsylvania Power «i Light Co 02/09/10 MARTIN, T T 

)lvision of Engineering h Technical Programs i20pp I56I5 195 

•4X Fiche 50-307103/09/10,8210060391 


0100374 Summary of 820909 meeting w/util, Te ledyne Engineering Sves 
TEBlxDechtel U Nutech re conclusion of TES final rept 
ssued on review of feedwater sys inside containment List 
f attendees end 

ERSH,R L Licensing Branch 1 02/09/24 Licensing Branch 1 

pp 15746 336 24X Fiche 50-307,82/09/24,0210180274 


0I90I53 Summary of 820909 meeting w/util tt Stannard St Co re 
onfigwratlon of gas pipeline near plant site 

ERCH, R L Licensing Branch I 02/09/24 Licensing Dranch 1 
pp I576I 246 24X Fiche 50-387,82/09/24,0210190153 


0210210303 Notification of 890729 senior mg t meeting w/utit in 
Bethesda.MD to discuss plant status 

PERCH, R L Licensing Branch 2 02/09/27 VOUNODLOOD, D J 

Licensing Branch 1 3pp 15774 357 24X Fiche 50-307,02/09/27, 

0210210303 


8210050395 Discusses effects of change in diosel generator start time 
from lO-s to 95-s on LOCA analysis in FSAR Chapter 6 3 
Large r ec ircu lati on discharge break peak clad temp not 
affected by delayed start time 

CURTIS, N W Pennsylvania Power Light Co 02/09/2? SCMNENCER, A 
Licensing Branch 2 3pp 15608 212 24X Fiche 50-387,82/09/29. 

0210050395 


8210050370 Provides interim justification for operability of feedwater 
sys check valves Calculations & ASHE/AN51 stds provide 
adequate assurance that guillotine break of feed-water piping 
would not occur as result of operational transient 

CURTIS, N W Pennsylvania Power «, Light Co 02/09/29 SCHWENCER, A 
Licensing Dranch 3 2pp 15607 046 24X Fiche 50-307,02/09/39, 

0210050370 


8210210244 Requests written response addressing specific general 
issues noted m Teledyne final rept on independent design 
review of plant feedwater sys inside containment 

NOVAK, T H Assistant Director for Licensing 82/09/30 CI/RTI 81 N W 
Pennsylvania Power S< Light Co 2pp 15774 331 24X 

Fiche 50-307,02/09/30,0210210244 


0210210208 Advises that util revised process control program containing 
methodology & parameters for solidification of radwaste 
acceptable Program meets Tech Spec 6 13 1 requirement 
YOUNOBLOOD, D J Licensing Dranch 1 02/09/30 CURTIS, NW 

Pennsylvania Power it Light Co 2pp 15774 345 24X 

Fiche 50-307,02/09/30,02(0210209 


0210130122 Advises that final rept on automatic dep ressur i lation sys 
scheduled for completion in Oct Option 4 of DWR owners 
group will be implemented Detailed design info will not be 
generated until NRC approval Is received 

CURTIS, N 0 Pennsylvania Power & Light Co 82/10/01 0CHWENCER, A 
Licensing Branch 2 3pp 1567 3 001 24X Fiche 50-307, 02/10/01 1 

8210130123 


0210260241 Forwards rept of systematic assessment of licensee 
performance I, related correspondence 

HAYNES, R C Region I. Office of Director 02/10/01 KAUFMAN, J T 
Pennsylvania Power Co 3pp 15003 056 24X Fiche 50-307.02/10/01, 

0210260241 


—6210260247 Systematic assessment of licensee perPormance for Mar 
l9ai-Fob i902 Overall performance acceptable 

e Region I, Office of Director 82/06/01 aipp I5B03 059 24X 

Fiche 50-307, 02/10/01,021 026024 1 


— 8210260257 Advises of completion of systematic assessment of licensee? 
performance |< notifies of 820617 site meeting to discuss 
assessment 

STABOSTECKliR Division of Project it Resident Programs 82/06/04 
KAUFMAN, J T Pennsylvania Power 6 Light Go 2pp 15803 090 
24X Fiche 50-387.62/10/01,8210260241 


— 0210260270 Responds to 020604 systematic assessment of licensee 
performance Items discussed include licensed operators, 
health physics & chemistry staf f s, op vrati ng procedures, 
punch list status & open items 

CURTIS, N W Pennsylvania Power it Light Co 02/07/09 
8TAR03TECKI,R Division of Project & Resident Programs 9pp 
15003 092 24X Fiche 50-307, 02/10/01, 821 0260241 


0210080003 Forward* responses to Phase 2 finding 6 observations in 
final rept of Teledyne independent design review Program 
results re as-bullt reconciliation process will ba available 
091101 

CURTIS, N H Pennsylvania Power U Light Co 02/10/04 BCHWENCEfl. A 
Licensing Branch 2 Bpp 15640 2U 24X Flch* 50-307,82/10/04, 
0910080003 


8210290115 Forwards Amend 3 to License NPF-i4, safety evaluation 8< 
notice of issuance availability Amend changes Tech Specs 
re essential svC water pump timer settings it diesel 
surveillance equipment 

YOUNODLOOD, D J Licensing Branch 1 02/10/04 CURTIS, N W 

Pennsylvania Power it Light Co 3pp 15866 345 S4X 

Fiche 90-387, 82/ 1 0/04, 02 1 0290 1 1 S 


— 0210290120 Amend 3 to License NPF-14, chang i ng Tech Specs re essential 
SVC water pump timer settings diesel surveillance 
requirement 

YaUNODLQOP. 8 J Licensing Branch 1 02/10/04 7pp 15066 347 

94X Fiche 50-387.82/10/04.0210290115 
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--B210290J30 Safety evaluation supporting A/tiend 3 to 

4 Offif® Of Nuclear Reactor Re8ulaticin> Director 82/10/04 «-pp 
iSSiii 354 24X Flc^e 50-387. B2/10/04, 82102901 1 5 


0210290136 Notice of issuance t availability of Amend 3 to Licenai 

f L,c.n ,...9 Or^nch ! B2/10/04 3fp tsaw 354 24X 

Pxche 50-387.82/10/04.8210290115 


8210350010 Staff requirements memo summariiinj 820930 discussion & 
possible vote on full power OL Decision deferred pending 
investigation review , 

CHIL^'.B J Office of the Secretary of the Cnnimission 
Office of the Secretary of the Commission Ip 
Fithe S0-3B7. 02/10/05. 8210250010 


82/10/05 
15800 100 24X 


8310000142 Forwards application for Amend 9 to License NPF'14. adding 
info to minimnf equipment damage due to high drywetl ^ 

KENVON. B 0 Pennsylvania Power ^ Light Co 82/10/06 fiCKWENCER. A 
Licensing Branch 2 2pP 15640 131 24X Fiche S0-3B7. 82/10/06. 

03iOOBOi42 


--821Q0S0146 Application for Amend 7 to License NPF-14. add mg info to 
minimi xe equipment damage due to high drywell temp 
KENYDN. fl D Pennsylvania Power i Light Co B2/10/06 ip 
IS640 133 24X Ficho 50-307.82/10/06.8210080142 


— 0210080151 Marled-up proposed Tech Specs re minimiiing 
damage due to high dPywell temp 

* Pennsylvania Power S' Light Co 02/10/06 5pp 
Fiche 50-387.82/10/06,8210000142 


equipment 
15640 134 


24X 


S3I0190297 Forward* plan for expanded reconciliation sampling program 
to show adequacy of engineering judgments made in large 
pipe design proeP** Final rept will bo available 821112 
Requests NRC allow operation up to 357 power 

CURTIS. N U Pennsylvania Power it Light Co 82/10/14 5CHWENCER, A 
Licensing Branch 2 4pp 15742 160 24X Fiche 50-387. 02/10/14, 

8210190297 


cm\Vs.u7 ‘’J'ins^lv^nirpouerrtlg'h/co' 'ft^/lO/^r' SCiiWFNilR.A 




-0210260379 Application foi Amend 1^ to license NPf Id.chanyiny f o* h 
Specs 4 H 2 7 1.4 11 2 7 2 Faye 3/4 8-lP re lodioactive 
effluents. nain condensei f electric.*! powei sys 
Pennsylvania Power f Light Co Ut 


CURTIS, N W 
15004 ?40 


10/22 


24X Fiche 50 307.82/10/22,0210260366 


ip 


-8210260305 Proposed changes to Tech Speti> 4 U c.' 7 J,4 11 2 / 
Page 3/4 B-18 re radioactive of f I uents. ma i n condenser . 
electrical power sys ^ , 

# Pennsylvania Power * Light Co 82/10/22 3|ip 1 j804 .41 
Fiche 50-307.02/10/22 8210260366 


S210590230 Application foi Amend 13 to license NPJ - I <1 . rev j i, iny ||ii?u^,r 
Condition 2 D to reflect Changes J it t M. revision to 
Chapter 11 ^ security training «■ qua 1 i f i r at ion plan 
including Revision 1 f< Change A Class II amend foi* one I 
HENYON, 0 D Pennsylvania Powei ? I iqht Co 132/10/25 ttflfWl Ni I IL A 
Licensing Dranch 2 2pp 15853 lUi J 4X Fichu , «?/ 

8210290230 


Q Inspection reports, IE Bulletins t coMoSpondenta 


0210260241 Forwards rept 
performance 6 related 
ItAVNES. n c Region 1. 
Pennsylvania Power Co 
0210260241 


Dt eysiumalic assessmunt of licensee 
correspondence 

Office of Dnector U2/J0/01 KAUhMAN. f I 
3pp 1 SOOT 056 24Xfiihe "jO 10/. il2/lO/<JI 


-“8210260247 Systematic assessment of licensee pprformiincc for M.if 
I9Bl-Feb 19B2 averall poiformancr acceptahle 

» Region 1, Office or Director 02/06/01 ^llpp 1 5U03 OIiV .Ml 
Fiche 50-387,82/10/01.8210260241 


0210250256 Forward* application for Amend 11 to License NPF-14 t 
proposed Tech Spec changes Amend deletes Fire Zone l“6A 
in access area from Tech Specs 

CURTIS, N W Pennsylvania Power 6 Light Co 02/10/19 SCHHENCER.A 
Licensing Branch 2 IP 13791153 24X Fiche 50-387, 82/ 10/ 19, 

Q2J02S0256 


— 0210260257 Advises of completion of systematic □ssossmont of liceiit.ei 
performance 4, notifies of 820617 Site meeting to discuss 
assessment 

STAROSTECKI, R Division of Project it RosiiJont Programs 82/06/04 

KAUFMAN, J T Pennsylvania Powet light Co .’pp IDUOvl O'M 

24X Fiche 50-307,02/10/01,8210260241 


—8210250264 Application for Amend II to License NPF-14, deleting Fiiu 
Zone 1-6A from Tech Spec 3 7 6 2 re sprinkler sys 
CURTIS, N W Pennsylvania Power 6 Light Co 82/10/19 Ip 
15791 154 24X Fiche 50-387.82/10/19,8310230256 


—0210250276 Proposed Tech Spec changes re spray 6 sprinkler sys.allowinq 
ror continuous fire watch w/backup fire suppression 
equipment 

* Pennsylvania Power & Light Co 62/10/19 Ip 1579J 155 34X 

Fiche 50-387,82/10/19,8210250256 


0210230367 Forward* application for Amend 10 to License NPF'H, changing 
Tech Spec Table 384 1-1 to include more conservative 
Type 2 molded case circuit breakers (< to add previously 
omitted Type 3 molded case circuit breakers 

CURTIS, N H Pennsylvania Power it Light Co 02/10/19 SCHWENCER, A 
Licensing Branch 2 2pp 15790 179 24X Fiche 50-387,02/10/19, 

8210250367 


— 0210260270 Responds to 020604 systepialic assessmoni uf liconr.or 
performance Items discussed include lictMised operators, 
health physics & chemistry staff s, opera! i ng procoduies, 
punch list status & open items 

CURTIS, N N Pennsylvania Power it light l.o n«'/0//()2 
STAROSTECKI , R Division of Piojecl h Ros idOfit Programs 9pp 
15003 092 24 X Fiche 50-387, 02/10/ 01 , (ll'l 026024 1 


8208190233 IE Info Notice 80 3D, Soppl 1, “toakinD 6 Dislndgod l*U?h 
Lnplant Seeds " Sve list end 

CQDB.L I Division of Fuel FacilUios, Materials it Safeguards 
82/10/06 Consolidated Edison Co of New York 66pp 15761 2TD 
244 Fiche 50-000,82/10/06,0208190233 


02 10290201 Forwards lE Insp Rept 30-387/ 02- JO on 020712-15 No 
noncompl lance noted 

MARTIN, T T Division of Engineering it Tophnical Programs 02/10/08 
KENYON, D D Pennsylvania Power i Uight Co 2iip 19854 015 rMX 
Fiche 50-387,82/10/08,8210290201 


—8210290207 IE Insg Rept 50-387/83-30 on B20712-16 No noncompUancu 
noted Major areas Inspected security sys power supply access 
control, 1 Ig htlng assessment a ids, de tcction aids & 
communicati ons Details withheld (ref 10CrR73 31) 

DUNLAP, J M , CDDY.A T Region I. Office of DiroclPr 82 / 10/06 
Ip I3B54 017 24X Fiche 50-387,82/10/08,8210290201 


8200190230 IE Bulletin 82-03, “Stress Corrosion Cracking in Thlek- 
Nall, Large-Di ameter, Stalnl ess Steel, Recircu latl on 8ys 
Piping at QNR Plante “ 8vc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/10/14 Consolidated Edison Go of New York 

ll5pp 15010 125 24X Fiche 50-000,82/10/14,0208190238 


6 Reportable occurrences, LERs St related correspondence 


8210010177 Forwards L£R B2-014/03L-0 

KEISER.HW Pennsylvania Power S- Light Co 82/09/22 HAYNES, « t 
Region 1, Office of Director Ip 15567 285 24X 

Fiche 50-307102/09/22,8210010177 
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"S2I00-I 0100 LEfl 02-OI4/O3L-O on 020924, prior to initial cr i tl c al i ty, uni t 
taJten fran Operdtion^l Condition 5 to 4 m/o shutdomn cooling 
mode of RHR in operation, as required by T^cb Spec Initial 
startup procedure superseded by nornal startup procedure 
HITCHELL, D G Pennsylvania Pou/er & Light Co 82/09/21 


i, DfPice of Director 
0210010177 


ip 


1 5567* 206 " 24 X Tiche 30-307.02/09/22, 


0210010220 LEft 02-O16/O1P on 8209 10 , turh i ne bldg vent monitor sys 
noble gai nonltor declared out of sve Grab sampling once per 
B-h initiated Mechanical vacuum pump in sve until Q20920 
contrary to Tech Specs Cause not stated r. 

KEfSEWiH W Pennsylvania Power & light Co 02/09/22 HAYNES, R C 
Region 1, Office of Director Ip 15560 261 24X 

Piche 50-397, 82/09/22, B21001022B 


&21C010393 Forwards LER 02-01 5/03L-0 

I'EIGER^H W Pennsylvania Power 6 tight Co 
Region 1, Office of Director Ip 15572 * 
Fiche 50-387,02/09/22,0210010393 


82/09/22 
64 24X 


HAYNES. R C 


--02IOO1O4O2 LER 02-O15/O3U-O on 020024, from 
until 020825, spray pond level & temp not 
omtasion of Tech Spec 4 7 13 requirefnen 
Procedure rewritten 

KllC Z Vf I SK I . L A Pennsylvania Power S- Uig 

1, Office of Director Ip 15572 26S 
8210010393 


start pf initial fuel load 
monitored Caused by 
ts from procedures 

h t Co 02/09/22 Region 
24X Fiche 50-307, 03/09/22, 


8210040086 Forwards LER 92-017/03L-O 

KEISER, fi Pennsylvania Power Light Co 02/09/24 

Region I. Office of Director Ip I SS81 015 24X 

Fiche 50-307.82/09/24,8310040006 


HAYNES. R ( 


— 8210040083 LER 82-0 1 7/03L-0 on 020026 , spr i n k 1 or sys for fire lone 1-5A 
was out of SVC Detector reset initiated on fire protection 
panel in control room, but required reset of priorities (RSP > 
not performed RSP inilidied ^ ^ 

KUCZYNSKl.L A Pennsylvania Power 4c Light Co 02/07/24 
1. Office of Director Ip 15501 016 24X Tiche 50-307,02/09/24, 

0210040006 


0210040110 Forwards LER 62-012/017-0 

I^EIftER, H N Pennsylvania Power 4< Light Co 02/09/24 
Region 1, Office of Director Ip 15501 193 24X 

Fithc 50-307. 02/07/34, 0210040110 


HAYNES, n <, 


--02J0040122 LER 03-O12/OJT-O on 020910, poten fc tpl existed for pverlOAd of 
Class JE electrical sys due to concurrent loading of 
emergency sve water pumps K either RHR or core spray pumps 
during in te i rred la te LOCA Caused by inadequate evaluation 
C16ENHUT, F T Pennsylvania Power 8- Light Co 02/07/24 Region 

1« Office of Director 2pp 15501 174 24X Fiche 50-387, 

82/09/24.0210040110 


0210130352 Forward* LER 82-020/03L-0 

HEISER.H W Pennsylvania Power & Light Co 02/10/01 
Region 1. Office of Director Ip 15677 125 84X 

Fiche 50-307,92/10/01.8210130352 


HAYNES. R C 


8210130405 PNO-l-02-064 on 021006- anch or for 6-inch RHR sys line found 
to have weld ane-fchird specified length Failure of support 
would overstress containment penetration Au thor 1 lation to 
exceed 5X power postponed 

MCCADE. E C . KEIMIO Region 1, Office of Director 02/10/0? Ip 
15600 260 24X Fiche 50-397, 02/10/07, 02101 30403 


0210210440 Forwards LER 82-02I/03L-0 

KEISER.H N Pennsylvania Power U Light Co 02/10/00 HAVNEB.fi C 
Region I, Office of Director Ip 15763 045 34X 

Fiche 50-387,02/10/00,0210210440 


— B210210446 LER 02-021 /03L on 020710, while performing surveillance of 
rod worth m inimi ler. sel ection error indicating light did not 
operate properly Caused by one 28-volt conductor being 
pulled loose from light assembly due to stress 

MITCHELL, D 0 Pennsylvania Power U Light Co 02/IO/OB Region 

1. Office of Director Ip 13763 046 24X Fiche 50-307,02/10/00, 

8210210440 


0210210205 Forwards LER 92-01 9/03L-0 

KEI8ER, H W Pennsylvania Power it Light Co 82/10/11 HAYNES, R C 
Region 1. Office of Director jp 15763 006 24X 

Fiche 50-397.02/10/11,0210210205 


—0210210293 LER 02-O17/O3L-O on D20912, during startup tasting. 
Operational Condition 2 entered prior to completion- of 
required daily survei 1 lances Caused by Incorrect 
ident i f i cat Ion of condition Event will be reviewed 
MITCHELL, D G PenneVlvanJa Power I Light Co 82/10/11 Region 

1, Office of Director Ip 19765 087 24X Fiche 90-387.02/10/11, 

0210210299 


9210210433 Forwards reissued LER 08-016/OlT-l 

KEISER.H W Pennsylvania power Light Co 02/10/11 HAYNE9, R C 
Region I, Office of Director Ip 15763 019 24X 

Fiche 50-307.82/10/11,9210210433 


—0210210436 Reissued LER 82-016/OlT-l on 820920, mechanical v-ac uum pump 
left in SVC after ventilation monitoring sys noble gas 
monitor became inoperable on 020919 Caused by operator not 
noting all parts of applicable action statements 

MITCHELL. 0 0 Pennsylvania Power it Light Co 82/10/11 Reason 

1, Office of Director 3pp 15763 016 24X Fiche 50-307. 

02/10/11. 8210210433 


0210210020 Final deficiency rept re improper field mounting of Agastat 
7000/E7000 relays Initially reported on 020702 Corner 
mounted screws it relays will be reworked by 821026 Also 
reported per Part 21 

CURTIS, N W Pennsylvania Power 6 Light Co 02/10/12 HAYNES, R C. 
Region 1. Office of Director 4pp 15766 017 24X 

Fiche 50-307.02/10/12,0210210020 


0210210137 Final deficiency rept re pump motor start times for 
emergency svc water, core spray & RHR sys Initially reported 
on 020710 Low pressure vessel interlock deleted from RMR it 
core spray pump start Also reported per Part 21 

CURTIS, N » Pennsylvania Power it Light Co 02/10/12 HAYNES, R C 
Region 1. Office Pf Director. 4pp 15766 103 24X 

Fiche 50-387.02/10/12,0210210137 


•0210130361 LER 02-020/03L-0 on 020903. after 
from svc. pressure temp wore not focordo 
operator misjudgment Operators instructed 
all action statements 

HITCHEIL,!) 0 Pennsylvania Power «s Light 
1, Office of Director Ip 15679 126 
0210130352 


both RHR sys trains removed 
d Caused by 
to log it follow 

Co 02/10/01 Ruyion 

24X Fiche 50-307,82/10/01, 


0210250347 LER 02-O26/O1P-O confirms 821013 teUon re failure to 
complete grounding of reactor protection syt cabling 
prior to fuel loading as required by License NPr-J4 
Ke!8ER,H M Pennsylvania Power it Light Co 82/10/14 HAYNES. R C 
Region 1. Office of Director tp 15790 047 S4X 
Fiche 50-387, 02/10/14, 0210250347 


0210130363 Forwards LER 82-0ie/03L-O 

i^E|8ER,N H Pennsylvania Power «« Light Co 82/10/01 
Region 1, Office of Director Ip 15602 113 24X 

Fiche 90-307.02/10/01,0210130363 


HAYNEB, R C. 


— 0210130371 LER 02-O10/O3L-O on 020702 . w/mod e switch In refuel, three out 
□f four source range monitors were inoperable Caused by 
Inadveitont stressing of cables during undervessol work 
Procedure revised to reduce cable wear „ , 

MITCHELL, D 0 Pennsylvania Power it Light Co 02/10/01 
]i Office of Director Ip 15602 114 24X Fiche 50-307, 02/1 0/Ol, 

0210130363 


8210250357 LER 02-029/OlP-O confirms 821013 telcon re Inability to 
comply w/action statement Chlorine detectors Inoperable 
Action statement requires one control room emergency outside 
air supply sys in rec irculation mode 

KEISER.H H Pennsylvania Power S< Light Co 82/10/14 HAVNEB, R. C 
Region 1, Office of Director. Ip 15791 015 24X 

Fiche 50-307, 82/10/14, 0210250357. 


0210250369 Forwards LER eS-022/03L-0 

KEISER/H H. Pennsylvania Power & Light Co 82/10/14 HAYNEB,R.C 
Region 1, Office of Director Ip 19770 137 S4X 
Fiche 50-387, 82/ 10/14, 8210250367 


G210130377 Forward* LER S2-019/01T-0 

KEISER.H if Pennsylvania Power it Light Co 02/10/01 
Region 1. Office of Director Ip 1S681 006 24X 

Fiche 50-307. 92/10/01,0210130377 


MAYNEBrR C 


— 0210130309 LER 02-O19/O1T-O on 020920, during power ascension testing, 
turbine bldg vent monitor sys became inoperable Caused by 
failure to remove mechanical vacuum pump from svc Pump 
stopped tf steam jet air ejectors placed i n svc 
MITCHELL. 0 0 Pennsylvania Power it Light Co 82/10/01 


Region 


li Office of Director 
0210130377 


Ip 


IS60I 007 24X Fiche. 50-307. 02/10/01, 


—0210250377 LER 02-O22/O3L-O on 820916, while cleaning control rod drive 
(CRD) suction strainers, CRD pumps tripped Caused by low 
suction pressure due to pressure fluctuations from cycling 
condensate reject valve Suction trip logic modified 
MITCHELL.D 0 Pennsylvania Power & Light Co 02/10/14 Region 
I. Office of Director Ip 15790 130 24X Fiche 50-397,82/10/14, 

0210250369 
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e2l03S03ai Fprwards LER a2-023/03L-0 

kEISER.H M Pennsijlvama Power t Light Co 82/10/14 HAVNES, R C 
Region 1» Ofrjce of Direttor £p 15790 134 24 X 

Fiche 50-3B7i 02/10/ H, 8210250331 


-•*8210250385 LER 82 023/03L-0 on B2091 5. during startup testing of steam 
relief valve acoustic monitoring sys. three monitors failed 
*•0 operate correctly Event tia e initial catibr of monitors 
using steam Monitors ad just e d « t es ted {- placed in svc 
MITCHELLiD 0 Pennsylvania Poiuer S' Light Co 82/10/14 Region 

li Qrfice or Director Ip 15790 135 24X Fiche 50-307,62/10/14. 

B21'02503ai 


62102605^9 LER 82-024/018-0 on 82 I 015. potent i a I far unanalyied 
accident resulting from single failure of spray pond bypass 
valve reported Redundancy provided by automatic transfer to 
D loop on failure of A loop pumps to start 

MEISEfi.H M Pennsylvania Pouer A Light Co 03/10/lS HAVNE0. R f 
Region 1. Office or Director Ip I 5Q05 136 24X 

Fiche 50-387, 82/10/ 1 0> 0210260509 


0210280315 Forwards LER 82-027703L-0 

KEISER'M U Pennsylvania Power * Light Co 82/10/19 HAVNES, R { 
Region I. Office of Oireclor Ip 15037 004 24X 

Fjche 50-387,02/10/19 8210230215 


— 8210260257 Advises of completion or systematic assessment o( liretisp« 
performance A notifies of 820617 site meeting to discuss 
assessment 

STAROSTECH I , R Dwiviun of Project * Res i dent Programs H&7U6/LH 
KAUFIWJ. J T Pennsy 1 van la Puuiei A Light Co Ppp (5Gi)J 090 
24X Fiche 50-387,02/10^01 0210260241 


-6210260270 Responds 820604 systematic assessment of licenset' 
performance [terns discussed include 1 i« ensed r>peratui s. 
health physics * chemistry staffs opeialing procedures 
punch list status fy open items 

CURTl&.O W Pennsylvania Power f Light ( ci 02/0//02 
STARO&TECKl R Division of Project Resident Pnigriims Vpp 
15803 092 24 X Fiche 50 307.02/10/01.8210260241 


F Gecunty. medical onu*igeniy *' fire prole clinn plane 


1001041 7 Forwards dossr i p 1 1 ort ot acijons to be taltrt ♦ i> c or re if 
dericiencies in physical security plan per 020901 <V 
discussiorts Revised plan forthcoming fnrl unthhpld 
1 ref tOCFfi73 3l ) 

CURTIS, M W Pennsylvania Pouei llyht Lq 0.709/16 ti( iMf N( I R 
Ul censing Branch 3 Ip 1557? 175 24/ f it he 50 JO? 02/09/16 

0210010417 


— S310SB0219 LER B2-027/03L'0 un 620920. two drywe 1 1/supp r ession chamber 
vacuum breakers gave False position indications during 
stroking Caused by loose couplings connecting limit suiitch 
to vacuum relief valve shaft Set screw replaced 

MITCHELL, 0 0 Pennsylvania Pouer t> Light Co 82/10/17 Region 

1. Drfice of Director Ip 15037 005 24X Fiche 50—387,82/10/19, 

8210280215 


T Hearirig transcripts on non-anfc i trust matters 


8210130113 Unoffical transcript of 82093D public meeting m tiashington, 
DC re briefing on full pouer OL amend Pp 1-97 Supporting 
documentation encl 

•• Conmissioners 82/09/30 1 56pp 15696 083 24X 

Fiche 50-387. 82/09/30, 021013011 □ 


< Onsite Storage of Lou Level (^laste 


8210270411 notification of contract execution, Hod 3 to "Environ 
Assessment oP Lou Level Uaste Storage at PA Pouer it Light 
Co, Sus guehanna Steam Electric Station " Contractor Science 
Applications, Inc 

FLEEMQR.C M Administrative Contracts Branch ^80-02-0 1-064 
82/09/30 DAVIS. J , LQVSEN, P Office of Nuclear Material Safety «( 
Safeguards. Director Ip 15933 277 24X Fiche 50-387,02/09730, 

821 02704 U 


8110190158 Releases public /eision of emergency plan imp ] enier) t iini 
procedure 

FELTON, J M Division of Rules and Records 02/09/20 Doc iiriLnil 
Hanagement Rranch Ip 15/58 020 24 a F iche 5(1 307,02/09/20. 

6210190158 


8210190166 Forwards public version of Rrvisinn O tr, Emrtgeiny fw.ii 
Implementing Procedure rP-rP-OdO. "Cstimalion of Lore Darogr 
During Emergency " Receipt form encl 

a Pennsylvania Power ' Light Co 82/07/17 JJRC No Det,iiJaif 

Affiliation Given tp 15750 02; 24X Fiche 50-38/, 02709/. *n, 

0210190158 


8210190173 Pu b 1 ic version of Revision O to Emerqenry Plan Imp 1 rmcntif i 
Procedure EP-lP-048, "Estimation of Coro Damaye During 
Emergency " Rcvisicin a to procedure manual table of contents 
enc 1 

« Pcnnsylvantd Power ft Light Co OP/O'?/ J 7 ?5pp 15750 U.'l 
24X Tic be 50-387,82/09/28,0210190158 


6210130430 Responds to inquiry re supplemental interim Findings nr, 
adequacy of offsite emergericy p reparedness for facility 
State it local emergency plans adequate Conditions should be 
irfiposed to assure completion of corrective actions 
KI1(HM<R H Federal Emergency Management AgeriCij 82/10/04 
GRIMES, B K Division of Emergency Preparedness ip 15681 192 
24X Fiche 50-387/02/10/04,0210130430 


— 8210270413 Mod 3, extending period of performance to 030131, re vi siiiti 
billing instruction info substituting Manual Chapter 3203, 
to "Environ Assessment of Lou Level Waste Storage at PA 
Power 0 Light Co, Susquehanna Steam Electric Station 
ARCHER, C D Science App 1 icat 1 ons, Inc HAOAN, T F Technical 
Assistance Contracts Branch NRC-02-81-064 82/09/30 2pp 

15833 278 24X Fiche 50-387, B2/09/30, 821 02704 1 J 


DD-CKET 50-3B8 SUSQOEHANNA STEAM ELECTRIC STATION, UNIT 2 
A App 1 1 cation/ construe tion stage documents & correspondence 


6210210417 Forwards action plan for investigation of small pipe program 
concerns per 820730 meeting commitment 

KEN VON, 0 D Pennsylvania Power 4c Light Co 02/08/04 MARTIN. T T 

Division of Engineering tt Technical Programs I2pp 15765 074 24X 

Fiche 50-337,02/03/04,8210210417 

6310060391 Foruards rept of outlined actions conclusions resulting 
from util investigation ti Commission concerns re small pipe 
program, per 820811,18,25 L 27 meetings 

KENVON* 0 D Pennsylvania Power R Light Co 82/09/10 MARTIN, T T 

Division of Engineering ft, Technical Programs i20pp 15615 195 

24X Fiche 50-307, 82/09/10,8210060391 

0S1O26O24I Forwards rept of systematic assessment of licensee 
performance L related correspondence 

HAYNES. R C Region i, Office of Director 82/10/01 KAUFMAN, J T 
Pennsylvania power Co 3pp 15003 056 24X Fiche 50-307/82/10/01, 

8210260241 


— 8210260247 Systematic assessment of licensee performance for War 
1901-Feb 1962 Overall performance acceptable, 

* Region 1, Office of Director 82/06/01 3ipp 15803 039 24X 

Fiche 50-387/82/10/01,8210260241 


G Adjudicatory correspondence 


8210200258 Order directing util to inform ASLR, by 821103, of how util 
will implement change of leak rate monitoring sys per 
hearing testimony NRC to inform ASLQ, by 821110, of related 
Tech Specs ft relationship to NURFG~03] 3, Rev is ion 1 
TOMPKINS. D A Atomic Safety and Licensing Appeal Panel 83/10/26 
Petinsy Ivania Power t/ Light Co 3pp 1583 7 024 24X 

Fiche 50-397, 82/10/26, 0210200258 


H Genora] correspondence 


9310220351 Adsises that 821006 telegram opposing f oc 1 1 1 ty will bo sent 
to all parties 

GfLlNBKY. V Commissioners 02/10/20 DALTON, C Affijiation 
Unknown Ip 15779 127 24X Fiche 50-307, 82/10/30, 8210320351 


--8210220357 Opposes granting facility OL since no suitable evacuatun 
plan exists 

DALTON, C Affiliation Unknown 82/10/06 OILINBKV, V 
Commissioners Ip 15779 laO 24X Fiche 50-387, 02/ 10/30, 
6210220351 


Q Inspection reports, IE Bulletins ft correspondence 


8310260241 Forwards rept of systematic assessment of licensee 
performance ft related correspondence 

HAVNES, R C Region I. Office of Director 82/10/01 KAUFMAN. J T 

Pennsylvania Power Co 3pp 13003 056 24X Fiche 50-387/02/10^01, 

8210260241 


— 8210260247 Systematic assessment of licensee performance for Mar 
1902 Overall performance acceptable 
e Region I, Office of Director 02/06/01 3lpp 15803 059 
Fithe 50-387,02/10/01,0210260241 


DOCKETED ITEMS 


235 


--8210260257 Advises of conipletion of systematic assessment of liceniset? 
performance Cc notifies oF P206Z7 site meeting to discuss 
assossment 

STARQSTECKr , R Division of Project ic Resident Programs 02/O6''O4 
KAUFMAN. J T Pennay Wania Power % Light Co 2pp 1 3B03 090 
24^ Fiche 50-397, 82/10/01,0210260241 


— 0210260270 Responds to 020604 si|Btemat>c assessment of licensee 
performance Items discussed include licensed operators, 
health physics chemistry staf f s . operati ng procedures, 
punch list status & open items 

CURTI&, N W Pennsylvania Power & Light Co 02/07/03 
STAR06TECKI , R Division of Project f< Resident Programs 9pp 
15803 092 24 y Fiche 5O’307, 03/10/01, 021 026024! 


0208190233 IE Info Notice B0-3&. Supp 1 1. '‘Lcal(ing V Dislodged 1-125 
Implant Seeds Sve list end 

COBflrL 1 Division of Fuel Facilities, Materials ^ Safeguards 
32/10/06 Consolidated Edison Co of New Yflrlf 66pp 1S76I 350 
34/ Fiche 50-000,82/10/06,8208190233 


8200170230 IE Oujletin 02-03. "Stress Corrosion Craclfin^ in Thick- 
Na 1 1 . Large-Oi ameter. 5t^ in 1 ess Steel , Rec ircu la t£ on Sys 
Piping at DUR Plants " Sve list end 

DEYOUNO, R C Director's Office. Office of Inspection and 

Enforcement 02/10/14 Consolidated Edison Co of New Yort 

llSpp ISBIO J2S 24X Fiche 50-000.02/10/14.8203190230 


S Reportable occurrences. LERs & related correspondence 


0210010360 Interim deficiency rep t re inadequate clearance in Pacific 
Scientific shoclc suppressors & ITT Orinnell pipe clamps 
Initially reported on 020020 Final rept will be submitted 
by B30201 Also rcpoi ted per Part 21 

CURTIS, N W Pennsylvania Power U Light Co 02/09/23 HAYNES, R C 
Region i. Office of Director 4pp 15573 1 10 24X 

Fiche 50-300,02/09/23,0210010260 


3210210020 Final deficiency rept re improper field mounting of Agastat 
7000/C7000 relays Initially reported on 020702 Corner 
mounted screws 6 relays will be reworked by 621026 Also 
reported per Part 21 

CURTIS. N H Pennsylvania Power & Ll^ht Co 02/10/12 HAYNgTS, R C 
Region 1. Office of Diroctor 4pp 15766 017 24X 

Fiche 50-387,02/10/12.0210210020 


)2]0210137 Final deficiency lept re pump motor start times For 
emergency sve water, core spray & RHR sys Initially reported 
on 820710 Low pressure vessel interlo-Ck deleted from RHR b 
core spray pump start Also reported per Part 21 

CURTlSiN W Pennsylvania Power 6 Light Co 02/10/12 HAYNEB. R 
Region I, Office of Director 4pp 15766 103 24X 

Fiche 50-387, 82/10/12, 0210210 !37 


Qnsite Storage of Lou Level Haste 


210270411 Notification of contract execution. Hod 3 to "Environ 
Assessment of LoU Level Waste Storage at PA Power & Light 
Co, Susquehanna Steam Electric Station " Contractor Science 
Applications, Inc 

FLeENaR,C M Administrative Contracts Branch NRC-02-B1-064 
02/09/30 DAU1S,J , LOV0EN,P Office of Nuclear Material Bafoty 8c 
Safeguards, Di rector ip JS033 277 24X Fiche 50-307,02/07/30, 

B2I 02704 11 


-0210270413 Hod 3. extending period pf performance to 030131, re vi si ng 
billing instruction info 8c substituting Manual Chapter 3202, 
to "Environ Assessment of Low Level Waste Storage at PA 
Power L Light Co, Susquehanna Steam Electrii: Station " 

ARCHERfC D Science App 1 ica t ions, Inc HAGAN, T F Technical 
Assistance Contracts Branch NRC-02~SI''064 02/09/30 2pp 

15033 270 24X Fiche 30-307. 82/09/30, 021 027041 1 


CKET 50’'387 BT LUCIE PLANT, UNIT 2 


App 1 uation/construc t ion stage documents 8< correspondence 


10190014 Forwards background info for meeting to discuss engineering 
verification program 8c measures ust-d to assure program 
independence W/o encle 

NERSES, U Licensing Branch 3 82/09/09 DENTON. H R Office of 

Nuclear Reactor Regulation, Director ElflENHUT, D 0 Division of 
-Icensing VOULHERrR H Division of Engineering 2pp 15760 aj6 
24/ Fiche 50-389,02/09/09,8210190014 


03100(0017 Forwards response to rindjng-s identified in 020831-0901 
audit of electrical area 

UHRIC. R E Florida Poiuer 6 Light Co 02/09/^4 iTlSENKliT, D G 
Division of Licensing 3pp 13565 144 24> Fiche 50-389.82/07/34. 

02(001001 7 


02(0040334 Forwards minutes of 820923 meaCiny w/util t C~E task Force 
managers in Nindsor. CT re dn g i n ee r i ny verification program 
D LODGE TT, T H Ebasco Services- Inc (subs of En^erch Corp > 
02/09/29 EI0ENHUT D G Division af Licensing 3pp 15586 (90 

24X Fichs 50-387,02/09/27 02(0040334 


0210210020 Authnruea use of AGUE Code Case N"3l6 f(?r applicatior in 
const of components Use of code case shoutd be doctirronted in 
FBAR 

KERRIOAH, JD Licensing Branch 3 82/09/29 UHRIO.R £ Florida 

Power 6 Light Co 2pp 1S7G3 201 24 X Fiche 50-309,02/09/29. 

82102(0028 


821021025! Notification of 021008 meeting w/ubil in CethesdaiMD to 
discuss procedure for leak testing pressure isolation 
valves Meeting agenda oncl 

NERSES. V Licensing Branch 3 02/09/29 KERRIGAN, J i icons inq 

Branch 3 4pp 15774 327 24X Fiche 50-389> 02/09/29, 831021 025 1 


8210050416 Forwards SuppJ 1 to "NeaT-rerfl, OL Summary Human Eng i ne er irig 
Rept on St Lucie t/n 1 1 2 Control Room 

UHRIO.R E Flpnda Power L Light Co 83/^7/30 ElSENHUT, D G 
Division of Licensing Jp (5607 (25 247 Fiche 50-307.82/07/30, 

0210050416 


--02100504(9 Suppl J to "Ncar-Terjn OL Summary Human Engineering (Ippt on 
8t Lucie Unit 2 Contra! Room ’ 

^ Florida Power L Light Co 82/09/07 i79pj» (5607 126 24X 

Fiche 50-387, 02/09/30. 8210050416 


0210060276 Forwards training program on loose parts monitoring sys. 
which pioperly qualifies plant personnel to operate tys 
Submittal completes action to satisfy NRC request 
UHflIO,R e Florida Power 6 Light Co 02/09/30 ElSENHUT. D 0 
Division of Licensing 2pp I 5621 170 24X F iche 50-^309, Q2/09/'N), 

0S1 0060276 


0'21OO6O20& Informs that requirements stated an Generic Ltr 02-12 re 
staff working hours adequately enforced by incorporation in 
admi ni strati vb procedures Amend to Tech Specs unnecessary 
at present time 

UHRIO.R E Florida Power L Light Co 63/09/30 Ef SENHUT, D 0 
Division of Licensing Ip 15619 212 24X Fiche 50-333, 02/07/33, 

021OO6O26Q 


8210100260 Trip rept of caseload forecast panel 020600-10 site visit 
to assess const progress Meeting agenda & attendance list 
enc 1 

NERSES, 9 Licensing Branch 3 02/10/01 Licensing Branch 3 

8pp 15746 328 24X Fiche 50-309.82/(0/01,0210180260 


0210210591 Forwards final NRR input for plant Cycle 3 systematic 
assessment of licensee performance evaluatiOin Contributors 
1 isted 

NERSES, V Licensing Branch 3 B3/lQ/0i EISENHLPT, D 0 Division of 
LJcenaing 6pp 15704 310 24XFjche 50-339i 02/10/01, 03102 10591 


8210130307 Forwards util responses to NRC concerns re inadequate core 
Coaling l ns tr umen tation, p er 8207L4 telcon w/NRC 
Oual i f ica tion testing of heated junction thermocouple sys 
scheduled for completion by 0SJG15 

VHRI0,R E Florida Power 6 Light Co 62/10/03 EISENHUT, D 0 
Division of Licensing 4pp 15670 306 24X Fiche 50-307.02/10/03, 

0210130289 


8210370339 Forwards status of control room design review Requests addl 
info re progress w/ imp lenient ing corrections for human 
engineering d i screp anc les ^ control room man-machine 
operations 

KERRIGAN, J D Licensing Branch 3 82/10/07 UHRIG, R E Florida 

Power L Light Co 7pp ISG51 342 24X Fiche 50-309.02/10/07, 

0210270339 


9210130301 Foruards list of engineering S( const items that ere not 
expected to be completed at core load & ju« 1 1 f icat i on for 
operation prior to coimpletion of items 

UHRIO, R E Florida Power b Light Co 02/10/00 ElBENHUTtD 0 
Division of Licensing I9pp 15670 104 24X Fiche. 50-3e9i 02/10/00, 

0210130301 


10000340 Discusses NRC understanding of core load scheduie List of 
licsniing actions not yet resolved to MRC satisfaction end. 
iOVAK, T M Assistant Director for Licensing 02/09/ 10 UHRlOiR E 
’lorida Power tc Light Co 5fp 15663 323 24X 

■Iche 50-309,02/07/10,9210080340 


0210190340 Forwards addl info re onsxt« ac power syi bus tie 
i ntar locks 

UHRlOiR E Florida Power & Light Co 82/10/12 EJSENHHTi D 0 
Division of Licensing 2pp 15737243 24X Fiche 50-309.02/10/12, 

0210170340 
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UUUKbl tU M tlVIC> 


82-10250313 Inform* that <*l I seneric Itps 
facllittf havf boen rovlaued it r«quir*d 
UKRlOrR e FUrxda Powffr Co 

Olvl-ilon o-f Llc«nsjn 3 Ip J 5790 063 
8210250313 


throu{}li G2‘-H ap-plicoble to 
rkttponte* submitted 
62/ to/ SO EISENHUr. D 0 
24 X Fie he 50-389,02/10/20, 


8210190056 Forii)ardi request for addl jnro re 10CFR50, App p Sect inns 
III 0 f/ III L Info required to complete reviein of fire 
protection of safe shutdoun capability 

KCRRIOAN, J D Licensing Drench 3 02/09/29 UNRIG, R E Floiidiij 

Pouer t Light Co 3pp 15761 0d6 24Xriche 50-389,82/09/29, 
6210190056 


B210260114 Foruard* minutes of S2t006-07 meeting u/utl 1> Ebasco t, C-k 
task force manager* re engineering verificatian prograni 
BLODOETT, T K Ebasco Services, Inc (subs of Enserch Corp 1 
92/10/20 EISENHl/T.DO Division of Licensing dpp 15799 i 12 
24/ Flche 50-309, & 2 / 10 / 20 , 02t 02601 1 4 


B2l0'i30346 Forwards response to Question 410 52 re fire protection 
requirements 

UKRIO, R E Florida Power f* Light Co 02/10/07 FISENHUT. D G 
Division of Licensing 2pp 15602 036 24X Tiche 50-309,02/10/07, 

B21013034B 


6210280254 Forwards proprietary "Final Assesunent of St Lucie 2 fuel 
Structural Integrity Under Faulted Cond It i oni^ *' 

CEN- 187C I J-P, Rivi 1 1on l-'P S "St Lucie 2 Fue 1 «« CEA Des i gn 

Summary Evaluation Rept, ” CEW-222(I)-P Rept* withheld 

UHRlO,fl E Florida Power Light Co 82/10/26 EISEMKUT, D 0 

Divillon of Licensing 7pp 15845 316 24X Fiche 50-309,92/10/26, 

6210200254 


9210260376 Ac k receipt of 021013 Itr informing NRf of steps tak on tci 
correct violations noted m IE Sateguaids Insp Rept 
50-335/62 -30 

LERIS, R C Division of Project f' Rosidunt Programs 62/10/2/ 

ORRIO, R E Florliia Power 6 Light Co Ip 15006 130 OdX 

Fiche 50-335, 02/10/32, B21O260376 


E NflC Safety Evaluation Report (SERI, supple correspondence 


9210160263 Notification of 921005 meeting w/util I, C-E In i4indtor,cr 
to discuss roviow of cloeooofc of SER Section 4 2, "Fuel Sy* 

Dtiigni " open itarne 

NERSES, V Llcenaing Branch 3 82/09/26 KERR JOAN. J 0 Licensing 

Branch 3 3pp 15746 325 24X Fiche 50-309.62/09/20,0210100263 


9210180237 Requests addl info re fuel analysis 1-n order to complete 
rtvliu of SER confirmatory issue 

KERRIOAN^J D Liceniitiff DrancN 3 82/10/01 I/HRIOjR E Florida 

Pouar U Light Co 2pp 15746 256 S4X Fiche 50-399.02/10/01, 
6210100237 


9210130257 Forwards Alden Research Lab, "Per f ormance Evaluation of 
Containment Sump at Ful I •^Bcal *, 9t Lucie hTuclear Power 
6tatlon 2 " Submittal completes cojrmltment to provide SER 
eonf Ir-matory info on vorteji testing 

UHRIO.R £ F I or Ua Power Light Co B2/IO/D6 Ei6ENKBT,0 0 

Division of Lleinilng Ip 15676 051 24X Fiche 50-309,02/10/06, 

6210130257 


— 6210130267 "Per f ormance Evaluation of Contaltieie nt Bump at Full-Bcala, 
Bt Luelt Nuclear Fouar Station 2 " 

DUROIN. 1^ U Aldan Research Lab oratory I06-92/M7KF 92/09/30 

41pp 15678.052 24X Fiche 50-309,82/10/06.9210130297 


SSIOSBOOB? Forwards proprietary ‘’Response to NRC Oueitioni on 
Imp 1 ementat 1 on of 0t Lucie l/nlb 2 Rod Bow Orld Spacing 
FtfialtJei'" to reiolvs action Jtams Identified In SER 
(RUREa-0843>, withheld Iref 10CFfl2.7907, 

UHRlOiR E Florida Power « Light Co 02/1O/S5 EI&ElfHUr,D 0, 
Olvlilon of Ulcentlng 6pp 15837 241 24X Fiche 90-369,82/10/25, 

8210260067. 


F Sicurltiir medUil, emergency U flpi protection plans 


6210010199 Forwards IE Iflip Repts 50-335/82-26 !< 50-3B9/82-37 on 
820B09‘-13.Na none omp 1 lance noted, 

DANCE, H G, DivliUn of Project ^ Resident Programs 82/09/09, 

UHfirOiR.O Florida Power i Light Co. 2pp 19565 326 24X 

Fiche. 50‘'339 j 62/09/08,8210010195 


■9210260510 Forward* IE Safeguard* Insp Repts &0~335/8a-30 I 
50-309/92-41 on 920816-206 notice of violaiion Notice of 
violation 6 rept de«^ails withheld iref 10Crf?7J 21) 

UEMIS.R C Division of Project X< Resident Programs 02/09/lJ 

UHRIO, R E Florida Power 6 Light Co 2p p 1 5G06 140 24X 

Fiche SO-335, S2/ 10/22, 8210260376 


— 0210260515 IC Safeguards Insp Repts 335/02-30 S<50-309/02-41 on 
820B16-20 None omp 1 1 anc e noted failure to comply w/securtiy 
plan re vehicle c ontrol , a larms 6 compensatory action Detail* 
withheld (ref IOCFfl73 21 » 

OOODE,R Region 2, Office of Director 02/09/10 2pp 
16006 142 ?4X Ficha 50-335,02/10/22.0210260376 


H Antitrust correspondence 


G210120416 Not! f icat ion of contract exocuti on, Mod 2 to "Economic 
Aiiistance for 3t Lucia 2 Antitrust Proceeding (H) " 

Contractor JM Kuhlman 

MCLEAREN, T Technical Assistance Contract* Branch FIN 0-7543 
02/10/09 DENTON, H R Office of Nuclear Reactor Regulation, 
Director Ip 19689 222 24X FI che 50-399. 02/ 10/05. 8210120416 


—9210120423 Mod 2, deob 1 Igating funds, to "Economic Assistance for 
8t Lucia 2 Antitrust Proceeding (If) " 

KUHLMAN.J M Kulhman, JM NAOAN, T F Technical Assistance 
Contracts Drench FIN D-7943 82/10/05 Ip 1560 9 223 24X 

Fiche 90-399,92/10/05.6210120416 


0 Inspection reports, IE Dullelins fy correspondence 


9210220214 Advises that weld re-exam completed on 020621, in responie 
to IE Insp Rept 50-309/62-13 Re sul Is made available to 
site Inspector 

UHRIO.RE Florida Power 6 Light Co Q2/00/12 0'RE11LY,JP 
Region 2. Office of Director Ip 15777 354 24X 

Fiche 50-309.82/08/12,0210220214 


0210010213 Forwards IC Insp Rept 50-389/82-40 on 020917-20 No 
noncompliance noted 

DANCE, HC Division of Project Resident Programs 02/00/31 
UHRIO, R £ Florida Power 5 Light Co 2pp 1S560 043 24X 

Fiche 90-399,02/00/31.8210010213 


--02IOO1O216 IE Insp Rept 50-309/02-40 on 020017-20 No noncompl larcp 
noted Major areas Inepected instrumentation cable 6 
termination work & work actlvl tl es, cable & termination OC 
records U followup on licensee Identified Items 
MERRl WEATHER, M , CONLON, T £ Division of Engineering k Technical 
Programs 82/00/27 3pp 15560 045 24X Fiche 90-399,08/05/31, 

8210010213 


8210010159 Forwards IE Imp Ripts 50-335/02-20 k 50-309/82-37 on 
820909-13 No non comp I lane • noted 

DANCE.HC Division of Project k Resident Program* 02/09/08 
UHRIO, R.E, Florida Power (t Light Co 2pp 15565 326 24X 

Flchi< 50-335, 82/09/08. B210D10159 


—0210010189 IE Insp Repte 90-335/82-20 1< 90-309/02-37 on 020009-13 Nd j 
noncofflpllance noted Major ereai Inspected followup on * 

•mergency prepartdneii appraisal & exercise finding* 

HUFFMAN,0, N. , JENKINB, 0 R Division of Emergancy Prepandnesi i 

Operational Support 02/09/02 IBpp 15569 320 24X 

Flfihi. 90-335,02/09/09,6210010155 ' 



docketed items 
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35101S065S Foru«rd« dr^ft input td aficfivdiBnt of licsns*? 

pvrfQrmanCB for reviau & rafnnien Comments should be 
submitted by eso*?10i for consideratlori in final rept If/o 
ehci 

NCRSFSi V Li tensing Drench 2 QZ/09/09 CI&ENHUr^O Q Division of 

Licensing MATTSDNi R L Division of Sgstems Integration (post 
SllOO!^) THOKAS«H Division of Human Factors Safety Ip 
1S67S 334 24X Fiche 50-389; 62/09/09. 82101 20635 


92100J03DI Foruiard* IE Insp Rept S0-3B9/82-41 on B2O024-27 No 
noncomp 1 lance noted 

DANCEtN C Division of Froject S< Resident Programs B3/09/10, 

IfHfilO, R E Florida Power & Light Co Spp 15560 310 a4X 

F 1 c h e 50-389. 02/07/10.021 00 1 030 £ 


-0210010305 IE Insp Rept 50-309/92-41 on 82O0S4-27 No noncomp I lanco 
notad Major areas inspected saf ety-related pipe support & 
restraint sgs it seismic analysis for ai-built saf ety-related 
piping sys 

YORK) J N « DLAKE. J J Division of Engineering li Technical 
Programs 02/09/00 Spp 13560 312 24X Fi che 50-309.82/09/10, 

8210010301 


210150345 Forwards IE Insp Repts 50-335/02-31 & 50-309/02-30 on 
820030-0903 No noncomp 1 ianc e noted 

DANCE. H C Division of Project it Resident Programs 02/09/22 

UHfllO.R E Florida Power it Light Cd Ip 15704 322 24X 

FI Che, 50-33 3. 02/09/22. 0210150345 


-0210150338 IE Insp Repts 50-335/82-31 50-307/02-30 on 020030-0903 No 

noncotnpl ianca noted Major areas inspected radioactive 
liquid ii gaseous effluent re 1 eases, reactor coolant chemistry 
iS( radioactive transportation activities 

NRAYivl H . BARR.K P Division of Engineering St Technical Programs 
82/09/17 lOpp 15704 323 P4X Fiche 50-335.02/09/22, 

B2101S034S. 


*10150262 Forwards IE insp Rept 50-309/62-42 on 020030-0903 No 
nonconpl lance noted 

DANOCrH C Division of Project It Resident Programs 82/09/27 

LTHRJO. R E, Florida Power tt Light Co 2pp 13703 261 24X 

Fich* 50-309.02/09/27,8210150262 


021O1SO269 IE Insp Rept 50-389/82-42 on 020830-0903 No noncompliance 
noted Major areas inspected preoperatlona 1 test procedure 
revieie, test witnessing it test procedure verification it 
plant tour 

TAVLOR, P, A , JAPE. F Division of Engineering it Technical Programs 
02/09/23 4pp. 15703 263 24X Fiche, 50-309. 02/O9/S7. 821 0150262 


10210591 Forwards final NRR input for plant Cycle 3 systematic 
sffsessrnent of licensee performance evaluati on, Contributors 
listed 

•(ERSES, V Li censing Dranch 3 82/10/01. EI8ENHUT.D0 Division of 

.icenslng 6pp 15784 316, 24X Fiche 50-389, 82/10/01, 8210210591 


}6190233 IE Info Notice 80-35, Suppl i, "Leaking 6t Dislodged 1-125 
mplant Seeds," Svc list end 

'ORBiL I. Division of Fuel Faeilitlefi Materials Safeguards 
12/10/06 Consolidated Edison CP of New York 66pp 15761 250, 

•4X F i c h 0 : 5 0- OOOr 82/ 1 0/06 r 0208 1 90233 


■0190230 IE Bulletin 82-03, "Stress Corrosion Cracking in Thick- 
's 1 1, Large-Diametar. Stainless Btee Ir Retire u lation Bys 
Iplng -at 0NR Plants " Svc list and 

EVGUNOrR C. Director's Office. Office of Inspection and 

nforcenent 02/10/14 Consolidated Edison Co of New York 

15pp. 15810 125, 24X Fiche 50-000. 02/10/ 14, 0208190230, 


0220200 Act receipt of 020930 Itr Informing NRC of steps taken to 
orrect violations noted In IE Insp Repts 50-335/02-11 l< 
D-309/ea-34 

4NCE, H C, Division of Project Resident Programs 02/10/19 

-iRIO, R £. Florida Power it Light Co ip. 15775 084 54X 

icht. 50-335, 02/10/15, 0210220280. 


2102S0S91 Forwards IE Insp Repts 50-335/82-11 it 50-389/02-34 on 
020711-0810 it notice of violation, 

DANCE, H C, Division of Project St Resident Programs 82/09/01 
UHRIO, R. E, Florida Power it Light Co. 2pp 15775 007, 24X 

Fiche 50-335,02/10/15,0210220280 


•10220303 I£ Insp Repts 50-335/82-11 it 50-309/82-34 on 020711-0010 
Noncomp 1 lence noted on 020805, Equ ipment Clearance Order 
L-8-30 incorrectly identified euction St discharge drain 
valves V-2317 V-2329 for charging pump A, 

ELROD, a A , aiBBrH. E, , JOLIAN, C A Division of Project l< Resident 
Program*. 82/00/31. lOpp. 15775:090 24X Fiche; 50-335, 02/10/15, 

8210220280. 


0210260376 Ac k receipt of 821013 Itr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Rept 
50-335/02-30 

LENiSiR C Division of Project 8c Resident Programs 82/10/22 
UHRIO, R E Florida Power & Light Co Ip 15006 130 24X 

Fiche, 50-339. 02/ t 0/22, 82 1 0260376 


—8210260510 Forwards IE Safeguards Insp Repts 50-335/02-30 & 
50-309/82-41 on 020016-20 & notice of violation Notice of 
vi-olation 6 rept details withheld (ref 10CFR73 21 > 

LEUI&, n C Division of Project St Resident Programs 02/09/13 

LfHRlO.R E Florida Power & Light Co 2p p 19606 140 24 X 

Fiche 50-33 5, 82/10/23. 8210260376 


—0210260515 IE Safeguards Insp Rrpt 50-335/02-30 & 50-309/02-4 1 on 
820&16'-20 Nonconp 1 lance noted failure to comply w/securitg 
plan re vehicle control . a larm s ti compensatory action Details 
(jiithheld (ref 10CFR73 Si) 

(^□ODE, R , 8TAN8DERRV. (d . ffCOUlRE. D R Re g 1 on 2, Of f i c e o f 
Director 62/09/10 2pp IS0O6 142 24X Fiche S0-33S. 82/ 10/22, 

02(0260376 


R Periodic operating reports $< related correspondence 


G210040072 Forwards joint Ehasco St C-E task force program weekly status 
summary for 020920-25 

DLODOETT. r H Ebasco Services, Inc isubs of Enserch Corp ) 

02/09/24 ElSENHi/T. D <7 Division of Licensing 4pp ISSBI 272 
24X Fiche 50-389, 82/09/24,8210040072 


0210060371 Forwards const/startup progress rept for Aug 1982 Target 
fuel load date of 021028 still valid 

UNnrO,R E Florida Power fc Light Co 02/10/01 EIGENHUI.D O 
Division of Licensing 2pp 15618 328 24X Fiche 50-389,02/10/01. 

0210060371 


8210150431 Forwards weekly status summary of joint Ebasco Sc C-E 
verification program for 02JOD4-O8 

DLODOETT, T H Ebasco Services, Inc (subs of Enserch Corp I 
02/10/08 ElSENHUr. D 0 Division of Licensing 4pp J S704 015 
24X Fiche 50-309,82/10/00,6210150431 


6210260466 Forwards joint Ebasco S C-E task force englneerinfl 
verification program week I y status summary for 021011-15 
BLOOOETTi T N Ebasco Services* Inc (subs of Enserch Corp ) 
82/10/15 EfSENHUr.DD Division of Licensing 4pp 15807 225 
24X Fiche 50-369,82/10/15,8210260466 


0210250317 Forwards c ons t/sbertup monthly progress rept for Sept 1982 
UHRIO. R E Florida Power & Light Co 82/10/19 EI8ENHUT, D 0 
Division of Licensing 2pp 15790 292 24X Fiche 50-309,62/10/19, 

0210250317 


8 Reportable occurrences, LERs U related correspondence 


8210060236 Fina 1 deficiency rept re undersixa fillet welds Initldlly 
reported on 020031 Insp prograiin revised & all undersized 
flange St socket fitting welds will be repaired OC breakdown 
not responsible for event 

UHRIO, R E Florida Power ii Light Co 82/09/30 O'REILLV, J P 
Region 2, Office of Director 3pp 15619 357 24X 

Fiche 50-389, 82/09/30, 021 0060236 


8210130090 Final deficiency rept re Incorrect shaft bearings on 
diesel generator motors 2A1 & SA2 Initiallly reported on 
880026 Shaft hearings replaced w/sa 1 f-al ign ing bearings. Not 
reportable per 10CFR90 95e. but reportable per Part 21 
OHRIO. R e Florida Power 8< Light Co B3/10/01 0 ^REILLY. J P 

Region 2, Office of Director. 2pp 15673 119 24X 

Fiche 50-389,82/10/01.0210130090 


8210130536 Interim deficiency rept rr fan belts on diesel generators 
2A St 2B tnltlalig reported on 820210 Final rept will be 
submitted by 821130 

UHRIOrR E Florida Power U Light Co 02/10/01 O^RElLLY, J P. 
Region Sf Office of Director tp 15682 1 93. S4X 
Fiche. 50-309, 82/10/01,6210130536 


8210220167 Interim deficiency rept re failure of reactor shutdown 
cooling bypass valves to respond to command eignali 
Initially reported on 620630 Util still reviewing problem 
Final rept will be eubmlttecf by 821030. 

UHRIO.R e Florida Power «c Light Co 82/10/06. O'RElLUYi J. P 
Region 2, Office of Director Ip 15776 362. 24X 

Fiche* 50-389, 62/ £0/06. 0210220167 


Fi 
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OaCKEf 50-390 WATTS BAR NUCLEAR PLANT. UNIT J 


A App 1 iCdt lon/conitruct ion ffoeunenfcs Ec coTFespondenc e 


210010008 RB«pond« to FOIA request for 19 catenaries af documents re 
nuclear reactor events t safety problem* Foruards documents 
listed in App A 

FELTON* J h Division of Rules and Records S2/0A/2Q UDELL. R A 
CriticaL Mass Energy Project t5pp 15727 OOS 24X 
Fiche 50-000*82/06720,0210010008 


0 Inspection reports* IE Bulletins ti correspondence 


E210D8001S Addl response to FOIA request for 19 categoi ics of le 

nuclear reactor events safety problems rorwards doegmonts 
listed in App A Documents in App fl completely uiithlseld IreF 
FOIA Eiemp tion 9> 

FELTON. J M Division of Rules and Rocorda 02/0// 12 UDFl I * 11 A 
Critical Mass Energy Project 9pp 15665 027 2dX 
Fit he 50-000*82/07/12,0210090015 


‘8008050265 Discusses addl required info to better define potential for 
cracking in reactor vessel noiiles 

NOONAN, V S Assistant Director far Materials U Qua 1 1 f icati ons 
Engineering 80/05/05 TEDESCO* R L Assistant Director far 
Licensing 2pp 15727 176 24 X Fiebe 50-000.82/06/28.0210010000 


?10160331 Foruards evaluation of Apr 1952 site audit of 
saf cty-relat ed electric l> mechanical equipment Resolution of 
specific concerns in single submittal requested 

NOVAK* T « Assistant Director for Licensing 62/09/23 PARRIS. H C 
Tennessee Valley Authority a9pp 15746 202 24X 

Flch* 50-390*02/09/23,8210100331 


— 8210000167 Systematic assessment of licensee perFoimance nnlosi ie 
facility evaluation for Aug 1979-Jul 19B0 
a NRC - No Detailed Affiliation Given 80/07/31 6pn 
15660 101 24X riche 50-000,82/07/12,0210000015 


0210220223 Submits add! into to B20324 response to IE Irisp Root 
50-*390/02-03 Revision of FSAR Table M 2-1 & Chapter 9 ui 1 1 
not be complete until 021015 

MILLS, L M Tennessee Val ley Authority 02/00/11 0'HElLlV»vlF 
Region 2, Office of Oirertor Ip 15776 210 24X 

Fiche 50-390, 02/0 8/ 1 1 , 02 1 02 20223 


’10190084 Summary qf 020917 meeting u/util -8* Black I* Veatch in 
Beth«sda*HD re applicant plans to perform independent design 
verification of auxiliary feedwater ays Attendance list 6 
viflcugraphs end 

KEN/DN.T J Operating Reactors Branch. 4 82/10/01 Operating 

Reactors Branch 4 13pp 15761 102 24X fiche 50-390,62/10/01, 

8210190004 


10200200 Faruards revised FSAR Section 17 2. consisting of Table 
17 2-1. listing critical s true tures . sy s V components Info 
will be included in Amend 40 to FSAR 

MILLS* L H Tennessee Valley Authority 02/10/25 A DENS AM * E 

Licensing Branch 4 Hpp J5B39 293 24X Fiche 50-390,02/10/25, 

6210200200 


NRC Safety Evaluation Report (SER), suppls C* carrespondence 


10050405 SAFETY EVALUATION REPORT ftELATel^ TO THE OPERATION OF THE 
WATra BAR NUCLEAR PLANT, UNITS I AND 2 Docket Mos 50-390 And 
50-391 ITennessee Valley Authority) 

* Office of Nuclear Reactor Regulationj Director NUREG-0847 SOI 
B2/D9/30 29pp Available at NRC 44 SO 15625 299 24X 

Fiche 50-390*82/09/30*8210050405 


Security* medical, emergency 6 fire protection plans 


10^0225 Requests NRC perform preJininary review of util program fpi 
uatchtower power block security concept Meetings suggested 
For 621102-03 as part of review Agenda end 

1lLLfi*L M Tennessee Valley Authority 82/10/18 EISENHUT, D 0 
J210M0325 24X Fiche 50-390*82/10/10. 


10260174 Forwards revised security p Un, Inc lod Ing updated table of 
A-5 Revision withheld Iref 

lOCrR7o 21 > 

<ILLS.I. M Ttnn*,,., VaHei, Author**^ 83/10/20 ADENSAfl.E 
IbJoSIoiL ^ Fi.li* 50-370. 82/10/20, 


otA l!!*l A ™ L J tin.. .tudi, r.vl.«.,l Oy 

J *■ auu.rin*. Popvl.ttgn din.tt, l, * 

i iSao provi,.., bv tN D.pt „ Civil O.P.m, b..,d 


(ILLS, L M Tennes' 
.icensing Branch 4 
50187 


I Valley Authority 
2pp 15799 030 


82/10/20 ADENSAMrE O 
24 X Fiche 50-000,82/10/201 


6210010452 Forwards IE Insp Repts 50-390/02-31 6 
620024-27 No noncompl ianc e noted 
VERRELLliO M Division of Project i* Resident 1’ 
PARR IS* H 0 Tennessee Valley Authority 2pn 
Fiche 50-390,02/09/09,8210010452 


50 -J91/0a- 

r ograms 
3 557,.’ 30D 


t'H an 

l)2/09/UV 

y4X 


— 8210010462 IE Insp Repts 50-390/tl2 M t, 50-391/0,’ -Pfl 
No nonconp I lance noted Major areas inspectad 
instrumenta tion* ins ta 1 1 at ion i( nonconforming lepts 
conceptual design requirements 

HUNTiM D * CQNLON* T E Division of Engineering 6 
Programs 02/09/07 4pp 155/2 J07 SAX Flirhe 
0210010452 


on (120024-;-/ 
b 

Technical 
50 390, n*>/l)9/(iv 


0310150304 Forwards IE Insp Repts ‘j0'j9O/Ua-a2 <- S<J-’i9l /62-29 n n 
820324-27 No noncomp I laiic e r^otud 

” r t Resident Prog, 82/09/ to 

PARRJS, H G Tennessee Valley Authority 2pp 1570/ 29 *i J 4 r 

Fiche 50 - 390 , 82 / 09 / 10,0210150304 24 X 


— 62IOI3031D IE Jnsp Repts 50-390/82-32 «* 50-39l/Da-P9 on HUOiWA P/ Rq 
noncompUance noted Major areas inspected cnginoerina 
design work * * 

MCFABLAND,C l> . DtOnACE.A 0 , UPfflOIIT.C M I 

Resident Programs 02/09/10 5np 13707 297 'MX ^ 

Fiche 50-390.02/09/10*0210130304 


88073,-0820 N. r.nco«; I ilnc. n. uj “ 

PARRIS, H 0 Tennessee Va 1 1 01 / Authority 2np 1!)72J 270 24 X 

Fiche 50-390* 02/07/16. 0210150323 ^ 


"yy -v ^vu/u.j-viu « au JVl/UH -27 on 82072 1-0020 1 
noncompliance noted Major areas inspected licensee action on 
findings rrsview of periodic S. special rents 
HEATHERLY.T L , QUICK, D R Divisioii of P no jee t ^ SIR t 

S?S323 272 a4X r.cJie 90-3?0* (32/OV/lh, 


of 020026 Itr informing NRC of »tep, taken to 

PAnRlS^i'S” T Project S. Resident Program! 02/09/17 

^1 K Lw Tennessee Valley Authority Ip 15566 230 a4X 

Fiche 50-390, 02/09/17*8210010333 


—0210010341 SuppU response to NRC 020414 Ur re vloUtlons no 
in IE Insp Repts 30-390/01-03 l< 30-391/81-03 Corrective 

integrity of body bonnet joint verUUd p ,or 
in.o «« compontnl tolerance will be confirmed 


MILLS, L M Tennessee Valleu Authnt* 



DOCKETED ITEMS 


239 


32102303(5 Forwards IE Insp Repts 50-390/02-34 U 50-391/02-31 art 
820914- J 7 fJo norcompMance noted 

VERRELLJ D M Division of Project Resident Programs 02/09/30 
PARRIS, H G lennessee Valley Authority 3pp 15776 030 24X 

Ficfie 50-390. aa/09/30, 021022031 5 


-0210220323 IE InsP Repts 50-390/B2-34 U 50-391/02-31 qn 030914-17 No 
nonconpljiance noted Major areas inspected instrumentation 
cable f rmi nat 1 on. otaorva 1 1 an of work* uior k activities, 
review of (Quality records licensee identified i fcertis 
RUFF, A 0 , CONLGN, T E Division or Enginsering 6 Technical 
Programs B2/09/29 3pp 15776 040 24X Fiche 50-390. 02 /09/30^ 

8210220315 


0208190230 lE Bulletin 62-03, "Stress Corrosion Cracking in Thick- 
Nal If Uarg e-Di ameter. Sta in J e ss 5 teel , Rec ircu 1 ati on Sys 
Piping at BWR plants " Sve list enc 1 

DEVQUNG, R C Director's Office, Office of Inspection and 

EnParcement B2/1D/14 Consolidated Edison Co of Neu Vor k 

U5pp ISBiO 125 24X Fiche 50-000, 02/10/ I 4, 02OQ19O23B 


8210220459 Ac k receipt of 820915 1 tr informing NRC pf steps taken to 
correct violations noted in IE Insp Repts 50-390/01-26 8, 
50-391/81-24 

VERREULI.D N Division of Project & Resident Programs 82/10/10 
PARRIS-H O Tennessee Valley Authority Ip 15779 133 24X 

Ficho 50-370,02/10/18,0210220459 


71015020? Ac k receipt d ► S20S25 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept€ 50-390/02-10 
50-391/02-15 Addl info royuesfed by 020923 telcon 

VERPELLI.D M Division of Project Resident Programs 82/10/04 
PARRIS, H C Tennessee Valley Authority Ip 15/06 003 24 X 

Fiche □0-390.02/10/04.0210150209 


0210-320466 Advises that corrective actions per violations noted in lE 
Insp Repts 50-390/01-26 U 50-391/QJ-24 will he completed 
by 021103 

MILLS, L M Tennesfioe Valley Authority 82/09/15 O'REILLV, J P 
Region 2, Office of Director Ip 15779 134 24X 

Fiche 50-390,03/10/18.8210220459 


8210150230 Responds to NRC 0^0707 Itr le violations noted in IF Insp 
Ropts 50-390/03-10 f/ 50 J91/B2-I5 Corrective actions 
personnel instructed in application of EP 1 26 to limited 
QA sy s 

.mills. L M Tennessee Valley Authority 82/09/24 □ 'REli-LV, J P 

Region 2* Office of Director 4pp 15706 084 24X 

Fiche SO-390. 02/10/04, 8210150,^09 


0210130241 Responds to NRC 020702 It? re violations noted in lb insp 
Repts 50-390/82 10 8* 50 391/02-15 Corrective actions program 
io in.»truct all personnel in all procedures affecting design 
woi k imp L em ented 

MKLS.L (1 Tennessee Valley Authority 02/08/25 0*REILLY,JI* 
Region 2, Office of Oirectur 3pp 15706 000 24X 

Fiche 50-390. 02/ 10/04, 0210150209 


b2l0l30asi Responds fo NfiC 020707 I ri re violations noted J fi It Insp 
Repts 50-390/82-10 50 391/62-15 Corrective actions EP 

1 £0, "Control of Documents AfFecting Quality," will roquire 
independent verification of procurement specs 

mills, L II Tennessee Valley Authority 02/00/20 0'REILLV,J1» 
Region 2. Office of Diri^ctor 3pp 15706 09J 24X 

Fiche 50-390. 82/ 10/ 04. 82101 50209 


8.^10150260 Discusses lE insp Repts 50-390/82-10 fc 90-391/02-15 pn 
(>20421-0520 It fprwaids corrected App A inotice of 
<iola 1 1 on ) 

uEWlS.R C Division of Project ?. Resident Programs 02/07/07 
PARRI0. H 0 Tennessee Valley Authority 2pp 15706 094 24X 

fiche 50-390. £2/10/04 6210150209 


rM-0l50268 Corrected notice of violation from insp on 820421-0320 
Nonconp H.in c 0 noted nunconPor mi ng condition rept not 
jTiitiatarf for recdgiiiied diesel gerierator tube oil 
def icionciD s 

4 Region 2, Office of Director 02/07/07 2pp 15706 096 a4X 
Fiche 50-390. 02/10/04* 0210150209 


*il0lS0278 Forwards IE Insp Repts 50-390/02-10 S, 90-391/82-15 on 
820421-0520 6 notice of violation 

LENiB.R C Division of Project C. Resident Programs 02/06/00 
PAnHIB, H O Tennessee Valley Authority 2pp 15706 098 24X 

Fiche 50-39C. 82/10/04. 0210150209 


12101^0206 iMotice of violation from insp on 02O431-OSSO 
e Region 2 Office of Director 02/06/08 2pp 15706 100 S4X 
Fiche 50-390/ 0S/IO/O4, 02JO1SO2O9 


210IS0303 U Insp Repts 50-390/82*10 tr 50-391/02-15 on 820421-0520 
Noncomp { icin cc noted failure to design for environ effects, 
follow corrective action procedures 6 conduct adequate 
audits 

MCDONALD. J A , HEATKERLY. T L , QUICK, 0 R Division of Froject «< 
Resident Programs 02/06/08 6pp 15706 102 24X 

Fiche 50-390.82/10/04.0210150209 


3190233 IE Info Notice 00-35* Suppl 1. "Leaking 8* Dislodged 1-125 
Tiplant Seeds Sve list end 

330. L I Division of Fuel Facilities, Materials ti Safeguards 
3/10/06 Consolidated Edison Co of New York 66pp 15761 250 

lx Fiche 50-000.02/10/06,0208170233 


)IS0349 Forwards Pages 5 6 to IE Insp Repts 50-390/02-32 ^ 

3'39l/e2'-39 Inadvertently omitted from 020910 transmittal 
IflRCLLi, D M Division of Project Resident Programs 02/10/07 
\Rnia.HG Tennessee Valley Authority 2pp 15704,310. 24X 

Iche 50-390,82/10/07.8210150349 


>10150355 Pages 5 %t 6 to IE Insp Rap fcs 50-390/02-32 (< 50-391/02-09 
inadvertently omitted from 020910 transmi ttal 

^ Region 2. Office of Director 02/10/07 2pp 13704 320 24X 

Fiche 30-390,02/10/07,0210150349 


0210220472 Ack receipt of 820924 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Ropts 50-390/82-18 4. 
50-391/02-15 

VERRELLl.D N Division of Project ?« Resident Programs 02/10/10 
PARRIS. HO Tennessee Valley Aufc/iority Ip 15779 i02 24 X 

Fiche 50-390, 02/a 0/ 1 8, 02 1 0220472 


S Reportable occurrences. LERs %* related correspondence 


0210080168 Sixth interim deficiency rept re qua 1 1 f ica ti on of epoxy 
grout for saf e ty ‘^re lated appIlcaHons Initially reported on 
020037 Support mads or addl supports r ecounmended Drawing 
revisions in progress Completion expected by mid-May 1903 
KILLS, L M Tennessee Valley Authdrity 02/09/23 □ 'REILLY, J P 

Region 2. Office of Director 3pp 19640 154 24X 

Fiche 90-390,03/09/23,8210080160 


8210050316 First interim deficiency rept re incorrect insulation 
weights usod in piping analysis Initially reported on 
820825 QA document being prepared to substantiate insulation 
data Next rdp t will be submitted by Q30423 

f1ILLS,L M Tennessee Valley Authority 02/09/24 □'■REILLY. J P 
Region 2, Office of Director 2pp 15610 281 24X 

Fiche 50-390,03/09/24.8210050316 


0210080247 Third $. final deficiency repts re resolution of 
unant i c Ipa t ed vibratory loading concerns Initially reported 
on 011226 Program developed to insure piping sys operate 
within design parameters Next rept provided by 321217 
HULS, L M Tennessee Valley Authority 32/09/24 Q 'REILLY, J P 
Region 2, Office of Director 3pp 15633, 104 24X 

Fiche 50-000/ 82/09/24,821 008024 7 


8210050062 First interim deficiency rept re failure to consider seismic 
it inertial loadings on ladders Initially reported on 820026 
Ladder, p latform or walkway found deficient will be modified 
or stiffened Next rept expected by 830124 

MILLS. L M Tennessee Valley Authority 82/09/27 □-'REILLY, J P 
Region 2. Office of Director 2pp 15603 236 24X 

Fiche 50-390,02/09/27,0210050062 


0210050097 Second interim deficiency rept re potential for setpoint 
program For overpressure mitigating sys to exceed JOCFRSO, 

App 0 requirements Initially reported on 020521 Util 

procuring solenoid-actuated valves Next rept by 030331 

MILL8,L M Tennessee Valley Authority 02/09/27 O'REILLY, J P 

Region 2, Office of Director 2pp 15603 242 24X 

Ficho 50-390, 02/09/27, 031 0050099 


6210050114 Addl info to finaJ deficiency rept re seismic supports for 
auxiliary feediuater control valves Initially reported on 
800604 Corrective actions on Unit 1 completed 820031 Unit ^ 
valves will be installed during normal const schedule 
NfLLSrL M Tennessee Valley Authority 02/09/27 O'REILLY, J P 
Region 2, Office of Director Ip 13603 356 24X 

Flchs 50-390,82/09/27,8210050114 


8210050293 First interim deficiency rept re six shearedl motor pinion 
keys in Llmitorque Modrl 50-0-25 motor operators Initially 
reported on 820630 Valves w/motor operators being tabulated. 

Next rept will be submitted by 821122 

MILLS, L M Tennessee Vail ay Authority 82/09/28 D 'REILLY, J P 
Region 2, Office of Director 2pp 15609 070 P4X 
Fiche 30-000, 02/09/28, 621 0P50293 


8210050158 Second interim rept re undocumented minor mods to structural 
it miscellaneous steel Initially reported on 820510 Approx 
93% Of 250 features had preliminary 1 nsp/punchl i st 
completed Next rept to be submitted by 030228 

MILLS/L M Tenneeseu Valley Authority. 02/09/29 O'REILLY, J P 
Region 3, Office of Director 2pp JS605' 154 24X 

Fiche 50-390,02/09/29,0210030150 



^‘JU 


DOCKETED ITEMS 


Qtl00i02S0 First intertm deficiency rcpt re soEid-state protection oys 
test proredurea mtialiy reported oji B20B3 1 Util reviculns 
Ue s t 1 n j h ause propose! for Lnterim procedural change uhich 
uoifld provide For failure detection Neit rept by 821210 
HILLS. L M Tennes«ee Valley Authority 02/09/29 O'flElLLY. J P 
Region Office of Director 2pp 15621 164 SAX 
riche 50-390, 82/09/S9r 0210060200 


8210060205 Fourth interim deficiency rept re inadequate leading 
criteria for itructural steel & supports Initially reported 
ofi 811117 Oeneral notes revised to clarify dreuings Field 
mapping of platform steel continuing He it t rept by B303t0 
HILLS. L H Tennessee Valley Authority 02/09/30 O'REILLY. J P 
Region 2. Office of Director 2p p 15614 041 24K 

FiChe 50'390. 02/09/20, 8310060205 


S210060279 First interim deficientfy rept re selection of undersiied 
sway struts Initially reported on 82090 E Selection methods & 
adequacy of Sery en-Pa terson struts under evaluation Meet 
rept ejcpectfld by B30225 

fllLLH. L H Tennessee Val ley Authority 02/09/30 O'REILLY, J P 
Region 2r Office of Director 2pp fS62l 166 24X 

Ficho 50-390, 03/09/30. 6210060279 


8210000255 First interim deficiency rept re inadequate QA program for 
masonry blocSc uark Fnitially reported on B20908 Const 
personnel investigating ^ replying to audit Neit rept due 
pn B2I214 

MILLS. L H Tennessee Val ley Authori ty 62/10/01 O'RErLLY.JP 
Region 2, Office of Director 2pp 15636 116 24X 

FI Che 50-390. 82/10/01,8210000255 


02|€OaO3eO First interim deficiency rept re interpretation of 
radiograph test film on uelded pipe by Swepco Tube Corp 
Initially reported on 020901 Evaluation continuing Next 
rept uill be submitted on 03021? 

rtlLLB, L M Tennessee Val ley Authority 83/10/01 O'ftEILLY.JP 
Region 2. OFFice of Director 2pp 13638 201 24X 

FI Che 50-390, 02/10/01, 0210080280 


931009029) First intenn deficiency rept re Failure to terminate cables 
iPSli 1, IPSl 12, 1FM105D. lPMiaS2, IPH1B57. iPSlSS k 1P8153 
Initially reported on 820901 Cables terminated 6 personnel 
retrained ffext rept will be submitted by 02II23 
MILLS. L H Tennessee Valley Authority 02/10/01 0'REIL1.V,JP 
Region S. Office of Director 2pp 15633 30B S4X 
F l c h e 50-390. 82/ 1 0/01 . 82 1 008029 1 


6310080160 First interim deficiency rept re corrosion in high pressure 
fire protection sys Initially reported on 820903 Corrosion 
analysis in progress to determine potential deficiencies in 
saf ety-rela te d areas Next rept expected by 830531 
MILLS, L H Tennessee Valley Authority 62/10/04 O'REILLY. J P 
Region 2, Office of Director 2pp 15640 142 34)C 

Fiche 50-000, 82/10/04.8210080160 


6210080310 First interim deficiency rept re lack of piping sys analysis 
tracking Initially reported on 830902 Util invest i gating 
corrective actions to ensure engineering change notices are 
not closed out until work is completed 

hills. L M Tennessea Valley Authority 82/10/04 Q 'REILLY. J P 
Region 2. Office of Director 2pp 15638 042 24X 

Fiche 50-390.63/10/04,0210080310 


8210130247 Sixth interim deficiency rept re differential settlement of 
rock supported structures Initially reported on B10707 
Individual so fety-re la ted components at interfaces of 
stt'ucturei being eva luated. Next rept by 830504 
MILLS.L M Tennessee Valley Authority 02/10/05 □ 'REILLY. J P 

Region S. Off Its of Director Ip 15676 009, 24X 

Fiche 50-390. 02 / I O/OS . 021 0 1 3024 7 


0210130384 Suppi to final deficiency rept re essential raw cooling 
water selsnvic support Initially reported on B10S06 
Completion oF Berg en'^Pa tterson review expected by 821101 
Also reportable per Part 21 

MlLLSrL f1 Tennessee Valley Authority 62/10/05 O'REILLY, J P 
Region 2r Office of Director Ip 15601:003 24X 

Fiche 50-390,02/10/05,8210130384 


6210130560 Seen nd interim deficiency rept re frequency criteria for 
piping support*. Initial ly reported on S207J^ Invei t igation 
continuing Next rept expected by 021220, 

MILLS. L,H Tennessee Valley Authority 02/10/05 O'REILLY. J P 
Region 2. Office «f Director. Ip 15603*299 Sav 
Fiche 50''39rt nr,,-. 


t 


P. 


8210220090 First interim deficiency rept re qua 1 1 f i cati on of process 
piping u/instrument lines attached Initially reported 
on 020909 Affected piping being reanalyxed to account far 
effect on Instrument lino piping Next rept by 030429 
MILLS,L M Tennessee Valley Authority 02/10/00 O'REILLY. J f’ 
Region 3. Office of Director 2pp 15777 362 34X 

Fiche 50-390,82/10/00,0210220090 


0210190307 Final deficiency rept re failure to meet pipe support luq 
criteria Initially repo? ted on 030607 Lug parameter limit 
discrepancy corrected 

MILLS.L M Tennessee Valley Authority 02/10/12 O'REIILY. JP 
Region 2, Office of Director 2p p 15742 155 24X 

Fiche 50-390.82/10/12.02 1 0190307 


6210290326 Second interim deficiency rept re use of nonconservative 
calculat I onal method to evaluate General Const Spec 0-32 
spacing violations Initially reported on 620520 Next rept 
uilll be sent by 630520 

MILLS.L H Tennessee Valley Authority a2/)0/I2 O'REILLY. JP 
Region 2, Office af Director 2pp 1 5653 064 24X 

Fiche 50-000. 03/ 1 0/ 1 2, 02 1 0290320 


9210190357 First Interim Deficiency Rept SO-390/02- 1 00 re as-built U 
as-analyied configuration d I'screpatici es Initially reported 
on B30910 Response to IE Bulletin 79-14 will be cairieiJ put 
in two phases insp 6 review of findings Next rept by 030325 
MILLS.L M Tennessee Vai ley Authority 02/10/13 O'REILLY. .1 P 
Region 2. OfFice of Director 2pp 15742 102 24X 

Ftche 50-390,62/10/13.0210190357 


6210290236 Third Interim, deficiency rept le potentially overstressed 
embedded plates Initially reported on 620412 Investigation 
continuing 6 const activities deferred until sufficient info 
gathered to determine completion of project 

MILLS.L M Tennessee Val ley Authority 02/lO/M O'REILLY. J P 
Region 2, Office of Director 2pp 15053 229 24X 

Fiche 50-000,62/10/14,0210270236 


0210290092 Second interim deficiency rept re use of incorrect response 
spectra I n Oi Iber t/Commonweal th piping analysis Initially 
reported on 820426 Reanalysis continuing Next rept expected 
by 020422 Also reportable per Part 21 

MILLS, LM Tennessee Val ley Autharl ty 62/01/15 O'REILLY, JP 
Region 2. Qfflce of Director Ip 15653 334 24X 

Fiche 90-390.02/10/15.0210290052 


d2tO29OL70 Sixth interin deficiency rept re rerouting of high pressure 
Fire protection piping Initially reported on 610130 Three 
areas may contain worst case condition No defuioncies 
identified in two areas Neil rept provided by 021210 
MILLS. L H Tennessee Val ley Authority 82/10/15 O'REILLY. JP 
Region 2. Office of Director Ip 15Q53 311 24X 

Fiche 80-390,02/10/15.0210290170 


8210260320 First interim deficiency rept re addition of locking devices 
to handwheel operated valves Initially reported on 020916 
Const activities deferred Analyses of locking devices 
continuing Next rept will be sent by 020310 

MILLS.L M Tennessee Valley Authority 02/10/18 O'REILLYiJP 
Region 2. Office of Director 2pp 15002 359 24X 

Fiche 50-000.62/10/19.0210260330 


8210260451 Fourth interim deficiency rept re failure to include 
documented piping insulation insps in OC program Initially 
reported on 611009 Const Specs N3G-O0i t. N3C-9J2 revised ta 
provide scope of insp requirements Next rept by 830425 
MILLS.L M Tennessee Valley Authority 02/10/18 O'REILLY. JP 
Region 2. Office of Director 2pp ISG07 104 24X 

FJche 50-390. 82/10/10, B2102604SI 


6210960186 Second Interim deficiency rept re underdesign of essential 
raw cooling water Intake pumping station doors & hatches 
Initially reported on 020407 Flathead screws added to door 
frame for reinforcement Next rept expected by B3033I 
MILLS, L M Tennessee Valley Authority 02/10/19 O'REILLY. J P 
Region 2, Office of Director 2pp 15799 034 24X 

Fiche 50-390.82/10/19.6210260186 


Q210260390 Eighth interim deficiency rept re improper classification 
0 # essential raw cooling water sys piping L components 
Initially reported on 810324 Investigation ongoing Next 
rept will be submitted by 030427 

MILLS.L M Tennessee Valley Authority 82/10/1? D'REILLY. J P 
Region 2. Office of Director Ip 15803 104 24X 

Fiche 50-390. 82/ 10/1 9.821 02603?0 


6210260100 Second interim deficiency rept re lack of seismic analgin 
on auxiliary bldg platform Initially reported on 820426 
Oocumentat ion for all attachments to suspect platforms being 
Investigated Next rept expected by 630217 

MILLS.L M. Tennessee Valley Authority 82/10/20, D'REILLY, JP 
Region 8. Office of Director 2pp 1579? 122> B4}( 

Fiche 50-390, 02/10/20. 8210260100 
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02&040B Second int(?rim deficiency rept re potentially deficient 
alve yoke holddouin nut Initially reported on B20601 Util 
wasting Wes t Ing/touse resolution for NSSS valves Also 
epoF'table per Part 31 

ILLS' L M Tennessee Valley Authority S3/I0/20 O'REILLY. -J P 
egion 2 Office of Director 2pp 15S03 109 24)4 

jche 50-390. 03/(0/20. 9310260409 


0290266 Fourth interim deficiency rept re failure of Limitorilue 
ptor operators during valve closure Initially reported on 
30(26 Wes t in g house. Limi torgue ^ util investigating probledi 
sifc rept expected on 030128 Part 21 considered applicable 
ILLS. L M Tennessee Valley Authority 82/10/21 O'REILLY, J P 
» 3 l 0 n 2. Office of Director Ip 15054 046 24X 

iche 50-390, 82/10/31. 9210290266 


1290374 Final rept for Deficiencies B L E & seventh interim rapt fqr 
'ficiencies A & D re control of procurement activities 
iiti^lly reported on 910316 FtnaJ corrective actions noted 
It rept eipccted by 930429 

LLS. L M Tennessee Vailey Authority B2/IO/2I O'REILLY. J P 
gion a. Office of Director 4pp 1 5853 143 24X 

Che 50-000.82/10/21.8310290274 


ET 50-391 watts BAR NUCLEAR PLANT. UNIT 2 


p p 1 1 ca 1 1 on/ c ons true 1 1 an stage documents correspondence 


DIOOOO Responds to FQIA request for 19 categories of documents re 
:iear reactor events it safety problems Forwards documents 
ited in App A 

-TON. J H Division of Rules and Records 92/06/2B UDELL. R A 
Lticai Mass Energy Project 15pp 15727 OOS 24X 
he 50-000.83/06/28.9210010009 


19050265 Discusses addl required info to bettor define potential far 
raclting in reactor vessel noiilAS 

(OQNAN, V S Assistant Director fnr Materials 8c Qua 1 1 f 1 ca fc i ons 
nqineering 80/05/05 TCOESCO. R L Assistant Director for 
Icons mg 2pp 15727 176 a4X Fiche SO-000. 92/06/20. 031 0010009 


90094 Summary of 820917 meeting w/util & Dtack Sc Veatch In 
hesddr (ID ro applicant plans to perform indopondent design 
Iflcatian of autillary i-eeduatcr sys Attendance U«t & 

’ifgraphs enci 

YDN- T J Operating Reactors Drsneh 4 02/10/01 Operating 

ctors Branch 4 I3pp 15761 102 24X Fiche 30-390.02/10/01. 

0190094 


30208 Forwards revised FSAR Section 17 2. consisting of Table 
2-1, listing critical s true tyres, sys 6 components Info 
I be Included in Amend 49 to F9AR 

-Sj L M Tennessee Valley Authority 93/10/25 ADENSAH. E 
ms mg Rranch 4 l4pp J5Q39 293 24X Fiche 50-390. 92/ 1 0/S 5. 

5280 30S 


r Safety Evaluation Report ISER). suppls it correspondence 


i0405 SAFETY EVALUATION REPORT RELATED TD THE OPERATION OF THE 
9 DAR NUCLEAR PLANT. UNITS 1 AND 2 Docket Nos 50-390 And 
191 ^Tennessee Valley Authority! 

iffice of Nuclear Reactor Regulation' Director NUREO-OB47 SOI 
7/30 29pp Available at NRC 44 50 13635 299 24X 

e 50-390. 82/09/30. 9210050405 


urity. medical, emergency it fire protection plans 


0235 Requests NRC perform preliminary reviau of util program for 
htower power block security concept Meetings suggested 
921103-03 as part of review Agenda end 

5.L M Tenneiiee Valley Authority 82/10/10 EISENHUT. D 0 
Sion of Licensing 2pp 15776 226 24X Fiche 50-390i 08/10/10. 

320225 


J174 Foritfards revised security p Ian. inc 1 udi ng updated table nf 
mts it revised Page A-5 Revision withheld (ref 
173 211 

5. L K Tennessee Valley Authority 92/10/20 ADENSAiM. E 
Ming Branch 4 Ip 15799 049 24X Fiche 50-390.82/10/20, 

*60174 


1189 Confirms that evacuation time estimate study raviewtd by 
local ii TN state authorities Population density & 

Ibution info provided by TN Dept of Civil Defense bated 
'80 census 

.L M Tennessee Valley Authority 92/10/30 ADEN8AH, E 0 
sing Branch 4 2pp 15799 030 24X Fiche 50-000,88/10/20. 

60189 


a Advisory Committee on Reactor Safeguards reports it correspondence 


8206290019 Bummarixes 260th ACRS meeting on 830013-14 in Wash i n g t o n, DC 
re full power OLs far Grand Oulf I & Watts Bar f it II. 
systematic evaluation 6 integrated reliabJlity assessment 
of Olnna contro-L i oom habitability 

SHEWNON.P ACRE - Advisory Committee on Reactor Safeguards 
02/00/06 PAULADINO. N J Commissioners 3pp 15649 233 24X 

Fiche 50-000. 02/08/26 . 83062900 1 Q 


Q Inspection reports. IE DuUetina & correspondence 


0210000015 Addl response to FOIA request for 19 categories of info re 
nuclear reactor events S. safety problems Forwards documents 
listed in App A Documents in App D completely withheld (ref 
FOIA Exemption 5> 

FELTON. JM Division of Rules and Records 02/07/12 UDELL. R A 
Critical Mass Energy Project 9p p 15665 027 24X 

Fiche 50-000. 02/07/12. 021000001 5 


—9210000167 Bystematlc assessment of licensee performance notes re 
facility evaluation for Aug 1979-Jul 1980 
♦ MRC - No Detailed Affiliation Given 00/07/31 6pp 
15668 101 24X Fiche 50-000.92/07/12.0210000015 


8210010452 Forward* IE InaP Repts S0-a90/e2-8 1 50-391/82-28 on 

620024-27 No nonctfOip 1 lance noted 

VERRELUl.D N Division of Project it Resident Programs 62/09/09 
PARRie. HO Trnne 5 s oe Van ey Authority 2pp 15572 305 SAX 
Fiche 50-390.82/09/09.9210010432 


—8210010462 IE Inap Repts 50-390/92-31 U 50-391/02-20 on 020024-27 
No noncomp 1 iance noted Major areas (jiepscted 
instr umenta ti on. ms ta 1 1 at ion & none onforihing repts & 
conceptual design requirements 

HUNT. M D , CONLQN. T E Division of Engineering & Technical 
Programs 92/09/07 4pp 15575 307 24X Fiche 30-390. 0S/O9/C 

8210010452 


8210150304 Forwards IE Insp Repts 50-390/62-32 & 50-391/02-29 an 
820924-27 No none o/npl ianc« noted 

VERRELLI.D M Division of Project fc Resident Programs 02/09/10 
PARRIS. H G Tennessee Vailey Authority 2pp 15707 295 24X 

Fiche 50-390.02/09/10.0210150304 


—8210150315 IE Insp Repts 50-390/62-32 it 50-391/82-29 on 020824-27 
noncompl 1 ante noted Major areas inspected engineering 
design work 

MCFARLAND. G H , DEDOAOE. A 0 . UPRIONT. C K Pi vision of Project 
Resident Programs 92/09/10 5fp 19707 297 24X 

Fiche 50-390.82/09/10,9210150304 


8210150323 Forwards IE Insp Repts 50-390/02-30 I, 50-391/82-27 on 
020721-0020 No noncompl lane e noted 

VEnRELLI,D M Division of Project it Resident Programs 02/09/16 
PARRIS. H G Tennessee Valley Authority 2pp 15721 270 24X 

Fiche 50-390. 82/09/16. 9210150323 


— 0210160331 IE Insp Repts 50-390/82-30 S. 50-391/02-27 on 02O721-OD£ 
noncompl lance noted Major areas inspectad licensee action on 
previews insp findings L review of periedic b special repts 
HEATHE’RLY, T L , QUICK. 0 R Division of Project k Resident 

Programs 02/09/16 5pp 15721 272 a4X Fiche 50-390.82/09/1 

0210150323 


8210010333 Ack reeaipt of 920926 Itr Informing NRC of steps taken t( 
correct violation* noted in lE Insp Repts 5(3-390/61-03 
50-391/01-03. 

VERRELLJ.D M Division of Project <« Resident Programs 02/09/17 
PARRIS, H 0 Tennessee Vailey Authority Ip 15560 238 24X 

Fichs 50-390,92/09/17.9210010333 


— 9210010341 Euppls response to NRC 920414 1 tr re violations noted 
in IE Insp Rept* 50-390/01-03 k 50-391/81-03 Corrective 
actionsrleah Integrity of body bonnet jo-int verified prior 
to startup ti component tolerance will be confirmed 
HILLS, L H Tennetae# Valley Authority 03/00/26 8 'REILLY. vl F 

Region 2, Office of Director 3pp 15968-239 a4X 
Fiche 50-390,82/09/17.9210010333 


8210190026 Forwards Page 4 of lE Insp Repts 50-390/82-32 it 50-391/B£ 
on 620824-27, omitted from 020910 submittal due to 
administrative oversight (f/o end 

VERRELL1,D M. Division of Project k Resident Programs 02/09/28, 
PARRIS, H O Tennessee Valley Authority 2pp 15696 337 24X 

Fiche, 50'-39(>i 02/09/20. 8210150026 


0210050344 Fnrwarifs response to Questions Q121 20 It 0121 22 per 020: 
request fnr Info re preservice insp program 

HILLS, L.M Tennsssee Valley Authprity. 82/09/29. ADEN8AN, E 
Licensing Branch 4 4pp. 1 5610 121 24X Fiche 60-390,02/09/29, 

8210090344. 
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8510220315 Fa^^la^i» l£ Insp Rep ts 50-390/82-34 50-37l/e2'>31 on 

B209t4-17 No noncompl l»nc e noted 

VERRELLl.O M Division of Project l< Resident Pragrens B2/09/30 
PARRlSi M 0 Tennessee Valley Authority 2pp 1577^ 03B S4X 
F I c h e SO-390. 85/0*? /30, S2l 052051 5 


--9210220323 IE Imp Repts 30-370/82-34 fc 50-391/83-31 on 820914-17 No 
noncomp 1 :i«nce noted Major areas Inipected instrumentation 
cable & terminatton^ observation of cjor^fuiort activitiesi 
revietJ of equality records U licensee Identified items 
Rl/FFi A D # CONLQNtT E Division of Engineering tc Technical 
Programs 03/09/29 3pp 15776 040 a4X Fiehe 50-390,82/09/30. 
8210220315 


6210150209 Act receipt of 830823 I tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-390/02-18 8< 
50-391/85-15 Addl info req^ueated by 820753 telcon 
VERHELLI.DM Divi s ion o f Pro j ect «< Reside nt Programs 82/10/04 
PARRIS. H 0 Tennessee Valley Authority Ip 15706 083 34X 

Fiche 50-390i 62/10/04. 021 01502 09. 


8200190238 IE Sul let in 02-03, "Stress Corrosion Cracking m Thick- 
Wall, Carge-Diame ter. Stainless Stee I . ftcc irco latidn Sys 
Piping at Ul^R Plants " Sve list end 

DEYOUNG. R C Director's Office. Office of Inspection and 

Enforcement 03/10/14 Consolidated Edison Cn of Neui York 

llSpp 15810 I2S 24X Fiche 50-000,02/10/14,8200190238 


8210220459 Acfc receipt of B20915 Itr mfoTming NRC of steps taken to 
correct violations noted in IE Insp Repts 50-390/81-56 t» 
50-391/81-24 

VERRELLI.D M Division of Project l> Resident Programs 02/10/10 
PARRIS, H 0 Tennessee VaHey AwtAority Ip (5779 i 13 24 X 

Flche 50-390,62/1(5/18.8210220459 


~''821022046& Advises that corrective actions per violations noted in [i, 
Insp Repts 50-390/81-26 50-391/81-24 uiill be completed 

by B2it03 

MILLS. L M Tennessee Valley Authority 82/09/15 O'REILLY, jp 
Region 2. Office of Dirsetor Ip 15779 134 24X 

Fiche SO- 390» 02/10/(0. 02(0220459 



—8210190230 Responds to NRC 830707 Itr re violations noted in IE Insp 
Repts SO-390/02-10 50-391/02-15 Corrective actions 

personnel instructed in application of EP I 26 to limited 
OA lyi 

mills, L M Tennessee Valley Authority 02/09/24 O'REILLY, J P 
Region 2, Office of Director 4pp 15706 084 24X 

Fiche 50-390.62/10/04,8210150207 


—0210150241 Responds to NRC 020702 itr re violations noted in IE Insp 
fiepts 50-390/9S-1B 6 30-391/02-15 Corrective actions program 
to instruct all personnel tn all procedures affecting design 
uori impleiBepbed 

MILLS. L h Tennessee Valley Authority 82/00/25 O'REILLY. J P 
Region 2, Office of Director 3pp 15706 08G 24X 

Fi r t e 50-390. 02/ 10/04. 821 OJ 50209, 


— 8210150251 Responds to NftC 820707 Itr re violations noted in IE Insp 
Rspts 5O-39O/0B-10 6 50-391/88-15 Corrective actions EP 
1 28, "Control of Documents Affecting Ouallty," luill require 
independent verification of procurement specs 

MILLS, LM Tennessee Valley Authority 82/08/20 Q'REILLY. J P 
Region 2. Office of Director 3pp 15706 091 24X 

Fiche 50-390,02/10/04,8210190207 


—8210150260 Discusses IE Insp Repts 50-390/62-10 6 50-391/82-1 5 on 
820421-0520 b foriuards corrected App A Inotlce of 
violatioftl 

LENTS. R C Di vie ion of Project k Resident Programs 02/07/07 
PARRIS.H 0 Tennessee Valley Authority 2pp 15706 094 24X 

Fiche 50-390,02/10/04*02(0150209 


■821O1SO260 Corrected notice of violation from insp on 820421-0520 
Nahcomp L ianee noted nonconf orming condition rept not 
initiated for recogniied diesel generator tube oil 
def ic lenc ie s 

* Region 2, Office of Director. 02/07/07 2pp 15706 096 a4X 
Fiche 50-390,82/10/04,0210150209 


--0210150278 Forwards IE Insg Repts 50-390/82-18 b 50-391/02-15 on 
820421-0920 6 notice of violation 

LENIS, R C Division of Project b Resident Programs 02/06/08 
PARRIS, H 0 Tennessee Valley Authority 2pp 15706 090 24X 

Fiche 50-390 , 02/ 1 0 /04, 02 1 01 50209 


— 8210150286 Notice of violation from insp on 620421-052D> 

« Region 2, Office of Director 82/06/08 2pp 19706 100 54X 

Fiche 50-390, 82/ 10/04. 8210190209 


—6210150303 IE tpsp Repts 50-390/62-19 b 50-391/B2-15 on 020421-0920 
Noncomp 1 lance noted' fal lure to design for environ effects, 
fellow corrective action preceduree 6 conduct adequate 
audit I 

MCDCNALD.J A * HEATH ER L V. T L. . QlflUK. D R Division of Project k 
Resident Programe 92/06/06 6pp 15706 102 24X 

•*''*'>150209 


li "Leaking b Dislodged 1-129 

I, Haterlals b Safeguards 

-*• 66pp 19761.250 


?0/e2-32 b 
mittal 

ms 02/ i 0/0? 
4 310 24X 


50-391 /e2-29 
« 9704- 320 24X 


8210220472 AeV receipt of 020924 Ur Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-390/82-10 b 
50-391/82-15 

VERR£LLI,D M Division of Project b Resident Programs 82/10/10 
PARRIS, M O Tennessee Val ley Authority Ip 15779 102 24X 

Fiche 50-370.82/10/10.0210220472 


S Reportable occurrences, I ERs b related cor respundonce 


B3100Q01AB Smth interim deficiency lept re qua 1 1 f icit i on of epoiy 
grout for safety-related applications Initially reported on 
020327 Support mods or addl supports recommended Drawing 
revisions in progress Completion expected by mld-Moy 19Q3 
KILLBiL M Tennessee Valley Authority 02/07/33 O'RCILLYiJP 
Region 2, Office of Director 3pp 15640 154 24X 

Fiche SO-390, 02/09/23, 8310080168 


0210050316 First interim deficiency rept ro incorrect insulation 
weights used in piping analysis Iniliallg reported on 
820825 OA document being piepared to substanliatp insulation 
data Next rept will be submitted by 830423 

MILLS, L M Tennessee Valley Authurlty 02/09/24 O'REILLY, JP 
Region 2, Office of Director 2pp 15610 201 24X 

Fiche 50-390,02/09/24,8210050316 


8210000247 Third b final deficiency repts re resolution of 
unanticipated vibratory lo.iding concerns Initially reported 
on 811228 Program developed to insure piping lys operate 
within design parameters Neit rept provided by 821217 
MILLS, L M Tennessee Valley Authority 02/07/24 O'REILLY, JP 
Region 2, Office of Director 3pp 15636 104 24X 

Fiche 50-000.02/09/24.821000024 7 


8210050062 First interim deficiency rept re failure to consider itimU 
k Inertial loadings on ladders Initially reported on Q200P6 
Ladder, platform or wallrway found deficient will be mniilfied 
or stiffened Next rept expected by U30I24 

MILLS, LM Tannessee Val ley Authority 02/09/27 Q'nciLLY.JP 
Region 2. Office of Director 2pp 15603 336 34X 

Fiche 90-390,82/09/27.8210050062 


8210030114 Addl Info to final deficiency rept re seismic supports fpr 
auxiliary feedwater control valves Initlolly reported on 
a00624 Corrective actions on Unit I completed 620831 Unit 2 
valves will be installed during normal const schedule 
MILLS. L M Tennossod Valley Authority 02/09/27 O'REILLY, JP 
Region 2, Office of Director Ip 19603 256 24X 

Fiche 90-390,02/09/27,8210050114 


8210050293 First interim deficiency rept re six sheai ed motor pinion 
keys ill Limitorque Model 88-0-25 motor operators Initially 
reported on 820830 Valves w/motor operators being tabulatid ' 

Next rept will be lubmltted by 031122 

MILLS, L M Tthnessae Val ley Authori ty a2/07/2P Q'REILLY.VP 

Region 2, Office of Director 2pp 15609 070 24X 

Fiche 80-000, 82/09/38, 0210050293 [ 

J 

8210D50I58 Second interim rept re undocumented minor mods to structeiil j 
k mlecellahflout steel Initially reported on 020510 Approx 
95lt of 250 fiatUTii had preliminary 1 nsp/pgnchl 1 st • 

completed Next rept to be submitted by 030220 ' 

MILLBrL H Tennessee Valley Authurlty, 82/09/29 O'REILLY, JP . 

Region 2, Office of Director. 2pp 15608 154 24X 

Fiche 50-390. 02/09/29.0210050158 


8210060200 First interim deficlenev rept re solid-state protect Ion t|t 
test procedural Initially reported on 020031 Util reviewing 
Uaitlnghoust proposal for interim procedural change which 
would provide for failure detection Next rept by 021SJO 
MlLLBiL M Tennissee Valiev Authority 02/09/29 O'RElUYiJP 
Region 2. Office of Director 2pp 15621 164 a4X 
Flcha 150-390, 02/09/29,0210060200 
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e2l0(>fiO205 Fourth intarJffi deficiency rept re inadequate loading 
criteria for structural steel 5 supports Initially reported 
on 0I1M7 General notes revised to clarify drawings Field 
mapping of platform steel continuing Ne i t rept by 830310 
mills, L M Tennessee Valley Authority Q3/09/30 O'neiLLY, P 
Region 2, Office of Director 3pp 15614 04 1 24X 

Fiche 50 390.03/09/30,8210060205 


S2I0O6O279 First interim deficiency rept re selection of undersiiod 
sway struts Initially reported on 020901 Selection methods 8c 
adequacy of fl ergen-Paters on struts under evaluation Ne«t 
rept Bipected py 030225 

KILLS L M Tennessee Valley Authority 02/09/30 O'WElLLVcJ P 
Pegion 3. Office of Director 2pp 15621 166 a4X 
Ficho SC 390. 02/09 '30, 0210060279 


0310080255 First interim deficiency rept re inadequate QA program for 
masonry block work Initially reported on 820902 Const 
personnel investigating ?< replying to audit Noit rept due 
on 821214 

MliLLS.L M Tennessee Valley Authority 82/10/01 D 'RE ILLY. J P 

Region 2. Office of Director 2pp 15630 116 24X 

FlchP 50-390.02/10/01,8210000255 


8210000200 First interim deficiency rqpt re Interpretation of 
radiograph test film on welded pipe by Swepco Tube Corp 
Initially reported on 82090J Cvaluatlpn cantiriuing Next 
repf will be submitted on Q30219 

KILLS, L M Tennessee Valley Authority 02/10/01 O'REILLY, J P 
pogion 2, Office of Director 2pp 15638 201 24X 

flche 50''390. 82/10/01, 8210080200 


6J100B0291 First interim deficiency lepL re failure to terminate cabUe 
iPSll 1 . IPS I 12, 1PMIB50. lPM!g52, iPMiaS?, IPS! 52 & 1PS153 
Initially repartod on 020901 Cables terminated & personnel 
retrained Next rept will be submitted by 821123 
MILLS, L M Tennessee Valley Authority 82/10/01 O'REILLY, J P 
Region 2 Office of Director 2pp IS638 300 24X 

F 1 Che 50-390, 82/10/01 , 021008029 1 


8 - 2 iOOa 0160 First interim deficiency rept re corrosion in high pressure 
tire protection sys Initially reported on 820903 Corrosion 
analysis in progress to determine potential deficiencies in 
safe ty-r efa be d areas Ne < t rept expected by 030531 
MILLS. L M Tennessee Vailoy Authority 02/10/04 O'REILLY.VP 
Region 2, Office of Director 2pp 15640 142 24X 

Fiche 50-000,82/10/04,0210000160 


6210080310 First interim deficiency rept re lack of piping sys analysis 
tracking Initially reported on Q20902 Util investigating 
corrective actions to ensure engineering change notices are 
not closed out until work is completed 

MILLS, L M Tennessee Valley Authority 02/10/04 O'REILLY, J P 
Region 2« Office of Director 2pp 1563B 042 24X 

riche 50 390.02/10/04.8210000310 


32i0l30247 Sixth interim deficiency rept re differential settlement of 
rock supported structures Initially reported on 010707 
individual sa f ety-re lated tomponents at interfaces of 
structures being evaluated Next lept by 030504 

MILLS. L M Tennessee Valley Authority 02/10/05 O'REILLY, J P 
Region 2. Office of Direcior Ip 15676 009 24X 

Fiche 50-390,82/10/05.021013024 7 


1^210130560 Oecond interim deficiency rept re frequency criteria for 
piping supports Initially reportad on 8207i3 Investigation 
continuing Next rept expected by 021220 

kills, L H Tennessee Valley Authority 02/10/05 O'REILLY, JP 
Region 2, Office of Director ip 15683 S99 24X 

Fiche 50-390.02/10/05,0210130560 


210130379 Third interim deficiency rept re incorrect pipe support 
design by EDS Initially reported on 011119 Util requested 
CDS to be more thorough in review of isometric models tn 
analysis results Also reportable per Part 21 

MILLS, L M Tennessee Valley Authority 02/10/06 Q'REILLV, J P 
Region 2, Office of Director 2pp 15682:076 24X 

Fiche 50-390, 82/10/06; 8210130379 


210220098 First interim deficiency rept r* qualification of process 
piping w/instrument lints attached Initially reported 
on 820909 Affected piping being reanalyred to account for 
effect on instrument line piping Next rept by 830429 
MILLS, L M Tennessee Valley Authority 82/10/08 O'REILLY* J P 
Region C, Office of Director 2pp 15777,362 24X 

Fiche - 50-390, 82/10/08,8210220098 


^10190307 Final deficiency rept re failure to meet pipe support Lug 
criteria Initially reported on 020607 Lug parameter limit 
discrepancy corrected 

KlLLSiL rt Tennessee Valley Authority 82/10/12 O'REILLY/JP 
Hegion 2, Office of Director 2pp 15742 155 24X 

rUhe 50-390,02/10/12,8210190307 


0210290328 Second interim deficiency rept re use of none ons « rva t s ve 
ca I culationa i method to evaluate General Const Spec 0-32 
spacing violations Initially reported on 02D92G Next rept 
Will be sent by 83052B 

MILLS. L rt Tennessee Valley Authority 02/10/12 O'REILLY, J P 
Region 2. Office of Director 2pp J 5853 064 24X 

Fiche 50-000, 02/10/12. 0210290328 


Q210290049 Supplemental final deficiency rept re defective 6 9 kV OE 
circuit breaker Initially reported on B112I0 Repaired 
breaker not reinstalled by 021001 due to revised delivery 
date Breaker to be in place by 821231 

MILLS. L M Tennessee Va! lay Authority 82/10/14 O'REILLY, Jp 
Region 2, Office of Director Ip 15053 335 24X 

Fiche 50-391,02/10/14*0210290049 


0210290236 Third interim deficiency rept re potentially overstr eas ed 
embedded plates Initially reparted on 020412 Invest Igat i on 
continuing 6 const activities deferred until sufficient info 
gathered to determine completion of project 

MILLS, L M Tennessee Valley Authority 02/10/14 O'REILLY, J P 
Region 2, Office of Director 2pp 15053 229 24X 

Fiche 50-000.02/10/14,8210290236 


0210290052 Second interim deficiency rept re use of incorrect response 
spectra in Oi Ibert/Commonueal th piping analysis InitiaLly 
reported an B20426 Reanalysis continuing Next rept expected 
by 020422 Also reportable per part 21 

MILLS, L M Tennessee Valley Authority 02/01/15 O'REILLY* J P 
Region 2. Office of Director ip 15053 334 24X 

Fiche 50-390, 82/10/15.0210290052 


021O29O170 Sixth interim deficiency rept re rerouting of high pressure 
fire protection piping Initially reported on 010130- Threa 
areas may contain worst case condition No deficiencies 
identified in two areas Next rept provided by 021210 
MILLS, L K Tennessee Valley Authority 02/lO/IS O'REILLY. J P 
Region 2. Office of Director Ip 15853 3 U 24X 
Fiche 50-390,82/10/15.8210290178 


8210260320 First interim deficisncy rept re addition of locking devices 
to handwheel operated valves Initially reported on 820916 
Const activities deferred Analyses of locking devices 
continuing Next rept will be sent by 020310 

MILLOiL M Tennessee Valley Authority 02/10/18 O'REILLYi J P 
Region Si Office of Director 3pp i5B02 359 24X 

Ftcha 50-0a0i 02/10/10, 021 0260320 


02IO26O4S1 Fourth interim deficiency rept ro failure to include 
documented pipmn Insulation Jnsps in OC program Initially 
reported on 011009 Const Specs N3G-001 St N3G'>?|2 revised to 
provide scope of Insp requirements Next rept by 030425 
MILLS. L N Tennessee Valley Authority 02/10/18 O'RErLLV, JP 
Region 2. Office of Director 2pp 15007 104 24X 

Fiche 50-390,02/10/18,8210260451 


8210260186 Second interim deficiency rept re underdesign of essential 
raw cooling water intake pumping station doors & hatches 
Initially reported on 020407 Flathead screws added to door 
frame for reinforcement Next rept expected by 830331 
KILLS* L M Tennessee Valley Authority 02/10/19 O'REILLY, J P 
Region 3. Office of Director 2pp 15799 034 24X 

Fiche 50-390,02/10/19.8210260186 


0210260390 Eighth interim deficiency rept re improper classification 
of essential raw cooling water sys piping Sc components 
Initially reported on 810324 Investigation ongaing Next 
rept will be submitted by 030427 

KlLLQfL M Tennessee Valley Authority 02/10/19 O'REILLY, J P 
Region 2, Office of Director Ip 15803 104 24X 

Fiche' 50-390, 82/10/19.8210260390 


8210260100 Second Interim deficiency rept re lack of seismic analysis 
on auxiliary bldg platform Initially reported on 820456 
Documentation for all attachments to suspect platforms being 
investigated Next rept expected by 830217 

MILLS, L M Tennessee Valley Authority 02/10/30 O'REILLY, J P 
Region 2* Office of Director 2pp 15799,122 24X 

Fiche 50-390,62/10/20*8210260100 


8210260408 Second interim deficiency rept re potintlalLg dePicleni 
valve yoke holddown nut Initially reported on 830601 Util 
awaiting Nf st inghouse resolution far N080 valves Also 
reportable per Part 21 

HILLS, L M Tennessee Valley Autherity 82/10/20 O'REILLV. J P 
Region 2, Office of Director 2pp 15803 109. 24X 

Fiche 50-390, 02/10/20, 8210260408 


0210290266 Fourth interim deficiency rept re failure of Llmitorque 
motor operators during valve closure Initially reported on 
820126, Nestinghouse, Limitorque 6 util inves tigatlng problem 
Next rept expected on 830128 Part 21 considared applicable 
MILLS, L N, Tennessee Valley Authority 82/10/21 O'REILLY, J P 
Region 2, Office of Director Ip 15854 046 24X 

Fiche 30-390i 82/10/21, 0210290266 



uuuivt: I tu 1 1 l:tVI£> 


B210290274 Ftnal rflpfc Deficipnties B t £ & sevanth intcr^^ fept far 

iDeficlenctsi A ^ D re control of proc ureneri t activitlas 
Inltkalli^ reported on 010316 Final corrective actions noted 
Ne r t rept erpected bg 930420 

niLLS. L H Tenneieee Valleg Authorltg ^3/10/21 O'ReiLUV, J P 
Refllon 2. Office of Director 4pp 15053 143 34X 

Fifhe 50-000, 02/ |0/2t,&210290274 


DOCKFT S0-G9S VIROIL C SUMMER NUCLEAR STATrON, UNIT I 


A App 1 1 cat jon/conitruc ti orv stage documents 6 correspondence 


aBlOOlOOOQ Responds to FOIA request for 19 categories of doctiments re 
nuclear reactor events & safetg problems Forwards documents 
listed vt\ App A 

FELTON. J H Division of Rules and Records Q2/Ch/38 UDELL. R A 
Critical Mass Energy Project I5pp 15727 005 24X 

Flehe 50-000. 92/06/29, B2IOO1OOO0 


— 8000050265 Discusses addl required info to better define potential for 
cracking In reactor vessel noiiles 

NOONAM, V s Assistant Director for Materials & Oual i f Icatl ons 
Engineering 00/05/05 TEDESCQ. R L Assistant Director for 
Licensing 2pp 13727 176 24X Fiche 50-000.02/06/20,0210010000 


£ NRC Safetg Evaluation Report (SERI, suppls & correspondence 


B3100S0175 Suppli B207S3 ^ 0026 Itrs re documentation to Illustrate 
that presiuriier safety valve position indication sgs it 
seitaiica I Ig qua 1 1 f ied, per SERiSuppl 4 Info completes 
responses needed to resolve Licensing Condition 6 & 23C 
DlXONfO M South Carolina Electric & Gas Co 02/09/29 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 7pp 15604 117 
a4X Flcbe 50-395.02/09/29.6210050175 


F Security, tnedical. entergency 6 fire protection plans 


8310050324 Documants steps taken to fulfill commitments made in 
Section 6 1 2 of radiation emergency plan re emergency 
drills ft eiercises Relief from requirement to hold another 
full-scale eiercise prior to full power operation requested 
OnOM.OW South Carolina Electric 6 Oas Co 02/09/23 DENTON. H fl 
Office of Nuclear Reactor Regulation. Director 6pp 1 5608 315 
24X Piche 50-395.62/09/23,0210030324 


6210060242 Notifies that full scale emergency drill ulll not be 
conducted until Mar 1983 due to unavailability of FEMA 
porsonneli p er B20923 commitment 

DIYON, 0 g South Carolina Electric tt Oas Co 92/09/29 DENTON. H R 
Office of Nuclear Reactor Regulation, Director Ip 1S6I9 321 
24X Fiche 5(J- 395, 02/09/29, 021 00 60242 


9210000240 Act receipt of 020929 Ifcr informing NRC of steps taken to 
correct violations doted in IE Safeguard! Insp Rept 
50-395/02-45 

LEWIS, R C Division of Project 6 Resident Programs 02/10/06 
DI/ON, □ W South Carolina Electric ^ Gas Co Ip 15630 078 24X 

Fiche 50-393. 82/10/06, 02 lOD0O24fl 


— 9210000250 Responds to NRC 020631 I tr re violations noted in IE 
Safeguards Irvsp Rept S0-395/B2-45 Corrective actions 
uithheld (rsf 10CFR73 21) 

DIXON, 0 N South Carolina Electric 4, Oas Co 82/09/2? 

Q'RElLLy.J P Region 2. Office of Director 2pp 1S63B 099 24X 

Fjche 50-39 5. 02/10/06, 6210000240 


--82IOOB0254 Fortiards IE Safeguards Insp Rept 50-395/02-45 on 020006 h 
notice of violation Notice of violation withheld 
(ref 10CFR73 21 > 

LEWIS. R C Division of Projiect it Resident Programs 82/00/31 
DlXONiO H South Carolina Electric tt Gas Co 2pp 15630,101 
24X Fiche 50-395.82/10/06.0210080248 


I 


8210230312 Confirmatorg action Itr re 821007 discussions at site 
concerning vulnerability of security computer sys noted 
during 821004-00 insp End withheld tref 10CFR73 3i ) 

KEPPLER,JC Region 3. Office of Director 02/10/16 DDL AN. J 11 
American Electric Power Service Corp DOLAN, J E Indiana h Michiqan 
Electric Co 2pp 15790 IB? 24X Fiche 50-395. 02/ lO/lB, 0210250 iir> 


9210260172 Provides current completion schedule for insta I lal i on of 
fire harriers 6 detectors Fire harrieis will he installed 
by 821115 «r fire detectors by end ot first quarter 1903 
DIXON.O W South Carolina Electric V Gas Co B2/10/21 DEN fDN II 
Office of Nuclear Reactor Regulation. Oiiector Ip 15799 049 
24X Fiche 50-395,02/10/21.8210260172 


Q210260159 Application to amend License NPF-12 in response to Generu 
Ltr 02-17, c hang ing Tech Specs re emergency plan implementing 
procedures audits 

OIXDN.O W South Carolina Electric I. Gas Co 82/10/22 DENTON, )Mi 
Office of Nuclear Reactor Regulation. Director ip 15799 OflU 
24X Fiche 50-395.82/10/22,0210260159 


— 0210260166 Proposed fech Rpec changes re frequency of emergency pUn 
6 implementing procedures audits 

a South Carolina Electric ft Gas Co 8?/ 10/22 Ip 15799 009 
24X Fiche 50 395,02/10/22,9210260159 


0 Adjudicatory correspondence 


9210150450 Second suppl to motion to reopen record for recons id eraticin 
of motion for stay, allowed per ABLD B20924 memorandum ft 
order Stds ror stay mot CM Anderson engineering rept re 
containment caduields end 

0UR6EY, 11 Botspy. B 82/10/07 Atomic Safety and Licensing DoarJ 

Panel 23pp 15705006 24X Fiche SO 395, 02/10/0/, 02101 50458 


8210150217 Memorandum confirming ruling at 821000 te Ic on. deny inq 
Intervenor 021007 motion for r ectins i de ration of ASLD denial 
of motion to stay implementation of initial decision 
authoriiing issuance of full-term OL 

GROSBHAN, H Atomic Safety and Licensing Board Panel 82/10/1.' 
3pp 15705 280 24X Tithe 50-395,82/10/12.0210150217 


0210250229 Hemoiandum ft order denying B flursoy motion to reopen reco»*< 
on cadueldlng Intervenor failed to sustain burdou of 
demonstrating existence of genuine issue of safety 
significance NRC investigation repl to be placed in LPDR 
GROSSMAN, H Atomic Safety and Licensing Hoard Panel 02/lO/lV 
flURSEV. 0 Dursey, D 5pp 15709 331 24 X Fiche 50-395, 02/ lO/i^2. 

8210230229 


H Geneial correspondence 


8210210443 Expresses concern w/aUegalions of compromised const. 0(. 
stds for cadtuelds ft inadequacy of response to allegations 
Hearings should be reopened to examine ft refute allegations 
before granting further facility licenses 

DAS8. J Affi t iation unknown 82/10/lS OROSSMAN.M Atomic liefel 
and Licensing Doard Panel 3pp 15763 073 24X 

Fiche 50-395.02/10/12,8210210443 


P Operating license stage documents ft carrespondonce 


8210080309 Summary of 030915 meeting u/util ft Dames ft Moure in 
Dethesda.MD re conflrmAtopy seismic andlgsis program 
Licensee must provide program ft schedule for resolving 
License Condition 25 ft ACR8 corinmJtmont 

KANE.M F Licensing Branch I 02/09/34 Licensing Branch I 
6pp 15663 332 24X Fiche 30-395,02/09/24.0210080309 


62(0050210 Advises that Nestinghouse performed stress evaluation of 
mein reactor coolant loop piping w/thermel sleeves removed 
Nollies qualified to withstand all applicable design 
trans 1 ents 

DIXON, □ W South C,aroUna Electric ft Gas Co 82/09/29 DENTDNiJi 
Office of Nuclear Reactor Regulation, Director 3pp 15611 260 
24X Fiche 50-395,02/09/29,0210030210 


6210060276 Requests resolution of provision to remove ft reinstall USC 
6MA-1 per 820924 ltr re confirmatory program for pad test 
CLARKrN E , WHDRTDN. R D South Carolina Electric ft Gai Co 
82/10/01 JACi^SON.R NRC - No Detailed Affiliation Given 2pp 
13638 300 24X Fiche 50-395,02/10/01,8210080276 


8210120248 Forwards proprietary ft nonproprietary versions of "Intiria 
Power Operation Evaluation Rept ” Proprietary version 
withheld (ref 10CFR2 790) 

DIXON.O M South Carolina Electric ft Oai Co, 02/10/04 DENTOM 
Officu of Nuclear Reactor Regulation, Director 9pp 15656 055 
24X Fi Uht. S0-395f 82/10/04, 02101 80240 
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--6^10(20250 Ko np ropr i e tar version of "Intertm Potuer Operation 
EvaiudtiDn Rept 

It Uestinghouse Electric Corp □2/07/30 15pp 1565£> 064 24X 

Fiche 50-395, a2/!0/04, 8210120248 


8210160156 Application to amend License NPF~ 1 2, c h ang i ng Tech Specs te 
thermal design flour. Fire detection i ti a trume n t s fc 
overpressure protection sys 

Drx0f6 0 W South Carolina Electric Gas Co 82/10/08 DENTOWi H R 

□rfice of Nuclear Reactor Regulation. Director 3pp 13719 170 

24/ Fiche 50- 395, 82/ J 0/00. H2101 BO 1 56 


- 02IOJ60162 Proposed TeCh Spec changes re thermal design flow, fire 
detection instruments ' overpressure protection sgs 
* South Carolina Electric h Oas Co 02/10/00 54pp 15719 173 
24X fiche 50--395, 82/ 10/08,8210180156 


t,'JOl90352 Forwards Technical Rep t Br'-l, "Seismic Activity Near VC 
Surmer (luclaar Station Jan-Mar 1902’' "Ooological Studies 
III Area of Induced Seismicity at Manticello Reservo i r. SC. *’ 
fourth technical rept 

LIfOM. □ U South Carolina Electric ^ Oas Co 02/10/52 DEHTUN, H FI 
Oificc of Nuclear Reactor Regulation. Director Ip 15735 029 
24/ Ficho S0*J95 02 M 0/ 1 2. 0?lO F 903S2 


--B2 1 0 1 904 4 4 "Seismic Activity Near VC Summer FFuc I ear Sta t ion. Jan-Mar 
1932.' Technical Rept 02-1 

TALUANI P South Carolina. Univ of B2-I 02/03/31 J7pp 
13 ■^35 030 24/ Fiche 50-395,02/10/5 2.0210190352 


Q210193457 "Geologic Studies in Area of Induced Seismicity at 
MonMccllP Resorvair.se." foui th technical rept Thirteen 
Dversije figures enc I Aperture c«irds are available in PDR 
SCCOR I) T , PITCHER.O M . PECK L S South Carolina Electric h Gas 
Co 03/06/30 I53pp 15735 040 a4X Fichc 50-395, 02/10/ 12, 
S3101 90352 


0210190505 Forwards cover 1 ii inadvertently omitted from 021004 
»ut(nittal of interim power operation evaluation rept 
plcaN.O H Sooth Carolina Plectric I Oas Cn 02/10/12 DENTON. HR 
Office Of- Nuclear Realtor Regulation, Dirertor Ip 1 5735 350 
24X Fiche 50-395 02/10/12 8250190505 


'0<’IO19O5OQ Forwarijs affidavit requesting interim power op 61*41 ion 
evaluation rept be withheld (ref ]0CrR2 790) 

WIES£riANN,R A We s 1 1 ng h ous d Cleclric Corp 82/09/30 DEN TON* H R 

Office of Nuclear Reactor Regulation. Dirocter 0pp 15735 311 

24X Fiche 50-395, 02/10/ I?. D210I90505 


ti2l0l90553 Ftesponds to Generic Ltr 02-16 re NiJREG-0737 Tech $pec6 All 
TMI items discussed in EruJ 5 of gorieric lti implemonled 
Dl <Cri. O W South Caiolina Flpctnc K Gas Co 02/10/12 DEN ION, H R 
Office of Nuclear Realtor Rogu 1 at l on. Director Jp 15735 013 
24X fiche 50-395,03/10/52 0210190551 


&31OI90492 Forwards "Independent Design Verification Turbine Driven 
portion Emergency Feedwater Sys, '* final rept 

DUMlDP.P Stone & Webster Engineering Corp Q2/I0/15 D^NTONi H R 
Office of Wuejear Reactor Regulation. Director Ip 16030 245 24X 

riche 50 395/02/10/15,8250190492 


“ 11210190500 "Independent Seismic Design Verification Turbine Driven 
Portien Emergency Feedwater Sys, " Final rept One ovoreire 
drawing encl Aperture card is available in PDR 

# Stone t/ Webster Engineering Corp 02/10/15 l05pp 16030 246 
24X riche 50-395.02/10/15,0210190492 


6310190813 Forwards response to questions re DG Q^Drien/Inc 
Dual t f i cation Rept ER-307 for triaxial plugs for containment 
penetrations Cable failure not result of plug design or 
configuration since plug passed test when enc] in conduit 
DIXON/O W South Carolina Electric t Oas Co 82/50/15 DENTDN/H R 
Office of Nuclear Reactor ReguJotiun, Director I5pp 15737 224 
2AK Fiche 50-395.02/10/19,8210190513 


G210250330 Application for amend to License NPF-13/ provirf i ng acceptable 
tolerancei ip be used in procurement of sample gases used 
fur calibr of associated instruments i. permitting entry intP 
Mode 2 on 021020 

DFCON-O W South Carolina Electric << Oas C o 02/10/19 OENTDNiH fi 
Office of Nuclear Reactor Regulation, Director Ip 15790 004 
a-U Fiche 50-395.02/10/19 0210250330 


--021O25O339 Proposed Tech Specs providing acceptable tolerandei to be 
used in procurement of sample gases used for calibr of 
associated instruments ^ permitting entry into l^ode 2 -on 
02 I 020 

- South Carolina Electric U Oas Co 02/10/19 4pp 15790 005 
a4X Fiche 50-395,02/10/19,0210250330 


02(0260140 Request for temporary relief from Tech Spec requirements re 
containment hydrogen moniitars in order to ailPw entry into 
Mode 2 under action statement for initial criticality Relief 
will prohibit delay of initial criticality 

DIXON, 0 W South Carolina Electric ^ Gas Co 03/10/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip (5799 091 
24X Fiche 50-395,02/10/20,8210260140 


8210260159 Application to amend License NPF-12 in response to Generic 
Ltr 82-17, c hang ing Tech Specs re erfiergoncy plan implementing 
procedures audits 

DIXGN, OU South Carolina Electric L Gas Co 02/10/22 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 13799 OOB 
24X Fiche 50-395,02/10/22.0210260559 


— 0210260166 Propased Tech Spec changes re frequency uf emergency plan 
& implementing procedures audits 

+ South Carolina Electric U Oas Co 82/10/22 Ip i5799 009 
24X Fiche 50-395,02/10/22,0210260159 


0 Inspection reports, TE Bulletins U correspondence 


0310010167 Revises B10707 % 1116 responses to IE Bulletin 01-02, 
"Failure of Gate Type Valves to Close Against Differential 
Pressure " Valve 8130D in Table I to BI1116 ltr not modified 
since valve net functional requirements as configured 
DIXON, 0 W South Carolina Electric tn Gas Co 02/09/03 
O'REILLV, J P Region 2, Office of Director Spp 15567 277 SAX 
richo 50-395,02/09/00,0210010167 


B2I0010466 Forwards IE Insp Rept 50-395/82-41 on 020701-0013 Mo 
noncomp i lanc e noted 

DANCE, H C Division of Project (. Resident Programs 82/09/00 
Df<ON,0 M South Carolina Electric t< Oas Co 2pp 15572 153 24!< 

Fiche 50-395, 02/09/03,8210010466 


— 0210010469 IE Insp Rept 50-395/63-41 on 020701-0013 No none omp 1 1 anc e 
noted Major areas inspected plant tour, open item review, 

TMI action plan item review ^ surveillance test procedures 
performance 

SKOLDS, J L , DROWNLEE, V L Division of Project U Resident 
Programs 62/09/08 Hpp 15573 155 24X Fiche 50-395,0 2/09/00, 

Q210010466 


0210010467 Forwards IE Insp Rept SO-395/82-47 on 820B06-07, 13 fc 13 
No nencump ) 1 ance noted 

DANCE, H C Division of Project Resident Programs 02/09/09 

DIXaN,D W South Carolina Electric 8, Oas Co 2pp 15572,165 24X 

Fiche 50-395,02/09/09,0210010467 


—0210010472 IE Insp Rept 50-395/02-47 on 030006-07, IS & 13 No 
noncoirp 1 i anc e noted Major areas inspected initial fuel 
1 oad ing 

auRNErT,P T , JAPE,r Division of Engineering h Technical 
Programs 02/09/02 Gpp 15572 169 SAX Fiche 50-395,82/09/09, 
0210010467 


8200190233 IE Info Notice B0-3S, Suppl i, "Leaking & Dislodged I-I2b 
Implant Deeds " Sve list end 

C0D1],L I Division of Fuel Facilities, Materials S< Safeguards 
02/10/06 Consolidated Edison Co of New Tort 66pp 15761 250 
24X Fiche SO-DOO, 02/10/06, 8200 1 90233 


8210080248 AeV receipt of B20929 ltr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Rept 
50-395/02-45* 

LENISiR C Division of Project Resident Programs 02/JO/O6 
DIXON, □ W South Carolina Electric «, Gas Co Ip 15638 090 SAX 
Fifhe 50-395,02/10/06,8210000248 


— 8210000250 Responds to NRC 620831 ltr re vlolatsons noted in IE 
Safeguards insp Rept 30-395/82-45 Corrective actions 
withheld (rtf tOCFR73 21) 

DIXON, 0 VI 0outh Carolina Electric U Oas Co 82/09/29 

O'REILLYr J P Rsgton 2, Office of Director 2pp 1S63B G99 24X 

Fiche 50-395102/10/0610210080240 


— 8210000254 Foruiards IE Safeguards Insp Rept 50-395/02-45 an B20BO6 & 
notice of violation Notice of violdtion withheld 
Cref 10CFR73 211 

LEWIS, B C. Division of Project Resident Programs 02/08/31 
DlXaN,a W South Carolina Electric !< Gas Co 2pp 15630 101. 

24X Fiche 50-395,82/10/06,0210080248 


--0210090259 IE Safeguards Insp ftept 50-395/02-45 on 820806 Non t omp 1 i anc B 
noted failure to control designated vehicles Details 
withheld Iref 10CFR73 21) 

SKQLD8, J L , MCGUIRE, D R Division of Engineoring Technical 

programs. 82/00/26 Ip 15630 | 03 24 X Fiche 50-395, 82/ 10/D6i 

02 10000240 
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8208190238 IE Bolldtin 82-03, “S^Tess Corrosian Cradring in Thick- 
Ipfa n ■ Larg e-Ol dineter, Stain 1 eft S tecli R ec trcu lation Sys 
Piping at BMR Plants “ Svc list encS 

DEVOJNS^R C Director *^5 Office. Office of inspectian and 
£nr ore eiiivnt 82/10/14 Cam ol i ifatetf Edieon Co of Neu York 

llSpp 15810 125 243C Fiche 50-000.82/10/14.8308190238 


9210250312 Confirmatory action itr re 821007 discussions at s-ite 
concerning vulnerability security computer sys noted 
during 021004-08 insp Tnc ] withheld (ref lOCrR73 21) 

KCPPLER. J O Region 3, Office of Director 02/10/18 DOLAN. J E 
American Electric PouJor Service Carp DOLAN. J E Indiana fr Michigan 
Electric Co 2pp IS790 189 24)( Fiche SO-395. 02/ 10/ 18. 8210250312 


S Reportable occurrences. LEHs ^ related correspondence 


8210010348 Final significant deficiency rept re penetration gap 
requirements of sa f ety-^re lated piping sys Initially reported 
on- 82072^ Mads to piping penetrations for insulation (k/ov 
sealing handled through field change request program 
DIXDN.O N South Carolina Electric It Oas Co 82/09/23 
O'RElLLYi J P Region 2. Office of Director 2pp 15573 103 24^ 

Flche 50-395. 02/09/23. B2I 001034 0 


8310320340 Forufards LER e2-005/03L-0 Detailed event analysis end 
DIXON. 0 N South Carnlina Electric & Oas Co 02/10/15 
O'RElLLYrJ P Region 2. Office of Director 3pp I &77A 261 24X 

Fiche 30-395.82/10/15,8210220340 


—8210220346 LER 82-005/03L-0 on 820916. five smoke detectors at 400-ft U 
412~ft elevations of control bldg d 1 sab led. render i ng 
preactiQti sprinkler sys automatic actuation capability 
inoperable Caused by need to perform welding in 400-ft area 
KaON. A R South Carolina Electric 6 Cas Co 02/10/15 Region 
2. Office of Director Ip 15776 264 24X Fiche 50-395,02/10/15, 

02 1 0230340 


6210220430 Forwards LER 62-004/03L-D Detailed event analysis end 
DIXON. 0 H South Carolina Electric P Gas Co 03/10/15 
O'REILLY. J P Region 2. Office of Director 4pp 15776 250 24X 

Fiche 5 O' 393. 82/10/15.8210250438 


—8210220443 LER 82-004/OaU-0 on 020915. test signal generated causing D 
train RHR header isoiation valve to shut i( Isolate suction 
Pump manually tripped Surveillance test procedure revised to 
line up alternate RHR train w/valve locked out 

FIELDS, C South Carolina Electric -L Cas Co 82/10/15 Rcglan 
2. Office of Director Ip 15770 262 24X Fiche 50-393.82/10/15, 

6210220430 


B21D390204 Forwards LER 02-OD6/O3L-O Detailed event analysis end 
DIXON, □ (f South Carolina Electric & G-as Co 02/JO/Sl 
□ 'REILLY, J P Region 2. Office of Director 3pp 15053 136 24X 

Fiche 50-395.82/10/21,0210290204 


— 8210290206 LER 03-OO6/O3L-O on 020922. s ever a 1 high range monitors 
failed high Caused by moisture accumulation in detector 
preamp connections plant completed initial fuel load hut was 
not cri tl ca K Monl tors replaced except RK-0l9fi 

FIELDS, C South Carolina Electric & Gas Co 02/10/21 Region 
2* Office of Diroctor Ip 15853 139 24X Fiche 50-395.88/10/21. 

0210290204 


S210290335 Fnruardf LER e2-007/03L-0 Detailed event analysis end 
DIXON, 0 H South Carolina Electric U Oas Co 82/10/21 

LY. J P Region 2/ Office of Director 4pp 10853 035 2 4X 

50-395. 02/10/21,8210290335 
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DOCKET 50-397 WPPSS NUCLEAR PROJECT. UNIT 2 


A App 1 1 cat lon/canstruc fc ion stage documents L correspondence 


9310070141 Forwards "WA Nuclear Project 2 Environ Equipment 
Qual 1 f icat i on Rept for Safe ty-Me J ated Equipment." Vo I s 1.2 & 

3, in response to NRC 000321 Itr Rept will be incorporated 
into FSAR amend 

0OUCHEY, C D Washington Public Power Supply System 02/09/15 
8CHMENCER.A Licensing Branch 2 Ip 156 30 360 24^ 

Fiche 50-397.83/09/15.8310070141 


— 0210070144 "WA Nuclear Project 2 Environ Equipment Oua 1 i f teat ion lUpl 
for Saf ety-Related Equipment." Vols 1,2 it 3 
a Washington Public Power Supply System 02/09/30 590pp 

15633 019 34X Ficha 50-397.02/09/15.8210070141 


0210130180 Advises that manual block valve CA9-VX-02e will be ullliied 
as containment isolation valve in lieu of relocating check 
valve on air line to inside containment Change will be 
incorporated in future FSAR amend 

OaWCHEV, 0 D Washington Public Power Supply System 02/09/20 
SCHWENCER.A Licensing Oranch 2 8pp 15674 114 24X 

Fichf 50-397.02/09/20.0310130106 


8310060223 Forwards corrections tt c lar i f icat i ons to Amend 23 to kb4R 
Section 6 3 re onsite power sys Neit FSAR amend will be 
revised to include end corrections 

DOUOHEV.G D Washington Public Power Supply System 02/09/2? 
SCHWENCER.A Licensing Branch S bBpp 15620 119 24X 

Fiche 50-397. 82/09/23, 0310060323 


0210080060 Forwards NRC position paper closing out Licensing Roviow 
Group n channel box dePtection issue 

SCHWENCER.A Licensing Dranch 2 □2/09/23 FCRGUSDN. R L 

Washington Public Power Supply System 5pp 15669 355 24X 

Fiche 50-397, 02/09/22,0210080060 


8210050348 Forward* final response to 020708 concorns re adequacy of 
design margins of Hark II containment sys Issues raised by 
0£ do not represent significant safety concerns for 
fac i 1 1 ty 

BOl/CHEViO D Washington Public Power Supply System 82/09/34 
ECHWENCCR.A Licensing Branch Z lOpp 15610 104 24X 

Fiche 50-397. 02/09/24. 8210050340 


0210390227 Notification of 021006 meeting u/util in Dethesda.MO to 
discuss cable separation criteria concerns 

AULWCK. R LiCin<ing Branch 2 02/09/27 BCHWENCCR. A Licensinq 

Branch 2 3pp 15876 326 24X Fiche 50-397. Q2/09/27. 8210290237 


8210040255 Forwards addi info re organizational changes m preparation- 
for ACRB 021004 meeting Formal revisions to FSAR & 
operational QA program description will be submitted upon 
comp let ion 

8QWCMEY. 0 D Washington Public Power Supply System 82/09/20 
SCHWENCER.A Licensing Branch 2 Ip 15595 009 24X 

Fiche 50-397.02/09/20,0210040355 


6210190764 Forwards update to pump L valve inservico best program plan* 
per util 820708 Itr M/21 oversize drauings Aperture cards 
are available in PDR 

BQUCHEY, 0 D Washington Public Power Supply System 02/10/07 
SCHWENCER.A Licensing Branch 2 Ip 15799 161 24X 

Fiche 50-397.82/10/07,8310190764 


—8210260113 Revision I to "Pump L Valve tnservice Test Program Plan " 
KOVLE. T , RENOEROER.D . MARTIN. J Nath Ing tan Public Power Supply 
System 82/00/28 IS9pp 15799 162 24X Fiche 50-397.02/10/07, 

8310190764 


8210290446 Staff requiremonts memo re 821007 af f Irmatlon/d i scussion !< 
vflte on extension of const completion dates for WPPSS. 
purging -of classified mat] in ALAB-653 6 emergency 
preparedness 6 risks associated tii/fuel loading 

CHILK.S J Office of the Becretery of the Commission 03/10/08 
Office of the aecretary of the Cp-mmiision 2pp 15063,188 24X 

Fiche 50-000.02/10/08.8210290446 


8210210327 Confirms 821005 teUon re use of ASME Code Case N-310-1. 
"Cert zf icat ion of Bolting Metis Section III.Div 1. Class 1, 

2. 3.I1C it CS ” Util will implement code case as agreed 
BQVCHEY. 0 D Washington Public Power Supply System 02/10/11 
SCHWENCER.A. Licensing Branch 2 3pf 15764 216 24X 

Fiche 50-397, 02/10/11, 8210210327 


6210270072 Notification of 631110 meeting w/utH in Dcthesda>MD to 
dlfcuas adequacy of QA program zn light of recent 
deficiencies disclosed at eeyiral plants 

Al/LWCK,R Licensing Branch 2 82/10/ 19 SCHWENCERi A Licensing 

Branch 2 3pp 13836 293, 24X Fiche 30 - 397 , 82 / 10 / 19 , 8210270073 
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55102*044? Requests representation at Mar J983 environ site visit at 
030502 question ?« ansucr period 

LEWIS. M D Washington* State of 02/10/20 WHEELER. L NRC - No 
Detailed Affiliation Given Ip 15806 153 34X 

Fiche SO-GRT, 02/10/20, 02102*0442 


£ WRC Safety Evaluation Report (SERI, $uppls K correspondence 


62100*0319 Cofnmits to inp 1 eirent ing mod of control logic on pressure 
intarlocts of leu pressure ECCS injection valves by fuel 
load Commitment dependent on timely equipment delivery Info 
closes SER Outstanding Issue 1 7(8) 

^nuCHEYrG D Washington Public Pouier Supply System 02/09/28 
SCltWENCEH.A Licensing Bianch 2 ?pp 15619 013 24X 

F I c he SO -397* 02/09/28, 02 1 006031 9 


8r]0050l2C] Requests revision to Stippl 2 of SER, htl/REG -0092, Gee ti ons 
4 2 3 2l7>,4 2 3 3(1) * 4 2 3 30) to indicate resolution of 
cladding rupture concern tt to reflect that PCT margin is 
no* roquirerf 

OQUCHEV G O Washington Public Power Supply System 82/09/30 
SChW£NCER.A Licensing Branch 2 Ip 15605 041 g4X 
rich* 50-397. 02/09/30, 0210050126 


8210050156 Forwards marked-up correct Table 1 2 of SER (NUREG-0B92) re 
c QiTipar I soil of facility piincipal design features to simitnr 
fac 1 1 1 1 los. p 0 r rtCRS Subcommittee on HNP-2 meetlrs 
PGUCWE'V', 0 D Washington Public Power Supply System 82/09/30 
SCHWEtfCFR.A Licensing Dronch 2 3pp 15605 156 24X 

FichP 50-397.82/09/30.8210050156 


6J10190576 Foitifatds supplemental response to NUREO-0612, "Control of 
Heavy Loads." Revision 1 to close out @ER Outstanding Issue 
JO 

^Ol'CHEY. 0 0 Washington Public Power Supply System 02/10/04 
SCHWEWCER.A Licensing Branch 3 32pp 15736 008 24X 

fiche 50-397.02/10/04.8210190576 


8210190582 "Reactor Vessel Head Retmova) l« Replacement " 

ii Washington Public Powei Supply System 81/12/17 J6pp 
15736 030 84X Fiche 50-397,03/10/04.0210190576 


OPJ01905B6 "MFCS Pump Removal , Dverhau I Re msta lla tion " 

■t Washirigton Public Power Supply System 01/07/23 19pp 
15735 046 24X Fiche 50-397,02/10/04,0210190576 


Eul02lOO49 Forwards recommendations on proposed ploni operating 
procedure changes, equipmomt mods 6 discussion of design 
basis ashfall Advance warning airangements in Bection H A 
iulfill commitment per supplemental SER Section 25131 
HQUCHEY, 0 I) Washington Public Pouier Supply Bygtem 02/10/0-4 
SCHWENCER.A Licensing Branch 2 4pp 15765 345 24X 

Fichc 50-397. 02/10/04, Q21O21O049 


G21O2IO140 Informs thdt hydrostatic test of diesel engine auxiliary 
piping to 1254 of design pressure performed, in response to 
supplemental 8ER Item 954 l.Open Item 15 6 FSAR Question 
040 094 Exemption requested for intake i- exhaust lines 
DOLfCHEV.O D Washington Public Power Supply System 02/10/04 
S^NWENCER.A Licensing Branch 2 3pp 15766 0B9 24X 

fiche 50-397. 03/10/04,0210210148 


8210210276 hdvises that Section 14 2 14 3 17 will bo amended to remova 
any 1 ef to containment hoi pipe penetration testing SER 
Ojtstanding Issue 21 (NUREO-0892) closed u/o need for 
acceptance criteria Diagrams re penetration assembly end 
BDWCHEVpO 0 Washington Public Power Supply System 02/JO/O4 
SCHWENCER.A licensing Branch 2 6pp 15766 124 24X 

Fiche 50-397,82/10/04.8210210276 


F Security* medical, emergency t- fire protection plans 


0210060445 Forwards "One-Houp A9TM El 19 Fira Simulation Facility Fire 
Tests Water Hose Stream Impact Tests 6 Electrical Circuitry 
Continuity Tests on Nuclear Facility Class lE Cable Trays 
i Conduit Test '* Rept withheld (ref 10CFR2 790) 

□nUCHEY.O D Washington Public Power Supply System 02/09/20 
SCHWElslCER, A Uieensing Branch 2 3pp 15615 001 24X 

Fiche 50-397,02/09/20,0210060445 


B2]0i30j94 Submits add! info to suppi teat rept data in util B20B02 
i- 0920 lira to NRC re Thermu-Lag SOO-l * sub 1 Jming coating 
envelope sys (ITL Rept 02''5-355A> for fire protection of 
cable raceway sys discussed In App R 

JjOl/CHEVi 0- D Washington Public Power Supply System 02/10/04 
SCHWENCER.A Licensing Branch 2 4pp 15674 I4| 24X 

Fiche 50-397, 82/10/04,8210130194 


82(0210049 Forwards recommendations on proposed plant operating 
procedure eba nges , equ ipmsmt mods St discussion of design 
basis ashfall Advance warning arrangements in Gection II A 
fulfill CDnunitmePt per supplemental SER Section 2 5 13 1 
0OL/CHEY,0 D Washington Public Power Supply System 03/10/04 
BCHWENCER.A Licensing Branch 2 4pp 15765 345 24x 

Fiche 50-397, 02/ (0/04, 0210210049 


0210190706 Forwards Test Rept S2-5~355B, "Three-Hour Fire Endurance 
Tests on Thermo-Lag 330-1 Subliming Coating Envelope 0ys for 
WPFSS Nuclear Projects " U/o enc 1 

OOUCHEV.C D Washington Public Power Supply System 02/10/05 
SCHWENCER.A Licensing Branch 2 3pp 15736 151 24X 

Fiche 50-397,02/10/05,0210190700 


0210130575 Notifies of meeting w/Vakima Indian Nation tentatively 
scheduled on 621022 to discuss emergency plan coordi nation, 
in response to NRC 020914 request 

OQUCHEV, 0 0 Washington Public Pouer Supply System 02/10/06 
SCHWENCER.A Licensing Branch 2 Ip 15679 100 24X 

Fiche 50-397/ 82/10/06, 0210130575 


G Adjudicatory correspondence 


6210(30336 Order CLl-82-29, ref err i ng Coalition for Safe Power petitions 
fo-r hearing to aSLD ABLD chairman should appoint ASLR to 
detei'-mine whether I0crR2 714 roqulromente met I* to conduct 
required hearing W/separate vi eius of Comnl » s i oner Oillnsky 
CHILK, S J Office of the Secretary of the Commission 02/10/08 
21pp 15661 350 a4X Fiche 50-397,02/10/00.8210130336 


0210200056 Notice of ASLP constitution H Gros sman, cha irman & EE Hill 
St LW L 1 ttle, members 

COTTER, B P Atomic Safety and Licensing Board Panel 02/10/14 
3pp 15755 027 24X Fic he 50“397i 02/ 10/ J4. 0S1O2OOO5A 


0210100147 Lists changes to be made in Commission 82100B Ordori 
CL I “82-29 

STUCKY/8 W Docketing & Services Branch 02/10/(5 Office of the 
Executive Legal Director Ip 15719 266 24X Fiche 50-397/ 

82/10/15, 0210 iB0147 


0210290315 Notice of ASLB reconstitution H Orossman, chai rtnon &t 
oa Bright t* J Harbour* members 

LAZO,R M Atomic Safety and Licensing Board Panel G2/I0/35 2pp 
(5853 070 24X Fiche 50-397,82/10/25,8210290315 


K Utility Final Safety Analysis Report (F0AR) Sc amends 


0310000095 Forwards Amend 26 to FSAR 

OOUCHEYiGD Washington Public Power Supply 6i;stem 82/D9/SG 
SCHWENCER.A Licensing Branch 2 2p p 15640 338 24X 

Fiche 50-397, 02/09/20, 0210060095 


—0210080100 Amend 86 to F8AR 

* Washington Public Power Supply System 82/07/31, 757pp 

15640 339 24X Fiche 50-397,82/09/28,0210080095 


02102(0045 Forwards transmittal 1 tr 4, Certificate of Bve for Amend 26 
to FSAR W/d transmittal 1 tr 

BOUCHEV* 0 D Washing ten Public Fouer Supply System 82/10/05 
GCHWEMCER,A Licensing Dranch 2 2pp 15765 352 24X 

Fiche 50-397, 02/10/03, B310210045 


0 Inspectlen reports, IE BuHablns & correspondence 


6210000195 Forwards revised corrective actions to NRC notice of 
violations 79-10/01.79-10/03.80-09/09 & 80-08/32 noted In 
IE Insp Rept 50-397/04-22 All future liquid pentftrant exams 
will be performed by DechteJ approved subc ontrac tor 
MATLOCK, R 0 Washington Public Power Supply System 02/04/16 
GNOELKEM, R H Region 5* Office of Director 3pp 15640 (90 24X 

Fichf. 50-397, 82/04/16, 6210000195. 


B2101'90646 Provides addl info re preservice insp program plan for scram 
discharge sys per 020812 telcon Soundary diagram for control 
rod drive tys end 

flOUCHEYfOD Washington Public Power Supply System 82/09/22 
SCHWENCER.A Licensing Branch 2 3pp 15739 101 24X 

Fiche 50-397,82/09/22,0210190646 


0210490366 Forwards IE Insp Rapt 50-397/82-18 on 820816-31 No 
nuncompl ience noted 

STERN0ERO, D H Division of Resident. Reactor Project i Etigineerinp 
Programs 02/09/28 MATLOCK, R 0 Wee h ing ton Public Power Supply 
Oystam 2pp 15741, 166 24X Fiche 50-397,82/09/20.0210190366 



DOCKETED ITEMS 


— 82^10190C]&B IE fnsp Rept 50-397/02-18 an fl30S|&-3l No noncomp I lance 
notstf Major areas inspected reactor pressure vessel 
h(^tlro te stp tnechan » tal contractor records revteu prograrn 8f 
corrective activities II ttrori rever i f i cati on program 
TOTHt A D < DOpDS, R T Division a# l^esidenit. Reactor Project t> 
Engineering Programs 23/09/27 I4pp 15741 168 24X 

Fi Che 50-397, 82/09/201 B 21 0190 3A& 


0210190562 Forti/ards IE Insp Repfc 50-397/02-22 on 02OB3O-O9O3 No 
noncamp 1 lance noted 

STERNHERG, D M Division of ResHcnt, Reactor Project £< Engineering 
Programs 02/09/20 MATLOCH, R G Washington Public Power Supply 
Sgstefli 2pp 1 5736 126 24 X FlchS 50-397.02/09/20,8210190562 


—8210190569 IE Insp Rapt 50-397/02-22 on B20B30-0903 No noncompl lance 
noted Major areas inspected facility organi >at j on, 
preoper ational t rs t ing > opera 1 1 ona I DA program ft independent 
insp 

WILLETT, D J , DODOS. R Division of Resident, Reactor Project !< 
Engineering Programs 03/09/27 Spp 15736 130 24X 

FiChe 50-397,02/07/28,8210190562 


02SO19D665 Forwards JE Insp Rept 50-397/02-17 on 820726-30.0809-13 & 
0830'0903 No nonC omp 1 1 anc e noted 

STERNDEROi D M Division of Resident# Reactor Project & Engineering 
Programs 02/10/01 MATLOCK, R C Wasliington Poblu Pooler Supply 
System 2pp 15737 256 24 X Flche 50-397.02/10/01,8210190665 


— 0210190670 l£ Insp Rept 50-397/82-17 on 020726-30. 0009-13 << 0830-0903 
No noncompliance noted Major areas inspected electrical 
1 nsta 1 1 atlon. safe tg-re 1 ated piping U employee concerns 
ELIN, J □ , D'ANGELO. A J , DODDS# R T Division of Resident, Reactor 
Project It Engineering Programs 02/09/30 9pp 15737 258 24X 

Fiche 50-397,32/10/01.8210190665 


3210070299 Ac k receipt off 830331 Itr informing NftC of steps taken to 
correct violations noted in IE Insp Rept 50-397/02-14 
STERNBERG, D H Division of Resident. Reactor Project & Engineering 
Progrema 02/10/04 MAZOR.D W Washing ton Pub 1 1 c Power Supply 
Sgstsn Ip 15634230 24XEiche 50-397. 83/10/04. 8210070299 


— 8210070302 Responds td NRC 820002 Itr re violations noted in IK Insp 
Rept 50-397/82-14 COT'ractlve aciions Oecbtel procedures 
reviewed to ensure that AE approvals obtained Ir QC 
Administrative Instruction 15 Issued 

MATLOCK. R G Washington Pulilic Peupr Supply System 03/08/31 
STERNDEROi- D M Division of Resident, Reactor Project St Engineering 
Programs 6pp 15634 339 24X Fiche SO -397# 82/ 1 0/04, 031007029? 


0308190233 IE Info Notice 80-35, Suppl 1, '‘Lealcing a Dislodged 1-125 
Implant Seeds " Sve list enc] 

COBB,L I OivisloTi of Fuel Facilities. JiatoriaJs & Safeguards 
02/10/06 Consolidated Edison Co of Now Vorlt 66pp 15761 2bO 
24X Fiche 50-000.02/10/06,0200190333 


8210280241 Forwards IE Insp Repts 50-397/82-30 ft 30-13720/02-01 on 
020831-0903 ic notice of violation 

aOOK.H E Division of Radiological Safety U Safeguards Program 

02/10/12 MA TLOCK, R G Washington Public Power Si/pplu Sustem 2 dp 

15B37 3Z5 24K Flcho 50-397,92/10/12,8210200241 


— B21 020024 4 Notice of violation from insp on 020031-0903 

WENSLAWSKIfF A Division of Radiological Safety tr Safeguards 
Program 02/10/12 Ip 15037 327 24X Fiche* 50-397. B2/10/12. 

8210280241 


*0210200248 TE Insp Rept s SO-397/82-20 «< 30-13780/02-01 on 830831-0903 
Noncompl iance noted receipt of radioactive matl not 
autivnrsied License 46-17964-Oi 

YOHASiO P , WENSLAWBKI.F A , BOOK, H E Division of RadieUgicat 
Safety & Gafegu-arda Program 08/10/00 IIpp £5837 328 24X 

Fichfl 50-397, 02/10/12, 031 i0:jpm34l 


0210000304 Interim deficiency rept re improper instdllation Of CDdiret# 
erpansion anchors 6 onacc ep tab I e concrete %> grout work 
Initially reported on 820403 Corrective actions continuing 
Next rept will 6e submitted on B2l2t0 

MATLOCK, R G Maahington Public Power Supply System 82/09/20 
ENGELKEN. R H Region 5. Office of Director Opp 15638 325 2*1 

Fiche 50- 397 . 08/09/20. 02 1 008030 4 


0210130217 Final deficiency rept re high resistance table grounding ci 
4 16 kV diesel generators Initially repoited on 020506 
Manufacturers advised that equipment can operate for 
indefinite period w/1 ine-to-ground fault u;/ o damage 
MATLOCK R O Washington Public Power Supply System 02/07/di) 
ENGELFEN. R H Region 5, Office of Director 3pp 15675 240 tMl 
Fiche 50-397,02/09/20.8210130217 


0210000275 Final deficiency rept I'e 4 16 feV breakers DG 1-7 4 DG / lit 
interim deficiency rept re emergency diesel generators DG- 1 
6 DD-2 airstart circuits Initially reported on D20R10 4. 

0909, respec kl vel y Next rept will be submitted by 021220 
MATLOCK, R G Washington Public Power Supply System B2/09/30 
ENOELKEN/R H Region 5, Office of Director 3pp 15630 302 JK 
Fiche 50-397, 02/09/30, 82 1 00BO275 


DOCKET 50-400 SHE ARON HARRIS NUCLEAR POWER PLANT, UNIT I 


A AppI I catidn/construct ion stage documents & cur r esppndenc e 


0210130053 Summary of 820916-19 meeting u/ut i 1 . Ebasc o & Wisti ng brjuir 
p« design revieuf of instrumentation t contra! sys for 
facilities Follectfup meeting scheduled for 020914-16 in 
New /orlr Cl ty , NY 

LICITRA.E A Licensing Branch 3 82/09/08 Licensing Branch 'J 

Spp 15696 872 a4X Fiche 50-400.02/09/00,0210130053 


0210010051 Ac k receipt of 020023 Itr requesting temporary relief friiv 
commitments re training of shift technical advisois Program 
approved tt request forwarded to NRR for evaluation 
O'REILLY. J P Region 2, Office of Director 02/09/20 JDNESi J A 
Carolina Fouier 6 Light Co Ip 15565 322 24X 

Fiche 50-O0G. 02/09/20,8210010051 


62102703S4 Requests addl info re instrumentation 8, control sys Infc 
should be in fom of response to IE Bulletin 79-21 re level 
measurement errors due fco environ temp effects on level 
instrument ref legs Requests submittal date within 2 uks 
KERRIGAN, J D Licensing Branch 3 02/09/23 JONES, J A CaroJIrp 

Power it Light Co 2pp 15836 357 24X Fiche 50*-400, 02/09/23. 

0210270324 


0210210035 Forwards request for add! info on TSAR Section 440-0, 
“Reactor Sys ■' 

KERRiOANrJ Licensing Drench 3 02/09/29 JONES, J A Carolina 

Power 6* Light Co 9pp 15773 262 24X Fiche 50-400,02/09/29# 

8210210035 


021O21O2S3 Notification of B21012 meeting ui/uttl h Ebasco in De bbrsdi, 
MD to discuss review of RCPD metis 

KADAMBI,N P Licensing Branch 3 02/09/29 KCRRIOAN. J Licervurj 

Branch 3 3pp 15774 324 24X Fiche 50-4 00. 02/09/29, 021021 025 B 


6210210320 Summary of 02O9I4-16 meetings uf/ut 1 1, Westinghouse 6 Ebaico 
at Ebasco ofc re design review of ins trumen tati on tt control 
«ys Attendance list end 

LICITRA, E A Licensing Branch 3 82/09/29 licensing Urar^h 3 

4pp 15702 007 2 4>t Fiche 50-400. 82/09/29. 0210210320 


021OOSO1G6 Forwards 21 responses to Reactor Sys Branch (440 Sertesl 
questions diicuited et Reactor 0ys Branch safety review 
meeting held om 820931 Remaining 17 items will be addressed 
tn near futsire 

MCDUFFie, KA Carolina Power L Light Co 02/09/30 DENTON- H R 
Office of Nyc tear Reactor Regulation. Director 37pp 15603 261 
24X Fiche 50-400.82/09/30.0210050106 


8310050(25 Forwards responses to Instrumenbat ion & Control Bys Dranib 
02O73G quest! pns re FSAR. confirming info discussed during 
820016-19 it 0914-16 meetlnsi 

NCOUFFIE.N A Carolina Power Sc Light Co 02/09/30 DENTON.HH 
Office of Nuclear Reactor Regulation. Diroc tor 56pp 13604 2B2 
24 X FUhe 50-400,02/09/30,0210050123 


0210210312 Summary of 92092} meeting u/appl leant, Westinghouse EbasCo 1 
EOLO at site re Reacter 0ys Branch 020426 questions 
concerning F8AR Attendance list end 

KAOAHDIjN P Licensing Branch 3 83/10/01 Licensing Branch 3 

4pp 18782 070 a4X Fiche SO- 400, 02/10/01 , 0210210312 
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8210150305 Advifff that cpmmercial operation daiv far Unit I changad 
from fall 1905 to Spring 1936 No fund* to be allocated in 
193-3 for conit urork on Unit S Most of rBqUR«te(i rate hike 
ditallouod W/Certif icato of Sve Related corre spo-ndence 
FLYNNi 8 F Carolina Pot^e^ it Light Co 32/10/06 KeLLEV, J L . 
DRIOHTiO 0, j CARPENTERf J H Atomic Safety and LiceneJng Hoard Panel 
4pp 15701 336 24X Fiche 50-400, 32/10/06r 3210150305 


8210150647 Notification of canceled 821012 meeting u/util it Ebaeco in 
SetheedaiHD to perform revieu of RCPD matl 

KADARHIrN P Licensing Oranch 3 82/10/08 KERRIGAN, J Licensing 

Branch 3 3pp 15715 305 g4X Flche 50~400, 82/ lO/OS, 0210150647 


6210190512 Submit* const compleitort schedule. Unit 1 scheduled for 
aperatlan in Spring 1936, reeul ting in 6-tnnnth delay in fuel 
load Schedule for Unit 3 completion due Dec 1902 Present 
licensing review schedule should be maintained 

MODUFFIEiM A Carolina Power it Light Co 82/10/14 DENTON, H R 

Office of Nuclear Reactor Regulation, Director ip 15735.309 24K 

Fiche: 50-400, 82/10/14, 821D190512 


3210260462 Submits formal c larif i cat! on of responses to safety review 
questions from Containment 6gs Branch (480 Rerlee ) 

MCDUFFlErM A Carolina Power Light Co 82/10/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 9pp 15006 052 
24X Fiche 50-400,02/10/20,0210260463 


— 8210260481 Informs that Topical Rept AAF-TR-7101, ^'Design t* Tasting of 
Fan. Cooler-Filter By* for Nuclear Applications,** acceptable 
Partial "Equipment Qualification Data Packages’* end 
TE0E6CD, R L Atomic Energy Commission, Oeputy Director for 
Technical Review (Pre-1975) 72/11/10 FISH, J F American Air 

Filter Co S4pp 15806 061 24X Fiche 50-400.02/10/20. 

821 0260462 


Utility Environmental Report (ERl, amends t( correspondence 


210200032 Forwards responses to environ rept review Questions 240 3, 
291, 13 U 2?I 19, comparing environ impact on Huckhorn Creek 
of operation of one unit u/o Cape Fear River Makeup Syi 
MCDUFFIE, M A Carolina Power & Light Co 83/10/15 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 21pp 15797 300 
24X Fiche 50-400,62/10/19,0210200032 


StOSOOOSA Forwards Amend 4 to environ rept, Summary of changes end 
MCDi/FFIEiM A Carolina Power Jc Light Cq 62/10/15 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 19753 312 
S4X Fiche 90-400,02/10/15,0210200004 


‘8210200086 Amend 4 to environ rep t. Aperture cards available In PDR 
e Carolina Power it Light Co. 02/10/15 279pp 19793 214 24X 

Fiche- 90-400, 82/10/19, 0210200004. 


M0280i[>94 Forwarde affidavit re distribution of Amend 4 to environ 
rept. 

ZIMMERMAN, a R Carolina Power it Light Co. 03/10/29 E18ENHUT, 0. -0 
Division cf Licensing. 9pp 19037,296 24X Fiche! 90-400, 82/10/25, 
6210280094, 


NRC Draft/Final Environmental atatements, suppls & correspondence 


10210212 Notifies of schedule change for DER Reservoir reanalysis 
has lead to delay in receipt of hydrological info. Statement 
will be issued by 021217. 

NOVAK, T.M. Asiiitent Director for Licensing 82/10/12 UTLEY, E E 
Carolina Power t, Light Co 2pp 19774-336 34X 

Fiche- &0''400i 02/10/12, 6210210212 


Security, medical, emergency t< fire pretectlon plans 


10010D37 Forwards request for addl inforbaecd on review of 020626 
industrial security plan, safeguards contingency plan it 
security personnel training it qualification plan End 
eithhfZd (ref 10CFR2 790} 

-CERR lOAN, J. D. Licensing Branch 3 82/09/20 JGNE0,J A Carolina 

»qwer it Light Co 2pp 19565 319 24X FI c he. 90-400, 02/09/20, 

3210010037. 


1001034? Ack receipt of B20902 Hr informing NRC of steps taken to 
orrect violation noted in IE Insp Repts 90-400/02-24 4t 
JO-401/82-24 Response insufficient to determine if 
orrective action adequate 

E(4r8,R C. Division of Project Resident Programs 82/09/22 
/ONEe, vf. A Carolina Power it Light Co Spp 15969 213 24X 

1 Che- 90-400, 82/09/22, 0210010349 


—0210010397 IE Insp Repts 50-400/02-24 U 30-401/02-24 on 820620-0730 
Noncomp 1 lance noted failure to identify & correct 
nonconforming conditions on two field welds on Cless IE 
electrical cable tray supports 

MACWELL.O F , BURGER. C W Division of Project & Resident Programs 
02/09/03 9pp 19569 220 24X Fiche 50-400,02/09/22,0210010349 


0. Adjudicatory correspondence 


8210120103 Addl response to FOIA request for nine categories of records 
ge-nerated by present NRC Convnlss 1 oner s. primar i ly Chairman 
Palladlno tt Commissioner Roberts it Hhlte Kauee Forwards 
App Q documents 

FELTON, Division of Rules and Records 02/07/12 UDELLrR A 
Critical Maes Energy Project 3pp 15690 117 a-4X 
Fiche 50-000, 02/07/12, 9210120103 


—6210120123 Forwards memorandiJim & order re Council of NC objection to 
util requast for e,(amption to perform certain site 
preparation work Hamorandum addresses etempiian question & 
lets out history of Commission regu 1 a tlon , See tlon 50 12 
ROBERT0, T M Commissioners 01/12/09 PALLADINO, N , OILINSKY, V , 
BRADFORD, J Coirvmisa 1 oners Ip 15690 124 24X 

Fichi 90-000, 02/07/12, 0210120103 


— B210I20132 Memorandum 8i ordsr re Council of NC objection to util 
request for tKamptlon par revised NEPA regulation to perform 
certain site prejiaration worlc NEPA does not bar preliminary 
work Site preparation work properly authorized 

BENDER, P.C Atomic Energy Commission, 74/06/11 Atomic Energy 
Co/nmiseion Spp, 15670 125 24X Fiche 50-000,82/07/12, 

8210120103 


B2100103S8 Bupplsmental statement re validity of psy chatogiea 1 stress 
contentions Late filing criteria not applicable If 
contentions not admi tbedt end arguments should be considered 
amends to original contentions 

READ, OF. Chapel Hill Anti-Nuclear Group Effort 02/09/17 
Atomic Safety and Licensing Board Panel i4pp 1596? 174 24X 

Fiche. 50-400* 02/09/17, B21OO1O320 


8210010337 Supp I to Chapel Hill Anti-Nuplear Group Ef f ort/EnVir on Law 
Project 820713 renewed it reformed motion to postpone 
proceedinge, origlnatly submitted on 020316 Bupp 1 based on 
now Info Certificate of Sve encl. 

READ, DF. Chapel Hill Antl-Nuclear (9roup Effort 82/09/24 
Atomic Safety and Licensing Board Panel 7pn 19369 166 24X 

Fiche 50-400, 82/09/24.8210010337 


8210190192 Requests clarification of docket numbers for Harris it Perry 
plant* Mlsup may be causing prejudice to intervenors since 
documents go to incorrect LPDR 

HIATT, B.L Ohio Citizeni for Responilble Energy 02/10/04 
Docketing it Bervlcvt Branch. ip 15707.260. 24X 

Fiche 50-000,02/10/04,8210130192 


0210150309 Advises that commercial operation date for Unit 1 changed 
from Fall 1989 to Spring 1906, No fundi to be allocated in 
1963 for const work on Unit 2 Most of requested rate hike 
disallowed W/Cert 1 f Icate of Sve Related correepondance 
FLYNN, 6 F Carolina Power t* Light Co. 02/10/06 KELLEY, J. L > 
DRIONT, 0 □ r CARPENTER, J. H Atomic Safety and Licensing Board Panel 
4pp. 19701.336. 24X Fiche 30-400,02/10/06,8210190309 


0210150340 Ob jec t ions to ASLB 820922 prehearing conference memorandum 
it order Certificate of 8vc end. 

READiD F Chapel Hill Anti-Nuclear Group Effort 82/10/00 
Atomic Safety and Licensing Board panel 7pp 19709 397 24X 

Fiche, 50-400, 02/10/00, 82101 90340 


8210200093 Responds to ASLB 820922 order ruling on contention t< sve of 
documents, RuL ing on Contention IVc it on motion re eve of 
document* should b* reconsidered Arrangements for sve 
unacceptable since parties unre 1 eted. N/Certif Icate of 6vc. 

MILSON, R 0. Hilton, R. 02/10/14. 9pp. 15793.000 24X 

Fiche 30-400, 82/10/ 14, 02 10200093 


9210210348 Reeponse to A6LB 020922 memorandum it order Objects to 
portion of order dealing w/sve of document* b comments on 
security plan Si structure of discovery process Notice of 
appearance & Certificate of 8vc e-ocl 

RUNKLErJ D Conservation Council of North Carolina RUNKLE, J. D 
Affiliation Unknown. 82/10/14 6pp. 15764 S04 24X 

Fiche 90-400.02/10/14,0210210348 


0210200009 Forwards objections to It requests for clar i f ic atlon of ABL9 
820922 memorandum it order & response to Chapel Hill 
Anti-Huclear Group Effort supplemental statement re 
psychological etress cantentlons Certificate of 8vc end 
BAXTER,! A Shaw, Pittman, Potts & Trowbridge. BAXTERjTA 
Carolina Power h Light Co. 83/10/15 KELLEY, J L * BRiDHTrO 0 * 
CARPENrER,-J H, Atomic Safety and Licensing Board Panel, 4pp 
19759:001 34X FI che* 50-400, 82/10/ 1 5, 8210200009 
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— flaiOSOOOlCJ fteiponse oppoiinq C^ape] HjH Anti-Huclear Group Effort 
020927 supp J^ment-al statement re p 5 yc holog icel stress 
contention! A5LB obligated to fallou Cojnju i ssion policy 
statement on psycho! og i ea 1 stren issues 

DA^TERi T A Carolina Power C' Light Co OAXTEW. T A Shaw. 

Pittnan. Potts 6t Trowbridge 82/10/15 Atomic Safety and 

Licensing Board Pane! 5pp 1 5'755 005 2dX Fiche 50-400* 
02/10/15- 0210200009 


—0210200021 abjections to & requests for clarification of ABLD 020928 
(nemDTandum & order AddI info r* util plans on proposed Cape 
Fear River intAte facility provided Ruling on M Eddleman 
Contention 132 should be clarified to specify bases 
O'^iGlLL.J H Carolina Power 8- Light Co O'NEILL, J H Shauii 
Pittman- Potts & Trowbridge 82/10/15 Atomic Safety and 
Licensing Hoard Panel I7pp 15755 010 24X 

Fiche 50-400-88/10/15*8210200009 


3210210300 Notice of appearance in proceeding Certificate of Sve end 
CREENBLATTi 0 Eddleman. fl OREENBLATT-D Greenblatt. D 02/10/15 
Atomic Eafetg and Licensing Board Panel 3pp 15764 241 ?4X 

riche 30-400,32/10/15-8210210300 


9210210376 Objections to ASUB 820982 memorandum t order reflecting 
decisions made at prehearing conference Object*; to rulings 
an SVC of util documents < contenti ons {. cancelation of Unit 
2 Certificate of Sve end 

EDDLEMAPliM EddJeman* W 02/10/15 I4pp 15763 150 24X 

Fiche 50-400* 32/10/15. 0810810376 


0S1O2IO4I9 Reaponse to ASLB 320922 memorandum it order re use of 
security plan experts as witnesses 

OREENBLATT-D edrfJenian* H PAyNE. H T «ud lu Alliance RUNKLE, J 
Chapel Hill Anti-Nuclear Group Effort 32/10/15 4pp 15763 076 
24X Fiche 50-400,02/10/15,3210210419 


8310200062 Forwards consolidated list Of admitted (« deferred 
contentions per ASLB 820922 order Agrveeient should be 
reached on wording i> numeration to facitltate hearings 6 
avoid mi sunde rt tending s N/o end 

DARTH. C A Nearing Branch 1 82/10/18 RONKLE- J Conservation 

Council of North Caroilna EDOLENAN- N Eddleman, W REAO- D F 
Chppel Hill Anti-Nuclear Group Effort Ip 18756 (58 24X 

Fiche 50-400, 02/10/18-82102000*2 


6210250060 Camp lams about sve of documents 6 LPDR copy machine 

EODLENAN.M Eddleman- M 02/10/19 KELLEy, J L , CARPENTER- J H , 

BRIGHT, 0 □ Atomic Safety and Licensing Board Panel 2pp 

15787 04 5 S4X Fiche 50-400-82/10/19.8210350063 


H Oenera! correspondence 


8210010028 Requests WRC direct all official c orrespondence to EE Utley, 
util vice-president* due io S20930 retirement of JA Jone 
JONES, J A Cardittia Rower Ic Light Co 02/09/27 BENTON. H R 
Office of Nuclear Reactor Regulation- Director Ip 15565 314 a4X 
Fiche 50-000-82/09/27.3210010030 


8210130323 Requests changes to distribution list for NUREG-0020* 
"Licensed Operating Reactor* - Status Summary Rept " 

2IHHERHAN. 8 R Carolina Pourer U Light Co 02/10/11 BEEBE- W R 
ADP Systems Development Branch 3pp 15603 361 34X 

Fiche 50-000- 82/10/ U, 8210130323 


Q Inspection reports- IE Bulletins 6 correspondence 


e 2 lOO|OOB 6 Forwards IE Insp Repti 50-400/83-29 tc 50-401/82-39 on 
020030-0902 No none omp 1 lance noted 

VERRELLI-D M Division of Project it Resident Ppograms B2/09/19 
JONES- J A Carolina Power 6 Light Co 2pp 15565 26G 24X 

Fiche 50-400- 82/09/13- 0210010086 


9210010349 Act receipt of B20902 Itr informing NRC of steps taken tr> 
correct violation noted in lE Insp Repts SO '400/02-24 J, 
50-401/02-24 Response insufficient to determine if 
corrective action adequate 

lewis. R C Division of Project S. Resident Programs 02/09/22 
JONES' J A Carolina Power Light Co app 15569 213 24X 

Fiche 50-400.93/09/22.0310010349 


-8210010360 Responds to NRC 620804 Itr re violation noted in< Eb ln>p 
Repts 50-400/63-24 £. 50-401/02-24 Corrective actions Hanger 
ED 2622 it Item 1436-10 reinspected t repaired New inspector 
under training in OC welding required to pass written map 
PARSONS, fl M Carolina Power << Light Co 62/09/03 Q'fjEILLV. J P 
Region 2- Office of Director 2pp 15569 2lS 24X 
Fiche 50-400, 82/09/22. 8210010349 


— 6210010368 Forwards IE Ifisp Repts 50-400/82-24 t 50-401/83-34 uh 
820620-0720 ?« notice of violation 

LENIS-R C Division of Project t Resident Programs 83/08/04 

JONEB, J A Carolina Power L Light Co 2pp 1 5S69 21? 24X 

Fiche 50 - 400 . 83 / 09 / 23.0210010349 


-92100103/3 Notice of violation from insp on 020630-0720 

# Division of Project ^ Resident Piograms 02/08/04 Ip 
15S69 219 24X Fiche 50-400-62/09/22,021 0010349 


—82(0010397 IE Insp Repts 50-400/62-24 S* 50-401/02-24 on 820620-0/JO 
Noncompl iahe e noted failure to identify I, correct 
nonconforming conditions on two field welds on Class IE 
electrical cable tray suppoi ts 

HACNELL.C F . BURGER, c U Division of Project it Resident Fniqr-jai 
82/00/03 9pp 15569 230 24X Fiche 50-400- 62/09/23. 9210010^41 


0210220160 Forwards IE Insp Repts 50-400/02-30 «- 50-401/62-30 or 
020020-0910 No noncomp t tance noted 

VERRELLI.D M Division of Project % Resident Programs 03/(0/04 

JONES, J A Carolina Power Light Co 2 pp 1 5778 072 24X 

Fiche 50-400. 82/ 1 0/04 . 02 1 0220 1 6 0 


—82(0220163 IE Insp Repts 90-400/02-30 L 50-401/02-30 on 02OB2O-O91O f.* 
noncompliance noted Major areas inspected followup on 
previously identified i terns- c oncrele- pip i ng & personnel 
training 

MAX(VELL-G F - BURGER, C W Division of Project 8 , Resident Pruqrvfti 
02/09/30 6 pp 157/0 074 24X Fi che 50-400, 02/10/04. 821 O-VOl 40 


8200(90233 IE Info Notice 00-35- Suppl 1, "Leaking 6 Dislodged |-j3h 
Implant Seeds " Bve list eoci 

CBBD-L f Division of Fuel Facilities, Materials t< Safeguard* 
02/10/06 Consolidated Edison Co of New Vork 66 pp 15761 
24X Fiche 30-000-02/10/06,8208190233 


6210220127 Act receipt of 020933 Hr informing NRG of steps taken In 
correct violations noted m IE Insp Repts 90-400/02-26 it 
50-401/62-26 

LEW16-R C Division of Project & Resident Programs 02/10/12 

UTLEV. E E Carolina Power i Light Co Ip 15778 122 24X 

Fiche 50-400, 02 / 10 / 12 * B210220127 


—8210220132 Responds to NRC 830830 Hr re violations noted m If Intji 
Rept 50-400/02-26 Corrective actions refresher training 
course conducted for rebar inspectors 

PARSONS, R M Carolina Power L Light Co 02/09/23 0 'REILLY* J P 

Region 2. Office of Director 2pp 15778 123 24X 

Fiche 50-400,82/10/12,0210330127 


—0210220137 Forwards IE Insp Repts 50-400/82-26 it 50-401/82-26 uu 
820602-06 it notice of violation 

LENiBiR C Division of Project i Resident Programs 82/00/30 

JONES- J A Carolina Power 5 Light Co 2pp 15770 J25 24X 

Fiche 50-400, 02/10/12,8210220127 


*•-0210220141 Notice of violation from insp on 020802-06 

a Division of Project S, Resident Programs 02/08/30 Ip 
15778 127 24X Fiche 90-400, 62/10/ 12, 02| 0220127 


— B210220145 IE Insp Repts 50-400/02-26 6 30-401/62-26 on 620002-06 
Nonconp 1 iance noted failure to analyie cut rebars for 
ac cep tab i 1 i tq 

(fRiGHT, R W , DEBBACErA 0 , UPRIGHT, C M Division of Engineering tt 
Technical Programs 02/00/29 I3pp 19778 126 24X 

Fiche 90-400,02/10/12,0210220127 


0200190230 IE Bulletin 02-03, "Btress Corrosion Cracking in Thick- 
Nail* Large-Oiameter, 0tai niets Fteel - Reclrcu lation Sys 
Piping at BNR Plants *' Sve list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 62/10/14 Consolidated Edison Co of New York 

llSpp 19010 125, 24X Fiche 50-000,02/10/14,8200190239 
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R«()artdb]e occurrences 1 ERs Z related correspondence 


ii2l0lB0HJ Part 21 rcpt re seismic pipe ^angers previously accepted by 
GC weld inspector Iritialli; leportod on 820913 Hangers will 
be reinspected reu/prked • coirectly documented Final rept 
expected by 830701 

CmA»^SI.N J Carolina Poiuer K Light Co 02/09/13 a'HEfLLy-./ P 
Region 2« Office of Director 4pp 15719 226 24X 

Fiche 50-400.82/09/13,0210180141 


e<?10BB0l93 Part 21 rept re faulty pipe support shop uelds Initially 
re-iorted on 820813 Insp ciiteria being revi euied Deficient 
■supports returned to Derg cn-Pat erson foi insp Me < t rept 
nil n be compiefed by 030701 

CHIANOI.N J Carolina Pocier t Light Co 82/09/13 0'ftEILLY',J P 

Region 2/ Office of Director 4pp 15719 114 24X 

riche S0-400> 82/09/13, 8210180193 


&21COQOISO Deficiency rept ie use of AS1M-AJ07 nuts bolts for bolted 
Lonnectipn in lieu of required ASn-1-A325 nuts h bolts 
Initially reported on 820903 Ebasco 5\cs currently 
evaluating problem All bolls t ep lac od /i ein spec te-d 

PAfJSQMS.R M Carolina Power * Light Co 82/09/30 O'REILLV.JP 

Region 2. Office of Director Ip 15640 169 24X 

Piche 50-400.82/09/30 8210080180 


8210000283 Interim deficiency lept re sheared pinion keys on Lmitorqur 
«alve motor operators Initially leportod on 820903 
hies ti nghousc discussing pioblem u/Lim t tor qu e Pina] rept mi 1 i 
be aubnifted by 030401 Alsp reported per Part 21 

PARSOWS. R M Carolina Power 6 Light Co 83/10/01 O'REILLV^J I* 

Peg ion 2, Office of Director 3pp (5638 320 24X 

iFiche 5 0-400. 82/JO/Ol. 8210080203 


f^.:iOl30567 Addendum 2 to 020319 deficiency rppt re inadequately melded 
studs on embedded strip plates Addendum provider info re 
shipment of embeds (Type M strip plates crane rail 
plates) ^ any associated prublems 

PARSON, R M Carolina Pouii t ?, Light Co 02/10/oS O'RFIILV, J P 
Region 2. Office ot Diieclur Spp 15683 118 24> 

Fiche SO -400, 02/10/05, 6210130567 


6210220484 Interim deficiency i ep t ro defective guvernor drive coupling 
in emcrgericy diesel eng > nr-genei ator sets from Iransamerica 
UeLaval Initially repurteo on 8209u9 taupling will be 
replaced Also reportable per Part 2] 

PARS0N5,R M Carol ina Power / tight Co 82/10/07 O'REILLV.JP 
Region 2. Ofrice of Dueclnr 4pp 15779 079 24X 

Fiche 50-400, 02/10/07. B2ia2;’04B4 


11210220075 Interim doficienty rept ie doeign error in solid »tati' 
protection sys Initially reported on 020909 (Ve si i righouse 
continuing to review aeeign Zt has revised tost pioccduies 
to verify contact closure Also reported per Part 21 
PARSONS./? Caial'iM Power / Ugh I Co 02/10/08 a'REILLV, d P 
Region P. Office ot Director 4pp 15770 10b 24X 

Fiche 50-400. Q2/ 10/08. Ci2l-i220075 


82102204 1 2 Fina 1 deficiency rept re groui concrete interface foliuru 
on equipmerit pad rromo Initially reported on 020909 Embed 
name removed Concrete cuib chipped completely out curb 
7, rrame replaced 

PARSONS,/? M Carolina Power 6 Light Co 82/iO/oa O'REILLY,^/ M 
Region 2, Ofrice of Director 4pp 15770 350 24X 

Dche 50-400. 02/10/08,8210220412 


8210290260 Interim deficiency rapt re gaps bofcwoen mating sorfacoo 
of ccnnectiens between structural steel members which also 
had A490 bolts u/A325 nuts Initially reported on 820618 
Ebasco Svcs.lnc evaluating problem 

PARSONSrR n Carolina Power e Light Co 82/10/13 O'REILLY, J P 

Region 2. Office of Direclop Ip 15053 196 24X 

Fiche 50-400,82/10/13,0210270260 


0210290258 Interim deficiency rept re gi ease between mating surfaces 
gf structural cennection designed as friction connection 
Initially reported on 0209 J 5 Ebasco Svc«, Inc currently 
evaluating problem Results expected t>y 8304 15 

PARSONS, R M Carolina Power t Light Co 02/IO/M O'REILLY, JP 
Region 2, Office of Director Ip J5853 197 24X 

Fiche 50-400.82/10/14,0210290250 


6210260390 Final deficiency rept re use of ASTH A307 belts in lieu of 
A325 belts specified in containment recirculating oump i 
cover structural steel Initially reported on 820903 Yield 
stress would not be exceeded Matter not reportable 
PARSONS, R t1 Carolina Power t Light Co 82/J0/15 Q'REILLY.J P 
Region S. Office of Director Ip 15806 135 S4X 
Fiche 50-400,02/10/15.8210260378 


DOCRET 50-401 BHEARON HARRIS f/UCLEAR POWER PLANT, UNIT 2 


A App 1 icat lain/ cons true t ion stage documents & correspondence 


0210130053 Summary! of 020916-19 meeting w/uti 1 , Ebas c o A Wes 1 1 ng h oue r 
re design review of instrumentation 6 control sys for 
facilities Follciiuup meeting scheduled for 020914-16 in 
Neui Yor Ic C t ty . NY 

LICITRA.EA Licencing Branch 3 82/09/00 Licensing Branch 3 

5pp 15696 272 a4X Fiche 50-400,02/09/08,8310130053 


8210010051 Ac h receipt of 620023 I tr rac{uedting bemporary relief from 
car ml tments re training of shift technical advisors Program 
approved request forwarded to NRR for evaluation 

O'REILLY, JP Region 2, Office of Director 02/09/20 JONES, J A 
Carolina Pouer tr Light Co Ip 15565 322 24 X 

Fiche 50-000,02/09/20,8210010051 


8210270324 Requests add I info le Instrumentat i cin h control ^ys Tnfo 
should be in form of reaponsa to IE Bulletin 79-^21 re level 
measuredient errors due to environ temp effects on level 
ifistrumeiit ref legs Requests submittal date within 2 wks 
KERRiOANf J D Licensing Branch 3 0S/O9/23 JONES, J A Carolina 

Power U Light Co 2pp 15936 357 24X Fiche 50-400,02/09/23, 

0210270324 


02102C0035 Forwards request for addl info on FSAR Section 440-0, 
"Reactor By 5 " 

KERRIGAN, J Licensing Branch 3 02/09/29 JONES, J A Carolina 

Power tf Light Co 9pp 15773 262 24X Fiche 50-400,02/09/29. 

0210210035 


6210210258 Notification of 021012 meeting w/utll U Etasco In Bethesda, 
MD to discuss review oF RCPB mafels 

KADAMOI.N P Licensing Branch 3 02/09/29 KERRIGAN. J Licensing 

Branch 3 3pp 15774 324 24X Fiche 50-400,02/09/29,82(0210253 


8210210320 Summary Of 8209l4-t6 meetings w/ut 1 1, We s ting house 8< Ebasco 
at Ebasco ofc re design review of instrumentation & control 
sys Attendance list enc 1 

LfClTRAiE A Licensing Branch 3 82/09/89 Licensing Branch 3 

4pp 15782 007 84X Fiche 30-400.02/09/29,8210210320 


92100S0106 Forwards 21 responses te Reactor 8gs Branch (440 Series) 
questions -discussed at Reactor Sys Branch safety review 
meeting held on 020921 Remaining 17 items will be addressed 
in near future 

MCOUFFIE.M A Carolina Power 8« Light Co 02/09/30 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 27pp (5603 261 
24X Fiche 50-400,82/09/30,8210050106 


G21005012S Forwards responses to Instrumentation Control Syfi Branch 
820730 questions re F8AR. c onf Irmlng info discussed during 
020916-19 Sr 0'914-I6 meetings 

MCDJFFIE.M A Carolina Power & Light Co 02/09/30 DENTON. H R 
Office qf Nuclear Reactor Regulation. Director 56pp 15604 202 
24X Fiche 50-400,02/09/30.8210050125 


8210210312 Summary of 820921 meeting u/app 1 ic ant. We st inghou 
EOLO at site re Reactor 6ys Branch 820426 questlans 
icencerning FSAR Attendance list end 
KADANBI.N P Licensing Branch 3 B2/10/01 

4pp 15782 nrn Oav 
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—0210260461 Informs that Topical Rept AAF-TR-7iOl» "Design t< Testing of 
Fan Coolar-Fi Itor Sys for Nuclear jApp J lea tlonsp " acceptable 
Partial "Equ ipment Oual i f itat ion Data Packages*' end 
TEDESCO.R U Ato<nic Energ(| Commis^ i onr Deputy Director for 
Technical fievieiu tPre~I975» 72/11/10 FISH* J F American An 
Filter €□ S 4 pp I5S06 Ofil 24X Fiche 30-400,82/10/20. 

6210260462 


C Utility Environmental Report (ER)* amends & correspondence 


8210200032 ForuJard* responses fca environ rept review Questions 240 1. 
£9J 13 6 291 15, comparing environ impact on Oudhorn Crseit 
of operation of one unit u/a Cape Fear River Makeup Sys 
KCDUFFTE, H A Carolina Power U Light Co 62/10/15 DENTON. H H 
Office of Nuclear Reactor Regulation* Director Slpp 1575/ □08 
S4X Fi Che 50 - 400 , 02/ I 0/E5. 8210200032 


6210200084 Forfards Amend 4 to environ rept Summartj of changes end 
MCDUFFIE, M A Carolina Power t Light Co 62/10/15 DENTON, H « 
Oftlee of Nuclear Reactor Regulation, Director 2pp 157S3 2i2 
24X Fiche 50-400*82/10/15,6210200084 


— 8210200066 Amend 4, to environ rept Aperture cards- available in PUR 
* Carolina Power !, Light Co 02/10/15 279pp 15753 214 24X 

Fiche 50-400,62/10/15*8210200084 


8210260054 Forurards affidavit re distribution of Amend 4 to environ 
rept 

Z IMMERNAN, S B Carolina Power L Light Co 82/J0-/25 EI 8 ENHUT, D 0 
Division of Licensing 5pp 15637 256 24X Fiche 50-400,82/10/25, 
8210280054 


Q NRC Draft/Final Environmental StatementB, suppis it correspondence 


8210210212 Notifies of schedule change for DE5 Reservoir reanalyais 
has lead to delay in receipt of hydrological info Statement 
ulll be issued by B21217 

NOVAK* T M Assistant Director for Licensing 82/10/12 UTLCV*. C E 
Carolina Power 6 Light Co 2pp 15774 336 24X 

Fiche 50-400,02/10/12,8210210212 


F Security, medlcaJ, emergency t< fire protection plans 


8210010037 Forwards request for addl info>based on rovlew of 020626 
industrial security p Ian* safeguards contingency plan t, 
security personnel training L qualification plan End 
withheld (ref 1 0CFR2 790) 

KERRTOAN, D Licensing Dranch 3 82/09/20 JONES* J A Carolina 

Power & Light Co 2pp 15565 315 24X Fiche 50-400,82/09/20* 

82I0010D37 


9210010349 Ack receipt of S20902 Itr Inferming NRC of steps taken to 
correct violation noted in IE Insp Hepts 50-400/82^24 L 
50'401/B2-24 Response insufficient to determine jf 
corrective action adequate 

LEMISrR C Division of Project & Resident Programs 82/09/22 

JONES. J A Carolina Power t' Light Co 2pp 15569 213 24X 

Fiche 50-400,62/09/22,8210010349 


—8210010397 IE Insp Repts 50-400/62-24 & 50-401/02-24 on 820620-0720 
Noncomp 1 lance noted failure to Identify L correct 
nonconferni ng conditions on two field welds on Class IE 
electrical cable tray supports 

NACUELL,G F Division of Project & Resident Programs 62/08/03 
9pp 15569 220 24 X Fiche 50-400,82/09/22,8210010349 


G Adjudicatory! correspondence 


8210120103 Add! response to FOIA request for nine categories of records 
generated by present NRC Ccuivni s sioners, primar lly Chairman 
Palladino U Comniisianer Roberts & Mhlte House Forwards 
App 6 documents 

FELTON, J M Division of Rules and Records 82/07/12 UDELL,R A 
Critical Hass Energy Project 3pp 15690 117 g4X 
Fiche 50-000* 02/07/12. 621 0120I'03 


■8210120123 Forward* memorandum L order re Council of NC objection to 
util request for eiemption to perform certain site 
preparation work Memorandum addresses exemption question & 
sets out history of Commission regulation! Section 50 12 
ROBERTS, T M Commi s i i o ners 81/12/09 PALLADINO, N 
Cammisfi oners Ip 15690 124 24X Fiche 50-000,82/07/12, 

8210120103 


— B2I0120132 Mimorandurn & order r* Council of NC objection to util 
request for exemption per revised NEPA regulation to perform 
certain site preparation wprk.NEPA does not bar preliminary 
uorl Site preparation wort properly authorized 

BENDER,? C Atomic Energy Commission 74/06/11 Atomic Energy 
Commission 8 pp. IS690 125 24X FUhe, 50-000, 02/07/12, 

8210120103 


8210010320 Supplemental statement re validity of psychological siren 
contentions Late filing criteria not applicable If 
contentions not adni tted, enc 1 arguments should be considered 
amends to original contentions 

READ. D F Chapel Hill Anti-Nuclear Group Effort 82/09/17 
Atomic Safety and Licensing Board Panel I4pp 15569 174 
Fiche 50-400*02/09/17.6210010328 


6210010337 Suppl to Chapel Hill Anti-Nuclear Group Effort/Environ I 
Project 620713 renewed 4- reformed motion to postpone 
p roceed ings , orig ina 1 1 g submif-ted on 820316 Suppl based on 
new info Certificate of Sve etic I 

READ, D F Chapel Hill Anti-Nuclear Group Effort 82/09/24 
Atomic Safety and Licensing Boai d Panel 7pp 15569 166 ?1X 

Fiche 50-400.82/09/24*8210010337 


0210150192 Request* clarification of docket number* for Herns 
plants Mixup may be causing prejudice to inicrvenors since 
document* go to incorrect LPD0 

HlATT.fi L Ohio Citiiens for Responsible Energy 62/10/04 
Docketing &c Services Branch Ip 15707 260 24X 

Fiche 50-000, 02/10/04, 82101 50192 


8210150305 Advises that commercial operation date for Unit 1 chanqtd 
from Fall 1965 to Spring 1986 No funds to b e allocated in 
1903 for const work on Unit 2 Most of requested rate hike 
disallowed N/Cer tl f icate of Sve Related correspondence 
FLYNN.S F Carolina Power / Light Co 02/10/06 KELLEV.JL , 
BRIGHT, C 0 , carpenter, J H Atomic Safety and Licensing Board Par rl 
4pp 15701 336 24X Fiche 50-400,82/10/06,8210150305 


82101S0340 Objections to ASLD 020922 prehearing conference memoTardu* 
i order Certificate of Sve end 

READ, D F Chapel Hi U Anti-Nucleai Group Effort 82/10/00 
Atomic Safety and Licensing Board Panel 7pp 15705 357 24X 

Fiche 50- 400, 03/10/00. 821015034 0 


03]0200'053 Responds to ASLD 020922 Older ruling on contention L r.vc «■! 
documents Ruling on Contention IVc *< on motion ro sve of 
document* should be reconsidered Arrangements for sve 
unacceptable since parties unrelated U/Cert 1 f icate of Bve 
WILSDN.R D Wilson* R 82/10/14 5pp 15753 008 B4X 
Fiche 50-400,02/10/14,8210200053 


6210210340 Response to ASLD 020922 memorandum S< order Objects to 
portion of order dealing w/svc of documents ?< comments on 
security plan i> structure of discovery process Notice of 
appearance tt Certificate oP Svc oncl 

RONKLE, J D Conservation Council of Noi Ih Carolina RUNKLC. JB 
Arf illation Unknown 82/10/14 6 pp 15764 204 a4X 
Fiche 50-400* 82/10/14. 8210310348 


0210200009 For-wards objections to U requests for clarification of hULQ 
82092S memorandum j, order L response to Chapol Hill 
Anti-Nuclear Group Effort supplemental statement re 
psychological sCreOS conteritiani Certificate of 8 vc enc I 
BAXTER,! A Shaw. Pittman, Potts 6 Trowbridge RAXTER, T A 
Carolina Power 4c Lsght Co 82/10/15 KELLEV. J L , BRIOHT.O 0 , 
CARPENTER, J H Atodiic Safety and Licensing Doard Panel *1pp 
15753 001 a4X Fiche 50-400,03/10/15.0210200009 


—0210200013 Response opposing Cliapol Hill Anti-Nuclear Group EffcTt 
620927 supplemental statement re psychological stress 
contention* ASLD obligated to follow Commission policy 
statement on psychological stress issues 

BAXTER, T A Carolina Power Light Co BAXTER. T A Bhaw. 

Pittman, Pott* L Trowbridge 82/10/15 Atomic Safety and 

Licensing Board Panel 5pp 15755 005 24X Fiche 50-400, 

02/10/15, B 2 10300009 


— 021O2OOOS1 Objections to 4 requests for clarification of ASLD D20W5 
memorandum 4, order Addl info re util plans on proposed Cape 
Fear River intake facility provided Ruling on U Erfdleman 
Contention J32 should be clarified to spocify bases 
O'NEILL, J H Carolina Power Light Co O'NCflL, J H Shaw. 
Pittman, Pott* L Trowbridge 02/10/15 Atomic Safety and 
Licensing Board Panel i7pp I57SS 010 24X 

Fiche 50-400,02/10/15,8210200009 


8210310308 Notice of appearance in proceeding Certificate of Sve mil 
OREENOLATT, 0 Eddleman. W OREENBLATT.D Oreenbiatt, D 02/10/15 
Atomic Safety and Licensing Board Panel 3pp 15764 24J 241 

Fiche 50-4OO. 62/10/15. 8210210300 


8210210376 Objection* to ASLD 020922 memorandum 6 order reflectinj 
decision* mad* at prehearing conference Object* to rulings 
on SVC of util documents, contentions Ik cancelation of Unit 
2 Certificate of Sve end 

EDDLEMAN, M. Eddleman, W 02/ 1 0/1 5 14pp 15763 ISO 24X 

Fiche 50-400,02/10/15.0210210376 
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3210210^1*? Response to ABLR Q20922 mentorandUiti order re use of 
secontij plan eiperts as witnesses 

GRE£flQLATT D Eddleman. W PAVNEi M T Ku d z u Alliance RUNW-C. J 
Crapel Hill Anti"Nuclear Group Effoi t 02/10/15 4pp 15763 076 
24/ Piche 50-400.62/10/15,0210210419 


&310500062 Forwards consolidated list or admitted & deferred 
fiontentions per ASLD B 20922 order Agreement should be 
reached on wording S. nomciation to facilitate healings fc 
a<'Did misunderstandings ll/a enc 1 

BART^G C A Hearing [iranch ] S2/tO/lQ RUNULE, J Conservation 
Council or North Carolina feDDLEHAlJ. W Ed d Ionian* W READ* 0 F 
Chapel HlJl AnM-Nuclear Of oup Effort Ip 1575£» 152 24X 

Fiche 50-400. 02/10/10,8210200062 


6210250068 Complains about sve of documents It UPDR copy machine 

EDDLEHAW, W Eddleman. H B2/10/17 KELLEY. J L . CARPENTER. J H * 

HfJIOHT.C 0 Atomic Safety and Licensing Hoard Panel 2pp 

15787 045 24X flche 50-400,62/10/19,8210250060 


H General correspondence 


6^10010020 Requests NRC direct all oFfirial c oi ro.-pondence to EE Utley, 
util V i ce "pre s I dent, due to S20730 retirement oF JA Uonc 
JLY FS, J A Carolina power L Light Co 62/09/37 DENTON. H R 
Office oP Nuclear Reactor Regulation. Director Ip If 565 314 24X 

nche 50-000.82/09/27.0210010020 


8210130323 Requests changes distribution list for NUREO-0020* 
"Licensed Operating Reactors - Status Summary Rept “ 

Zlrt'lERHAN.S R Carolina Pouier ». light Cn 02/10/11 HCEDE, M H 
ADP Systems De>elopment Dranch 2pp 15603 361 24X 

riche 50-000*02/10/11.0210130323 


0 Inspection reports, IE Dulletins correspondence 


6210010086 Forwards IE Insp Ropts 50-400/02-27 ?i 50-401/02-29 on 
820830-0902 No noncomp 1 1 anc c noted 

VERRELL1,D K Division of Project 5 Resident Programs 02/09/13 
JDl'cS, J A Carolina Power t Light Co 2pp 15565 360 24X 

Fiche 50-400,02/09/13.0210010006 


“8210010091 IC Insp Repts 50-400/82-29 t* 50-401/02-29 on □20a30-09l>2 Nu 
nonconp 1 1 ance noted Najoi areas inspected const progress, 
safety -re la ted piping. RCPB piping steel structures It reactor 
vessel internals 

KLEINSDROE, W P • BLAPE J J fiMsion of engineering & Technical 

programs 02/09/10 lOpp 15565 262 24X Fiche 50-400*02/09/13, 

0210010006 


^210010102 Foruards IE Investigation Repts 50-400/02-23 K 50-401/82 23 
on 820606-23 No nonconp 1 lancc noted 

Q-REILUY. J P Region 2* On ice of Director 82/09/13 JONES* -J A 

Carolina Power h Light Co 2pp 15566 041 24X 

F iche 50-400. 82/09/13,0210010102 


-•0210010111 IE Investigation Repts 50-400/02-23 |< 50-401/82-23 on 
020606-23 No noncomp 1 1 anc e noted Major ai eas investigated 
^negations re forging of QC inspector initials on weld 
data refit 

VQRSE. J y . URVe, D , ALDERStlN. C E Region 2* Office of Directoi 
02/09/09 3pp IS566 043 24X Fithe 50-400*02/09/13.0210010102 


E210010349 Ack receipt of 020902 Itr informing NRC of steps taken to 
ro/reeb violation noted in IE Insp Repts 50-400/02-24 & 
50-401/02-24 Response insufficient to determine if 
eorreettva ac t i en adequate 

LENIS* R C Division of Project (n Resident Programs 02/09/22 

JONES. J A Carolina Power & Light Co 2pp 15569 213 24X 

Fiche 50-400102/09/22.0210010349 


-8210010360 Responds to NRC 820804 Itr re violation noted In IE Iiir.p 
Repts 50-400/02-24 5 50-401/02-24 Corrective actions Hanger 
CO 2622 «' I tern I436-t0 reinspected 4 repaired New Inspector 
under training In QC welding required to pass written insp 
PARSONS. R H Carolina Power t/ Light Co B2/09/02 D'REIULV. J P 
Region 2. Office of Director 2pp 15569 215 24X 

Fiche 50-400*82/09/22.8210010349 


—8210010369 Forwards IE Insp Rep t« 50-400/82-24 $( 50-401/02-24 on 
020620-0720 t> notice of violation 

lewis. R C Division of Project «< Resident Programs 02/00/04 

JDNES* J A Carolina Power «< Light Co 2pp 15569 217 24X 

Fiche 50-400*82/09/22*0210010349 


0210010397 IE Insp Repts 50-400/82-24 «' 50-401/82-24 on 02O6;?O-O72D 
Noncomp llanc e noted failure to identify ii correct 
nonconforming conditions on two field welde on Class IE 
electrical cable tray supports 

mCWELL,G F , DUROER. C W Division of Project & Resident Programs 
aa/00/03 9pp 15569 220 34X Fiche 50-400. 02/O9/22t 821 0010349 


0210220160 Forwards IE Insp Repts 50-400/82-30 U 50-401/02-30 an 
020020-0910 No none amp 1 i a nc e noted 

VERRELLI. D M Division of Project & Resident Programs 02/10/04 
JONES, J A Carolina Power «. Light Co 2pp 15770 072 24X 

Fiche 50-400,02/10/041.8210220160 


— 0210220163 IE Insp Repts 50-400/82-30 4. 50-401/02-30 on 020820-0910 No 
noncomp 1 1 anc e noted Major areas inspected followup on 
previously identified i boms . c oncrete* pipi ng Sc personnel 
tra in ing 

MAXNELL.O F , BURGER- C W Division of Project & Resident Programs 
02/09/30 6pp 15770 074 24X Fiche 50-400.82/10/04*8210220160 


S20B190233 IE Infp Net ice 00-35. Suppl 1* ^'Leaking & Dislodged r-12b 
Implant Seeds " Sve list end 

COBB* L I Division of Fuel Facilities, Materials tt Safeguards 
02/10/06 Consolidated Edison Co of New York 66pp 13761 250 

24 < Fiche 50-000.82/10/06,0200190233 


82L0220127 Act receipt of 820723 Itr informing NRC of steps taken tn 
correct violations noted in IE Insp Repts 50-400/82-26 it 
50-401/02-26 

LEWIS.R C Division of Project & Resident Proi^remt 02/10/12 

UTLEY. E E Carolina Power Light Co Ip 15770 122 24X 

Fiche 50-400.02/10/12,0210220127 


— 8210220137 Forwards lE Insp Repts 50-400/02-26 & 50-401/02-26 on 
020802-06 % notice of vioLatloin 

LEMIS.R C Division af Project Resident Programs B2/0B/30 

JONES* J A Carolina Power & Light Co 2pp 15778 125 24X 

Fiche 50-400*02/10/12.8210220127 


— 0210220145 IE Insp Repts 50-400/02-26 30-401 /B2-P6 on 020002-06 

Noncomp 1 tan c e noted failure to analyze cut rebars for 
ac cep tab i 1 i ty 

NRIOHT.R W , DEUDAQE. A 0 , UPRIGHT, C M Division of Engineering t, 
Te-cbnicfll Programs 82/08/25 iBp p 15778 128 24X 

Fiche 50-400.03/10/12*8210320127 


8200190238 IE Dulletin 02-03, "'Stress Corrosion Cracking In Thick- 
Ma 1 1« Large-Di ameter , 8ta 1 nless S teel. Rec Ircu lat ton Sys 
Piping at DWR Plants " Sve list end 

OEVQUNOi R C Director's Office. Office of Inspection and 

Enforcement 02/10/14 Consolidated Edison Co of New York 

lISpp 15810 125 24X Fiche 50-000.82/10/14.8208190230 


3 Reportable accurren-ces* LERs it related corre sp and encs 


0210100193 part 21 rept re faulty pipe support shop welds Initially 
reported on 830813 Insp criteria being reviewed Deficient 
supports returned to Derg en-pa ter son for ln«p Next rept 
will 6e completed by 930701 

CHIANOI.N J Carolina Power Light Co 02/09/13 O'REILLY, J P 

Region 2. Office of Dtreertor 4pp 1571? 114 24X 

Fiche 50-400*82/09/13.8210180193 


8210060160 Deficiency rept re use of ASTM-A307 nubs it bolts for bolted 
connection in lieu of required ABTM-A325 nuts & bolts 
Initially reported on 820903 Ebasco Sves currently 
evatwatlng problem All bolts r eplaced/r elnspec ted 
PARSONS* R 11 Carolina Power tt Light Co 02/09/30 O'REILLY. J P 
Region 2. Of f ice of Director Ip I S640 169 S4X 
Fiche 50-400 * 02/09/30* B21O0B0 1 00 


8210080283 Interim deficiency rept re sheared pinion keys on Lltnitorque 
valve motor operators Initially reported on 820903 
Nestlnghouse discutslng problem w/Limitorque Final rept will 
be submittad by 030401 Also reported per Part 21 

PARSONS.R II Carolina Power «- Light Co 02/10/01 O'REILLY. J P 
Region 2, Office of Director 3pp 13638 320 24X 

Fiche 50-400 , 02/10/01,6210000203 


6210130567 Addendum 2 to B20319 deficiency rapt re inadequately waldcil 
studs on embedded strip platee Addendum provides info re 
shipment of embeds (Type II strip plates U crane rail 
plates) U any associated problems 

PAR80N.R H Carolina Power It Light Co 62/10/05 O'REILLY, J P 
Region 2. Office of Director 5pp. 15603 113 24X 

richa 50-400. 02/10/05.0210130567 


6210220484 Interim deficiency rept re defective governor drive coupling 
in emergency diesel engine-generator sets from Transamerica 
DeLaval Initially reported on 020909 Coupling will be 
replaced Also reportable per part 2| 

PAR0OMS.R N Carolina Power 8t Light Co 02/iO/O7 O'REILLY. J P 
Region 2, Office of Director 4pp 15779 079 24X 

Fiche 80-400,82/10/07*0210220484 
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B2I0320075 Interim deificJencHj rept r<» design err4>r in solid state 
protection sys Initially reported on 020909 Ues tinglioose 
conttnuing to review design h has revised test pioceduree 
to verify contact closi/re Also reported per Part 21 
PAPSOWS.P M Carolina Power t- Light Co 82/10/03 D^ReiLLV>J P 
Peqion 2, Otfice of Director <lpp 15770 185 24V 

Fjche 50-400,82/10/08-0210220075 


B210220412 Final deficiency tept re grout concrete interface failure 
on equipment pad rrane Initial ly reported on 820909 Embed 
frame remo'*ed Concrete curb chipped completely out ^ corh 
}, Tia.ite replaced 

PAflSDfiS.P H Carolina Power Light Co B2/10/0B O'REILLV-J P 

Pegion 2> Office of Director 4pp 15770 350 24X 

Fiche SO-400, 02/IO/0Q, 9210220412 


82102902*0 Interim def^clen^y rep t re gaps between mating surfaces 
or connections between structural steel members uib i c h also 
fad 4490 bolts uj/432b nuts Initially reported on 820£>1B 
Ebasca Sves fne evaluating problem 

P4RS0MS. P « Carolina Paine r K Light C.0 02/10/13 O'REILLV.J P 

Region 2, Office of DireciciP Ip 15653 1 96 24X 

Fiche 50-*400. 82'10/13 9210290260 


02JO29O259 Interim deficiency rept re grease betureer mating surfaces 
of struikorai connecrion designed as friction cpnnection 
InitiaJIy reported on 020915 Ebasco 8vc5«Inc currently 
evaluating problem Results eipected by 830415 

PARSONS. R n Carolina pDiuer »j Light Co 02/10/14 D'RelLLV, J P 

Region 2, Ofr ice of Director Ip 1 S053 19/ 24X 

Fiche 50*400. 82/10/14,0210290253 


8210260398 Ft na I deficiency rapt re use of ASTM A307 bolts ih lidti of 
A325 bolts specified in containment recirculating sump 1 
cover structural steel Initially reported on 820903 /leld 
stress would not be esceeded Matter not reportable 
PARSONS. R M Carolina Power U Light Co 32/10/15 O^REILLY.^ P 
Region 2. Office of Director Ip 15806. l3S 24X 
Fiche 50-400, 82/10/15- 8210260390 


DOCKET 59-402 SHEARQN HARRIS W0CLEAR POWER PLANTi UNIT 3 


0 Ad judi catory cor re»pcriuenc e 


0210120103 Addl response to FQ]A request for nine categories of records 
generated by present NRC Ccnvrti S s loner s> primari ly Chairman 
Palladino t Commissioner Roberts t White House Foruards 
App D documents 

FFLTON. J H Division of Rules and Records 82/07/12 UDELL* ft A 
Critical Mass Energy Project 3pp IS690 117 24X 

Fiche SO-OOO. 92/07/ 12. 8210120103 


-•'B? 1 01 20 1 23 Forwards meaioraridud) order ro Council of NC objection to 
utn request for exemption to perform certain site 
preparation worl Memorandum addresses eiemptlon question ^ 
sets out historij of Commission regu la ti on> Sec tion 50 12 
ROBERTS. T H Commissioners 6J/12/07 PALLADIND.N 
Commissioners Ip 15690 124 34 X Fiche 50-000.02/07/12* 

0210120103 


— 8210(20132 Hemoiandun t* order re Council of NC objection to util 
request for exemption per revised NEPA regulation to perform 
certain site preparation wort NEFA does not bar preliminary 
work Site preparation luorX praperly autboritsd 

BENDERiP C Atomii. Energy Commission 74/06/11 Atomic Energy 
Commission 8pp 15690 125 2AK Fiche 50-000,02/07/12. 

0210120103 


D-T/HFr sn-403 SHEaROM HARRIS NUCLEAR POWER PLANT, UNIT 4 


'orre spondence 


request for nine categories of recardp 
iioner*. primari ly Chairman 
* '"iite House Fpruxerds 

rds 02/07/12 UDELL.R A 
i90 117 24X 


NC objectlan to 
% 


— 8210120132 Memorandum 6 order re Council of NC objection to util 
request for eiemption per revised NEPA regulation to perform 
certain site preparation work NEPA does not bar preliminary 
work Site preparation worlt properly authoriied 

BENDER, P C Atomic Energy Commission 74/06/H Atomic Ltiergu 

Commission app 15690 125 24X Fiche SO-OOO. 82/07/12. 

8210120103 


DOCKET 50-404 NORTH ANNA POWER STATION. UNIT □ 


A App 1 icati on/constructlon stage documents & correspondence 


821007QO16 Forwards request for addl info re 020708 application far {p 
eitenslon of Unit 3 Info needed to assess environ impact 
of allowing CP for Unit 4 to expire 

ADENSAM-E 0 Licensing Branch 4 02/09/22 FERGUSON, j i< Virgin* 

Electric U Power Co 3pp 15646 30i 24X Fiche 50-404.02/09/22, 

8210070016 


8210040277 Advises of plans for const of new 230 kV transmission line 
to connect North Anna power station to Louisa substation 
Ho Tech Spec or ETS change required 

LEASDURO, R H Virg m i a Elec tr i c b Power Co 02/09/27 DENTON- H R 
Office or Nuclear Reactor Regulation. Director CLARK, R A 
Operating Reactors Oransh 3 2pp 15591 204 24X 

Fiche 50-330.02/09/27.0210040277 


—8210040335 Advises that proposed 230 kV transmission line between N.ii H 
Anna tt Louisa need not be evaluated in amend to environ rept 
for North Anna 152 Line is not part of North Anna 
utsliiation facility 

RAC8NE. 5 Virginia Electric I, Power Co 74/01/02 MULLER. Dfl 
Atomic Energy Commission 2pp 15591 329 24X 

Fiche 50-330. 82/09/27, 8210040277 


8210180418 Advises that RL Tedesco no longer employed by NRC T Novil ii 
Assistant Director for Licensing 

ADENSAM, E 0 Licensing Branch 4 02/10/01 FERGUSON, J M Virginia 

Electric «c Power Co 2pp 15745 208 24X Fiche 50-404,82/10/01. 

8210100410 


Q Inspection reports. IE Bulletins 5 correspondence 


0210010390 Forwards IE Insp Rept 50-404/02-10 on 020830-0902 No 
noncomp I lance noted 

DANCE. H C Division of Project Resident Programs 02/09/13 
LEASBURO.R H Virginia Electric tt Power Co 2pp 15573 001 34i; 

Fiche 50-404,02/09/13,0210010380 


—8210010384 IE Insp Rept 50-404/02-10 on 820030-0902 No none nmpU ami 
noted Major areas Inspected s torage, pi event Ive mainti 
measuring tt test equipment calibr & followup on licensee 
Identified items 

MERRK^rEATHER.N . CGNLON. T £ Division of Engineering t( TechnUit 
Programs 82/09/09 4pp 15573 003 24X Fiche 50-404,02/09/13. 

0210010380 


DOCKET 50-405 NORTH ANNA POWER STATION, UNIT 4 


A App I i cat ion/constrve t i on stage documents Sc correspondence 


0210070016 Forwards request for addl info re 020700 application for CP 
extension of Unit 3 Info needed to assess environ impact 
of allowing CP for Unit 4 to expire 

ADENSAM, E G Licensing Branch 4 82/09/22 FERGUSON, J H Vlrgnii 

Electric ^ Power Co 3pp 15646 301 24X Fiche 50-404,82/09/22. 

8210070016 


82J0040277 Advise# of plans for const of new 230 kV transmission llni 
to connect Nortb Anna power station to Louisa substation 
No Tech Spec or ETS change required i 

LEABBUROiRH Vlrg inla Electr 1 c t, Power Co 02/09/27 OENTON.Hff 
Office of Nuclear Reactor Regulatlorii Director 3pp 15591 204 ] 

24X Fiche 50-330,02/09/27.0210040277 


—0210040325 Advises that proposed 230 kV transmission line between Kartl 
Anna & Louisa need not be evaluated in amend to environ rspt 
for North Anna I t( 2 Line Is not part of North Anna 
utilisation facility 

RAOONE.S Virginia Electric «c Power Co 74/01/02 MULLER, DU 
Atomic Energy Commission 2pp 15591 329 24X 

Ficha 50-338, 02/09/27, 8210040277 
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DOCKET SO-409 LA CROSSE BOILTNO WATER REACTOR 


F Security! medical! emergency U fire protection plans 


6210040194 Forwards IE 1 n'/e s 1 1 ga t l on Rept 50-409/B2-0? on Q20il 5-17 No 

noncomp 1 1 anc e noted 

Hir-lUi v* A Di/isxon of Emergency Preparedness & Dperattonal Support 
Q2/09/'09 LlWDER.F W Dairyl^nd Pduer Cooporative 2pp 
15562 001 24X Fiche 50-409, Q2/09/09, 021 0040 164 


-8210040185 IE Investigation Rept 50-409/02-09 on 020615-17 No 
none onp i lar c e noted Kajor arenas inspected procedures & 
records 6 pctsonnol interviews re health physics technicians 
listed in 020308 emergency p I an, Rev I s ion 1 

PHILLIF.G a , PAGLIARO*J A , WAftNiCK. R F Region 3, OffUe of 
Director 02/09/02 27pp 1 5SQ2 003 24X Fiche 50-409,02/09/09, 

0210040104 


6210040152 Forwards response to 020510 leijUDst For add I info re reunte 
or Section 0 of fire protection rule 10CFR50 40 Revised 
procedure^! rc ^omploi-o loss of electrical power t' emergencl 
reactor cooldown from outside coiitiol t oom end 

1 INDERj F Dairyland Power Cooperative 62/09/28 CRUTCHFIELD, D 
Operating RoactoTs Branch 5 90pp 15582 353 24X 

Fiche 50-409. 02/O9/28> 021 00401 52 


0r3O{3O365 Forwards info re containment leak testing, per NRC 020024 
request Info withhold (ref 10CFR73 21) 

L [NOER, F Dairylatid Powei Cooperative 02/09/20 CRUTCHFIELD* D 
Operating Reactor* Branch 5 ip 15630 246 24X 

Fj cho SO-409. 92/09/28, 9210130365 


1^210150497 Forwards IE Insp Rept 50-409/02-12 dtl 020701-0831 No 
noncomp 1 lance notad 

STREETER, J F Division of Emergency Preparedness & Operational 
Support 02/09/20 LINDERiF W Dairy land power Cooperative 2|ip 
15721 280 24X Fiche 50-409,02/09/20,8210150497 


--6210150502 IC Insp Rupt 50-409/02-12 on 020701-0031 No noncotnpl lance 
noted Major areas inspected operational safety vei 1 f i cation > 
monthly naint A surveillance observe t ion, LER followup (< flro 
pTotec 1 1 on/ pro vent ion annual insp 

branch, H W Division of Emergency preparedness & Qperatlonal 
5 uppor»- UALKCR/R D Region 3. Office of Director 08/09/21 
/pp 15721 202 a4H Fiche 50-409.02/09/20.8210190497 


0210050339 provides status of technical support ctr A emergency 
operations facility Dasic technical support ctr Sc emergency 
operations facility established A used in emergency 
ererc i ses 

1 . 1 NDFR.F Dairyland PowBi Cooperative 82/09/29 EISENHUT. 0 0 
Divieion of Licensing 2pp | 66 IO IH 24X Fiche 50-409.02/09/29. 
0210050339 


0210280045 Releases public version of revised emergency plan & revised 
emergency plan implementing procedures 

FCLTON. J H Division of Rules and Records 62/10/00 Document 
Kanagement Branch Ip 15061 347 24X Fiche 30— 409. OS/IO/OQ. 

0810200045 


-0210200040 Forwards public version of Revision 3 to emergency plan A 
revised implementing proc odur as. me I udl ng Procedures CPP-2 
re organiiation A operations during emergencies A EPP~14 re 
e/nergency plan training 

LINOER.F Dairyland Power CoPperativB 02/09/27 CRUTCHF lELD, D 
Operating Reactors Branch 3 Ip 15G61 348 24X 

Fiche 50-409,02/10/00,0210200045 


-0210200051 Forwards public version of Revision 3 to emergency plan 6 
revised emergency plan implementing proce dures, includ ing 
Procedures EPP-- I'e organisation t operat lane during 
emergencies L EPP-14 re emergency plan training 

LINDER. F Dairyland Power Cooperative 82/09/15 KEPPLER. J (3 
Region 3 . Office of Director 2pp 1586 1 349 24X 

Fiche 50'409, 02/10/00, 021020004 5 


— 8210200053 Public version of Revision 3 to emergency plan 

a Dairyland Power Cooperative 02/09/03 S 6 pp IS061 351 24X 

Fiche 50-409.02/10/00.0210280043 


—8210200055 Public version of revised emergency plan implementing 
procedures, including Procedures EPP-2 re organitation ^ 
operations during emergencies & EPP-14 re emerganeg plan 
training 

LIMDER^F Dairyland Power Cooperative 82/09/03 114pp 

15862 OlS 24X Fiche 50-409.02/10/00.8210200045 


0210220176 Responds to NRC 820915 f tr re IE Emergency Preparedness Insp 
Rept SO-409/82-tl on 020803 Corrective actions Tech Spec 
change to emergency operating facility data acquisition sy& 
will be installed It operating during Oct 1902 
LINDER. F Dairyland Power Cooperative 02/10/11 HIND. J A 
Divtsiun of Emergeni-y Pr eparedne »s R Operational Support 9p p 
15777 295 24X Fiche 50-409, 62/ 10/ 1 1 . 021 0220176 


82102S0349 Forwards revisions to physical sec ur i ty . cont i ngenc y A 
training U qualification plans Revisions withheld 
(ref I0CFR73 2i ) 

LINDER. F Dairyland Power Cooperative 02/10/20 CRUTCHFIELD. D 
Operating R«acto-rs Rranch 9 2p p 15790 045 24X 

Fit. be 50-409. 92/10/20, 821 0250349 


8210260371 Requests that R Walker be added to End I of 820715 Itr to 
pravidB for unescorted access to vital A protected areas 
KEPPLER. 3 0 Region 3. Office of Director 02/lO/aO LINDER. F W 
Dairyland Power Cooperative Ip 15803 106 24X 

Fiche 50-409,82/10/30.8210260371 


0210290129 Forwards IE Safeguards In»p Rept 50-409/82-16 on 030920-24 
i> notice of violation Details A notice of violation 
withhoH (ref 10CFR73 21 J 

MlLUER.J R Division of Engineering 4. Technical Programs 02/10/26 
LfNDER.F W Dairyland Power Cooperative 2pp 15053 355 24X 

Fiche 50-409.82/10/26,8210290129 


—0210290137 IE Safeguards Insp Rept 50-409/02-16 on 820920-24 
Noncompliance notad security equipment not alarm equipped i* 
not tested properly Details withheld (ref lOCrR73 21) 

PIRTLE, O L . GREED. JR Region 3, Office of Director 83/10/20 
2pp 15833 357 24X Fiche 50-409.02/10/26,0210290139 


J Insurance ^ Indemnity information 


8S10220009 Responds to- NRC 820012 questions r« util request for 
exemption from requirements of 10CFR50 34 (w) concerning 
property insurance 

LIffDER.F Dairyland Power Cooperative 82/09/13 SALT2MAM! J 
Assistant Director for State Licensee Relations 5pp 1S770 214 
24X Fiche 50-409,82/09/13,0210220009 


P Operating license stage documents correspondence 


8310010309 Forwards revised Page 869 to Terh Specs, per 020915 
proposed anend to Ltconse DPR-45 

LINDER. F Dairyland Power Cooperative 82/09/23 CRUTCHFIELD. D 
Operating Reactors Branch 5 Ip 15574 391 24X 

Fiche 50-409,02/09/23.0210010389 


— 0310010394 Revised proposed Page 36g to Tech Specs re radioactive 
gaseous eff luent monitor Ing i ns trumentat i on 

* Dairyland Power Cooperative 82/09/33 Ip 1S574 292 24X 

Fiche 50-409.82/09/23. 0210010309 


8310040067 Forwards safety evaluatinn of util 82030S tr 0826 assessments 
of SEP Topic XV-l. "Decrease in Feedwater Temp, Increase In 
Foeduater Flow L Increase in Steam Flow *' Evaluation will be 
basic Inpift to integrated safety assessment Topic complete 
CnUTCHFiCLD. D Operating Reactors Oranch 5 83/09/29 LINDER, F 

Dairt/land Power Cooperative 1 5pp I55B1 220 S4X 
Fiche 50-409.02/09/29.8310040067 


Q3100S0065 Informs that preliminary review of submittal re THI Actinn 
Item II K 0 17, **Rffpt on Outages of ECCS’* completed Addl 
info required to complete review requested within 30 days of 
receipt of Itr 

CRUTCHFIELD, D Operating Reectori Branch 3 82/09/29 LINDER. F 

Dairyland Power Cooperative 2pp 13603 229 24X 

Fiche 30-409.02/09/29.8210030065 


— 0210050069 "ECCS Repts (F-47),TM1 Action Plan Requirements. Da iry land 
Power Cooperative, LACBIIR, “ request for add! info 

VOSBURY.FM,. OVERBECK. OJ Franklin Ins tltute/Franlcl In Research 
Center NRC-03-BI -130 RA I-C35D6- 196 02/00/23 CHOW, E NRC - 

No Detailed Affiliation Given 3pp 19603 331 24X 

Fiche 50-409,82/09/2910210050069 


8210050067 Application to amend License DPR-45, revl* i ng Tech Specs re 
safety valves installed on RCS, 

LINDER, F Dairyland Pouar Cooperative 82/09/29 CRUTCHFIELD, D 
Operating Reactors Branch 5 5pp 15603 196. 24X 

rich# 50-409.82/09/29,8210050067 


— 8210050070 Proposed Tech Specs re safety valves installed on RC3 , 

a Dairyland Power Cooperative 82/09/29 26pp 15603 201 24X j 

Fiche 30-40 9, 82/09/29, 021 0OS0067 , 

j 

I 


J 



uuoivc I cu 1 1 civia 


B21O13032& Commenti on prPposed icope of Pha*« III of SEP as refletted 
in individual topic definitions appended to 02090? Itr 
Staff encouraged to develop h iOTplement itteans to incorporate 
positive attributes of Phase II£ in licensee/NRC interface 
KACrCH.R M SEP Ouineri Croup 82/10/07 EfSENHUT, 0 0 Division of 
Licefisififf 7pp tSSa2 179 SdX Fiche 50-000, 62/10/07, 6210 1 3033i 


0210210246 Advises WUflEG-0737, Item I f « 3 27, ^Cnmrnon Ref Level- " 
complete since util committed to eliminate potential 
operator confusion when changing water level instrumentation 
b<i integrating Items tl i^ 3 27 i I D 1 

CRUTCHFIELOi D Operating Reactors Oranch 5 02/10/15 LlNDtRif 

Dairyland Pouer Cooperative 2pp 15766 245 24X 

Fiche SO-AO?. 62/10/15. S2 102 1024 6 


6210180163 Provides guidance clarification for response to 
NUREG-0737, It etn It B 3 "Post-Accident Sampling Sys. " per 
620630 request for addl info 

CRUTCHFIELD, D Operating Reactors Branch 5 02/10/07 LINDER* F 

Ddirgland Power Cooperative 3pp 15718 179 24X 

Fiche 50-409. 62/10/07,0210180103 


6210220272 Forwards final topic evaluation for sgs aspects of safe 
shutdown requirements lor SEP Topics U-10 0 ?. VI 1-3, 

“RHR Reliability," “RHR Interlock Requ i retnents, " t* "Sys 
Required for Safe Shutdoun, respectively 

CRUTCHFIELD, D Operating Reactors Branch 5 82/10/07 LINDER, F 

Dairyland Power Cooperative 53pp 15775 140 24K 

Fiche 50-409.02/10707,8210220272 


B210150203 Forwards completed Table I originally submitted w/NRC 620827 
evaluation of SEP Topic Vl-4. "Containment Isolation Sys " 

Containment mods made since 1964 comply w/DRWL~NStC-5 
LllfOER,F Dairyland Power Cooperative 02/10/08 CRUTCHf IELD> D 

Operating Reactors Branch 5 Dpp 15701 320 24X 

Fiche 50-4 09. 82/10/06. 63 1 0150203 


B2J0150375 Forwards safety evaluation re -SEP Topic XU-9, '^Startup of 
Inactive Loop or Recirculation Loop at Incorrect Temp 
Plant in conformance u/SRP Sections 15 4 4 & 15 4 5 
requirements analysis acceptable 

CRUTCHFIELD. D Operating Keactors Branch 5 02/10/12 LINDER, F 

DairyUnd Pouer Cooperative 7pp 15715 1 66 24X 

Fiche 50-409,02/10/12,8210150375 


6210190446 Provides unresolved safety issue status, in response to 
820606 request 

LINDER. F Dairy land Power Cooperative 03/10/13 LAIMAS. 0 C 
Assistant Director for Safety Assessment 7pp 15740 162 24X 

Fiche 50-409,02/10/13.0210190446 


a21()2603i9 Advises tha«- TMI Items 11 D 3 V I 1 F I 2, "Reactor Ve-isei 
Liquid" ?. "Stack Effluent Sampling Sys." re sp ec t i ve 1 y , wer e 
completed on 620927 prior to refueling outage TMI Ueni 
til D 3 4 will be completed by 030101 

LINDER, F Dairy I and Power Cooperative 02/10/20 EISCNHUT, D f} 
Division of Licensino Ip 15005 227 24 X Fjche 50-409. ITi/ 10/ Jn 

6210260319 


B210S90307 Submits summary of review of SEP Topic I 1 1-3 A re effects e-c 
design basis flood on containment 6 turbine bldg structures 
Response satisfies NRC requirement for addl flooding effects 
inro 

LINDER. F Dairyland Power Cooperalive 82/10/22 CRUTCHFiti D. l> 
Operating Reactors Branch 5 3pp 15053 167 24X 

Fiche 50-409, 92/10/22, 021 0290307 


8210390151 Forwards summary of outages of manual depressuri lation lus 
during 1976-1960 per MRC 020929 request re TMI Action Item 
11 K 3 17 Sys performed adequately during reporting period 
5ys used for testing only 

LINDER. F Dairyland Power Cooperative 02/10/25 CHUTCHFICLI). D 
Operating Reactors Branch 5 Spp 15053 151 24X 

FUhe 50-409,82/10/25,021029015! 


Q2IOSB0289 Forwards evaluation of SEP Topic IX-l, "Fuel Storage " baifii 
on 620226 safety assessment rept %> 020031 addl mpo Fuel 
storage facilities acceptable Evaluation will be basic input 
to integrated safety assessment 

CRUTCHFIELD, 0 Operating Reactors Branch 5 82/10/26 UNOERpI 

Dairyland Power Cooperative 7pp 15837 033 24X 

Fidhe 50-409.62/10/26,8210260289 


a Inspection reports, IE Bulletins L correspondence 


8210200015 Forwards evaluatian of SEP Topic Vl-1. "Organic Natl s Ir 
Post-Accident Chemistry " Design meets licensing criteria 
for topic based on consideration of unique noncirculat i ng 
ECCB design. 

CRUTCHFIELD, D Operating Reactors Branch 5 02/10/14 LINDER. F 

Dairyland Power Cooperative 6pp 1 57S7 334 24X 

Fiche 50-409,02/10/14.0210200015 


8210200025 Forwards evaluation of SEP Topic XV-16, "Radio I og ica 1 
Consequences of Failure of Small Lines Carrying Primary 
Coolant Outside Containment ~ LACBWR " Facility meets 
current licensing criteria for topic 

CRUTCHFIELD.D Operating Reactors Branch 5 02/10/14 LINDER, F 

Dairyland Power Cooperative Spp 15755 026 a4X 
Fichi'SO-409. 62/10/14, 8210200025 


6210200031 Forwards evaluation of SEP Topic XV-20. "Rad iologica 1 
Consequences of Fuel Damaging Accidents '* Evaluation will be 
included in integrated safety assessment Thyroid dose at 
eicluiion area boundary uithin lOCFRlOO requirements 
CRUTCHFIELD.D Operating Reactors Branch 5 82/10/14 LINDER, F 

Dairyland Power Cooperative Spp 13757 329 24X 

Fiche 30-409,62/10/14,8210200031 


8210040104 Forwards IC Investigation Rept 50-409/02-09 on 620615 Who 
noncompi lancc noted 

HmO,J A Division of Emergency Preparedness L Operational ‘Jop^opI 
02/09/09 LINDER,F W Dairyland Power Cooperative 2pp 
15502 001 24X Fiche 50-409,62/09/09,8210040184 


— 6210040IBS lE Investigation Rept 50-409/02-09 on 620615-17 No 
noncomp 1 ianc e noted Major areas inspected procedures & 
records t* personnel Interviews re health physics technicians 
listed in 020308 emergency pi an, Revi s ion 1 

PHILLIP, 0 A , PAGLIARO, J A , MARNICK.R T Region 3, Office of 
Director 02/09/02 27pp 1S502 003 24X Fiche 50-409, 82/0970f, 

0210040164 


8210130400 Forward! 1C Insp Rept 50-409/62-14 on 620009-13 L notice el 
Violation 

KEPPLER.J 0 Region 3. Office Of Director 82/09/24 LINDER, F H 

Dairyland Power Cooperative 2pp 156G2 072 24X 

Fiche 50-409. 02/09/34, 8210130400 


— 8210130403 Notice of violation from insp on 820009-13 

KEPPLERrJ 0 Region 3, Office of Director 82/09/24 2pp 
15662 074 24X Fiche 50-409. 02/09 '24, 021 01 30400 


8210200038 Forwards evaluation of SEP Topic XV-19, "LOCA Resulting 
From Spectrum of Piping Breaks Hithin RCPfl <Rad lolog icall - 
LACHWB " Util meets current licensing criteria for topic 
CRUTCHFIELD, D Operating Reactors Branch 5 02/10/14, LINDER. F 

Dairyland Power Cooperative 5pp 15737 299 24X 

Fiche 50-409. 82/10/14, 8210200030 


0210220449 Forwards safety evaluation L supporting technical rept for 
licensee 61I2D8 proposed electrical sys design mods 4, Tech 
Spec changes re degraded grid voltage protection Proposed 
changes acceptable SEP Topic VIII-I A complete. 

CRUTCHFIELD.D Operating Reactors Branch 3 82/10/14 LINDER, F 

DairyUnd Power Cooperative 7pp 15770 339 24X 
Fiche 50-409.02/10/14,6210220449 


8210200016 Forwards evaluation of SEP Topic H-2 C re atmospheric 
transport ^diffusion character tstlci for accident analysis. 
Section V X/0 values appropriate for estimating exposures 

CRUTCHFIELD, D Operating Reactors Branch 5 82/10/15 LINDER, F 

Dairyland Power Cooperative 4pp 15792 337 24X 

Fiche 50-409.02/10/15,0210200016 


— B210J30408 IE Insp Rept 50-409/02-14 on 020809-13 Noncompl lancf 
radiation levels in excess of DOT regulat ions, fai lure tn 
meet burial sites acceptance criloria 4. uncontrolled release 
of radioactive liquids 

PAUL. R A Division of Engineering & Technical Programs 
OREOER, L R Region 3. Office of Director 02/09/20 6pp 
15662 076 24X Fiche 90-409,02/09/24.0210130400 


— 0210130416 Discusses apparent violation of 10CFn49 by util re rarfwitf 
shipment containing radioactive low-specific activity on 
8S0730 Readings from util 6 Chem Nuclear Sys. Inc instruments 
show apparent discrepancy 

5HAFER,P W Dairyland Power Cooperative 82/00/19 OREOER, Lfi 
Division of project ^ Resident Programs 12pp 15602 084 24X 

Fiche 50-409,62/09/84,8210130400 


0210190497 Forwards IE Insp Rept 50-409/02-12 on 820701-0031 No 
noncomp Hence noted 

STREETER, J, F Division of Emergency Preparedness L Operational 
Support 02/09/20 LINDER, F M Dairyland Power Cooperative 7pp 
15721 280 24X Fiche 90-409, 02/09/20, 82101 50497 
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— G^lOlSOSOa l£ Irtsp Rept 50-40*?/ 02" 1 2 on 020701-0031 No noncompl iaiice 
notvd Major are^s inspected operational safety ver 1 fi cation j 
monthly maint t surveillance observation* LER folioii;up C* flro 
pr otec t i on/ prevention annual insp 

SfiANCM^ M Division of Emergency Preparedness h Operational 

Support k/^LKER. R D Region 3. Office of Director 02/09/21 
7pp 15721 282 24X Fiche 50-409.82/07/20,9210150497 


8208190233 IE Info Notice 80-35, Suppl 1< "Leaking It Dislodged 1-125 
Implant Seeds " Sve list end 

C0BD,L I Division of Fuel Facilities, Materials 8< Safeguards 
Q2/10/0& Consol i dated Edison Co of Neiu York 6&pp 15761 250 

24X Fiche 50-000, 82/ 10/06. 82081 90233 


0210130211 Confirm* conversation between Taylor *« R tialker re 
scheduling mg t meetings for 021019 at facility to discuss 
systematic assessment of licenses performance Second meeting 
(Ji ) J fakloiD to discuss regulatory Improvement program 
SPESSARDi R L Division of Project 8< Resident Programs 02/10/07 
LINDERiF U Dairgland Power Cooperative Ip 15674 116 24X 

Fiche 50-409, 82/10/07, 021013021 I 


0210250176 Responds to NRC 020915 Itr re IE Emergency Preparedness Insp 
Rept 50-409/82-11 on 020003 Corrective actions Tech 8pec 
change to emergency operating facility data acquisition sys 
will be Installed & operating during Oct 1782 
LINOERiF Dalryland Power Cooperative 02/10/1! HlNP. J A 
Division of Emergancy Preparedness Operational Support 9pp 
15777 295 24X Ffche 50-409,02/10/11,0210220176 


0210190630 Ack receipt pf 020910 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-409/82-07 
SPEBSARO, R L Division of Project & Resident Programs 85/tO/J3 
LINDER* F W Dairy land Power Cooperative Ip 15740 049 24X 

Fiche, SO-409, 02/10/13, 0210190638 


— 0210190654 Responds td NRC 020812 Itr re violations noted in I£ Insp 
JJept SO-409/02-07 Corrective actions Tech Spec limits for 
primary sys activity & chemistry entered onto water 
chemical t radiochemical analyses rept 

LINDER, F Dairyland Power Cooperative 82/09/10 KEPPLERiJO 
Rigion 3, Office of Director 3pp 15740 050 S4X 
FUhe 50-409,02/10/13,0210170630 


0208190230 IE Bulletin 82-03, "Stress Corrosion Cracking in Thick- 
Nail, Large-Diameter, Stainless Steel, Rec ire u lati pn 8y« 

Plpinsf at DNR Plants " 8vc list end 

DEYOONO^R C Director's Office, Office of Inspection and 

Enforcement 92/10/14 Consolidated Edison Co of New York 

ilSpp 15910 129 S4X Fiche 50-000.02/10/14,8208190239 


0aiOi7-O433 Confirms J Taylor L R Walker conversation re scheduling of 
two mgt meetings Meetings will be held 021105 at 
LaCros s e, N1 , to discuss systematic assessment of licensee 
performance regulatory improvement program 

BPEfiBARO, R L Division of Project (i Resident Programs 03/10/15 
LlNDEfl,F W Dairy land Power Cooperative ip 19741 105 24X 

Fiche 30-409,82/10/15,8210190433 


0210210336 Forwards evaluation of SEP Topic 111-3 C, "Inservlce Insp 
of Water Control Structures," based on licensee 020129 
safety assessment Insp program does not conform w/intent of 
Reg Guide 1 1 S7 U should be modified 

CRUTCHFIELD, 0 Operating Reactors Dranoh 5 02/10/1 5 LINDER, F 

Dairyland Power Caaperative 9pp 15769 054 24X 

Fiche 50-407,82/10/19,9210210336 


8210250106 Confirms conversation between *1 Taylor U R Walker re 
rescheduling two mgt meetings Meetings will be held 021109 
to discuss systematic assessment of licensee performance 
regulatory improvement program 

SPEBSARO, R L Division of Project $< Resident Programs 82/10/10. 
LCNDERiF. W Dairyland Power Cooperative Ip 19787 073 24X 

Fiche 50-407,02/10/18,0210250106 


8310290127 Forwards IE Safeguards Insp Rept 90-409/82-16 on 620720-24 
b notice of violation Details notice of violation 
withheld (ref 10CFR73 21) 

HlLLCRi U, R Division of Engineering 6 Technical Program* B2/I0/26 
LfNDERiF W Dairy land Power Cooperative 2pp 15053,355, 24X 

Fiche, 90-409, 82/10/26,8210290129 


—8310290137 IE Safeguards Imp Rept 50-409/82-16 on 820920-24 
Noncomp 1 ian ce noted security equipment not alarm equipped 6 
not tested properly Details withheld <ref 10CFR73, 21 ) 

PIflTUErO L , OREEO, J R Region 3, Office of Director 02/10/20 
3pp I5a53>357, 24X Fiche . 90-409, 02/10/26, 8210290129 


S Reportable occurrences, LERs U related correspondence 


0210050353 PNO- 1 1 1-02-O91A on G20726, plant returned to sve following 
removal of blockage in emergency high pressure core spray 
sys lines Blockage caused by silt entering sij? through 
interconnection w/svc luater sys Silt removed 

WALKER, R , JORDAN, M Region 3, Office of Director 82/09/29 Ip 
15608 295 24X Fiche 30-409,82/07/29.^210050353 


8210190448 Foruiardi LER 92-017/03L-0 Detailed event analysis submsttud 
LINDER, F Dairyland Power Cooperative S2/I0/11 KEPPLER, J 0 
Region 3, Office of Director 2pp 15740 1 70 2AX 
Fiche 90-409,82/10/11,8210170448 


■■ — 8210170454 LER 02-Oi7/O3L“O on D20726, d ur i n g Mode 4, high pressure svt 
water co-nta inmen t isolation valve closed Caused by air leak 
due to loose fitting on valve operator air supply line 
Air supply line fitting tightened V valve reopened 
OQODMAN, L 8 Dairyland Power Cooperative 02/10/11 Region 3, 

Office of Director ip 15740 172 24X Fiche 90-409,03/10/11, 

0210170440 


DOCKET SO-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 


H General correspondence 


B210210322 Requests changes to NRC c orr eipond anc r distribution list 
TD Conner replaces LN Trasten Ik CD Hobelman JW Ho i b 
should be added to list 

MANOAN, C V Niagara Mohawk Power Corp 82/07/10 OIRCKS.W J 
Office of the Eiecuiive Director for Qperatians Ip IS764 322 
24X F ( c h e 90-410, 82/09/ 1 0, 021 02 1 0322 


0 Inspection reports, IE Dulletins tc correspondence 


8210040170 Advises that util response to IE DuMetin 80-16 will be 
submitted by 030131 Instead of 820730 

MANNO, 8 F Niagara Mohawk Power Corp 02/09/23 HAYNES, R C 
Region 1, Office of Director Ip 15582 314 24X 

Fiche 50-410, 02/09/23, 82 1 0040 1 70 


8208190233 lE Info Notice 00-35, Suppl 1, "Leaking & Dislodged 1-125 
Implant Seeds " Bve list encl 

CODD, U I Division of Fuel Facilities, Materials & Safeguards 
82/10/06 Consolidated Edison Co of New York 66pp I576I 290 
24 X Fiche 50-000,82/10/06,8200190233 


8210270415 Notification of 821020 enforcement conference in Region 1 
ofc u/util to discuss QA insp 

DAUNACKrW NRC - No Detailed Affiliation 0 1 Yen 02/10/13 
DIRCKB, W J Office of the Executive Director for Operation* 

STEULO, V Regional Operations 6 Generic Requirements DEYOUNQ, R C 
Director's Office, Office of Inspection and Enforcement Ip 
19833 203 24X Fiche 50-410,02/10/13,0210270419 


0208190230 IE Bulletin 02-03, "Stress Corrosion Cracking in Thick- 
Wall, Large-Diameter, 6ta 1 nJ ess 8 teel , Rec ire u lation 8ys 
Piping at 0WR Plants " Sve list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 02/ID/H Consolidated Edison Co of New York 

ll9pp 19810 129 24X Fiche 50-000. 82/10/ *4, 02001 90238 


3 Reportable occurrences, LERi t, related correspondence 


8210040071 Final deficiency rept ro control bldg termination cabinet 
support sills Initially reported on 020613 Welded studs to 
be replaced by <frl 1 1 ed-through anchor bolts tied directly 
to base concrete Work will be completed by 020730 
MAMNO, S F Niagara Mohawk Power Carp 02/09/23 STAR08TECK I, R 

Divisien of Project & Resident Programs 2pp 15381 S76 24X 

Fiche: 50-410, 02/09/23, 02 1004007 1 


6210040170 Final deficiency rept re Rosemount Model 1152 transmitters 
u/output Codes A S( D Transmitters do not use A or D 
amplifier beards. De-f icieneg per lO-CFRSO 55e not valid 
Reportable per Part 21 by GE 

MANNO, 5 F Niagara Mohawk power Corp 02/09/23 STAROSTECKI. R 
Division of Project 6 Resident Program* Spp 19903 187 24X 

Fiche 90-410,82/09/23,0210040170 


6210150129 Interim deficiency rept re AGME III Class 1 joints welded 
w/ABME Clasf 2 b 3 welding procedure* Contrary to 020831 
Itr, deficiency deemed reportable per 1OCFR50 99(e) 

MANNO, 8.F Niagara Mohawk Power Corp 02/10/06 STAR08TECK I, R 
Division of Project 8( Resident Programs ip 15697 069 24X 

Fiche 50-410. 62/10/06,6210190129 
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DOCKETED ITEWS 


6210250378 Interim deficienciy repfc re m&ufficient environ Ic/ar seisn^ic DOCKET SO-^IO CATAWBA NUCLEAR STATION. UNIT 1 


qua 1 1 fua 1 1 on ijoc u/nenta t ion o( listed contra! room 
eqcjipnent [nitidlly reported on 020?2I Final rept (•nil be 
suftmtted bi/ 021231 

MaNNOj S F Niagara Mohauk Power Corp 62/10/15 STAROSTECK I» R 
Division of Project «. Resident Programs 3pp 15790 139 24X 

Fiche 50— >10. 82/10/15. B2 1 0250370 


03CKCT 50-112 DEADER VALLEV POWER STATION- UNIT 2 


A Appl i cattan/cons true 1 1 on stage documents J« correspondence 


6210J2C03S Summary of B20S31 meeting u/util in Dethe^da- HD re contents 
t>7 QL application ** to introduce project mgt personnel 
Applicant requested deferral of FSAR Chapter 18 until 
find Illation oF NUREO-OSOO 

OGOLITILE.E L Licensing Branch 1 83/09/10 Licensing Oranch 1 

3pp 15609 197 SAX Fichc 50-412. B2/09/ 10. 0210120031 


Q [nspec>'lon reportc. IE Bulletins 6 c orresp andenc e 


8210060211 Forwards IE Insp Rept 50-412/82-10 on 820009-13 No 
noncomp I isnce noted 

ItABTlN- r T Division of Engineering *e Teclinical Programs 02/09/17 
ivOOLEVER. E J Ouquesne tight Co 2pp 15615 009 24X 

Fiche 50-412- a3/09H 7. 821006021 I 


--B210060215 IE I nsp Rept 50-412/02-10 on 820009-13 No noncocnp 1 lance 
rioted Major areas inspected records re reactor pressure 
vessel storage t> maint at site. vessel lift «e transpor tation 
*j final rigging t installation 

VARElA.A a , DURR.JP Region 1 Qfftce of Director 02/09/11 
6pp 15615 091 24X Fiche 50-41?. 63/09/ 1 7. S210DA021 1 


630BI90233 IE Info Notice Bu~35. Suppl 1. ''Leaking Dislodged 1-1211 
Implant Seeds " Sve list enc 1 

CaoQ'L I Division of Fuel Facilities. Materials <> Safeguards 
62/10/06 Consolidated Edison Co of New York A6pp 15761 250 
34X Fiche 50-000.82/10/06.8200190233 


G3v6l90238 IE Bulletin 02-03, "Stress Corrosion Cracking in Thick- 
Wa { 1 • Large-Dt ame ter- Sta in less St«e 1 . Recircu la 1 1 on Bigs 
Piping at BMR Plants " Sve list end 

DEYOUNG. R C Director s Clfftce- Office of Inspection and 

Enforcement 83/(0/14 Co-nso H dated Edison Co of New York 

115PP 15010 125 24X Fjche 50-000.82/10/14.0200190238 


S Reportable occurrences. LERs & related correspondence 


021OO7OJ55 Final Significant Deficiency Rept 82-05 re mlsapp lica tlon of 
tor<loing equipment on emergency diesel generators shaft 
spider assemblies Retorquing of all fasteners to vendors 
specified value of 5.000 ft 16 has been perforioed 

WEDLEVERiE J Duquesne Light Co 92/09/24 HAYNES. R C Region 1, 
Office or Director 2pp 15627 069 2AV, Fiche 50-'4 12, 82/09/24. 
8210070155 


6210070233 Interim deficiency rqpt re Westinghouse solid state 
protection sys Initially reported on 020030 Vendor reviewing 
on-line test circuitry design Ne*t rept will 6e submitted by 
830520 

WOOLEVER. E J Duqoesne Light Co 02/09/29 HAYNFS. B C Region 1, 
Office of Director 3pp 136 34 303 24X Fiche 50-412-83/09/29. 

6210070333 


I 6310260143 Interim Significant Deficiency Rept 82-06 r* sheared pinlnn 

i keys in Linitorque AOtor operators supplied by Nestlnghouse 

j Initially reported an 820901 Keys replaced Uestlnghouse will 

I provide date for completing corrective action 

j WOLUEV-ER. E J Duquesne Light Co 02/10/07 KAYNES, R Region I. 

’ Office of Director 4pp 13799 0B5 24X Fiche 50-412,82/10/07, 

» 0210260 !43 


I 6210260135 Interim Significant Deficiency Rept 02-03 re possible 

I inaccuracy in two RCS wide-range pressure transmitters 

I Initially reported on 020 512 New kfestinghousB (nfo being 

I evaluated Next rept expected by 03032G 

J WOOLEVER. E J Duquesne Light Co 02/IO/ia HAYNES. R Region 1. 

, Office of Director 6pp 15799 079 24X Fiche 50-412,02/10/10, 


I ' 

■i ! 
. ! 

' i 


A App 1 icatien/cons true tion stage documents It c orr esp pndenc e 


831001000B Responds to FQIA request for 19 categories of docuinenis r? 
nuclear reactor events & safety problems Forwards documents 
listed in App A 

FELTON. JM Division of Roles and Records 02/06/20 UDELL, ff A 
Critical Mass Energy Project I5pp 15727 005 24X 

Fiche 50-000.62/06/28.8210010008 


— SOOS050265 Discusses addl required info to better define potential fap 
cracking lr> reactor vessel noiiles 

NDO.MAN. V S Assistant Director for Materials C, Qualifications 
Engineering 80/05/05 TEDESCD. R L Assistant Director foi 
Licensing 2pp 15727 176 24X Fiche 50-000, 02/06/20, 02 10-0 lOCOQ 


8210050264 Forwards summarg of 820406-07 meeting in Qethesda.HD tc 
0204(9-22 meeting in Char lotto, NC w/Mechanical Engineering 
Branch. (festinghous e it ONWL re items in MIC 020129 Itr 
W/eight oversiie drawings Aperture cards are in PDR 
TUCKER, H B Duke Power Co 82/09/27 DENTON, H R Office of 

Nuclear Reactor Regulation. Director ADENSAM. E 0 Licensing Branch 

4 343pp 15606 060 24X Fiche 50-413.02/09/27.8210050264 


8210070092 Forwards minutes of meeting held during wk of 020419 
w/Uestlnghous e & Mechanical Engineering Bra nch . d i sc us s i ng 
resolution of F8AR Item 109 re fuel damping values Minutes 
withheld (ref 10CFR2 790) 

TUCKER, H D Duke Power Co 02/09/20 DENTON. H R Office of 
Noclaar Reactor Regulation. Director ADENSAM. C 0 Licensing Drarvth 
4 2pp 15620 079 24X Fiche 50-41 3. 02/09/20, 0210070092 


6210050384 Forwards revised FSAR pages reflecting organ! rationa 1 
changes & changes to Chapter 13 Changes will be included 
in Revision 7 to FSAR 

TUCKER. H D Duke Power Co 02/09/29 DENTON, H fl Office of 
Nuclear Reactor Regulation. Director ADENSAM, E C Licensing 
4 2app 15600 281 24X Fiche 50-413.02/09/29.0210050304 


6210190071 Notification of 621006 meeting u/util in Charlotte.NC U 
discuss mails design Oeneral Design Criterion 51 

JADDOUR.K N Licensing Branch 4 02/09/29 ADENSAM, E 0 Llcentiri 

Branch 4 3pp 15761 095 24X Fiche 50-413.02/09/29.0210190071 


8210050130 Provides fifth quarterly update of projected const 
completion date Plant 90X complete as ot 820718 Fuel load 
scheduled for Oct 1984 

TUCKER. H B Duke Power Co 02/09/30 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM. E G Licensing Branii 
4 2pp 15605 045 24X Fiche 50-413.02/09/30.8210050130 


8210060311 Informs that review of plant operations relative io void 
formation in vessel head during translonts completed 
Asstssmeriit of facility procedures in training program per 
Generic Ltr 01-21 end 

Tl/CKERiH B Duke Power Co 82/09/30 DENTON. H R Office of 

Nuclear Reactor Regulation. Director ADENSAM. E G Licerisifiq Brinffc 

4 4pp 15619 190 24X Fiche 50-413.82/09/30.8210060311 


8210130094 Application for Amend 20 to CPPR-l 16 It CPPR-1 J7. coni iitibj 
of Revision 6 to F8AR ft Revision 1 to license application 
TUCKER.H B Duke Power Co 02/10/12 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Brsntli 
4 22 PP 15699 001 24X Fiche 50-4 13, 82/ 10/12, 0210150094 


0210220026 Summary of 020907-09 site visit U meetings w/utU re 
Instrumentation t. Control Sys Branch concerns S, open items 
Responses to open item* w(U be provided by end of Oct 1902 
Summary U status of concerns t, open items end 

JADOOl/RfK N Licensing Branch 4 82/10/19 Liceniing Branch 4 

9pp 157B6 292 24X Fiche 30-413,82/10/15.0210220026 


6210260201 Revises NO Parker 620701 Itr re schedule for submission of 
info needed to resolve concerns identified in DO Elsenhut i 

801222 ltr ft NURE0-D612 Info requested in Sections 2 2 1, ' 

2 4 of End 2 to be submitted by 821124 

T8CK€R»H 8 Duke Power Co 02/10/21 DENTON. H R Office of [ 

Nuclear Reactor Regulation. Director ADEN 8 AM. E 0 Licensing Brantk 

4 Ip, 15804 271 34X Fiche 50-413. 02/ 10/2 i, 82 10260201 ' 


D NRC Draft/Final Environmental Statements, supple l< correspondence 


8210040322 Comments on historic & archeologlc Impacts, water quality, 
entrainment, thermal discharge & post-operational monitoring 
rfiscuiSlons In DEB 

BLANCHARD, D Interior, Dep t of 82/09/30 ADENSAM. E 0 Licenilsi 
Branch 4 3pp 15586 195 24X Fiche 50-413.02/09/30.8210040322 


k 

i 
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3210130117 Advises thdt OES ts rated L0->1 Normal operation of facility 
uHl not have significant irttpac fe on environ No add 1 info 

needed 

MOOREf S 14 Environmental pTOtection Agency 02/10/06 JUOBOUW*K N 
Division of Licensing 2pp 15673 007 24X Fiche 50~-4 13» 82/ |0/O6» 

62101301 17 


1210130-497 Foruardi comments nn DES CNUREC-0921 ) re operation of 
fad 1 1 fc i es 

LOCHSTET^W A Pennsylvania State Univ D2/10/06 Division -of 

Licensing 7pp 15692 140 24X Fichc 50-413. 02/10/06. 82101 30487 


210130506 Comments on DES List of water users in doionstream order, to 
ba contained in FES.encl 

TURHERi L E South Carolina. State of 82/10/07 vlAQOOUn.K N 
Division of Licensing 3pp 15682 253 24X Ficha 50-413. 02/10/07. 

9210130506 


210250102 Forwards comments on DES. per 10CFR51 
TUCKER. H B Duke Power Co 82/10/07 DEtfTDN. H R Office of 
Nuclear Reactor Regulation. Director EISENHUt. 0 0 Licensing 
Branch 4 14pp 15791 I9l 24X Fjche 50-413.82/10/0710210350102 


2101B0106 Advises that revieui of OES for facility has bean comploted 
Clearance valid for 1 i;r 

CROrtER.D L South Carolina. State of 02/10/00 Office of 

Nuclear Reactor Regulation. Director Ip 15719 316 24X 

Fiche 50 -413. 82/10/00. 0210100106 


nOl60l69 Comments on DES (NURE0-O921 > & public health & safety 
impacts of proposed plant operation 

VILLFORTH. J C Food Sr Drug Admini stration 02/10/12 JADDOUR. K N 
Division of Licensing 2pp 15719 166 24X Fiche 50— 413. B2/10'/12i 
021O18O169 


M0260150 Rei^uefts end comments on DEB be transmitted to appropriate 
NRC Cfc DES summary of cost/benefit in Table 6 1 deficient 
RILEV. J L Carolina Bnvi ropmental Study Group 82/10/32 
JA0DOUR.K N Division of Licensing 3pp 15799 ol5 24X 
Fiche 50-413.82/10/22.8210260190 


NRC Safety Evaluation Report <SER>. suppls it porrespondence 


10260065 Forwards responses to nine items in EG Adonsam B2O609 Itr re 
auKlliary feedwater syt. per draft SER.&ection 7131 
TUCKER. H 8 Duke Power Co 62/10/19 DENTDN.H R Office of 
Nuclear Reactor negulation. Director ADEN SAM. E G Licensing Branch 

4 9pp 15037 263 24X Fiche SO-4 13. 83/1 0/19. 0210280065 


Sicurityi medical, emergency U fire protection plans 


09170053 Forwards Revision 3 to security plan Revision withheld tre# 
10CFft73 21 ) 

TUCKER. H 0 Duke Power Co 02/00/18 DENTON. H R Office of 
Nuclear Reactor Repulation. Director AOENBAM.E 0 Licensing Branch 
4 2pp 14910 095 24X Fiche 90-413.02/00/10.0209170053 


10190611 Reeponds to 010723 request for schedule for installation 
of public notification sy* ot facilities Final design of 
tys it schedule for installation not finalited Info submittal 
anticipated by 021201 

rUCHER.H D Duke Power Co 02/10/08 DENTON. H R Office of 

yucleer Reactor Regulation. Director ADEN6AM. E G Licensing Branch 

V NEWTON; F Federal Emergency Management Agency 2pp, 15737 221 
24X Fiche 50-413.02/10/00.8210190611 


Adjudicatory correspondence 


0050202 Rosponso opposing Palmetto Alliance & Carolina Environ Study 
Iroup 820932 supplemental petitions to Intervene 
ICOARRYr J K Duke Power Co MCOARRY, J M Debevuise it Liberman 
IZ/lO/04 Atomic Safety and Licensing Board Panel 7ipp 

5602 279 24X Fiche 50-413,82/10/04.8210090202 


tZlOOSOZOB Response to Char lotte-MecIcl enbar g Environ Coalition 020919 
revised Contention 4 Contention acceptable Notice of 
appearance Sc Certificate of 6vc enc 1 

MCOARRY. J M Duke Power Co MOGARRYrJ M Debevolse Sc Liberman 
82/(0/04 Atomic Safety and Licensing Board Panel 4pp, 

15602 350 24X Fiche 90-413.82/10/04.0310050202 


0060191 Btatament of position on DES contentions Objecti to all 
almetto Al 1 i ance/Garol Ina Environ Study Group contentions 
xcept Contention 4 as specified Certificate of Svc end, 

OHNSONiO e Hearing Branch 4 02/10/04 Atomic Safety and 

Icenslng Board Panel 26pp 15613 264, 24X Fiche. 50-413. 02/10/04, 

210060191, 


62100B00SI Motion to compel util to respond to Palmetto Allianc^o 
620903 second set of in terr^iga tor i es 6 requests to pioduire 
Certificate of Svc eni. I 

GUILD.R Palmetto Atliance GUILD. R Guild. R 02/10/04 
Atomic Safety and Licensing Board Panef 5pp 15640 199 ?4X 

Ficfio 50-413,63/10/04,8310000001 


8210180183 Order extending time until 63J113 for Commission to act to 
review ALAB-607 

CHiLKiS J Gffice of the Secretary of the Commission 02/10/14 
Commi ss I oners Ip 15719 134 34X Fiche 50-4 I 3. 03/ 10/ I 4, 

6210160102 


0210200071 Provides response to ASLD questions at 021007-00 second 
special prehearing conference Questions rotate to risks from 
McGuire facility Si scope of evacuation costs listed i n DEB 
Table 5 U 

JOHNSON, 0 E Hearing Branch 4 02/10/10 KELLEY. J L , FOSTER. R F 

CALL 1 Han. D Atomic Safety and Licensing Board Pane] 2pp 

15757 192 24X Fiche 50-413, 02 / 10/ 10. 821 02CD07 j 


6210210187 Motion fdr order to protect NRC from answering Palmoila 
Alliance Interrogatories 1 & 36 on Contention 8 & 

Interrogatory 1 on Contention 27 Requests are for large 
amount of mat! u/a regard to relevance 

JOHNSON. G E Hearing Branch 4 02/10/19 Atomic Safety and 

Licenslny Board Panel 3pp 15765 159 24X Fiche SO-^I 1 3. 82/10/ 1 9, 

0210210107 


--82I02I0197 Responses td second set of i nter rogator i e s & requests to 
produce re Palmetto Alliance Contentions Q & 27 Prof 
qua 1 1 f 1 cati on s . NUREG/cn -2644 4* Certificate of Svc enci 
JQHNSDM. G E Hearing Branch 4 83/10/19 Palmetto Alliance 

I34pp I576S 162 34X Fiche 50-413.02/10/19.0210210107 


6210250125 Responses to Palmetto Alliance 020927 third set of 
inter roga tori es & requests to produce Related 
corr« s pondenc t 

CARR. A V Duke Power Co 02/10/19 Palmetto Alliance 62p p 

15707 243 24X Fiche 50-413.09/10/19.8210250125 


6910250282 Motion for protective order relieving applicants from 
requirement to respond to Palmetto Alliance 020927 third 
set of interrogatories & requests to produce Certificate of 
Svc enc I Related correspondence 

CARR. A V Duke Power Co 02/10/19 Atomic Safety and Licensing 
Board Panel 4pp 15791 096 24X Fichc 50-413.62/10/19.8910250902 


62102S0370 Forwards EfA re spent fuel storage of Oconee spent fuel at 
McGuire Unit 1 spent fuel pool, dtd Dec 1?7Q Copies also sent 
to Intervenors W/o end 

JOHNSDN. O E Hearing Branch 4 62/10/21 KELLEY. J L . FOSTER. R F . 

CALLIHAN, 0 Atonic Safety and Licensing Board Panel Jp 
15790 IBB 24X FI Che 30-4 13.69/10/91.8210950370 


0310360415 Answer opposing Palmetto Alliance 631004 motion to compel 
answers to interrogatories A5LB should issue order denying 
motion as lacking merit Motion devoid of supporting 
arguments Certificate of Svc end 

CARR* A V Duke Power Co 62/10/95 Atomic Safety and Licensing 

Board Panel 20pp 15006 115 24X Fiche 50-413. 82/ 10/22. 

62102-60415 


0210970002 Answers A5LQ question re Palmetto Ai 1 tanc e/Carol Ina Environ 
Study Group Contention 11 DES totaled risks to public of 
accidents from each unit 

JOHNSON,© F Hearing Branch 4 09/10/25 KELLEY. J L . FOSTER. H F , 

CALLIHAN. D Atomic Safety and Licensing Board Panel ip 
15817 on 24X Ficho 50-413.02/10/25,82109 70002 


0910270010 Advises that NRC dors not Intend to file response to 
Palmetto Alliance 821004 motion to compel discovery from 
applicants KRC responded to requests on B21019 

JOHNSON. 0 E Hearing Branch 4 B2/I-0/25 KELLEY* J L , FOSTER. R F . 

CALLIHAN. D Atomic Safety and Licensing B-oard Panel Ip 
15822 340 24X Fiche 50-413.62/10/95.8210970010 


H General correspondence 


6210130046 Responds to 620912 Itr request that NRC continue to send 
copies of correspondence to util on McGuire Since McGuire 
proceedings complete 6 documents in LPDR.request denied^ 

ADEN8AM.E G Liceneing Branch 4 82/09/20 RILEV. JL Carolina 

Environmental study Group Ip 15696 264 24X 

Fiche 50-000.62/09/26,6210130046 
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V Ufcilitij Final Safety (^^ndlysts Report (FSAR ) & amends 


82101 500*54 Application for Amend 23 to CPPR-1 li tr CPPR-l 17, cons ist ms 
OT Revision 6 to FSAR & Revision 1 to license application 
TLCKER'H 0 Duke Pouer Co 82/10/12 DEHTOMi H R Office of 
Nuclear Reactor Regulation- Director ADEN SAM* E C Licensing Dranch 
4 22pp 156*7'? 001 24X Fiche 50-4 13,02/10/12,0210150094 


--8210150I01 Revision 6 to FSAR 

< Dole Pouer Co B2/10/12 761pp 15699 023 34X 

Fiche 50-413*32/10/12-6210150094 


Q Inspection reports, IE Dolletins c OTres.p ondence 


C210QBC015 Addl response to FQIA request for 19 categories of info re 
nuclear reactor events h safetg problems Forwards documents 
listed in App A Documents in App D completelij withheld tref 
FCIA Eiemp t ion 5 > 

FELTON. J H Division of Rules and Records 02/07/12 UDELL, R A 
Critical Mass Energg Project 9pp 156A3- 027 24X 

Fiche 50-000,02/07/12.8210000315 


021DO3O156 Sijstematic assessment of licensee performance notes re 
racility evaluation for Sept 1979-Aug 1980 
* NRC - Wo Detailed Affiliation Oiven OO/OB/31 5pp 
15^68 057 24X Fichfl 50-000. 83/07/ 12* 8210080015 


3^10010106 Forwards lE Insp Repts 50-413/02-23 t* 50-414/02-20 on 
820824-27 No none o mp 1 lan c e noted 

DANCE. H C Division of Project & Resicfent Programs 02/09/13 
TUCKER.hr Duke Power Co 2pp 15567 194 24X 

Fiche 50-413,02/09/13,8210010106 


“B210010110 IE Insp Repts 50-413/02-22 U 50-414/02-20 an 820824-37 No 
none omp ] lance noted Idajor areas inspected independent insp 
ef for t . revi ew of quality records for containment atructores 
{> supports inser, ice review of program 

COLEY. J L . RLAKE. J J Division of Engineering Technical 
Programs 82/09/09 lOpp 15567 196 24X Fiche 50-413.02/09/13, 

8210010106 


B21C010131 Ack receipt of 020907 I tr informing NRC of steps taken tp 
correct violations noted in IE Insp Repts 50-413/02-10 e, 
50-414/03-16 

LEWIS, R C Division of Project fi Resident Programs 82/09/23 
TUCKER* H a Duke Power Co ip 15565 3SI 34X 
Fiche 50-413. 82/09/22, aSlOOlOlSI 


■-B210010134 Responds to NRC B2O0O9 Ifcr re violations noted in IE Insp 
Repts 50-413/32-10 50-414/02-16 Corrective actions matU 

personnel training uill be completed by 820915 & paint 
storage warehouse will be upgraded by 021015 

TUCKER. H 0 Duke Power Co 02/09/07 O'REILLY. JP Region 2. 
Office of Director 4pp 15565 352 24X Fiche 50-413,82/09/32, 

0310010131 


—8210010130 Forwards IE Insp Repts 50-413/83-IB «. 50-414/02-16 on 
820712-16 L notice of violation 

LENIS.R C Division of Project 6 Resident Programs 82/00/09 
TUCKER. H D Duke Power Co 2pp IS565 356 24X 

Fiche 50-413,03/09/22,0210010131 


— 82100)0141 Notice of violation from insp on 620712-16 

* Division qf Project 8, Resident Programs 62/08/09 3pp 
15565 350 24X Fuhe 50-413,02/09/23.8210010131 


—0210220471 IE Insp Repts 50-413/02-24 l< 50-414/02-22 on 820036-0910 N 
nancompllance noted Major areas inspected review of 
nonconforming items t. followup of IE circulars 
VANDQORN, D K , DRVANT, J C Division of Project & Resident 

Programs 02/09/28 3pp 15779 110 24X Fiche 50-413,02/09/29, 

8210220467 


8208190233 IE Info Notice 00-35, Suppl 1, "Leaking t< Dislodged 1-J25 
Implant Seeds " Sve list end 

COPO.L I Division of Fuel Facilities, Materials & Safeguards 
32/10/06 Consolidated Edison Co of New York 66pp 15761 350 
34 a Fiche 50-000,02/10/06,8200190233 


8210220134 Ack receipt of IE insp Repts 50-413/02-22 50-414/02 30 
proprietary info 

TUCKER, H 0 Duke Power Co 62/10/00 a'RElLLY, JP Region LL 
□rflce of Director Ip 15770 114 a4X Fiche 50-413,02/10/01). 
8210220134 


0208190238 IE Bulletin 02-03, "Stress Corrosion Cracking in Thio- 
Wall. Large-OJ ameter, Stain J ess Steel , Rec Ircu lation Sys 
Piping at DWR Plants ” Sve list and 

D£VQUN0,iR C Director's Office, Office of Inspection and 

Enforcement 82/10/i4 Consolidated Edison Co of New Yor ) 

ItSpp ISalO 125 24X Fiche 50-000,82/10/14,0208190230 


S Reportable occurrences, LERs & related correspondence 


0210080200 Significant Deficiency Rept SD 413-414/03-10 re radiograjk^ 
esams not perfarmod on flyi core welding filler mail ordered 
to SFA 5 20 Initially reported on 820903 Vendor committed to 
radiograph all mails Action to he completed (ly 830301 
TUCKER, H D Duke Power Co 02/10/01 O'REILLY, J P Region 3, 
Office of Director 3pp 15640 006 24X Fiche 50-413,82/10/01. 

8210000200 


0210290119 Significant Deficiency Rept SD 413/02-19 re linear 
indications idenbifiod on Kerotest valve body 9J-5SI on 
020819 Initially reported on 620909 Valve returned to 
manufacturer Final rept will be submitted by 821100 
TUCKER. H D Duke Power Co 92/10/00 D 'REILLY, U P Region 3. 
Office of Director 2pp 15054 024 24X Fiche 50-413, 02/ lQ/00, 

0210290 U 9 


8210290354 Significant Deficiency Rept 8D 413-414/82-20 re 
inappropriate governor drive matl coupling supplied for 
diesel generator Initially reported on 020900 Manufacturer 
recommends replacement w/neopreno matl 

TUCKER. H D Duke Power Co 82/10/08 O'REILLY, JP Region 2, 
Office of Director 3pp 15033 040 24X Fiche 50-413,08/10/00. 

0210290354 


8210'290250 Significant Deficiency Rept 413-414/02-11 re potential 
failure to activate safeguards sys due io possible failure 
of switch con tacts* shunti ng proving lamp Revision to solid 
state protection sys will be made by Neitinghouse 
TUCKER,!! B Duke Power Co 82/10/20 a'RElLLV, J P Region 2, 
Orftce of Director 3pp 15054 096 24X Fiche 50-413.02/10/20. 

8210290250 


T Hearing transcripts on non-ant i Irus t matters 


8210130207 Transcript of 821007 prehearing conference in Charlotte. W 
Pp 380-567 

* Atomic Safety and Licensing Board Panel 6S/10/07 10Spp 
15673 272 24X Fiche 50-413,82/10/07,0210130207 


6210130230 Transcript of 821000 prehearing conference in Charlotte, NC 
Pp 569-635 

* Atomic Safety and Licensing Board Panel 02/10/08, 60pp 
15675 126 24X Fiche 50-413,02/10/03,0210130236 


V Operator Examinations 


8210260065 Summary of 020909 meeting w/util in Cornelius, NC re cold 
license team schedule 

WfLB0N,D,A Division of Engineering L Technical Programs 
JABDOUR.K N Licensing Branch 4 82/10/01 Dlviildn of 

Engineering (< Technical Programs 21pp 15010 340 24X 

Fiche 50-413, 02/10/01, 8210260065 


i 


i 
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J)DCKET 50-414 CATAWBA NUCLEAR STATlONr UNIT 2 


A Appf Ica fc I on/canstruc t xon ttage documents & correspondence 


0210010008 Responds to FDIA retiuest for 19 coLegoraes of documents re 
nuclear reactor events safety problems Forwards documentt 
1 1 f ted 1 n App A 

FEt-TON. J K Division of Rules and Records 02/06/28 UDELL* R A 
Critical Mass Energy Project 15pp 15727 OOS 24X 
FiChe 50-000, 8a/06/a8i 0210010000 


— 0000050265 Discusses addl required Info to better define potential For 
cracking in reactor vessel noiiles 

NOONAN* U S Assistant Director for Materials ti Qualifications 
Engineering 00/03/09 TEOESCO<R L Assistant Director for 
Licensing 2pp 15727 176 24X Flcho 50-000, 02/06/20, 02i OOlOOOO 


0210050264 Forwards summary of 820406-07 meeting in Bethesda*HD h 
020419-22 meeting in Charlotte, NC u/Mechanlcal Engineering 
flranc h< Westinghouee 8, BNWL r# items in NRC 020127 I tr 
W/eight oveniie drawings Aperture cards are in PDR 
TUCKER, M S Duke Power Co 03/07/27 DENTON. H ft Office of 
Nuclear Reactor ftegulationi Director ADEN8AM, E 0 Licensing Branch 
4 343pp 15606 060 a4X Fiche 30-413,62/09/27.0210030264 


9210070092 Forwards minutes of meeting held during wli of 820419 
u/We» 1 1 nghous • Jt Mechanical Engineering Bra nch, d i scuss i ng 
resolution of F8AR Item 109 re fuel damping values Minutes 
withheld iref 10CFR2 7701 

TUCKER, H fl Duke Power Co 02/07/20 DENTON, H ft Office of 

Nuclear Reactor Regulation, Director ADCN8AM, E 0 Licensing Branch 

4 2pp 15628 079 24X Fiche 50-41 3, 09/09/20, 0210070092 


0210050304 Forwards revised FSAR pages reflecting organi lat lona 1 
changes & changes to Chapter 13 Changes will be included 
in Revision 7 to FSAR 

TUCKER. « a Duke Power Co 02/09/29 DENTON. H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Oranch 
4 S0pp 1S6O0 201 24X Fiche 50-413,02/09/29,6210050304 


B2I0190071 Notification of 821006 meeting w/util in Charlotte, NC to 
discuss metis design General Design Criterion 51 

jACDQUR.K N Licensing Branch 4 02/09/29 ADENBAH, E 0 Licensing 

Branch 4 3pp 15761 095 a4X Fiche 50*-4 13, 02/09/29, 8210190071 


02JOO6D311 Informs that review of plant operations relative to void 
for-metion in vessel head during transients completed 
Assessment of facility procedures in training program per 
Generic Ltr 01-21 and 

tucker. M B Duke Power Co 62/09/30 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Brtfnch 
4 4pp 15619 190 24X Fiche 50-413,02/09/30,0210060311 


0210150094 Appllcotion for Amend 20 to CPPR-116 i CPPR-1 17^ cons la t ing 
of Revision 6 to FSAR tc Revision 1 to license application 
FUCKER, H D Duke Power Co 62/10/12 DENTON, H R Office of 
Nuclear Re^petor Regulation, Director 22pp 15699 001 24X 

Fiche 50-413,82/10/12,0210150094 


8210220026 Bummary of 020907-09 site visit << meetings w/ut)l re 
Instrumentation it Control 8ys Branch concerns I, open Items 
Responses to open items will be provided by end of Oct 1962 
Summarg U status of concerns & open items and 

UABDOURiK N Licensing Branch 4 02/10/15 Licensing Branch 4 

9pp 15786 292 24X Flche 50-413*02/10/15,0210220026 


0510260201 Revises |40 Parker 020701 ltr re schedule for submission of 
info needed to resolve concerns identified in DO Elienhut 
301222 ltr ^ NUREO-0612 Info requested in Sections 2 5 ft 
2 4 of End 2 to be submitted by 821124 

tucker* H B Duke Power Co 02/10/21 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 Ip 15004 271 24X Fiche 50-413,02/10/21,0210260201 


D NRC Draft/Final Environmental Statements, suppls St correspondence 


021004,0322 Comments on historic & archeologic impac ts, water quality, 
entrainment, thermal discharge S< post-opera t ional monitoring 
discussions In DEB 

BLANCHARD, 8 Inter ior, Dept of 02/09/30 ADEN0AM, £ G Licensing 
Branch 4 3pp 15586 195 24 X Fiche 50-413,02/09/30,0210040322 


0210130117 Advises that DEB is rated LO-1, Normal operation of facility 
will not have significant impact on environ No addi info 

ns«4cd 

MOORE, 8 N, Environmental Protection Agency 02/10/06 JUBaOUR,K N 
Division of Licensing 2pp 15673 007 24X Fiche 50-413,82/10/06, 

0210130117 


8210130407 Forwards comments on DES <NUREG“09Sll re operation of 
f ac 1 1 1 1 1 es 

LOCHSTET.M A Pennsylvania State Univ 02/10/06 Division ni 

Licensing 7pp 16602 140 24X Fiche 50-413,82/10/06,021013040/ 


6210130506 Comments on DES Itsfc of water users in downstream ardor* to 
be contained in FES, enc I 

TURNER, L C South Carolina, State of 82/10/07 JADBOUR, K N 
Division of Licensing 3pp 15602 253 94X Fjche 50-413,02/10/07. 

82IOI30S06 


8210250102 Forwards comments on DES, per 10CFR51 

TUCKER, H B Duke Power Co B2/ID/07 DENTON, H R Office of 
Nuclear Reactor Regulation, Director EISENKOT. D G Licensing 
Branch 4 I4pp IS79I 191 24 X Fi c he 50-4 ! 3, 02/ 1 0/07, 0210250 I on 


021O10OJO6 Advises that review of DES for facility has been campletud 
Clearance valid for i yr 

CROMER, D L South Carolina, State of 02/10/00 Office of 

Nuclear Reactor Regulation. Director Ip 15719 310 24X 

Fiche 50-413, 02/10/08,821 01601 06 


921010016? Comments on DES CNUREG-0921 > C* public health & safety 
impacts of proposed plant operation 

VILLFDRTH, J C Food & Drug Admin i s tr at lon 62/10/12 UAflCOUR, K N 
Division of Licensing 2pp (5719 166 24X Fiche 50-4 13, 02/10/12* 
0210160169 


8210260150 Requests end comments on DES he transmitted to appropriato 
NRC ofe DES summary of cost/benefib in Table 6 1 deficient 
RIUEV, J L Carolina Environmental Study Croup 82/10/22 
JABQOUR.K N Division of Licensing 3pp 15/99 015 24X 

Fiche 90-413,02/10/22,0210260150 


E NRC Safety Evaluation Report (SER), suppls L correspondence 


8210200065 Forwards responses to nine items in E<9 Adensam Q206O9 ltr rp 
auxiliary feedwater sys, per draft SER* Section 7 13 1 
TUCKER, H B Duke Power Co 62/10/19 DENTDN*H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 7pp tSB37 263 24X Fiche 50-413.02/10/19,0210200065 


F Security, medical, emergency 1/ fire pro-tection plans 


0209170053 Forwards Revision 3 to security plan Revision withheld <ref 
10CFR73 ai> 

TUCKER, H D Dole Power Co 62/00/10 DENTON* H R Office of 

Nuclear Reactor Regulation, Director ADENSAM* E O Licensing nraficli 

4 2pp 14910 095 24X Fiche 50-4 I 3* 02/06/ IS* 0209 1 70093 


8210190611 Responds to 810723 request for schedule for installation 
of public notification sy s at facilities Final design of 
sys it schedule for installation not fitialiied info submittal 
anticipated by 021201 

TUCKER, H D Duke Power Co 82/10/09 DENTON, H R Office of 

Nuclear Reactor Regulation. Director ADENSAM, E 0 Licensing Branch 

4 NEWTON* F Federal Emergency Management Agency 2pp | S737 221 
24X Ftche 50-413*02/10/08,0210190611 


0 Adjudicatory correspondence 


0210050202 Response opposing Palmetto Alliance U Carolina Envi 
Group 020922 supplemental petitions to intervene 
flCOARRy. J M Duke Power Co MCGARRY, J M Debevoise 
02/10/04 Atomic Safety and Licensing Board Panel 

15602 279 24X Fiche 50-413,02/10/04,0210050202 


— 0210050208 Response to Char 1 otte-Mec k 1 enber g Environ ( 
revised Contention 4 Contention acceptable Notice oi 
appearance U Certificate of Sve end 

MCGARRY, J M Duke Power Co MCGARRY* J M Debevoi' 
02/10/04 Atemli: Safety and Licensing Board Panel 
15602 390 24X Fiche 50-413.62/10/04.0210090202 


0210060191 Statement of position cn DEB contentjans Obj* 
Palmetto Alliance/Carolina Environ Study Group confeeni 
except Contention 4 as specified Certificate of Sve er 
JOHNSOMrO E Hearing Branch 4 02/10/04 Atotnlc £ 

Licensing Board Panel 26pp 15613 264 24X Fiche £ 

0210060191 


G2100800B1 Motion to compel util to respond to Palmetto 
020703 second set of interrogatories L requests to pr( 
Certificate of Sve end 

GUILO.R. Palmetto AHience OUlLDrR Guild, R, 02^ 
Atomic Safety and Licensing Board Panel 5pp 15640 
Fiche. SO-413, 02/10/04,8210000061 



8210100162 Order extending time until 821112 For Coenmif-sion to oc fc to 
revie'<* lALAB— 607 

CKIUK.S J Office af the Secretary of the Cammission 82/10/14 
Comm ss » oner^ Ip 15719 134 24X Tiche 50-413. S2/!0/14» 

B21016Q1Q2 


62L020DQ71 Provides response to ASLB questions at e2$007~OB second 
special prehearing conference Ouestions relate to rists from 
McGuire fanlitij & scope of evacLration costs listed in DE5 
Table 5 11 

jCiJNSOW-C E Hearing Branch 4 32/10/13 KELLEV. J L , FOSTER. R F . 

CALLlHAMi D Atomic Safety and Licensing Board Panel 3pp 
15757 192 a4X Flche 50-4 13. 82/ 10/ IB. 8210200071 


6210210187 Motion For order to protect NRC from ansieering Palmetto 
Alliance Interrogatories t t- 36 on Contention 8 & 

Interroga kory 1 on Contention 27 Requests are for large 
arnounk of na t 1 u/o regard to relevance 

iJOHN'SOJf. 0 E Hearing Branch 4 Ba/lO/lV Atomic Safety and 
Licensing Board Panel Bpp 15765 159 24X Fiche 50-413. B2/ 10/ 19. 

fiaiosioie? 


a InipBction reports. IE Bulletins S< correspondence 


021OO9OO1S Addl response to FOtA request for 19 categories of infd 
nuclear reactor events L safety problems Forwards documents 
listed in App A Documents in Ap p D completely withheld (ref 
FOIA Exemption 5) 

FELTOM. J M Division of Rules and Records 02/07/13 tlDELL.H A 
Critical Mass Energy Project 9pp 15665 027 24X 

Fiche 50-000.82/07/12.8210000015 


— B2100aoiS6 Systematic assessment of licensee performance notes rt 
facility evaluation for Sept 1979-Au9 1930 
e nRC - No Detailed Affiliation Given 80/08/31 5pp 
15668 0 57 g4X Fiche 50-000,02/07/12,0210080015 


6310010106 Forwards IE Iinsp Repts 50-413/82-22 & 50-414/82-20 on 
820824-37 No noncomp 1 lane e noted 

DANCE. H C Division of Project Resident Programs 62/09/13 
TUCKER* H R Duke Power Co 2pp 15567 174 24X 

Fiche 50-413, 82/09/1 3i 8210010106 


— 621021019/ Responses □ second set of Inter rogator i es t requests to 
produce re Palmetto Alliance Contentions 0 & 27 Prof 
qual I r I cat! ons . NUREC/CR-2644 6 Certificate of Sve enc t 
JOHWSON. G E Hearing Dranch. 4 82/10/19 Palmetto Alliance 

iBdpp 15765 162 24'{ Fiche 50-413,02/10/19,8210210187 


021O2SO125 Responses to Palmetto Alliance 820927 third set of 
ini- erraga ton es t requests to produce Related 
korrespdndenr e 

CARR) A V Duke Poujer Co 62/10/19 Palmetto Alliance 62pp 

15787 243 24X Fiche 50-4 !3. 62/10/19, 82I025(H35 


8.il02502fl3 Motion for protective order relieving applicants from 
require.-ieri t to respond to Palmetto Alliance 820927 third 
set of interrogatories V requests to produce Certificate of 
Sve end Related correspondence 

CARR< A V Duke Power Ca 02/10/19 Atoeiic Safety and Licensing 
Board Panel 4pp 15791 090 24X Fiche 50-413,82/10/19,8210250282 


6210250370 Feruards EIA re spent fuel storage of Oconee spent fuel at 
McGuire Unit I spent fuel pool.dtd Dec 1978 Copies also sent 
to intervenors H/d end 

JOHNSON, G E Hearing Dranch 4 82/10/21 KELLEV. J L , FOSTER, fi F , 

CALL I HAN, D Atomic Safety and Licensing Board Panel tp 

15790 138 24X Ficha 50-413,82/10/21,3210250370 


8210260415 Answer opposing Palmetto Alliance 621004 motion to compel 
answers to interrogatories ASLB should issue order denying 
motion as lacking merit Mokian de.'Oid of supporting 
arguments Certificate of Sve encl 

CARR. A S/ Duke Power Co 82/10/22 Atomic Safety and Licensing 
Board Panel 20pp J5S06 JI5 24X Fiche 50-413.82/10/22, 
6210260415 


“8210010110 IE Insp Repts 50-413/82-22 Jc 50-414/32-20 on 02OD24-27 hi 
none Dffipl iance noted Major areas inspected independent Insp 
e#for t, revi ew of quality records for containment structures 
J. supports & tnservics review of program 

COLEY, J L , BLAKE, J J Division of Engineering & Technical 
Programs 02/09/09 lOpp 15567 196 24X Fiche 30-413,02/09/13 

8210010106 


9210010131 Ack receipt of 820907 Ur informing NHC of steps taken lo 
correct violations noted m IE Insp Repts 50-413/02-10 ft 
90-414/32-16 

LEUfS.R C Division of Project 4< Resident Programs 02/09/32 
TUCKER, H 3 Duke Power Co Ip 15569 351 24X 

Fiche 50-413,82/09/22,8210010131 


—8210010134 Responds to NRC 020809 Ur re violations noted in It Jnsi 
Repts 50-413/02-18 & 50-414/02-16 Corrective actions metis 
personnel braining uiLI be completed by 820915 paint 
storage warehouse will be upgraded by 821015 
TUCKER, H B Duke Power Co 02/09/07 O'REILLV, J P Regions. 
Office o-f Director 4pp 15565 352 24 X Fiche 50-413. 82/0?/??, 

8210010131 


—8210010138 Forwards IE Insp Repts 50-413/82-18 6 50-414/82-16 on 
0SO712-16 tt notice of violation 

LEWIS, R C Division of Project & Resident Programs 82/00/09 
TUCKER. H D Duke Power Co Spp 15565 356 24X 

Fiche 50-413.82/09/22,8210010131 


— 0210-010141 Notice of violation from insp on 620712-16 

e Division of Project t, Resident Programs 82/08/09 Spp 
15563 358 24X Fiche 50-413,02/07/22,0210010131 


0210270002 Answers AGLB question re Palmetto AH lance/Carol ina Environ 
Study Group Contention 11 DES tokaledf risks to public of 
accidents from each unit 

JOHNSON,© E Hearing Branch 4 02/10/25 KELLEY. J L , FOSTER, R F . 

CALLlHAN, D Atcmlc Safety and Licensing Board Panel ]p 
13B[7 Oil 24X Fiche 50-4 13, 82/10/25. S21D270002 


>8210010143 IE Insp Repte 50-413/02-18 f< 30-414/02-16 on 820712-14 
Noncompt 1 anc f npted failure tP Initiate nonconforming teem 
Item repts re coatings storage temps It failure to conduct 
civil work activities surveillances 

WRIGHT, R W , DE8BA0E, A 0 , UPRIOMTrC M Division of EngineerUj k 
Technical Programs 82/08/06 llpp 15965 360 24X 

Fiche 50-413,82/09/32,8210010131 


8210270010 Advisee that NRC doss not intend to file response to 
Palmetto Alliance 821004 motion to compel discovery Prom 
applicants NRG responded to requests on B21019 

JOHNSON, 0 E Hearing Branch 4 82/10/25 KELLEY, J L , FOSTER, R F , 

CALLiHANi D Atomic Safety and Licensing Board Panel ip 
15822 340 24X Fiche 50-413,02/10/25,8210270010 


8210150060 Ack receipt of IE Insp Repts 50-413/82-20 l« 50-414/02-10 
No proprietary info 

TUCKER, H D Duke Power Co 82/09/24 O'REILLY, J P Region 2, 
Office of Director Ip 15696 340 24X Fiche 30-413,02/09/24, 

8210150060 


at NRC continue to send 
B Since McGuire 
equisb denied 
8 RILEY, J L Carolina 
24X 


K Utility Final Safety Analysis Report <F0AR> i amends 


021022046? Forwards IE Insp Repts 50-413/02-24 tt 50-414/82-22 on 
020826-0910 No noncompliance noted 

DANCE, H C, Division of Project Resident Programs 62/09/29 
T'UCKER.H 0 Duke Power Co 2pp 15779 U6 24X 
Fiche 90-413,82/09/29,0210220467 


--B2I0220471 IE Insp Repts 90-413/82-24 tt 50-414/82-22 on 020826-O^lfr ki 
noncomp 1 lance noted Major areas Inspected review of 
tionconf ormi n9 items %t followup of IE circulars 
VANDQORN, O K , BRYANT, J C Division of Project << Reiidint 

Programs 82/09/28 3pp 15779 118 24X Fiche 50-413, &2/09/Z9, 

8210220467 


0210150094 Application for Amend 23 to CPPR-116 6 CPPR-1 1 7, cons i stlns 
of Revision 6 to F8AR 6 Revision I to license application 
TUCKER, H D Dule Power Co 82/10/12 DENTON, H R Office cf 
Nuclear Reactor Regulation, Director AOENOAK, E 0 Licensins Bran 
4 aSfp 19449 001 24X Ftc. 50-4,3,e2/IO/ja,ea£OISOO?4 


6208190233 IE Info Notice 80-35, Buppl 1, "Leahing «i Dislodged l-iZJ 
Implant Seeds 8vc list end. 

CQDBi L I« Division of Fuel pscllitiesi Materials It Gsftguariit 
82/10/06 Consolidated Edison Co of New York 66pp 15711 2$^' 
24X Fiche* 90-000, 02/10/06, 0208190233 


— 8210-150101 Revision 6 to F8AR 

♦ Duke Power Co 03/10/12 76lpp 
Ftchi 50-413,02/10/12.8210150094 


1569? 023 24X 


8210220134 Ack receipt of tE Imp Repts 50-413/82-22 tt 50-4l4/e2-»^«» 
proprietary info 

TUCKER, H B Duke Power Co 82/10/08 O'RElLLYr J P Raglcn t, 
Office of Director Ip 15770 114 24X Fiche. 50-413f B2/10/«1' 

0210220134 



DOCKETED ITEMS 


263 


62081903438 IE Pulletin a2-08. ‘'Stre&s Corrosion Cracking In Thick- 
(/d J: li Large-Dt 8tain less Sbeelr Recircu latlon S^s 

Piping at BWR Plants " Svc list end 

DEyoUNO-R C Oiractor's O^ficei Office of Inspection and 

Enforcement 02/10/14 Consolidated Edison Co of New York 

llSpp 15010 135 34X Piche 50-000. 82/ 10/ 14. 03O01'9O230 


B Reportable occurrences, LERs It related correspondence 


8210090200 Significant Deficiency Rept SD 413—414/02-18 re rad i ograph 1 1 
eiajns not performed on flu* core ujelding filler oiatl ordered 
to SFA S 20 Initially reported on 820903 Vendor committed to 
radio-graph all matls Action to be completed by 830301 
tucker, H Q Duke Power Co 03/10/01 □"REILLY, J P Region 2, 
Office of Director 3pp 15640 006 24X Ficbe 50-413,02/10/01. 

0210000208 


8310290354 Significant Deficiency Rept SO 413-414/02-30 re 
inappropriate governor drive matl coupling supplied for 
diesal generator Initially reported on 820908 Manufacturer 
recommends replacement w/neoprene matl 

rUCKER,H D Duke Power Co 02/10/08 a^RElLLY, J P Region 2. 
Office of Director 3pp 15053 040 24X Fiche 50-413,82/10/00, 

6210290354 


0210390250 Significant Doficiencg Rept 413-414/82-11 re potential 
failure to activate safeguards sys due to possible failure 
of switch con tacts, shunt ing proving lamp Revision to solid 
state protection sys will be made by Westlnghousc 
tucker, H D Duke Power Co 82/10/20 0"REILLY, JP Region P, 
Office of Director Spp 15854 096 24X Fiche 50-413,82/10/30, 

8210290^50 


T Ifeanng transcripts on non-ant i trust matters 


0210130207 Transcript of 021007 prehearing conference In Charlotte.NC 
Pp 330-567 

« Atomic Safety and Licensing Board Panel 62/10/07 168pp 

15673 272 24X Flcho 50-413,82/10/07,8210130207 


6210130238 Transcript Of 821008 prohearing conference in Charlotte, NC 
Pp 560-655 

« Atomic Safety and Licensing Board Panel 82/10/00 68pp 
15675 126 24X Fiche 50-413,02/10/00,8210130230 


V Operator Examinations 


0210260D65 Summary of 920909 meeting w/uiil In CorneliusiNC ro cold 
license exam schedule 

UILSON, B A Division of Engineering 6 Technical Programs 
JA0noUfl,K N Licensing Branch 4 82/10/01 Division of 

Enuineerlng & Technical Program* 21pp 15010 340 24X 

Fiche 50-413.82/10/01,8210260065 


DOCKET SO-416 GRAND OULF NUCLEAR STATION. UNIT I 


E NRC Safety Evaluation Report (SERI, supple & correspondence 


0210190566 Advises of completion of thermocouple qualification testing 
per 8ER S^uppl 3 Thermocouples considered qualified for 
seismic hydrodynamic loads including variable pool swell 
Final test rept will be reviewed upon receipt 

DALEiL F Mississippi Power S< Light Co 82/10/14 BENTON. H R 
Office of Nuclear Reactor Regulation, DJra-ctor 2pp 15736 133 
24X Fiche’ 50-416, 02/10/14, 8210190566 


82(0200064 Forwards comments Sc status of util review of DL Sc 8ER Info 
provided to assist in generation of fourth suppl to SER & 
full pousr OL 

DALErL F Mississippi Power U Light Co 02/10/14 DENTONrH R 
Office of Nuclear Reactor Regulation, Director 34pp 15756 153 
24X Fieh#: 50-416.82/10/14, 0210200064 


8210200005 Forwards outline of in situ test for HPC8 standby svc water 
pumf flow induced vibration Test will be performed prior to 
startup follawing first refueling outage Commitment to 
conduct test resolves 8ER Suppl 2, Section 3 10 concerns 
DALE.L F Mississippi Power St Light Co 02/10/18 OENTONrH R 
Office of Nuclear Reactor Regulation, Director 7p 15754 341 24X 

Fiche. 50-416, 82/10/18, 02IO2OOOOS 


8210200030 Forwards evaluation of valve disc pin overstreising, 
eddrsssinff concerns S( closing supplemental 8ER 2, Suction 
22 2 ( Issue It E 4.21, ''Purge Valve Operability " 

DALE,L F Mississippi Power & Light Co 02/10/18 DENTON, K R 
Office Dp Nuclear Reactor Regulation, Director 7pp 15757 194 
24X Fiche' 50-416, 82/10/18, 8210200030 


3210200073 Forwards info re monitoring trend analysis pragram per 
ComiTTitment to sgmmariie vibration monitoring analysis 
program for deep draft pump reliability per EER Section 
1 10 (131 

BALE, L F Mississippi Power 6 Light Cu 02/10/19 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2p p 15754 133 
24X Fiche 50-416,02/10/18,8210200073 


0210220425 Forwards addl info ie qua 1 i f icatio n of hi^draulic cuntrnl 
units affected by variable pool swell tnads Test response 
spec tra-requi red response spectra comparisons should be 
sufficient to close concern in SER Suppl 3, Section 3 10 
DALE, L F Mtsslsaippi Power 6 Light Co B2/i0/19 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 7pp 15779 1 5J 

34X Fiche 50-4 I A, 02/ 10/ 19. 0210220425 


F Security, medical, emergency L fire protection .)]ans 


0210150013 Responds to noncompliance re emergency a c countab 1 1 1 1 ty 
noted in IE Incp Rept 50-416/82-27 Interpret ion of "onsite" 
questionable Other utile make same distinction of site 
boundary being same as protected area 

0ALE,L F Mississippi Power & Light Co 02/07/19 O'RElLLY.J P 
Region 2, Office of Director 2pp 15690 346 24X 

riche 50-4(6, 82/07/19, 921 01 5001 vT 


0210070040 Releases public version of corrections to emergency artion 
level table 

FELTON, 3 M Division of Rules and Records 82/09/17 Document 

Management Branch Ip 15646 3d I 24X Fiche 50-4 (6. 02/09/ I 7, 
82100700^0 


— 6210070044 Forwards public version of corrections to Table 4-1 re 
emergency action levels* in response ia NRC questions on 
Revision 6 to emergency plan Enel changes tail) be 
incorporated into plan by 821031 

DALE. L F Mississippi Power a. Light Co 82/09/09 DENTON, H U 
Office of Nuclear Reactor Regulation, Director 2pp 15646 343 
24X Fiche 50-416.02/09/17.8210070040 


— B2i007004S Public version of corrected Table 4-1 re cmertiency action 
levels Initial 8, final notification forms end 

s Mississippi Power ft Light Co 02/09/09 6pp 15646 34 5 P4 X 
Fiche 30-416,82/09/(7,6210070040 


02(0010234 Forwards Revision 5 to physical security plan Revision 
withheld (ref 10CFR2 790 > 

MCOAUDMV, J P Mississippi Power & Light Co 82/09/22 DENTON, J( R 
Office of Nuclear Reactor Regulation, DirectoT 2pp 15574 060 
24X Fiche 50-416*03/09/22.8210010234 


6210010023 Requests delay in implementation of emergency response 
facility Facility will be structurally complete bg 821001 
commitment date, but several important sys will not yet be 
Installed Schedule should be developed butween NRC if util 
DALE, L F Mississippi Power ft Light Co 02/09/29 DENTON. H fl 
Office of Nuclear Reactor Regulatlo-n. Director 3pp 15565 141 
24X Fiche 50-4(6,83/09/29,0210010023 


Q Adjudicatory correspondence 


821004011S Order granting State of I 
time to respond to ASLB 920B31 opi 
applicant arguments due 8210(1 No 
will be granted 

LAlfRFNSON, J A Atomic Safety and 
Louisiana, State of 3pp iSSB 
8210040115 


8210150462 Brief supporting State d( 
participate as interested state 0< 
untimely petition Certificate of ( 
LINDSEY. I O Louisiana, State of 
Licensing Board Panel Qlpp ISl 
8210150462 


8210210393 Memorandum ft order dervgir 
intervention A8L8 unable to consic 
(n proceeding Commission retained 
to grant full power OL 
LAURENS0N,3 A , BRIGHT. 0 0 , HARDC 
Board Panel 82/10/20 Louisia 
24X rich* 50-416,03/10/20.8210210: 





uuuivcie:!^ iicmo 


0 Advisarij Cocnmitte^ on ^sactar Safeguards reports tt correspDnil«nce 


B20e5<?D0ia Sumr^ariies 266th ACFS (Meeting on 6206(2-14 tn Uash ing toni DC 
re full pouer OLs for Grand Oui f I t Matts Bar 1 & l|' 
sgsteipatLC evaluation i integrated reliability assessment 
ot Cinna £• Eoratrol room habita&ilitg 

SHEWMQI'l P ACRS - Advisory Committee on Reactor Safeguards 
B2/06/0^ PALLADIMO. N J Comraiss 1 oners 3pp 1564*? 233 24X 

riche 50-000. 62/08/26* 620829001 a 


62!0270asa Summarg -of ACRS Grand Gulf Subcommittee B20B1 1 meeting in 
Washing ton. DC re DL, revieu 

* ACRS - Advisory Committee on Reactor Safeguards B2/O9/09 
ACRS - Advisory Committee on Reactor Safeguards Ihpp tSB34 3QJ 
24/ Fiche 50-416.62/09/09.0210270300 


P Operating license stage documents It correspondence 


B210130024 Forijards Amend 3 to License MPF-13. safety evaluation & 
notice of issuance t. availability Amend grants add] 
one-time Tech Spec eiceptions for Phase i operations 
changes to Tech Specs re valves 6 stroke times 
ElSEnHUr. 0 C Division of Licensing 02/09/20 rtCGA60HY.JP 
■Mississippi Pouer S< Light Co 3pp 1S692 312 34X 

fiche 50-416. 02/09/20.6210130024 


— 6210130029 Amend 3 to License HPF-13i grant i ng addl one-time Tech Spec 
eiceptions for Phase I operation t changes to Tech Specs 
re valves h stroke times 

EISEhHUr.D G Division of Licensing B2/09/20 t6pp 15692 JIS 
24X riche 50-416.02/09/20.0210130024 


--62I0130038 Safety evaluation supporting Amend 3 to License NPF— 13 

a Office of Nuclear Reactor Regulation, Director 62/09/16 3pp 
15692 326 24X Tiche 50-416.82/09/20.0210130024 


— '6210130043 Notice of issuance Ic availability of Amend 3 to Llcurisir 
WPF- 1 3 

SCHWENCER.A Licensing Branch 2 02/09/20 3pp 15692 329 24y 

Flche 50-416.02/09/20.8210130024 


0210220032 Advises that postponement of associated startup test 
acceptable Recirculation flou) control test under cold plant 
conditions should be deleted 

SCHNENCER. A Licensinfl Granch 2 82/09/26 MCOAUGHY. J P 

Mississippi Pouer -h Light Co Spp 1 5786 283 24K 

Fiche 50-416.02/09/28.0210220032 


0210040053 Advises of delay in response to Humphrey concerns re 
containment issues pending 021001 conference discussion 
u/OE on local encroachments. Ac 1 1 on Plans 1-4 Coinmi tment 
based on 020929 tel cun u/Contai nment Sys Dranch 
OALE.L r Mississippi Power in Light Co 82/09/30 DENTON. H 11 
Office of Nuclear Reactor Regulation. Director ]p JSSQt 307 a4X 
Fiche 50-416. 02/09/30.0310040053 


6210040264 Discusses independent design review per License Condition 
2 C(43) Design verification program to provide add] 
assurance that design & const activities meet lOCFRSO.App D 
requirements uii ) ] be performed by Cygna Energy Sves 
DALE. L F Mississippi Power 6 Light Co 82/09/30 DENTON. H f? 

Office of Nuclear Reactor Regulation. Director 2pp J8593 OOl, 
24X Fie be 50-416.02/09/30,02100 40264 


0310190496 Forwards addl info per License Condition 2 C (51 re PhF 
effects on facility Specific flies will be Implemented on 
schedule consistent iii/57 power Flies will consist of sealing 
doors modifying pump house floor penetrations 
DALE/L F Mississippi Power ?. Light Co 02/10/14 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 15740 196 
24K Fiche 50-416.82/10/14.0210190496 


0210190921 Provides info in response to Human Factors Engineering 
Branch 820913 informal request re meeting human performance 
environ conditions in plant remote shutdown panel area 
DALE.L F Mississippi Power 8< Light Co B2/10/14 DENTON, K R 

Office of Nuclear Reactor Regulation. Director 2pp 15751 
24X Ficho 50-416,82/10/14,0210190521 


Q210S10217 Submits addl info re design 6 testing of automatic 
deprestur i lat Ion sys air sys. me I ud mg response to 
NUREO-O/D/i I tern 11 K 3 20. air sys testing & air sys makeup 
provisions Revision to FSAR Subsection 10 1 30 12 enc 1 
DALE.L F Mississippi Power Sc Light Co 82/10/10 DENTON, K R 
Office of Nuclear Reactor Regulation. Director 3pp 15766 340 
24X Fiche 50-416.82/10/18.0210210217 


B210260412 Requests that License Condition 2 C <44>{i)(a) be revistd 
to require submittal ro automatic depressor i latlon sys logic 
mods by 821215 Previous submittal date of 82102? erroneously 
requested due to revised OMR owners group schedule 
DALE.L F Mississippi Power tt Light Co 82/10/21 DENTON, H ft 
Office of Nuclear Reactor Regulation. Director 2pp 15Q03 10/ 
24K Ficho 50-416.82/10/31,8210260412 


0210270277 Forwards addl info re containment design, in response to 
J Humphrey questions Status rept per util 820715 Itr 6 
GE proprietary info end Proprietary info withheld Affidavit 
tc 11 overeiie drawings enc 1 Aperture cards are in PDR 
DALE.L F Mississippi Power U Light Co 03/10/22 DENTON, H ft 
Office of Nuclear Reactor Regulation. Director B2pp 15B92']9ft 
24/ Fiche 50-416.92/10/23.8210270277 


8210280135 Provides addl responses to NRC concerns re adequacy of 
onsite communication sye in areas exhibiting high ambient 
noise levels, use of 2-uay radio sys U work stations 
requiring communications w/control room or shutdown panel 
DALE.L F Mississippi Power 8« Light Co 82/10/26 DENTON, M R 
Office of Nuclear Reactor Regulation. Director 3pp 15037 130 
24X Fiche 50-416,03/10/26,0310280135 


8210290102 Outlines comnitmonts made during 021035 telcon re design V 
testing of automatic dapr c ssuri lat ion air sys Integrated 
leak test on sys will bs performed every 10 months 
Justification for interim operation listed 

DALE.L F Mississippi Power Ji Light Co 02/10/26 DENTON, HR 
Office of Nuclear Reactor Regulation. Director 3pp 15S94 OOl 
24X Fiche 90-416.82/10/26,8210290102 


Q Inspection reports. 1£ Dulletins h corrosp ondonce 


8310190013 Responds to noncompl lance re emergency accountabUUty 
noted In IE Imp Rept 50-416/02-27 Interpretion of ''onsite" 
questionable Other utils make same distinction of site 
boundary being same as protected area 

DALE.L F Mississippi Power |< Light Co 02/07/19 O'REILLY. JP 

Region 2. Office of Director 2pp 15698 346 24X 

Fiche 50-416, 02/07/19,0210150013 


0210040353 Forwards responses to 020836 request for addl info re 
Items 1-9. inc 1 ud »ng current status 6 submittal schedule 
for outstanding items TF Plunkett prof qualifications 
enc I 

DALE.L F Mississippi Power 6 Light Co 02/09/30 DENTON. H H 
Office of Nuclear Reactor Regulation. Director Bpp 15593 34B 
24/ Fiche 30- 4 16i 62/(59/30, 821 00 40353 


6210060295 Responds to request for addl info re HPC8 ivc water pump 
Addl testing or mod not required Suggests meeting 
u/Equlpnent Dual I f i c ation Oranch to discuss evaluation 
resuits an 031000 in Bethesda.HO 

DALE.L F Mississippi Power & Light Co 02/10/04 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 4pp 15619 305 
24/ Fiche SO- 4 16. 82/1 0/04, 8210060295 


8210260264 Advises that uti 1 will reissue plant emergency operatlno 
procedures in accordance w/lNPO writer guide h Revision 3 
of BWR owners group emergency planning guidelines Revised 
procedures to be submitted by 831029 

^ «t»sUslppl Power «. Light Co 02/10/12 DENTON.H R 
□frtce of Nuclear Reactor Regulation, Director 3pp 15803 031 
24X Fiche 50-416.82/10/12.8210260264 


e2l0010442 Forwards IE Insp Repti 50-416/02-61 h 50-417/02-13 on 
620817-20 No noncomp 1 i a nc 0 noted 

VERRELLIfD M Division of Prqject t« Resident Programs 02/09/03 
BTAMPLEY.NL Mississippi Power e< Light Co 2pp 15570 179 2« 

Fiche 90-416,02/09/03,0210010442 


—0210010447 IE Insp ftepts 50-416/03-61 tc 50-417/02-13 on 820817-80 
noncomp 1 iance noted Major areas inspected const deficiency 
rtpte for Unit i U observation of safety-related piping uorl 
activities at Unit 2 

BLAKE. J, J Division pf Engineering Jc Technical Programs 
03/09/03 4pp 15570 177 24X Fiche 50-416,02/09/03,8210010412 


8210010140 Forwards IE Insp Rept 50-416/02-63 on 020815-10 No 
noncompliance noted 

VERRELLI.D M Division of Project U Resident Programs 02/09/07 
8 TAMPLEY.nl Mliilislppl Power & Light Co 2pp 15570 394 
Fiche 50-416,02/09/0718210010140 


— 8210010151 IE Insp Rept 50-416/02-63 on 830015-18 No noncomplUnti 
noted Major areas inspected, open vessel criticality 

associated tests 

BURNETT, P T , VOOT-LOWELL, R . JAPE, F Division of Engineer in* I 
Technical Programs 63/09/03 4pp. 15570 356. S4X 
Flchf 30-416,02/09/07,0210010 148 
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150005 Act rsceipt of 02083 1« 0907 & 20 ltr« informing NRC of st^ps 

kin fro eorroct violations noted in Insp fiept 

> 416 / 02-53 

-JXSj R C Division of Project t* Resident Programs 82/09/S4 
^MPLEy# N L ^tisslsslppl Pouier U Light Co ip 15696 314 24X 

he 50-4 I6i 03/09/24. 0210150005 


0150011 Suppls 020031 response to NRC 820730 Itr re violations noted 
n IE Imp Rept 50''416/82“S9 Corrective dCfrions Anubar 
nstallations ii;i 1 1 be identified as temporary alterations St 
laced under temporary alteration program 
ICOAUOHV. J P Mississippi Power S. Light Co 02/09/20 

I'RElLLViJ P Region 2. Office of Director 3p p 15696 315 24X 

iche 50-416. 02/09/24. 82I01S0005 


OlSOOl? Suppls 020031 response to NRC 020730 Itr re violations noted 
n IE Insp Rept 50"4 1 6/02-55 Corrective actions plant 
dmi n < 5 trot 1 ve procedure will be revised to clarify 
emporaryi alteration program i* delete use of chit log sys 
COAUCJHVf J P Mississippi Power i> Light Co 02/09/07 

'REILLV. J P Region 2j Office of Director 3pp 15696 317 24X 

iche 50-416.02/09/24.0210150005 


D150D34 Retpands to NRC 020730 Itr re violations noted in IE Insp 
ipt 50-4 l6/02'-5S Corrective actions I0CFR50 59 evaluations 
erformed for temporary alterations & temporary alteration 
rocedure revised 

:0AU0HYi. 3 P Mississippi Power It Light Co 02/00/31 

'REILUV. J P Region S, Office of Director 2pp 15676 320 L»4X 

iche 50-416.02/09/24.0210150003 


>150027 Forwards JC Insp Rept 50-416/82-53 an 020616-0716 tt notice 
» violation 

IWJS.R C Division of Project if Resident Programs 02/07/30 
'AHPLEV. N L Mississippi Power U Light Co 2pp 15696 3S2 S4X 
chB 30-4l6r 02/09/24. 0210150005 


S Reportable dccurrencas. LERs -V related correspondence 


B210O1DOOB Responds to FOIA request for l9 categories of documents ro 
nuclear reactor events V safety problems Forwards d oc oments 
listed in App A 

FELTOM. J H Division of Rules and Records B2/06/2Q tJDELL.N A 
Critical Mass Energij Project 1 5pp 15727 005 24 X 

Fiche 50-000. 02/06/20. 0210010008 


— 6204210209 Forwards deficiency rept re failure of control rod drive 
hydraulic sys scram pilot valves Problems ui/vo'tage of 
reactor protection sys power supplies adequately addressed 
CHIRAMAL. H Director's Office 62/03/31 MJCHELSON. C 
Director's Office 2pp 66016 190 24 X Fiche 50-000. 02/06/20. 

0210010000 


8210000015 Add I response to FOJA request for 19 caiegciries of info ie 
nuclear reactor events safety problems Forwards documents 
listed in App A Documents in App 0 completely uiithhelid frof 
FOIA Ex empt ion 3 1 

FELTON, J M Division or Rules and Records 82/07/12 ODEl I . R A 
Critical Mass Energy Project 9pp 15665 027 24X 

Fiche 50-000. 02/07/12. 02100800 i 5 


— 0206110166 Forwards review t' evaluation of DWft scram pilot valve 
failures due to low voltage Aug J9S1 event at facility 
reviewed Applicability of event to operating DlfFfs described 
HICKELSOW.C Director's Office 02/06/01 DENTON. H R Officr tif 
Nuclear Reactor Regulation. Director DEYCIUNO. R C Directoi 's 

Office. Office of Inspection and Fnforc p/iion I Spp 15666 1.^7 

24X Fiche 50-000. 82/07/12. 031OOBOO1 5 


6210010243 Forwards LER 02-O5S/O31--O 

MCOAUOHV, J P Mississippi Power t Light Co 82/09/27 

O'REILLY. JP Regions. Office of Director Ip 15568206 24X 

Fiche 50-416. 02/09/27. 0210010243 


1150020 Notice of violation from insp on 020616-0716 
Division of Project & Resident Programs 02/07/30 2pp 
■6961324 24X Fiche 50-416.02/09/24,0210150005 


15003? IE Insp Repl: 50-416/02-55 on 020616-0716 Noncomp 1 1 anc e 
ted failure to perform safety evaluation for temporary 
terations to facility S< failure to fol 1 ow wri tten 
Qcedur e 5 

CNER^A 9 , SCOTT. D E , CHASE. J W Division of Project i< Resident 
ograms 02/07/30 8pp 15696 326 24X Fiche 50-416.02/09/24. 

10150005 


D304 AeSi receipt of 020907 Hr informing NRC of stops taken to 
•ct violations noted in IE Insp Rept 50-416/02-55 
S.R C Division of Project Resident Programs 62/09/24 
=>LGYi N L Mississippi Powet' it Light Co Ip 15734 060 24X 

e 50-416.82/09/24.821015030 4 


>233 IE Info Notice 00-35. Suppl 1. ^'Leaking it Dislodged I-IS5 
int Seeds " Sve list end 

L I Division of Fuel Facilities. Materials it Safeguards 
>/06 Consolidated Edison Co of Neu York 66pp 15761 S50 

'iche 50-000.02/10/06.8200190233 


1230 IE Bulletin 02-03, "Btress Corrosion Cracking in Thick- 
Large-Di amater. Stain less Steel . Rec Ircu 1 atlon Sys 
ig at BWR Plants » Sve list end 

INO. R C Director's Office* Office of Inspection and 

cement 68/10/14 Consolidated Edison Co of New York 

i53t0 185 24X Fiche 50-000.82/10/14.0800190236 


--821OO1O240 LER S2-055/03L-0 during 020029-0908, d i sc har g e basin flew 
trip channel inoperable Caused by approved altoratton of 
trip circuitry to discharge g 1 geo t-contam mated water u/o 
normal dilution Trip circuitry restored after discharge 
SPARKO, 0 L Mississippi Power Si Light Co 02/09/27 Region 2, 

Office of Director 2pp 15560 207 24 X Fiche 50-4 16.02/09/2/. 

021 00 I 0243 


8210050193 Forwards LER 02-04 7/03L-0 

STAMPLCY, N L Mississippi Power fr Light Co 02/09/29 

O'REILLy, JP Region 2. Office of J>i rector Ip 15609 ?53 24X 

Fiche 50-416,82/09/20,0210050193 


--D210050203 LER 82-047/03L-0 on B2O03O. reac tor vessel t head flange 
temps not monitored consistently Caused by mechanical group 
personnel failing to adhere to piocodure Procoduro under 
revision 

SPARKS. 0 L Mississippi Power i* Light Co 92/09/20 Reg ion 2. 
Office of Director 2pp 13609 854 24X Fiche 50-4 16. 6a/09/.'3n, 

8210050193 


0210060201 Forwards LER 82-062/03L-O 

MCOAUOHV.jp Mississippi Power St Light Co 82/09/29 

O'REILLY. JP Region 2, Office of Director Ip 15614 Ol6 ?4X 

Fiche 50-4i6, 02/09/29, 02 1 0060801 


■132 Forwards responses to Instrumentation Control 0vs Branch 
4 questions re util evaluation of IE Info Notice 79-2S. 
ificatlon of Control Bys*' V control syi failures Info 
G review available in N0RCO-DO31 

L F, Mississippi Power U Light Co 83/10/25 DENTON. H R 
e of Nuclear Reactor Regulation. Director lOpp 15037 120 
iche. 50-416.82/10/25. 8210200132 


odic operating reports L related correspondence 


104 Forwards monthly operating rept for Bept 1902 
OMY. J P, Mississippi Power Light Go. 02/10/14 dEYOUNO. R C 
ctor''s Office. Office of Inspection and Enforcement 2pp 
3D9 a4X Fiche 50-416.82/10/14.0210100104 


301D9 Monthly operating rept for Sept 1902 

-IARDBONj J D. Mississippi Power !< Light Co 82/10/15. 8pp 

19 311. 24X Fiche. 50-416. 82/10/14.0210100104 
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05tQO3Ol2O Foruard? LER e2'07 1 /OSL^'O 

MCGAUGHV, J P H] s si%5 lp-(i 1 Pouj&r Light Co- 82/10/04 

O'REILLV J P Region 2. Office of Director Ip 15640 127 24/ 

Fjche 50-416, 62/ 10/04-. e2iOOB01 20 


9210220158 Forwards LER B2'-064/03L-0 

MCGAUGhSV. J P lii 99. 1 s s t p p I Pcuer 6 Light Co B2/IO/OB 

O'^REILLV. J P Region 2, Office of Director Ip 15770 080 V4X 

Fiche 50-416,82/10/08,8210220158 


G2 1 0080 1 27 LER G2~07l/03L— 0 on 02-09^03* 9010 Ve deteciors in fire ione& 
2'4 alarmed ui/no fire 01 fumes present On 820729, detec tor 9 
alarmed again fjo cause -stated Detectors cleaned 
D/RD.R Mi99l95]ppi Power I, Light Co 82/10/04 Region P, 

Oft- ice of Director Ip 1564 0 1 2Q 24)1 Fjche 50-41 6, 02/1 0/04 > 
&2100Q0120 


6210080277 Faruards LED 62-069/03L'-0 

MCeAUOHV, J P I4iS9t99ippi Power f Light Co 93/J0/04 

D'REILLV.j P Region 2, -Office of Director ]p 15638 ?90 24X 

Fiche 50-416.62/10/04,8210080277 


"82100902QI LER 02 069/03L-0 on B20903, super vi 9.org alarm for fire door 
separating RHR A piping room 6 east passageway alarmed li. 
would not clear Caused bg out-of-ad jastme nt door 
FrticrDswl^ch Switch adjusted t tested to assure operabiJjtv 
ALBERT, J ll Mississippi Power t Light Co 02/10/04 Region P, 
Office of Direcler Ip 15630 299 24^ Fiche 50-416,92/10/04, 

021003037/ 


0210000282 Forwards LER B2-U63/03L-0 

MCFAU&flV'i J P Mississippi Power &■ Light Co 82/10/04 

O'REILLV, J P Region 2, Office of Director ip 15630 199 24X 

Fiche 50-416 82/10/04.8210000203 


-82100902G7 LER B2-063/03L-0 on 020902, var 1 o us fire rated cable- 
penetrations discovered not sealed in several field 
ternination cabinets located in co-ntrol room Penetrations 
removed to allou cable rciouting 

HALKEK.h L Kissjssiiipi Power e Light Co 02/10/04 Renion 2. 
Clttice 01 Director Ip 15630 200 24X Fiche 50-416,82/10/04, 

0210080382 


E 21 OO 0 OI 8 O Forwards LER 02-0/0/031-0 

MCGAUGHV.JP Mississippi Power t Light Co 62/JO/05 

0 REILLY, P Region 2. Drfice -of Director la IS64D 177 

Fiche 50-416.82/10/05.8210030186 


24>' 


--■021OOBO192 LER 02-070/03L-0 on 020907. 13 f. 16, smoVe detector P65 tonr 
2-01 sensed smoke in standby svc water pumphouse Caused bu 
smoke blown from nearby burn pit tJhen wind changed 
direc 1 1 OHs, alarm cleared Detector cleaned 

DlFFfRENT.P M Mississippi Power I Light Co 82/10/05 Region 
0210080196^^ Director Ip 15640 178 24X Fithe 50-416,03/10/05. 


—*8210220162 LER 8P-064/03L-0 ah 820914, two independent chlorine 
detection sys inoperable Caused by chlorine gas detector 
failing due to clogging of internal flow paths Detector 
cleaned, repaired 6 returned to svc 

SPARKS, 0 L hisslssippl Power 6 Light Co 02/10/00 Region 3. 
Oftice of Director 2p p 15770 OBI 24X Fiche 50-4 1 6. 02/ 1 0/OE3 , 
8210220158 


0210520101 Forwards LER 02-O6B/O3L-O 

rtCOAUGHV, J P Mississippi Pauior V Light Co 82/10/08 

O-'REILLV.J P Region 2, Office of Director Ip 15776 254 34X 

Fiche 50-416, B2/IO/OB,S21O22O101 


— 8210220191 LER B2-069/03L-0 on 020909, reac tor pressure vessel flang-* 
head flange temp not monitofcd periodically per Tech Specs 
Caused by operator error Required parameters verifying 
acceptable value read & recorded 

6PARK6.G L Mississippi Power 6 Light Co 02/10/00 Reaioti i', 
Office of Director 2pp 19776 255 34X Fiche 50-416,02/10/00, 

6210220101 


8310220259 Forwards LER 067/OX-0 

MCGAUGHV. J P Mississippi Power fc Light Co 
O'REILLV.J P Region 2. Office of Director 
Fiche 50-416, 82/10/00. 831 02202 59 


02/10/08 
Ip 15779 130 


6210220362 LER 62-067/03L-0 on 020910, smoke detpctors in 1 one covern 1 
auetllary bldg coiridor area alarmed j, would not reset 
Caused by accumulation of dust on lonliatlan smoVe detectqr 
combined w/htgh sensitivity setting Detector cleaned 
PACE,0 L Mississippi Power 6 Light Co 02/10/00 Region j. 
Office of Director Ip 15775 139 24X riche 50-416.02/10/08. 

6210220259 


0210220450 Forwards LER Da-O73/O3L-0 

MCOAL/GMViJ P Mississippi Power Light Co 
0 'REILLy, J P Region 2, Office of Oliector 
Fiche 50-416,02/10/00,0210220450 


02/10/00 

Ip 15779 125 J4X 


’'-6210230462 LER 62-O73/O0L-O On 020909, smo ke detectors alarmed u/na rir 
present Caused by point fumes resulting from maint peintln® 
activities in area Smoke detectors Cleaned ' 

DYRD.ft tlissisBippl Power 6 Light Co 02/10/00 Region 
Office of Director ip 15779 126 24X Fiche 5D-4J6. fb/l 


6210060384 Forwards LER Q2''066/03L-0 

MCGAUGH\.J P Mississippi Power 6 Light Co 
a'REILLY. JP Region 2, Office of Director 
Fiche 50-*4 1 6, 03/10/05, 6210080264 


B2/JD/05 
IP 1363Q 3ia 


34X 


0210220065 Forwards LER 03-079/03L-0 
MCGAUGHY, J P Mississippi Power 6 Light Co 
CI'REILLV. J P Region 2. Office of Director 
Fiche 50-416,02/10/11.0210220069 


02/10/11 

Ip 15776 195 a4X 


-8210080209 lCR B2-(lii/0aL-O «n 820909. ,o„, .ov.rMa 

hallway area alevahion 93-fk auilliary tld„ U HPCS pun. 
room alarmed & would not clear Caused by dust accumulation 
on loniiation smoke detectors Detectors cleaned 
flVffO.fl Mississippi Power & Light Co 62/10/05 Reoion 2, 
6210^10264°”*'^'''' 50-416.62/10/05. 


—8210220067 LER 82-079/03L-0 Ofi 0207 S 0. d i sc overod temp monitoring oi 
Specific sa f ety-re la te-d areas not conducted every l2-h Data 
recorded once every 24'-h from 020024-0911 Caused by 
Inadvertent omission from operating log procedure 
WHITE. A J Mississippi Power ^ Light Co 02/10/11 Region .J, 

50-416,02/10/11. 


S2100S0295 Forwards LER &2-065/03L-0 

MCOAUGHY. J P Mississippi Power t. Light Co 
O^RElLLY. JP Region B, Office of Director 
50-416. 63/10/05, 9310080295 


02/10/05 

Ip 15638 333 24 X 


8210190417 Forwards LER 02-O77/OlT''O 

MCOAtfGHV.J P Mississippi Power h Light Co 
O'REILLV, J P Region 2. Office of Director 
Fiche 50-416. 82/10/13. 0210190417 


sa/io/ia 

Ip 13741 014 24X 


LER 82-077/01T-0 on OS0930, two penetratloni found not etaiih 
from auxiliary bldg to control bldg Penetrations for 
electrical conduit not sealed during const Penetration 
Staled 

DIFFERENT, P M Mississippi Power U Light Cp 03/10/13 naglan , 


8210190561 Forwards LER 6a-075/99X-D 

MCOAOOHY. J P HlstUslppl Power «< Light Co 
O'ReiLLY. J p Region 2. Office of Director 
Fithe. 50-416. 03/10/13, 0210190561, 


sa/io/ia 

ip 15733 020 241 


--8210190567 LER 03-O75/99X-O on 030915. steam tunnel fire door IA230 
discovered open w/no fire watch stationed during preparatlor 
For non-nuclear heatup Caused by need for tunnel malnt 

i n* establlihed Door closed follouiiig maint 
S ^ Misslialppi Power 4c Light Cq, 03/10/13 Region 

0210190561°^ Director Ip 15733.021 24X Flcha 50-416.62/10/13 
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02JO23OJ31 FoTuarrf^ LER Qa-OQO/OIT-O 

MCOAUOHYj J P Misiissxpp* Powei U Light Co 03/lO/lB 

□ 'RElLUYiJ P Region 2# Office of Director Ip 1 377B H3 2'IX 

Fiche 50-416* 32/10/18- £1210220131 


— 0210220190 LER B2-O0O/OIT-O an 821004 - liurl ng cold shutdouin insp on Div 
2 st^ndbg diesel genera tor- capsc reu to rear cranltcase cover 
of engine blocV found defective Caused by fatigue during 
engine operation Capscrews replaced 

CKENAULT-W H Mississippi Fower «< tight Co 82/10/18 Region 

2, Dffica of Director 2pp 15770 116 24X Fiche 50-416. 

83/10/19, 0210330131 


6310220269 Forwards L£R 02-O86/O3L“O 

MCOAUOHY, J P Mtasissippi Pouier t/ Light Co 83/10/10 

□ 'REILLY, J P Region 2. Office of Director Ip 15776 200 24X 

Fiche 90-416.82/10/18,0210220269 


--0210220274 LER 03-O06/O3L-O an 020^16. fire detection Zone 2-6 trouble 
light alarmed uould not clear Caused by improperly seated 
smote detector allowing open circuit Detector reseated, 
tested t( returned to svc 

DYRD.R Mississippi Power & Light Co 02/10/10 Region 2, 
Office of Director Ip 15776 20l 24X Fiche 90-4 16. 82/1 0/ 10. 

0210220269 


8210220278 Forwards LER 02-O03/O3L-O 

MCOAUGHY, J P Mississippi Power ii Light Cn 02/10/18 

O'REILLY. J P Region 2, Office of Director Ip 15775 047 24X 

Fiche 50-416. 02/10/10.8210220270 


—0210320202 LER 82-O03/O3L-O on 020910, dur ing cold shutdown, ni ne fire 
barrier penetrations were brokeri in auxiliary control 
bldgs Caused by add! electrical conduit being routed due to 
imp lementat i on of Design Change 02-3594 

ALOERTi J M Mississippi Power 6 Light Co 02/10/10 Region 2, 
Office of Director Ip 15775 040 24X Fiche 90-416.02/10/18, 

8210220270 


02102202Q4 Forwards LER 02-Oai/O3L-O 

MCOAUOHYi J P Mississippi Power 6 Light Co 62/10/18 

O'REILLY.J P Region 2. Office of Director Ip 15775 045 24X 

Fiche 50-416.03/10/10.8210220204 


—8210220209 LER 82-O01/O3L-O on 020916. conla inmont ventilation 
monitoring sys effluent flourote monitor failed to give 
proper Indication Possibly caused by clogged' flow sensor 
Maint work order issued to remove. inspect 6 clean sensor 
CHENAUiT.W H Miisistippl Power 6 Light Co 02/10/10 Region 
2. Office of Director Ip 15775 046 24>f Fiche 50-416,02/10/10, 

0210220284 


0210220428 Forwards LCR 82-085/03L-D 

MCOAUOHY. J P Mississippi Power it Light Co 02/10/10 

O'REILLY, P Region 2, nffice of Director Ip 15779 l62 24X 

Fiche 50-416.02/10/10,0210220420 


--0210220431 LER e2“08S/03L-() on 020916. three secondary containment 
penetrations opened for cable routing per planned maint 
activity Fire watch established Penetrations sealed 
DVRDiR Mitaltiippi Power & Light Co 03/10/10 Region 2. 
Office of Director Ip 15779 163 24X Fiche 50-416.02/10/10. 

0210220420 


B210260445 Interim Deficiency Rept 3 re corroded terminal boards on 
pressure flow ti level transmitters Initially reported on 
020421 Corroded transmitters being analyied hy independent 
lab Final rept will be sent by 021215 
MCOAUOHY, J P Mississippi Power it Light Co B2/1O/10 

O'REILLY.J P Region 2. Office of Director Spp 15005 240 24X 

FUhi 90-416.08/10/10.0210260445 


B2l 0360513 Final deficiency rept re extensive interna! corrosion of 
Dlkitrs safety reUoF valve actuators Initially reported on 
620521 Actuators c ledned. refurb i shed, tested Ic returned to 
orlglnil design condition Also reported per Part 21 
HCOAUOHY.J P Mississippi Power it Light Co 82/10/10 

O'REILLY.J P Region 2. Office of Director 5pp 15805 120 24X 

Flchi 50-416.02/10/1010210260913 


6210290050 Forwards LER a2-074/03L-0 
MCOAUOHY. J P. KiisUsippl Power it Light Co 82/10/23 

O'REILLY.J P. Region 2. Office of Director Ip 15054 020 24X 

Flchi 50-416.02/10/2310210290030 


—6210290055 LER 82-074/031-0 on 020923. review revealed only one ECCB 
operational during 020722 fuel load Caused by personnel It 
pTOcfdural error resulting in operators not being fully 
auart of EGC0 status Eq^ulpmervt problems corrected 
BYRD.R M Mississippi Power 6 Light Co 02/10/23 Region 2. 
Office of Director 3pp 15054 021 24X Fiche 50-416.02/10/23. 

0210290090, 


0210390124 Forwards LER 02-O76/O3L-O 

MCGAUGHV. J P Mississippi Power 6 Light Co 02/10/23 

O'REILLY.J P Region 2. Office of Pirettar Ip 15054 OIQ L'4X 

Fiche 50-416,82/10/33.0210290124 


—8210290135 LER Ba-079/03L~0 on 620923, smote detectors m Zones C-06. 
2-07,2-17 It 3-20 af auiiliarg bldg alarmed C, would t\ot 
clear No snoke or fire present Alarms deactivated Catised by 
dust accumulation Detectors cleaned 

albert. J M Mississippi Power 15, Light Co 02/10/23 Region j. 

Office of Director ip I5Q54 0l9 24K Fiche 50-416-62/10/23 

0210290124 


0210290340 Forwards LER 02~OOa/O3L-O 

MCGAUOHV, J P Mississippi Power f. Light Ct> 02/10/33 

O'REILLY, J P Region 2, Office of Director tp 15B53 031 J4X 

Fiche 50-416.82/10/23,0210290340 


— 0210290345 LER Q2-O80/O3L-O on 820923 discovered that Surve it lance 
Procedure 06-EL- 1E31 -M- 1002 allowed for bench test of 
drywell equipment dram sump pump runrimd timers but did nijL 
specify in-sys testing Procedure revised 

BYRD, R Mississippi Power • Light Co 03/10/23 Region 2. 

Office of Director 2pp 15853 032 24 X Fiche 50-4 16.02/10/23, 

6210290340 


0210290073 Forwards LER a2-002/03L-0 

MCGAUOHY. J P Mississippi Power 6 Light Lu 62/10/25 

O'REILLY.J P Region 2, Office of Director IP 15053 847 24X 

Fiche 50-4 i 6. 02/ J 0/25, 821 0290073 


—9210290001 LER a2“0a2/03L-0 on 030925. Chann e 1 s ClD of control room vrnl 
radiation monitors were outside required Tech Spec 
tolerances Caused by monitors being out of caJibr Charnels 
recal ibr 

CMENAULT. W H Mississippi Power 6 Light Co 02/10/25 Reqiun 

2, Office of Director ip 15853 140 24X Fiche 50-4 i 6. 9 2/10/2ii, 

0210290073 


B2102903II Forwards LER 92-Oa9/03L-0 

MCGAUCMY. J P Mississippi Power 6 Light Co 82/10/25 

O'REILLY.J P Region 2, Office of Director Ip 15853 1 10 24X 

Fiche 50-416.82/10/25.8210290311 


--B210290332 LER e2-0e9/03L-0 on 820925 I PCS failed Surveillance 1 e?,t 
06-ap-lE21-M-000i due to failure of LPCS min f I pw valve 
(E21-F0iJl Caused by lailure of valve to cycle Motor 
replaced, tested 6 sys returned to svc on 920930 

MHITE. A J Mississippi Power 6 Light Co 92/10/25 Region </. 

Office of Director ip 15S53 111 24X Fiche 50-416.02/10/2 5. 

821029031 1 


8210290340 Forwards LER 82-090/99X-0 

MC GA JOHY, J P Mississippi Power 8, Light Co 02/10/25 

□ 'REILLY. J P Region 2. Office of Director Ip 15058 024 24X 

Fiche 50-416,02/10/35.8210290348 


— 0210290351 LER a2-090/99X-0 on B20920, five penetration room fire donr 
alarm doors found inoperable, voi d mg ability to monitor door 
position Cause unknown Hourly fire watch established Alarms 
retested 6 returned to operability 

ALPERT. J M Mississippi Power t< Light Co 83/10/25 Region 2. 

Office of Director Ip 15853 025 24X Fiche 50-416.82/10/25. 

0210290340 


DOCKET 50-417 GRAND GULF NUCLEAR STATION. UNIT 2 


A App 1 1 cation/cons true tion stage documents 6 correspondence 


9210040053 Advises of delay in response to Humphrey concerns re 
containment issues pending 021001 conference discussion 
w/GE on local encroachments. Act ion Plans 1-4 Commitment 
based on 820929 telcon w/Containment Sys Branch 

DALE. L F Mississippi Power 6 Light Co 02/09/30 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Ip 1S5B1 307 24X 

Fiche 50-416. 82/09/30, 02 1 0040053 


0210040353 Forwards responses to 820826 request for addl inf«> re 
Items 1-0. including current statu* & submittal schedule 
for outstanding items TF Plunkett prof qualifications 

DALE. L F Mississippi Pdwer i Light Co 82/09/30 DENTON. H K 
Office of Nuclear Reactor Regulation. Director 8pp 1&593 34B 
24X Fiche 50-416(82/09/30,8210040353 


0210060295 Responds to request for addl Info r» HPCS svc water pump 
Addl testing or mod not required Suggests meeting 
u/Equipment Qual if ication Branch to discuss evaluation 
results on 021000 in Bethesda.MD 

DALE.L F Mississippi Power it Light Co 02/10/04 DENTON, H. R 
Office of Nuclear Reactor Regulation. Director 4pp 19&19 305 
24X Fiche, 50-416, 82/10/04. 0210060295 
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5 Sl 0 ai 02 l 7 Subffkits adill 4nro re de#i 9 »^ U fcestiria of automatic 

iJe&re»*urj lat Jon si^s air ay », i nc |ud i nj response to 

M;fieC-0737> Item II K 3 28, air ayS testing «. myeop 

Orovistona Revision to FSAR Subsection IB 1 30 12 end 

dale. L r nitsissippi Power * Ujgtit Co e?/I0/18 

Office of Nuclear Reactor Resulationi Director 3pp 15766 340 

20X Fiche 50-4l6*B2flO/l&. 8210210217 


— 821007004<1 roriaardt public version of corrections to Table 4-J ri 
emergency action levels, in response to NRC tiuestioni on 
Revision 6 to emergency plan End changes will be 
incorporated into plan by 821031 

DALE/L F Miesiasippi Power 6 tight Co 02/09/09 DEN TOM, N R 
Office of Nuclear Reactor Regulation, Director 2pp 1364 6 343 
24X Fiche SO-4 16. 02/09/ 17. 021 0070040 


S210270277 Foruards add! info re njnta i n/flent design, in response to 
y Humphrey questions Status rep fc per util i ^ 

CE proprietary info ffncl Proprietary info uitnheld Affidavit 
t 11 oversiie drawings end Aperture cards are in FOR 
DALE,L F Niisissippi Power 6 Light Ca 02/10/22 *^^^[20=3 

Office of Nuclear Reactor Regulation, Oirectar e2pp 15852 IVO 
24X Flcbe 50 ' 416 . 82 / 10 / 22 , 0210270277 

8210200135 Provides addl responses to NRC concerns re adequacy of 
online c onnun 1 cat 1 0 T 1 sya in areas exhibiting high afnbiant 
noise levels, use of 3-way radio sys ^ nfijrk stations 
requiring communications w/control room or shutdown P»nd 
DALE.L F Mississippi Power 6 Light Co 02/10/26 
Otfice of Nuclear Reactor Regulation. Director 3pp 15037 IJtr 

24X Fiche 50-416,02/10/26,8210200135 

8210290102 Outlines cor'mi tments made during B21025 telcon re design l< 
testing of automatic dapr e s sun i at i on air sys Integrated 
leait test on sys will he performed every 10 months 
Jus tl f tcatlorr for interim operation listed 

DALE.L F Mississippi Power Light Co 92/10/26 DENTON. H II 
Office of Nuclear Reactor Regulation, Director 2pp 150SA Ot)l 
24X Fiche 50-416,02/10/36 0210290102 


E NftC Safety Fvaluation Report CSEflJ. suppls 4. correspondence 


8210190566 Advises of completicNn of th es moc ou file qua! if ic at ion testing 
per SER 9uppl 3 Thermocouples considered qualified for 
seismic 6 hydrodynamic loads including variable pool auell 
Final test rept uiill be reviewed upon receipt 
DALE'L F Mississippi Powsr 6 Light Co 02/10/14 DENTONiH R 
Office of Nuclear Reactor Regulation. Director 2pp 15736 l.i3 
24X FlChe 50-416,82/10/14,0210190566 


0210200005 Forwards outline of in situ test for HPCS standby »vc water 
pujnp floi.) induced vibration Test will be performed prior to 
itartup following first rofueUng outage Commitment to 
conduct test raiolves 6£R 6upp] 2, Section 3 10 concerns 
DALE, L r Mississippi Power {, light Co 82/10/10 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 7p 15754 341 C'4K 
Fjelie 50'^416. 02/10/18. 6210200005 


0210200030 Forwards svalvation of ve)ve disc pin over i fersssinp/ 
addressing concerns t closing supplemental fiER S.Btctlon 
22 2 (Issue I! £ 4 BJ* "Purge Valve Operebliitg " 

DAue.U r Mlsiiisippi Power l light To 02/10/16 DENTON, H K 
Office of Nuclear Reactor Regulation, Director 7pp 15757 (94 
24X Fichs 5O-4l6.e2/lO/10.S?lO2OOO3O 


62(0200073 Forwards Info re monitoring trend anelyKt program per 
comm(tmeni to iwmmarue vibrat ( on moni taring analysis 
program for deep draft pump reliability per fiFR Section 
1 iO fl3> 

DAUE.U F MisilSsippi Power 6 light Co, 02/10/(0 DENTON/ H H 
Office of Nuclear Reactor Regulation. Director 2pp 15754 1J3 
24X FUhe 50-416.02/10/10,0210200073 


62102S0425 Forwards addl info re quel If ication of hydraulic control 
units afficted bw variable pool swell loads Test response 
spectra-rsqui red response spectra comparisons should -be 
sufficient to close rpnctrn in BER Eugpl 3. Section 3 (0 
RALEiL F Mississippi Power C' Light Co B2/1D/19 DENTON# H H 
Office of Nuclear fleactor Regulation, Director 7pp 15779 153 
24X FUhe 50-4 16 # 82/ 10/19, 9210220425 


F gfcurityp medicah rmergenev fire protection plans 


— 0210070340 Public version of corrected Table 4-1 re amergenity actici 
levels Initial 6 final notification forms end 

a Mississippi Power 6 Light Co 02/09/09 6pp 15646 345 ^4j 

Fiche 50-416, 02/09/17, 0210070040 


B2100I0234 Forwards Revision 5 to physical security plan Revision 
withheld (ref lOCFn2 7901 

ttCCJALrCHV, J P Mississippi Power tc Light Co 02/09/22 DENTON. H il 
Office of Nuclear Reactor Regulation. Director 2pp 15574 CaO 
2>iX Fiche 50-416,82/09/22,0210010234 


(r Ad (ud icatory correspondence 


8210040115 Order granting State of LA 020921 motion for extension cf 
time to respond to ABL8 820031 order LA response tu Nf?C ft 
applicant arguments due B21011 No further extension of time 
will be granted 

LAUREN90Nf J A Atomic Safety and Licensing Board Pane! 02/09/’ jn 
Louisiana, State of 3pp 15501 106 24X Fiche 50-4 16. 02/09 /3 j 

02100401 IS 


8210150462 Drlef supporting State of LA Jul 1902 petition to 
participate as Intereetsd state Good cause shown for 
untimely petition Certificate of 8vc end 

LINDSEY, r D Louisiana. State of 02/10/11 Atomic Safely ml 
Licensing Board Panel 3lpp 15703 073 24X Fiche 50-416, fl2/ICMt 

S210I50462 


0210210393 flamorandum ft order denying State of LA 620726 petition fir 
intervention ASLD unable to consider challenges to Table S-3 
ij\ proceeding Commission retained jurisdiction over decision 
to grant Full power OL 

LAURENBON. J A , BRl(3HT.G 0 , HARBOUR. J Atomic Safety end Lliinilrj 
Board Panel 82/10/20 Louisiana. State of I7pp 1 5763 JB4 
S4X Fiche 50-416# 02/10/20, 0210210393 


0 in-fpecfclon reports, IE Bulletins ft correspondence 


8210150013 Responds to noncompl lance re emergency accountability 
noted in IE Imp Rep t 50-416/02-27 Interpretlon of "onsite'* 
questionable Other utils make same distinction of site 
boundarq being same as protected area 

DALE.L, F Missiisippi Power ft Light Co 02/07/19 O^REILLV.J P 
Region S. Office of Director 2pp 15690 346 24X 

rich* 50-416,02/07/19.0210150013 


0210010442 Forwards IE insp Repts 50-416/02-61 ft 50-417/02-13 an 
820317-20 No noncompliance noted 

VERRELLIiD M Division of Project ft Resident Programs 02/D9/O3 

SfAMPLEY. N L Mississippi Power ft Light Co 2pp 155 70 175 24i 

Ficfit 50-416. 82/09/03. 0210010442 


—0210010447 IE Insp Repts 50-416/02-61 ft 50-417/02-13 on 820017-90 W, 
noncompliance noted Major areas inspected const deficiency 
repts fpr Unit 1 ft observation of safety-related piping uorl 
activities at Unit 2 

DLAMEf^ J Division of Engineering ft Technical Programs 
02/09/02 4pp 15570 177 24X Fiche 50-416, 02/09/03. 8210010N? 


0SO019O233 IE Info Notice 60-35, Suppl 1. "Leaking ft Dislodgid 
Implant Geeds " eve list end, 

CODB.L I. Division of Fuel Facllltiesr Materials ft Gafeguardi 
62/10/06 Consolidated Edison Co of New York. 66pp. (5761 7!^ 

24 X Fiche 90-000. 62/10/06. 82001 90233 


6209190230 IE Bulletin 02-03, "Stress Corrosion Cracking In Thltl* 
(dal i.L-arge-Di am# ter, Stainless Steel. Reclrcu latlon Sys 
Piping »t BWR Plants " 8vc Ust end 

DEyOUNO, R, C Director's Office, Office of Inspection and 

Enforcement- B2/10/14 Confolidated Edison Co of Nsw Vorl 
llOpp 15610,125 24X Fiche 50-000. 02/10/14,6200190230 


9210200(32 Feruarrfi responses to Instrumentation ft Control 0yi STi«( 
820714 questions re util evaluation of IE Info Notice 79-22, 
"Ouellf Icetlon of Control Sys" ft control sys failures Info 
re NRC review available in NUBEO-O03I 

DALE.L. F Nlistsilppi Power ft Light Co, 02/10/25 DENTON, HH 
Office of Nuclear Reactor Regulation. Director JOpp 15037 
24X 50-4U. 92/10/25, 92102G0132 
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S R«p 0 rtdble occurrencesi UERs it related correspondence 


3210080223 Interim deficiency rep t re unq.oaltfied Bettis air actuiators 
on Henry Pr^tt valves Initially reported on 811027 Scope 
eipartded to include other actuators Subj not reportable per 
lOCFRdO 55(el Final rept expected by 830331 
HCGAOOHY. J F Mississippi Power Light Co 82/10/01 

O^RElLLY. J P Region 2, Office of Director 4pp 19&3B 049 24X 

Fiche 50-416. 02/ 10/01 i 0210080223 


8210290193 Final Deficiency Rept PRD-02/36 re caduicll rebar iplito 
testing Initially reported on 820920 Spec Change Kotice J 
issued requiring splice testing of each har sue All 
splices reviewed 

MCGAUOHY. J P Mississippi Power S. Light Co 82/10/20 

□ '■RElLLy, J P Region 2. Office of Director 5p p 1 5S54 004 24X 

Flche 50-417.82/10/20,0210290193 


DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


A Appi ica tion/cons true tion stage document« it correspondence 


D210090105 Informs that bolt riabl discussed in util B20817 Itr miq U 
tested to mat] spec requirements of SA-540. Grade D23, 

Class 3t in response to D Boilers lequest for add! info 
Eipeditlous approval of ASHE Code Case N-SIO-I requested 
COUN'SIL.'N 0 Northeast Nuclear Energy Co tsubs of Northeast 
Utilities! 82/09/20 GRANT. J Licensing Branch 1 Ip 
15640 276 24X Fiche 50-423.02/09/20.0210000105 


?2I0I3033I Discusses revision of administrative procedures to 
incorporate revised uiorking hour guidelines it provisions 
for authorising deviations per 020208 V 0615 requests, TMI 
Item 1 A 1 3r "Shift Manning" t Generic Ltr 02-lS 
CDUNSiLiW 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities! CAONETTA. J P Connecticut Yankee Atomic Power Co 
CAONETTA.U P Northeast Utilities 02/10/01 EISENHUT.O G 
Division of Licensing 3pp 15679 127 24X Ficbe 50-000.02/10/01, 

8210130331 


I Inspection reports, IE Bulletins it correspondence 


203190233 IE Info Notice 00-35, Suppl 1. "Leaking &' Dislodged I-1S5 
Implant Seeds *' Sve list encl 

CQQQi L I Division of Fuel Facilitiosj Materials tt Safeguards 
02/10/06 Consolidated Edison Co ojp New York 66 pp 15761 1^50 

24 X Flcha SO- 000. 02/10/06. 02001 90233 


210210241 Forwards IE Insp Rept 50-423/02-11 on 020802-31 it 0901-10 & 
notice of violation 

8 TARQSTECKI, R Division of Project & Resident Programs 62/10/06 
CGLPNSfLrU O Northeast Nuclear Energy Co (subs of Northeast 
Utilities! 2pp 15766 247 24X Ft che 50-423. 02/10/06, 0210210241 


-62IO2JO240 Notice of violation from insp on 620002-31 & 0901-10 
* Region 1. Office of Director 62/10/06 ip 15766 249 a4X 
Flche 50-42 3,02/10/06,0210210241 


'•8210210261 IE Insp Rept 50-423/02-11 on 820002-31 it 0901-10 
None amp J i an ce noted failure to follow design specs when 
storing electrical cables (t follow lequirements of document 
control procedure for use of const drawings 

MATT I A, C , EL5ASSER. T Division of Project << Resident Progiams 
02/10/04 9pp 15766 250 24X Fi che 50-423, 02/10/06. 8210210241 


0210250329 Interim deficiency ippt re ciacking of control rod guide 
tu 6 e support pin* Initially reported on G00405 We s 1 1 righou se 
evaluating problem Nest rept will be provided by 021116 
CDUNSILr 14 G , OPCKA. J F Northeast Nuclear Energy Co <- 5 ubs ii^ 
Northeast Utilities) PPEKA, J F Northeast Utilities 82/10/12 
HAYNES, R C Region 1, Office of Director ip 15790 320 24/ 

Fiche 50-423. 02/ 1 0/ 12, 02 1 0250329 


S2I0250290 Final deficiency rept re missing iVdst i nyhousc design therm.].] 
sleeves in 2-inch chemical ft vo I control sys (SD-24> 

Initially reported on 820712 Affected thermal sleeves will 
be eliminated 

C0UH5IL, M G . OPEKA. J F Northeast Nuclear Energy Co (subs uf 
Northeast Utilities) OPFFA, U F Noitheasb Utilities 02/10/13 
HAYNES. R C Region t. Office dt Director 2pp 15791 160 ;*4K 

Fiche 50 - 423 . 82 / 10 / 13 . 32*0250290 


DOCKET 50-424 ALVIN W VaOTt E NUCLEAR PLANT, UNIT 1 


A App 1 1 cation/construc 1 1 on stage documorits corrosp ondenre 


0210080312 Summary of Q20S31 meeting w/util i i> Be th o 9 d a. Ill) re 
requirements of Reg Guide i 38. "Co 11 ec ti on . Storage it MaiJit 
of Nuclear Power Plant GA Records " Applicant concerned that 
tornado criteria not well defined 

GRANT. J M Licencing Branch 1 82/09/17 Licencing Branch J 

3pp 1S663 33B 24X Fiche 50-424. 02/09/ I 7 , 021 00003 I 2 


8210120341 Forwards, request for add I info re QA controls for fieJU 
change notices nesponse due by 021020 

YOUNODLGOD.O J Licensing Branch 1 02/09/20 riUTTUN, [> E Ororyi., 

Power Co 6 pp 15671 053 24 X Ficbd SO-424 , 02/09/20. 02 1 012OJ4 J 


8210000314 Summary of 020914 meeting w/uLils i, Bechtel Civil h 
Minerals. Inc in Oethesda.MD re Nilleti Fault Study Final 
rept will be submitted by mid-Oct 

GRANT, JM Licensing Branch 1 82/09/23 Licensing Dianch 1 

5pp 15663 353 24X Fit h e 50-424, 02/09/23, 321 OOBO>il 4 


82I0070J68 Informs that FSAR wi H be submitted by 030/01 instead of 
630901 Environ re^ sec ur 1 ty plan tr antitrust info 
scheduled for 830901 

DUTTON, D Georgia Power Co 02/10/03 EISENHUT.D G Oivisiun uf 
Licensing Ip J 5627 OOG 24 X Fiche 50 -424.02/10/01,0210070160 


0210150362 Forwards "Studies of Postulated Miltett Fault. " vols 1 tt 
in response to USOS Open File Rept 82-156, which postulates 
existence of fault near facility Postulated fault not 
capab 1 e 

DUTTON. D Georgia Power Co 02/10/15 EfSENHUT, D 0 Divisiun uf 
Licensing 2pp 15711 011 24X Fiche 50-424,62/10/15,0210150363 


—8210150373 "Studies of Postulated Miltett Fault." Vo 1 s I 2 Thirty 
oversize figures encl Aperture cards aru available in PUR 
# Bechtel Corp 82/10/31 0O9pp 15711 013 24X 

Fiche 50-424,82/10/15,8210150362 


0210270246 Responds to NRC 020920 request for addl info re conlrnls foi 
field change notices Field change notice program will not 
result in mar 9 mal ly acceptable design 

DUTTON. D E Georgia Power Co 62/10/15 EISENHUTrD 0 Division of 
Licensing 13pp i5829 238 24X fiche 50-424.02/10/15,0310270246 


0 Inspection reports, IE Bulletins t correspondence 


?O0l9O23a le Bulletin 02-03. "Stress Corrosion Cracking in Thick" 0210010102 Forwards IE Insp Repts 50-4P4/B2-21 50-425/82-21 oi> 

Wall, Large-Dl ameter , 8 ta in 1 ess Steel. R ec ircu lation Sys 020817-20 No noncompliance noted 

Piping at DWR Plants " Sve list encl DANCE* W C Division of Project «< Resident Programs 82/09/09 

OEYQUNOiR C Director's Office, Office of Inspection and KELLY, R J Georgia Power Co 2 pp 15567 306 24X 

Enforcement 02/10/14 Consol idat ed Ed i son Co of N«iw York Fiche 50-424.02/09/09,8210010189 

lISpp 15810 125 24X Fiche 50-000. 02/10/ 14. 0208190238 

—8210010107 IE Insp Repfcs 50-494/02-21 50-495/89-21 on 03OB1 7-90 No 

Reportable occurrences. LERs ^ related correspondence nonc-ompi i ance noted Major areas inspected licensee action on 

— — previous insp i terns, storage fc preventive maint of electrical 

i Instrumentation equipment it IE circular Followup 

'^1021034<> Interim deficiency rept re failure of pinion gear shear keys RUFF* A D , CONLQN. T E Division of Engineering it Technical 

in Liml torque Model SBO (30-25) Initially reported an Programs 82/09/00 4pp J 5367 308 24X Fiche SO-424. 82/09/09. 

920804. trtil currently awaiting info from vendor Next rept 8210010182 

sipected by 821115 

CDUN 8 IL.U 0 Northeast Nuclear Energy Co (subs of Northeast 

Utilities) CQUNSIL.WG Northeast Utilities 02/10/(76 0210150096 Forwards IE Insp Repts 50-424/B9-1 9 it 50-425/02-19 on 

KAYNESrR C Region 1 , Office of Director Ip 15764 310 24X 820711-0010 No noncompi i anc e noted 

Fiche 50-423,02/10/06.6210210340 DANCE, H C Division of Project & Resident PrOBrams 82/09/15 

KELLY, R J Georgia Power Co 2pp 15701 105 24 X 

Fiche 50-424,82/09/15.0210150096 

10170555 Final deficiency rept re design it const of metal shaving? in 
containment r rc irculation pump motor Initially reported on 
620331 Event not considered reportable significant 
deficiency per lOCFRSO SSe 

COU.YSILfM 0 Northeast Nuclear Energy Co (subs of Northeast , 

L/tllltles) COVNSIL.W 0 Northeast Utilities 02/10/08 v 

HAYNE 81 R C Region it Office of Director 2pp 15736 124 24X 

Fiche 30-4 23, 02/10/08.0210190555 ^ 

J 

M 


i' 





DOCKETED ITEMS 


0£50 103 IE Insp Rep-ts &0-^2^ /82- J*? t 50-425/02-19 on 320711-0010 No 
rhonc onp 1 1 an c e noted Major* aireas inspected prxnary 
containrnpnl f abr n: a t i or , e-qu i p m e nfe handling protection, 
strurctuT-dl steel i n s. ta 1 1 at i on * ^tearn generator mod 
SAUNDERS, W F DROtiNLEE.V L Divisio-n of Project Resident 
Programs e2/09/0‘7 5pp 15701 137 2AK fiche 50-424.02/09/15, 
62101500.96 


62102201:55 forwards IE Inap Rcpts 50-424 / 92“22 ^ 50-425/B2-22 on 
820311-0910 No nondomp 1 »arc e noted 

dance, H C Division of Project f Resident Programs 82/09/29 

KELLV, R U Georgia Power Co 2pp 15770 063 24X 

Fiche 50-424, 02/09/29, 92102201 55 


--Q2I0220I59 IE Insp R«pts 50-424/62-22 << 50-425/02*23 on 020011-0910 No 
none onp 1 1 an ce noted Hajor areas inspected prmarg 
containment f ab r ica l on, rebar we I d i ng, c oncre te placement ^ 
steam genera*-<jr nod*i 

SANOERSrU F . OPOWNLEE. V L Division of Project f, Resident 
Programs 02/09/29 5pp 1 577B 085 24y Fiche 30-424,02/09/29. 

62I0220J55 


DOCKET 50-425 ALVIN W VOGTlE NUCLEAR PLANT, UNIT 2 


A Appl lea t lon/construc 1 1 on stage documents & correspondence 


0310060312 Sumnarg of 620931 meeting u/util in Qethe5da,MD re 
requirements of Reg Guide 1 BB> "Col 1 ec tion. Storage t Haint 
or NLcclear Poucr Plant OA Records ” Applicant concerned that 
tornado criteria not well defined 

CRANT/U M Licensing Branch 1 82/09/17 Licensing Branch 1 

3pp 13643 339 24X Fiche 50-424,02/09/17,0210080312 


0210130341 Forwards request for add) info rp QA controls for field 
change notices Response due bg 02)020 

VaUNOBLOPO, 0 J Licensing Branch 1 62/09/20 DUTTQN, D E Oporji* 

Pouer Co 6pp 1569 1 053 24X Fiche 50-424,02/09/20,0210120341 


6310080314 Sumnarv 020914 meeting u/utils S' Bechtel Civil St 
Minerals, Inc m Dethesda,MO re Milletl Fault Studg Final 
rept will be submitted bg mid-Oct 

grant, JM Licensing Branch 1 82/09/23 Licensing Branch I 

5pp 15663 353 24X Fiche 50-424.82/09/23,0210000314 


6,108190239 IE Info Net tee 00-35. Supp I I, ’'LcakinQ Dislodged 1-I2b 
Irplant Seeds ” S/c list enc 1 

C03B L I Division of Fuel Facilities, Materials Safeguards 
02/10/0-6 Consolidated Edison Co of New Vork 66 pp 15761 

24/ Fiche 50-000. 62/ lO/Pt. 0206190233 


6210070160 Informs that F 8 AR will be submitted bg 830701 instead of 
030901 Environ rept. secur i tg plan 8 « antitrust info 
scheduled for 030901 

DUTTON, D Georgia Power Co 02/iO/Ol EISENHUT, D 0 Division of 
Licensing Ip 13627 000 24X Fiche 50-4 24,02/10/01,0210070169 


6200190238 IE Bulletin 82'03. ‘StT^ess Corrosion Cracking in Thick 
Wa I I, Lai g e-Di atneter , Sta I n 1 ess S teel , Rec ircu I ation Sgs 
Piping A* fll-'R Plants " Sve list end 

EEyOLNO'R C Director's Offica- Office of Inspection and 

Enr ore erne nt 02/10/14 Consolidated Edison Co of New Vor k 

ll5?p 15010 125 24X Fiche 50-000, 32/10/ I 4, 0200190236 


62102302^4 Ac k receipt of B2.»‘’29 Itr informing NRC of steps taken to 
correct viola tions noted in lE Insp Repts 50-424/63-20 
50-425/62 20 

dance, H C Division of Project t. Resident Programs 02/10/15 

FELIV.R ,J Georgia Power Co Ip 15776 339 24X 

Fiche SO- 434. 02/ 10/ I 8310220304 


E2101S0363 Forwards "Studies of Postulated Millett Fault." Vols 1 & 3, 
in response to USGS Open File Rept 82-156, which postulates 
eristence of fault near facitiLv Postulated fault not 
capab I e 

DUTTON, D Georgia Power Co 82/10/15 EISENHUT.D 0 Division of 
Licensing 2pp 15711011 24X Fi c he 50-424, 02/10/15, B210I 50363 


— 0210150373 "Studies of Postulated Millett Fault,** Vols 1 i, 3 Thiriij 
oversiie figures enc) Aperture cards are available in FDR 
* Bechtel Corp 82/10/31 a09pp 1571 1 013 24X 

Fiche 50-424.02/10/15,0210150362 


-8210220200 Responds to NRC 820337 Hr re violations noted in TE (lisp 
Repts 50-424/02-20 t 50 425/02-20 Corrective actions 
contractor Procedure X- 10 revised to address transition 
betueer different wall thicknesses 

FOSTER. D a Georgia Power Co 02/09/29 DANCE, M C Region 2 
Orfice Dl Director 2pp 15776 340 24X Fiche 50- 424, 62/ 16/ ib. 

6210220304 


0210270246 Responds t-o NRC 020920 request for addl info re controls fci 
Held change notices Field change notice program will not 
result in marginallij acceptable design 

DUTTON, D E Georgia Power Co 02/10/16 EISENHUT.D 0 Division eF 
Licensing 1 3pp 15929 230 24X Fi che 50-424. 82/10/1 5, 02IOS7O246 


0 Inspection reports, IE Bulletins & correspondence 


- 6210320211 Forwards JE Insp fiepts 50-424/B2-20 f, 50-435/83-20 un 
820809*13 5- notice ol violation 

DANCE, H C Division of Project i. Resident Programs 82/00/27 

KELLV , R o Georgia Fouai Co 3p p 157/6 342 24X 

Fiche 50-424,83/10/15 0310220204 


6210010102 Forwards 1C Insp Repts 50-424/02-21 tt 50-425/02-21 on 
620017-20 No noncomp 1 lane e noted 

DANCE.H C Division of Project l< Resident Programs 92/09/09 

KELLV, R J Georgia Power Co 2pp 15567 306 24X 

Fiche 50-424, 02/09/09,9210010102 


*- 82! 023021 3 Notice or -.lol ation from msp oh 820809-13 

■4 Region 2, Qtfite «» Direr tot 02/00/2 7 2p p J5776 344 {'4X 

Fiche 50-42 4 a3> 10,' 15. 8310220204 


'-8310220218 J£ Jnsp ftepts 50-424/82-20 6 50‘'425/B2’20 on 020009-13 
Noncc.->p I lan c p notea visual msp procedure inadequate for 
piping buf* welds ?• failuce to follow procedure for removal 
of arc strikes 

C0LE> , J L i BLAKE Division of Engineering 6 Technical Programs 

03/00/36 6 pp 1577* 346 24X Fiche 50-424,82/10/15,8210220204 


S Repontable orcurrences, LERs ^ related correspondence 


“82100)0107 le Insp Repts 50-424/02-21 fc 30~425/D2-2l on 020017-30 Ws 
nnncompl lan ce noted Majo? areas inspected licensee action on 
previous insp i terns, s tor ag« 6 preventive maint of electrical 
4 instrumentation equipment L IE circular followup 
RUfF, A □ , CONLON, T E Division of Engineering t< Technical 
Programs 02/09/08 4pp 15567 300 24X Fiche 50-424)03/09/09. 

8210010102 


0210150096 Forwards IE Insp Repts 50-424/62-19 6 50-425/82-19 on 
820711-0810 No noncomp 1 1 a nc e noted 

DANCE, H C Division of Project if Resident Programs 02 / 09/15 

KELLV, ff J Georgia Power Co 2pp 15701 105 24X 

Fiche 30-424,63/09/15,0310150096 


0216220076 Interim deficiency rept re control cable leng th/s 1 1 1 ni| 
initially repo? ted on 620V22 Deficiency determined 
leportable under I0CFR50 DStel Final rept expected bg 
82 1 023 

FOSTER, D O Georgia Power Co 62/10/09 0'ftElLLV,d P Region 2. 
Office of Director Ip 15770 104 24X Flche 50-424, a2/10/0Bi 

0210330078 


—0210159103 IE Insp Repts 50-424/82-19 t, 50-425/82-19 on 820711-0910 No 
nonco-mpl lance noted Major areas inspected primary 
containment fabrication, equipment handling & protection, 
structural stee) installation S, steam generator mod 
SAUNDERS. U F . BROWNLEE, V L Division of Project 6 Resident 
Programs 82/09/09 Spp 15701 107 24X Fiche 50 - 424 , 82/09/15. 

B2I01 50096 


62k019062! FNO-i 1-32-1 13 area 
licensee 621015 issuance of 
5UI vey rept stating that no 
in vicinity of const site 
CLARK, K M , GILLILAND J T 
2pp 15737 3l7 24X Fiche 


media interest occurred Following 
news release re geological 
active earthquake fault exists 

Region 2 Office of Director 82/10/15 
50-424, 02/10/15. e2$0 190621 


6310220155 Forwards IE Insp Repts 50-424/02-22 6 50-423/02-22 an 
6203ll“09(0 No noncompMance noted 

DANCE) H C Division of Project It Resident Programs 02 / 09/29 
KELLY) R J Georgia Power Co 2pp 15778' 003 a4X 
Fiche 50-424,02/09/29,8210220155 


— B21O220159 IE Insp Repts 50-424/02-22 50-425/02-22 on 02081 l-OYlO Nc 

noncomp 1 lance noted Major areas inspected prlmarg 
containment fabr Ication, rebar ueJ d i ng, concrete placement 6 
steem generator mods 

SANDERS, W F , BROWNLEE, V L Division of Project i Resident 
Programs 03/09/29 5pp 15770 005 24X Fiche SO-424i02/O9/29) 

8310220155 



DOCKETED ITEMS 


271 


^08190233 IE Infa Notice ao»35/ Suppl 1< ’Xealting & PisJodged I-12h 
Implant Seeds " Svc list end 

COBD^L I Division of Fuel Facilities, Materials V Safeguards 
02/10/06 Consolidated Edison Co of Neui York 66pp 15761 2h0 

2‘*< Fscte SO-000. 83/10/06. 82001 ‘?0233 


■00190238 !E Dulletih 02-03, "Stress Corrosinn Cracking in Thick-' 
li'a ] 1 , Large-Dt ameter. Stain less Stee 1 , Rec irc u lati on Sgs 
Piping at DWR Plants " Svc list end 

DOOUNG.R C Director's Office, Office of Inspection and 

En f ore eii5 etit 02/10/14 Consolidated Edison Co of Neui Vor k 

H5pp 15810 125 24X Flche 50-000,03/10/14,8308190230 


10220204 rtek receipt of 820928 Itr informing NRC of steps taken tu 
correct violations noted in IE Insp Repts 5O-424/02-'2O f> 
50-425/62-20 

OrtMCE.H C Division of Project & Resident Programs 82/10/15 

I^ELLV, R J Georgia Power Co Ip 15776 3 37 24X 

Fic^io 50-424, 02/10/15. 0210220204 


0210220208 Responds to NRC 030827 1 ir re violations noted in IE Inop 
Repts 50-424/02-20 50-425/02-20 Corrective actions 

contractor Procedure X-18 revised to address transition 
bet we an different wall thicknesses 

FOSTER. D a Georgia Power Co 03/09/20 DANCE, If C Region 2, 
□ffJee of Director 2pp 15776 340 24X Fiche 50-424. 82/ 10/ IS, 

0210220204 


3210220211 Foruards IE Insp Repts 50-434/82-20 6 50-425/02-20 on 
020009-13 t> notice nP violation 

DANCE, H C Division of Project 4< Resident Programs S2/O0/27 

KELLY. R J Georgia Power Co 2pp 15776 342 24X 

Fichfl 50-424, 82/10/15. 0210220204 


J210220213 Notice of violation from irisp on 020009-13 

» Region 2, Office of Director 02/08/2 7 2pp 15776 344 J4X 
Flche 50-424,02/10/15.8210220204 


1210220210 IE Insp Repts 50-424/82-20 4« 50-425/D2-20 on 020009-13 
Noncomp 1 lance noted visual insp procedure inadequate for 
piping butt tjclds failure to follpiii procedure foi removal 
of art strikes 

CaUEYf L M CLAKE. J Division of Engineering it Tetrhnicat Programs 
82/00/26 6pp 1S776 346 24X Flche 50-434.82/10/15,0210220204 


Reportaiile occurrences. LERs it related correspondence 


0320070 Interim deficiency rept re control cable 1 eng ih/s i z 1 nij 
nitiang reported on 020722 Deficiency determined 
eportabJe under lOCFRSO 55<oI Final rept expected by 
21022 

OS TER. D 0 Georgia Power Co 02/10/00 O ^REILLY, J P Region 2, 

Price of Director Ip 15770 104 S4X Fiche 50-424,82/10/00, 
210220070 


0190621 PNO- 1 I**02-l 12 area media interest occurred following 
icensee 021015 issuance of news release re geological 
urvey rept stating that no active earthquake fault exists 
n vicinity of const site 

LAnK,K ri I OILLlLANDiJ T Region 2, Office of Director 82/10/15 
pp 15737 217 24X Fiche 50-424. S2/t0/ 15, 0210170621 


4ET 50-434 SURJIV POWER STATJONr UNIT 3 


lepdrtablB a cc grrences. LERs & related carrespondenca 


)S90267 Part 21 deficiency rept re potential galling problem between 
kern t bonnet of 1 25-inch t< larger A105 carbon steel it 
iB2-F22 valves supplied Feb 1981-Aug J 783 Valves should be 
^rvlce-d U stem S(/or bonnet replaced 

?ABELLE,L D CoTJval, Inc 02/10/11 HAY NEB, R C Region 1, Office 

» Director 17pp 15954 232 24X Fiche gO-OOO, 82/10/1 1 , 

2 J 0290267 


DOCKET STN-50-437 FLOATING NUCLEAR PLANT 


G Adjudicatory correspondence 


62tOI5D404 Order extending time until 821023 fot Commission to art to 
review ALAD-6fi6 t> ALAD-6B9 

CHILK. S J Office of tl>o Be-cretary of the Commission 02/10/12 
Cornmi s s 1 oner s Jp 13704 024 24X Tlche 50-437, 82/ 1 0/ 1 2. 

8210150404 


0210260460 Order extending time until 831112 for Commission to act tii 
revietif ALAB-686 6 ALAQ~6G9 

CHILK, S J Office of the Gecretary of the Coaimxssinn 82/10/23 
Commissioners tp 15007 224 24:x Tiche 50-437,82/10/22. 

8210260460 


Q Inspection reports, lE Bulletins • correspondence 


0208170233 IE Info Notice 00-35. Supp 1 1. "Leaking t Dislodged I J31> 

la-plant Seeds " Svc list end 

COBB, L 1 Division of Fuel Facilities. Materials t. Safeguards 
B2/10/O6 Consolidated Edison Co of New Ynrk 66pp 15761 J',r> 

S4X Fiche 50-000,82/10/06,8200190233 


8208190238 IE Bulletin 02-03. '‘Stress Carrosjon Cracking in Thick- 
Nal 1, Largc-Oi ameter , Stai n I ess Steo I . Rec i rcu lat ion Sys 
Piping at BWR Plants " 3,'c list enc 1 

OEVOUNC, R C Director's Office. Office of Inspection and 

Enforcement 02/10/14 Consolidated Edison Cu of New York 

ll5pp 15Q10 125 24X Fiche 50-000. Q2/ 10/ 14, B20e]9023B 


DOCKET 50-438 DELLEFONTE NUCLEAR PLANT, UNIT I 


A App 1 i cat lon/cone tr uc tion stage documents & correspondence 


6210280013 Responds to FOIA request For all t nterna 1 , non-pub I ic 
documents, nemos, eva I uat I Oh ropts ^ other mail dealing ui/ 
nuclear plant operations Forwards docunicnts listed in App A 
FELTON, J M Division of Rules and Records 02/09/17 MClNNfb,!) 
News U Observer 5pp 15660 065 24X T iche 50-000. G‘2/07/17 . 

8210280013 


— B2102S0100 Notifies that on 020224, C Alderson advised that rept suni r« 
possible willful violation of reporting r equ i roments ^ 
fa 1 s 1 f icat I on of OA S' guard qualification records at 
fac 1 1 i ties 

RESNER.H E Office of Inspector It Auditor 02/03/01 Office of 

inspector t, Auditor Ip 15061 039 24 X Fiche 50-000,03/07/1/. 

0210280013 


8210070340 Puruards responses to NRC 020903 quest inns on facilities, 
'■Dellefonte Site," "Rept on Old Dollefonte Historical Bite 
in Northern AL" t> "Archaeological Survey of Scottsboio - Lim 
Rock 161 kV Transmi sa Ion Line 6 Fort Payne " 

MILLS, L M Tennessee VaJ ley Authority 02/10/04 ADENSAM. E 
Licensing Branch 4 32pp 15664 001 24X Fidio 50-430.82/10/04. 

82 I 0070340 


—0310070355 "Belief ante Site '■ 

FUTATO, E M Alabama, Uni v of. I OA 300 77/07/30 360pp 

15664 033 24X Fiche 50-438. 02/10/04.8310070348 


—0210070358 
NANCE. C R 
1 566-' 


— aaif 


lET SO-435 SURRY POWER STATION, UNIT 4 


leporfcable occurrences, LERs & related carresp ondence 


1270267 part 21 deficiency rept re potential galling problem between 
«m t< bonnet af 1 25-inch S- larger A105 carbon steel ix 
G2-F22 valves supplied Feb 1981-Aug 1902 Valves should be 
rviced tt stem S'/or bonnet replaced 

ADELLE, L D Conval, Inc 02/10/11 HAYNES, R C Region li Office 
Director t7pp 19854 232 24X Fiche 30-000,02/10/11, 

10290267 




DOCKETED ITEMS 


0 In^p^ctio^ reports/ IE DuMetiris h correspondence 


6;iO22QlG0 Fori^ards IE Insp f?ep»s 5O-439/02--1 7 SO -I39/B3'l7 on 
DICi&07“l0 ^ notjtc of violation 

LO'Jjp P L nivjsior of Projec* 4 Resident Programs 02/06/33 
PARRiSi H G Tennessee Valley Authority i?pp 15776 246 24X 

Pi Che 50-438 02/06/26.0210230180 


- E2103201Q3 notice of violation f r o-m insp on 620607-10 

^ Division of Project % Resident Prog-rarrts 02/06/20 tp 
15776 249 24i( Fiche 50-439.63/06/26 9210220190 


--9310220169 tE In«p Repts 50'43B/e3-l7 6 SO-ADR/BS-I? on B20i07-l0 
llencanp I I anc e noted space heaters not enerDUcd on dtesel 
jenerai'or I R T-EMB-OO 1 0’ 0 > discrepancies betc/een cable bend 
ratfii f vertical cable tray fittings identified 

K'JMT. I’ D . HEflRIWEATKEft.rg . COWLON/ T E Division of Etlgineerinq & 
Technical Programs 02/06/35 ^pp 15776 249 24X 

Fiche 50-438. 63/06/28. B2i0220iBO 


E210C1C03? A-dvi ses of up h. o-m mg const itisp to be conducted during 
020^20-1001 6 ICtl-tS Areas to be inspected listed on end 
Preirsp visit to be held on 620930 i-o obtain preliminary 

I n re 

LEUIS.R C Division of Project U Resident Programs 93/08/31 
PARRIS. H 0 Tennessee Valley Authority 3pp 15565 163 24X 

riche 50-430.62/00/31.821001003 9 


0210010421 Ac k receipt of 020907 I tr iTiforming URE of steps taken to 
correct violations noted in IE Ipsp Repts 50-430/82-12 V 
50 ' 439 /D 3 -l 2 

VERRELL l.D M Dwision ot Project h Resident Programs 92/09/17 
PARRIS. If G Tennessee Valley Authority Ip 15569 351 24 K 

Fiche 50-439.83/09^17.8210010421 


--B2 1 0010429 FOTuiards revised response to NRC 820321 Itr re violations 
noted in [E Insp Repts 5Cr-'43Q/02-12 Corrective actions 
DA program % procedure to require OC insp before fi tup of 
piping components revised 

KILLS. L 11 Tennessee Valley Authority 02/09/07 O’REILLY, JP 
Region 2 Office of Direttor Jpp 15569 352 24X 

Fiche SO 439.02/09/17.8210010421 


02101 50J 49 Forwards IF Insp Hepfcs 50-438/82-37 * 50-439/02-37 on 
820930-0903 (^q n one ump 1 i anc e noted 

VERRELLl.D K Division of Project V Resident Programs 83/09/21 
PARRIS, mg Tenrdssee Valley Authority 2pp 15697 282 247 

Fjche 50-430, a3/0'?/2l. 83101 50149 


- 82101 50S64 IC Insp Repts 50-433/82-27 $, 50-439/62-27 on 820030-0903 Nti 
noncamp 1 iarvee noted Major areas inspected structural 
concrete * licensee action on previously identified items 
HARRIS. J R CCNLQM 7 E Division of Engineering !. Technics] 
Programs 92/09/17 4pp 15697 204 24X Fiche 50-430.02/09/21, 

8210150149 


ultOOiOlYl Ack receipt of 820913 Itr informing NRC of steps taken bh 
correct violations noted in IE Insp fiepts 50-438/03-16 |< 
^0-439/02-10 

VERRELLl.D M Division of Project & Resident Programs 63/09/32 
PARRIS. H 0 Tennessee Valley Airthority Ip 15568 076 24X 

Fiche SO-438. 02/09/22, 921 OOIOJ9 I 


-6210010197 Responds to NRC 630726 Itr re vtolAtkor>s noted in It Insp 
Repts 50-430/aa-ie V 50-439/G2-1B Corrective actions QC 
ins es t igati an lopts initiated for each discrepant iteoi 
KAMHER.DS Tennessee Valley Authority 62/09/J3 0'I?EILLV4JP 
Region 2, Office of Director 3pp 15568 079 24)C 

Fiche 50-439.02/09/22,8210010191 


— G2100I0200 Forwards IE Insp riepts 50-433/92-JH Sc 50-439/82-10 on 
020608-11 6 notice of violation U/o notice of violation 
VERRELLI.D ff Division of Project & Resident Programf 82/07/26 
PARRIS. K 0 Tennessee Valley Authority 2pp 15560 062 34X 

Fiche 50-438, 82/09/22. 02100! 0J9I 


— S2 1001 0203 IE Insp Rept* 50-438/82-16 & 50-4D9/Q5-IB on 020606-11 
Nope omp I lance noted failure to foliaia procedure for hanger 
insps 

YORK, J U , ECOMOKOS.W Division of Engineering 6 Technical 
Programs 82/07/23 6pp 15568 094 24)f Fiche 50-438.82/09/22, 

0210010191 


83i0lSDi7l Ack receipt of 820909 Ur informing NRC of steps taken to 
correct viola tioJis noted in IE Insp Rept* 50-436/02-22 & 
50-439/92-22 

LEWIS. R C Dtyislon of Project it Resident Programs 82/09/23 
PARRISrH G Tennessee Valley Authority Iji 15707 164 24X 

Fich* 50“43e. 02/O9/23re3lOISOl71 


— 6210150161 Responds to NRC 020813 Itr re violations noted in Ifc Insj 
Repts 50-430/02-23 50-439/82-22 Corrective actions hold 

placed on further installation of shielded power cable in 
cable tray sys Investigation continuing 

MILLS. L K Tennessee Valley Authority 02/09/09 O'REILLV. JP 
Region 2, Office of Director 2pp 13707 IDS SAX 
Fiche 50-43B. 82/09/23. 0310150171 


—0210150199 Forwards IE Insp Repts 50-430/82-22 it 50-439/62-22 on 
320713-16 6 notice &f violation 

LEWIS. R C Division of Project U Resident Programs 62/0D/12 
PARRI0.MG Tennessee Valley Authority 2pp 15707 107 24X 
Fiche 50-430.92/09/23.8210130171 


--82I0150195 Notice of violation from insp on 820713-16 

* Division of Project %t Resident Programs 02/00/12 Ip 
15707 169 24X Fiche 50-430.92/09/23,0210150171 


—0210150207 IE Insp ftepts 50-430/02-22 it 50-439/02-22 on 020713-16 
Noncomp I lance noted discrepancies between cable bend radii 
* vertical cable tray fittings 

0ID00N5, T S . CON LON, T E Division of Engineering fc Technical 
Programs 82/08/11 3pp 13707 190 24X Fiche 30-438. B2/09/,^D, 

8210150171 


6208190233 JE Info Notice 00-35. Soppl I, ''Leaking 8. Dislodged I-I35 
Implant Seeds " Sve list end 

CO06.L 1 Division of Fuel Facilities. Materials it Safeguards 
62/10/06 Consolidated Edison Co of Neu York 66pp 1576J JbO 

244 Fiche SO-OOO. 02/10/06. 8208190233 


8210220387 Ack receipt of 820210 Itr re violations noted In IE 
Supplemental Investigation Repts 50-430/91-36 8. 50-439/81-36 
on 620707-06 Violation against provisions of Energy 
Reorgani ration Act withdrawn 

O'REILLY. J P Region 2, Office nf Director 62/10/12 PARRlSiK-e 
Tennessee Valley Authority 2pp 15760 259 24X 

Fiche 50-439, 02/10/12.8210220397 


— 6210220406 IE SuppUmental Investigation Repts 50-430/81-26 & 
50-439/61-26 on 020707-00 No none omp 1 lanc e noted Major 
areas tr>\ es tig^ted response to Section 210 of Energy 
Reorganl lat Ion Act of 1974 

IfRYC, 0 , MVRPHY. D D , ALDERSON, C E Region 9, Office of DlreUflf 
82/09/21 3pp 15700 261 24X Fi che 50-430. G2/10/1S. 62102203B7 


--6210320422 Re spends to WRC 620111 Ur re violations noted In IC 
Investigation Repts 50-438/81-26 1 50-439/81-26 Denies that 
employee terminated In violation of Energy Roorganl lat i on 
Act OC procedure revised correcting second violation 
mills. L M Tennessee Val ley Author i ty 82/02/10 0 'REILLY. JP 

Region 2, Office of Director 5pp 13700 264 24X 

Fiche 50-43e> 02/10/12. 8210220387 


— Q210320432 Forwards four exhibits inadvertantly omitted from 03QL11 Itr 
transmitting IE Investigation Repts 50-430/81-26 & 

50-439/81-26 

ALDER6QN.C E Region 2. Atlanta. Office of the Director 
(01/03/01) 82/01/19 PARRIS.MG Tenn e ssee Va I J ey Au fc hori t^ 

6pp 15700 269 24X Fiche 50-430. 09/10/19,8310220387 


—8210220446 lE Investigation Repts 50-430/01-26 it 50-439/81-26 on 
610B31-1Q01 Noncompliance noted employee discharged in 
violation of Energy Reorganl lation Act of 1974 & OC not 
performed in accordance w/Procedure GAP-17 1 
V0R8E.J y . ALDERSON. C £ Region 2. Atlanta. Office of the 
Director (01/03/011 01/12/00 24pp 15700 275 24X 

Fiche 50-438,82/10/1210210220387 


8208190330 IE Dulletin 82-03, "Stress Corrosion Cracking in Thick- 
Wall ■ Large-Diameter. 6ta i n less Bteel, Rec Ifcu latl on 5ys 
Piping at flWR Plants ” Sve list ancl 

DEVOUNOrR C Director's Office. Office of Inspection and 

Enforcement 02/10/14 Consolidated Edison Co of New York 

115pp 15810 125 S4X Fiche SO-OOOi 82/10/14. 8208190238 


8210220237 Ack receipt of 020812 it 0924 Itrs Informing NRC of steps 
taken to correct violations noted In IE Insp Repts 
50-438/02-22 6 50-439/82-22 

LEWIS, R C Division of Project Resident Programs 82/10/15 
PARRIS. H G Tennessee Valley Authority, Ip 15776 206 24X 

riche 50-436. 82/10/15.8210230237 


—6210220271 Responds to NRC 820812 Ur re violations noted Id IE imp 
Repts 50-438/02-22 it 50-439/62-32 Revises 020909 Ur re 
date full complience expected Compliance will be achieve<I 
821220 

MILLS, lH Tennessee Valley Authority 82/09/24 D'REiULY. JfP 
Region 3. Office of Director 2pp 15776 207 24X 

Fiche 50-438/ 82/10/15, 891 0220237 



DOCKETED ITEMS 
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S RepOTtablo occurrence*! LEW* i related correspondence 


S3100100I1 Third Interjnt Deficiency Repts 50-438/81-77 U 50-439/01-76 
re allowable stresses for pipe support design initially 
reported on 811207 Deficiency details being evaluated Next 
rept by aPl2l7 

tllULS^L M Tennessee Valley Authority S2/09/20 O'RElLLViJP 
Region 2. Office of Director 2pp 15565 140 S4X 
Fiche 50-4G8! 02/09/20! 021001001 1 


021CO8O292 Second interim deficiency rept re O&W design of RCS supports 
V restraints Initially reported on 020610 Uelds shear bars 
at interface points potentially onderslied Investigation 
continuing Keit rept expected by 621220 

MILLS!U M Tennessee Valley Authority 02/09/24 a'^EILLY* J P 
Region 2^ Office of Director 2pp 1563B 001 24X 

Fiche 30-*43a. 82/09/24, 8210000222 


0210000247 Third h final deficiency repts re resolution pP 
unant I c tpa ted vibratory loading concerns Initially reported 
on 81J22Q Program developed to insure piping sys operate 
u]''^hin. design parameters Neit rept provided by 821217 
MILLS'U M Tennessee Valley Authority 02/09/24 O'REILLy! J P 
Region 2» Office of Director 3pp 15636 104 SAX 
Ftclie 50-000! 82/09/24, 0210080247 


G2i00BO292 Seventh interim deficiency rept re imprecise specs in util 
procuTement document resulting in improper seismic 
qua] i f i c at i on of 1161^ equipment in local instrument panels 
Initially reported on 801125 Util auaitlng D8fW input 
MILLS. L M Tennessee Valley Authority 82/09/24 O'REILLY. J P 
Region 2. Office of Director 2pp 15638 306 24X 

Fiche 50-438. ea/09/24, 8210080292 


)2i0050il3 Fifth interim deficiency rept re failure of bolts 8. nuts to 
meet ASTH requirements Initially reported on Q10924 
Engineering interpretation/recommendation auaited Also 
reported per Part 21 fiext rept expected by 830110 
MILLS.L H Tennessee Valley Authority 02/09/27 O'REILLy, J P 
Region 2. Office of Director 2pp 15601 349 24X 

Fiche 50-430,02/09/27,0210050115 


)2100S0119 Supplemental deficiency rept re Lambda power module 
failures Initially reported on 801218 Addl discrepancies 
Identified u/pouer supplies Corrective action will be 
completed by 030301 Also reported per Part 21 

MILLS. L M Tennessee Valley Authority 02/09/27 O'REILLY. J P 
Reyion 2. Office of Director Ip I S601 351 24X 

Fiche 50-430,02/07/27,0210050119 


2LOOS0O94 Fourth interim deficiency rept re telsmlcdlly unqualified 
auitliary bldg fuel handling lone ventilation fans InitiAlly 
reported on 810506 Contract auiarded to provide {qualified 
coils in fans Next rept by 030222 

HILLS, L M Tennessee Valley Authority 02/09/20 O'REILLY.vir 
Region 2, Uffice of Director 2pp 15604 234 24X 

Fithe 50-430. 82/09/20, 8210050094 


210050249 Final deficiency repl re us 
dams In stainless steel piping Initl 
Glue residue loft in piping sys uii 1 1 
problems Glue will dissolve 
MILLS. L rt Tennessee Valley Authori 
Region 2. Office of Pirecior 5pp 
riche 50-430, 82/09/20,0210050249 


e of insoluble glue for purse 
ally reported on 020322 
not cause safety 

ty 02/09/20 O'RtritLY. J P 
19609 076 24X 


0210060307 Third interim deficiency rept re defective ueJdalets on 
NAVCO spool pieces installed in OHR sys U makeup h 
purification sya piping Initially reported on 020224 Next 
rept due on 83020B Also reported per Part 21 

MILLS, L K Tennessee Valley Authority 02/10/01 □'REILLY, J P 
Region 2, Office of Director 2pp 15638 119 24X 

Fiche 50-436,82/10/01,0210080307 


0210060160 First interim deficiency rept to corrosion in high pressure 
fire protection *ys Initially reported on 620903 Corrosion 
analysis in progress to determine potential deficiencies ih 
safety— re la ted areas Next rept expected by 630531 

MILLS.L M Tennessee Valley Authority 82/10/04 0 'REILLY. J P 

Region 2, Office of Director app 15640 142 24X 

Fiche 50-000. 82/10/04. 03 10000160 


0210000270 Fourth Interim deficiency rept re Viking flow control valves, 
in fire protection sys Initially reported un 011124 
Engineering Change Notice 1584 initiated implementing 
affected draulng revisions Also reportable per Fart 21 
MILUS.L M Tennessee Valley Authority 03/10/04 □'REILLY, J P 
Region 2, Office of Director 2pp 13600 296 24X 

Fiche 50-430.82/10/04,8210000276 


8210130407 Fourth interim deficiency rept nonconservatl vo F8AR analysis 
for loss of normal feedwater event Initially reported on 
810316 ASHE code limits will be exceeded fallowing loss of 
feedwater AIsp reported per Part 21 

MILL©. L M Tennesaou Valley Authority 02/10/05 O'RElLLYi J P 
Region 2, Office of Dirattor 2pp 15601 000 24X 

Fiche 50-430, 02/ 1 0/05, 921 0 1 3040 7 


0210220071 Final deficiency rept re attachment of pipe supports to 
6-lnch strip plates Initially reported an 011231 Field mods 
for unacceptable supports scheduled for campletion by 
631001 

MILLS. LH Tennessee Val ley Au thoT > ty 02/10/07 a'RElLLY, P 
Region 2, Office of Director 2pp 1S770 109 24X 

Ficbo 30-430*82/10/07,0210220071 


0210320350 First interim deficiency rept re diesel generator bldg cabin 
tray support uiclds made as fillet welds instead of grove 
welds Initially reported on 620908 Supports being retuurlied 
Process spec revised Next rept to be submitted by 830124 
MlLLS.t M Tennessee Valley Authority 02/10/08 O'REJLLVr J P 
Region 2. Office of Director 2pp 15776 273 24X 

Fiche 50-430, 02/10/00. 8210220350 


6210190523 FI na I deficiency rept re overpress UT l ra tion of mateup L 
purification piping & valves Initially reported on 620-520 
Valves visually examined for signs of distress & site 
personnel retrained ro hydrostatic sys test procedures 
MILLS, L M Tennessee Valley Authority 82/10/J2 Q'REluLY.vf F 
Region 2. Office of Oirei-tor 3p p 15751 316 24X 

Fiche 50-436.02/10/12,8210190520 


6210290320 Second interim deficiency rept re use of none onserva tiva 
ca Iculat iona I method to evaluate Oeneral Const Spec 0-33 
spacing violations Initially reported on 020520 Next rept 
wilt be sent by 030528 

MILL0.L M Tennessee Va 1 loy Authority 02/10/12 O'REILLY, JP 
Regian 2, Office of Director 2pp 1 5053 064 24X 

Fiche 50-000,02/10/12,8210290330 


-'10050393 Firs* interin deficiency rept re six sheared motor pinion 
leys in Linitorquc Model SR-0-25 motor operators Initially 
reported on 02O83O Valves ui/motor operators being tabulated 
Next rept util be submitted by 82II22 

HILLS. U M TennesBBp Valley Authority 02/09/20 Q'REILLV. J P 
Region 2. Office of Director 2pp 15609 070 24X 

Fiche 50-000. 02/09/28.0210090293 


’10050407 First interim deficiency rept re design problems u/steam 
generators Initially reported on 02OB3O D6W proposed 
prellnHiary design change to inject warm feedwater into 
header Next rept by 021129 Also reportable per Part 31 
mills, L M Tennessee Valley Authority 03/09/28 O'REILLY. J P 
Region 2r Office of Director Ip 15603 004 34X 

Fiehi 50-430.02/09/28.0210050407 


10060274 Seventh interim deficiency rept re discrepancies In ITT 
Grinnel weld depositiens Initially reported an 000905 ITT 
Orinnel revision of affected hanger detail sheets near 
completion Also reported per Fart 2t Next rapt by 030315 
MILLS, L M Tennessee Valley Authority 02/07/09 D 'REILLY, J F 
Region 2t Off lee of Director 2pp I562I 170 24X 

Fiche 50-430,83/09/29,8310060274 





UUUKt I tU 1 1 tJVJO 


Q£l02ti0323 First interin deFiciency rept re generic deficiencies in 
9 a[id state control sgs ^ basic control roam suitcb modules 
supplied bg Consolidd«-ed Controls Carp Initially reported on 
C 20 ?J 6 lleit rept bi^ 630519 Also reported per Part 21 
MILLS, L M Tennessee C'aUeg Authority B2/10/1B O’REILtV, J P 
Hejion 2, Office of Director 2pp IS799 342 24X 

Fiche 50-436.62/10/10 62102^0322 


02102^0251 Final deficiency rept re uort releases alloumg const to cut 
reinforcing steel to install anchor bolts for pipe supports 
{nitiaily reported on 020727 Personnel instructed to revieu 
design drawings more carefully 

MILLS. L M Tennessee Valley Authority 02/10/19 O'REILLYp J P 
Degion 2 Ofrice of Director 2pp 15799 350 24X 

fiche 50-436. 82/10/19, 0210260251 


■210260105 Third interim deficiency rept re governor lube oil cooler 
Initially reported on B20303 Supp 1 1 er has provided drauiing 
* procedure to relocate cooler belou governor Vendor u/orliing 
to Identity cause Also reportable per Part 21 

MILLS. L M Tennessee Valley Authority 62/10/20 O'REILLY, J P 
Region 2, Office of Director 2pp 15799 120 24X 

Fiche 50-430. 02/10/20, 6210260105 


6210260107 Second interim deficiency rept re failed valve control 
unit Initially reported on 820727 Vendor has not responded 
ii>/r* commended disposition Neit rept util contain addl info 
re vendor reply Also reportable per Part 21 

MULS L « Tennessee Valley Authority 62/10/20 O'REllLY. VP 
Region 2 Office of Director 2pp J5799 117 24X 

Fiche 50-438,02/10/20.6210260107 


6.110290274 Final rept for Deficiencies D <i E 6 seventh interim rept fqr 
Oenciencies A 6 D re control of procurement activities 
Initially reported on 610316 Final corrective actions noted 
Neit rept expected by 030426 

MILLS, L M Tennessee Valley Authority 82/10/21 O'REILLV, J P 
Region 2, Ofnce of Director 4pp 15853 143 24X 

fiche 50-000 82/10/21, 621 02'?02'»4 


e=.l0290246 Revised final deficiency rept re structural tubing erceeifinq 
AWS allouables Initially reported on 610013 Design drawings 
uhich dictate conf igurat 1 on of 66 cable tray supports 
altered to ensure seismic qual i f icati on 

KILLS, L H Valley Authority 62/10/22 O'ReiLLV, JP 

Region 2 . Office of Director 3pp 15053 122 24X 

Fiche 50-430,62/10/22,8210290246 


F Security, medical, emergency h fire protection plans 


6210260169 Confirms that evacuation time estimate study revieued by 
both local 6 TN state authorities Population density U 
distribution info provided by TN Dept of Civil Dofonse based 
on 1900 census 

MILLS, L « Tennessee Valley Authority 02/10/20 ADCN9AH, F fl 
Licensing Branch 4 2pp 1S799 030 24X riche 30-000, 02 / 10 / 20 , 

0210260189 


0 Inspection reports, IE Bulletins ^ corrosp ondonco 


021O22OIBQ Forwards IE Insp Ropts 30-430/02-17 S, 30 439/412-17 on 
820607-10 notice of violation 

LO.^W, F L Division of Project & Rosldant Programs OS/OA/Cn 
PARRIS, H 0 Tennessee Valley Authority 2pp 157/6 246 24X 

Fiche 50-430, 02/06/20, 02 J 0220100 


“0210220109 IE Insp Ropts 50-430/02-17 1 30-439/02-17 on 02060/-I4> 
Noncompliance noted space heaters not energljed on diesel 
generator IRT-EHB-OOIO-B it d i scropanc iei bolueon cable b»nd 
radii & vertical cable tray fittings identified 

HUNF.M D , HEnniWEATHER,N , CONLDN, T E D i vi ft I on o f Cn g i ne tr i ng » 
Technical Programs 02/06/25 5pp ID776 249 21X 

Fiche 50-430,02/06/20,0210220100 


6210010039 Advises of upcoming const imp to bo conducted ilurlng 
620920-1001 ft lOii-15 Areas to bo inspected listed on anti 
Prelnsp visit to be hold on 020030 to obtain prellminaru 
inro 

LEWIS, R C Division of Project ft Rosldcnt Programs 02/00/31 
PARRIS, H 0 Tennossoe Valley Authority 3pn ID36S 163 24K 

Fiche 50-430.02/08/31,0210010039 


B210010421 Ack receipt of G20707 Itr Informing NRC of stops 
correct vlolatlonft noted In IE Insp Repls 90-4:in/62“lS ft 
50-439/02-12 

VERR£LLl,D H Division of Project ft Resident Pi ogrami 
PARRIS, II 0 Tennessee Valley Authority ip 10369 351 
Fiche S0-43B, 62/09/ 1 7, 021001042 1 


tal in to 

□2/09/*/ 
24 X 


Vi t/v I 'fT rurwarOi 




f rr 




820030-0903 No none amp I lance noted 

PABOffiV/S ” T t ft Resident Programs 0J/O9/31 

PARRIS, If 0 Tennessee Valley Authority, Spn 15697 SOD oax 

Fiche 50-430,82/09/21.0210150149 I369/,.D*> 24X 


D3:F£T 50-439 BELLEFONTC NUCLEAR PLANT. UNIT 2 
A Appl ication/construc tion stage documents ft correspondence 


21OZ80Q13 Responds to FGIA request for all i nternal, non-publ Ic 
documents, memos, Bvaluat ion repts ft other mat! dealing w/ 

pUnt operations Forwards documents listed in App A 
FELTON, JM Division Of Rules and Records 02/09/17 MCINNI*!, D 

24X F.C. 50-00(,.e2/3?;n. " 


-B2I0200100 Notif.M that on 680224. C Ald,r,on „vi«d Unt r,pt lont 

'■•pnrtins requirement, „ 

^ qualification records at 

RESNER.K e Office ot Inspector ft Auditor 02/03/01 Office «f 

esISseOoIo" 24X FUhe si-ioo. 


responses to NRC 820903 questions on facilities 

B«nefonte Historical Site 

^ ** Survey of Scottsboro - Llm 

Bock 161 kV Transmission Line ft Fort Payne '• 

KILLS, L H Tennessee Valley Authority 82/10/04 ADENSAM P 
Licensing Branch 4 32pp I 5 A 64 ooi oav «i^feN5AM, E 

6210070348 * 50-438,02/10/04, 


50-43(1/02 87 & 50-439/08-27 on 020010 CJOJ 
noncompHance noted Major areas inspectud tiruclwral 
concrete ft licensee action on previously idonllfied t hams 
HARRIB.VR . CQNLON.T E DivNlon of cSg InllH ng ft rllVnU,) 
0210150149 ^^^^*^^^^ 15697 204 tf4X rich*' 50-430, 63/09/21, 


Q21001019I Ack receipt of Q20913 Itr informing NRC of slepi taltn in 
50-439/82-10* aO-IDD/Oa-lO ft 

pSniR^i'S ” T ft Resident Programs 02/09/22 

PARR 18, H 0 Tennessee Valley Authority ip 18560 070 a4X 

Fiche 50-438. 82/09/22 , 0210010191 ^ *uuou u/u 


Repts 50-430/02-10 ft 50-439/82-10 Corrictive artioni OF 

"’““i- '’or .*cl 5ucr,M,‘t‘’u;“ 

6«inS'2,^0,,uII"nJ‘S?r''''i'''' O'HLILtV.J, 

Director 3pp 13560 079 24X 

Fiche 50 - 430 , 02 / 09 / 22 , B 210010191 


u<unua-n ft 


UFORFM i nV AT . . viox-cioM w/o Tiottca of violation 
PAnBi«^i’n ^ T ’’f Project ft Ravidint Prograoii 02/OT/J4 

PARRIS, H 0 Tennessee Valley Authority 2en l 5 S 6 D'nn 2 aiv 

Flchf 50 - 438 , 02 / 07 / 22.0210010191 ^ 15560 082 34 Jf 


— riifpi,! ou-nyu/^Uif-lQ j, 50-439/02-18 on eSOhOB-Jl 

N.nco«p,„nc. „,1.4 f.Uu,. U ,oU»„ proj.iir? 

8210010191 ^PP 0S4, 24X Fiche 50-438.62/09/37. 


NRC 0, U«,n I. 

50-439/82-22 50-430/03-22 ft 

PARR le Vo ^Resident Programs 02/09/23 



L/uurvc I cu 1 1 CMi? 


27B 


— 92(0150181 Responds to NRC 320812 Itr re violatians noted in (E Insp 
Repts 50-430/02-22 Si 50-439/02-22 Coriective actions hold 
placed on further installation of shielded potaer cable in 
cable trat/ sgs Investigation contint/ing 

MILLS, L ft Tennessee Valley Authority 02/09/09 O'REILLV, J P 
Region 2i Gffice of Director 2pp 15707 185 24X 

Fiche 50-438,02/09/33.8210150171 


--6210150109 Forwards IE Insp Repts 50-430/82-22 & 50-439/02-22 on 
820713-16 & notice of violation 

LE(fI0«R C Division of Project & Resident Progranvs 02/00/12 
PARRIS^ HQ Tennessee Valley Authority 2pp 15707 107 34X 

Fiche 50-430,02/09/23,0210150171 


— -0210150195 Notice of violation from insp on 020713*16 

a Division of Project Resident Programs 82/06/12 Ip 
15707 189 24X Fiche 50-438,02/09/23,6210150171 


—0210150207 IE Insp Repts 50-430/03-29 U 50-439/02-22 on 020713-16 
Noncompliance noted discrepancies between cable bend radii 
& vertical cable tray fittings 

OlDSONSfT S , CONLQNi T E Division of Engineering it Technical 
Programs sa/08/11 3pp 15707 190 SAX FichP 50-430.82/09/23, 
6210150171 


0208190233 IE Info Notice 60-35, Suppl 1 . "Leaking S. Dislodged 1-125 
Implant Seeds *’ Svc list end 

CQ0e*L I Division of Fuel Facilities, Materials it Safeguards 
82/10/06 Consolidated Edison Co of New VorJc 66 pp 15761 250 

24X Fiche 50-000.02/10/06,0206190233 


0210220387 Ack receipt of 020210 Itr re violations noted m IE 
Supplemental Investigation Repts SO-436/01-26 it 50-439/Q1-26 
on 020707-06 Violation against provisions of Energy 
Reorgan 1 1 atio n Act withdrawn 

O'REILLY, JP Regions. Office of Director 82/10/12 PARR IS. H 0 
Tennessee Valley Authority 2pp 15700 259 24X 

Fiche 50-430.02/10/19.0210220307 


— 6210220406 IE Supplemental Invest Igat i on Re pbs 50**43S/81-26 Jk 
50-439/01-26 pn 020707-08 No none am p 1 lane e noted Major 
areas investigated response to Saction 210 of Energy 
Reorganl lat i on Act of 1974 

URYCi 8 , MUflPKY. D D , ALDERSQN, C E Region 2, Office of Director 
62/09/21 3pp 15760 26i 24X Fiche 50-430,62/10/12.8210220307 


— 0210220422 Responds to NRC 020111 ) tr re Violations noted in IE 
Investigation Ropts 50-430/01-26 U 50-439/01-26 Denies that 
employee terminated in violation of Energy Reorgani tat 1 on 
Act (JC procedure revised correcting second vlnlation 
MILLS. L M Tennessee Valley Authority, 02/02/10 O'REILLY, J P 
Region S. Office of Director 5pp 19760 264 24X 

Fiche SO-438, 02/10/12, 6210220307 


--0210220432 Forwards four exhibits inadvertant ly omitted from 820111 Hr 
transmitting IE Investigation Repts 30-430/61-36 it 
50-439/01-26 

ALDERSON.C E Region 2. Atlanta. Office of the Oiraclor 
(01/03/01) 62/01/19 PARRIS, H 0 Tennessee Valley Authority 

6 pp 15760 269 24X Fiche 50-438» 62/1 0/ 1 2. 0210220387 


— B210220446 IE Investigatl on Rep ts SO-430/01 -26 << 50-439/81-26 on 
610031-1001 , Noneomp 1 ianc e noted employee discharged in 
violation of Energy Reorgani tation Act of 1974 l< OC not 
performed in accordanLe u/Procedure QAP-17 1 
V0R8E. vf Y . ALDERSON.C E Region 2. Atlanta. Office of the 
Director <01/03/01) 01/12/08 24pp 15760 275 24X 

Fiche 50-436. 62/ 10/12, 0210220307 


G2O019O238 IE DuHetin 82-03. "Stress Corrosion Cracking In Thick- 
Rail . Largs-Dl ameter. Stainl ess Steel. Recirculation 9ys 
Piping at ONR Plants " Svc list end 

DEVOUNOjR C Director's Office. Office of Inepection and 

Enforcement 62/10/14 Consolidated Edison Co of New York 

iJSpp, ISaiO*I25 24X Fiche 50-000. 02/10/14,0209190230 


8210220237 Ack receipt of 820612 !< 0924 Itrs informing NRC of steps 
iaktn to correct violations noted in IE Inep Repts 
50-438/02-22 it 30-439/02-22 

LENI 81 R C Division of Project Resident Programs 82/10/15 
PARRIB. H 0 Tennessee Valley Authority ip, 15776 206 24X 

Fiche 50-433,62/10/15.0210220237 


— 02IOS2Q271 Responds to NRC 620612 Itr re violations noted In IE Insp 
Repts 50-430/82-22 i 50-439/62-22 Revises 020909 Itr re 
date full compliance expected, Compl 1 ance will be achieved by 
621220 

MILLS.LM. Tennessee Valley Authority 62/09/24 O'REILLY, JP 
Region 2, Office of Director Spp 15776 207, 24X 

Fiche 50-438162/10/15,8210220237 


S Reportable occurrences. LERs & related correspondence 


0210010011 Third Interim Deficiency Repts 50-439/01-77 4. 50-439/Q1-76 
re allowable stresses for pipe support design Initially 
rep^irted an 811207 Deficiency details being evaluated Next 
rept by 821217 

MILLS. L M Tentiessee Valley Authority 02/09/2(5 a'RElLLV. J F> 
Region 2 . Office of OirectoT 2 pp 15565 146 24X 

Fiche 50-436,02/09/20,8210010011 


0210080222 Second interim deficiency rept re design of RCS support.^ 

& restraints Initially reported on 020618 Wolds S' shear tars 
at interface points potentially undersiied 1 nve 5 1 1 g a 1 1 an 
continuing Next rept expected by 82J22D 

MILLS. L M Tennessee Valley Authority 02/09/24 G'flElLLV. J P 
Region 3, Office of Director 2 pp 1S630 031 24X 

Ficha 50-438.62/09/24.8210030222 


6210090247 Third t final deficiency repts re resolution of 
unani i c ipa ted vibratory loading concerns Initially reported 
on 611228 Program developed to insure piping sys operate 
within design parameters Next rept provided by B212C7 
MILLS. L M Tennessee Val ley Authority 62/09/24 O'REILLY. JP 
Region 2, Office of Director 3pp 15630 104 24X 

Fiche SO-OOO, 82/09/24. 821 O0BO24 7 


82100B0292 Eaventh interim deficiency rept re imprecise specs in utik 
procurement document resulting in improper seismic 
gual L fi cation of BSW equipment in local instrument panels 
Initially reported on 001125 l/til awaiting DtfW input 
MILLS. L M Tennessee Valley Authority 02/09/24 a'RElLLY, J P 
Region 2 , Office of Director 2pp J 5630 306 24X 

Fiche 50-438.82/09/24,0210000292 


0210050115 Fifth Interin deficiency rept re failure of bolts & nuts to 
meet ASTM requirements Initially reported on 010924 
Engineering i nterpretation/recomirienda 1 1 on awaited Also 
reported per Part St Next rept expected bij 630110 
MILLS. L M Tennessee Valley Authority 02/09/27 O'REILLY. J P 
Region 2. Office of Director 2 pp 15601 349 24X 

Fiche 50-438,62/09/27,0210050115 


8210050119 Supplemental deficiency rept re Lambda power module 
failures Initially reported on 601310 Addl d i screpanc i e s 
identified w/power supplies Corrective action will be 
completed by 630001 Also reported per Fart 21 

WILLS. L M Tennessee Valley Authority 32/09/27 Q'RErLLY. J P 
Region 2, Office of Director ip 1 5601 351 34X 

Fiche 50-438, 02/09/27. 63100501 19 


0210050094 Fourth interim deficiency rept ra setsmically unqualified 
auxiliary bldg fuel handling lana ventilation fans Initially 
reportad on 810506 -Contracb awarded to provide qualified 
colls in fans Next rept by 630222 

WILLS, L M Tennessee Valley Authority 62/09/26 O'REILLY, J F 
Region 2. Office of Director 2pp 15604 234 24X 

Fiche 50-438. 02/09/28, 0010050094 


8210050249 Final deficiency rept re use of insoluble glue for purge 
dams in stainless steel piping Initially reported on 620322 
Olue residua left in piping sys will not cauee safety 
problems Glut will dissolve 

HILLS. L M Tennessee Valley Authority 62/09/20 O'ReiLLY. J P 
Region 2. Office of Director 5pp J 5609 076 24X 

Fiche SO-430. 02/09/20, 02i 005024 9 



I 1 1 crvio 


B2l00a0i>fi0 Fir'St interim deficiency rep t re corrosion in high pressure 
T\rs pratHCtion shs Initial l.i reporteid on G20903 Corrosion 
analysis in progress to determine potential deficiencies in 
Saf ety^related areas Melt rept eipected hg B30531 

L n Tennessee Valley Authority 32 '10/04 Q'REILLV J P 
pegion 2> Office of Director 2pp 15640 142 3^X 

Fichd 50-000, 82/10/04, 92 100001 fcO 


B 2 l 00 a 027 a Fourth interim deficiency rept re Vikmg Flou control valvet. 
iti fire protection sys Initially reported oO B11124 
Engineering Change Notice t SB4 initiated implementing 
atfected drauing revisions /^]&a rEportatle per Part 21 

M r«i\i\essce Valley Authority 02/10/04 Q'REfLLV, J P 
Region 2. Office of Director 2pp t5*3B 296 24X 

Flche 50-430, 02/10/04, 22 £0060273 


6210130407 Fourth interim deticiency rept non c onservati ve FS/^R analysis 
for loss of normal feedwater event Initially reported on 
310316 ASNE code limits uill be eeceerfed following loss of 
feedwater I a a reported per Part 21 

WtLLS> L H Tennessee Valley Authority 82/10/05 O'REILLV. J P 
Region 2, Office of Director 2pp 15601 008 24X 

riche 50-436. 32/ J0-/05< 6210130407 


6210220071 Final deficiency rept re attachment of pipe suppo-rts to 
6-lnch strip plates Initially reported on 811231 Field mods 
for unacceptable supports scheduled for completion hy 
031001 

FILLS, £. N Tennessee Valley Authority 02/10/07 0'REILLY< J P 
Region 2, Office of Director 2pp 15776 169 24X 

Flthe 50-436. 82/10/07, 8210220071 


Q2;022Q35Q First intei im deficiency rept re diesel generator bldg cablo 
tray support welds made as filJel welds instead of grove 
suetds Initially reported on 020900 Supports being reworked 
Process spec revised Nect rept to be submitted by 030124 
mills, L M TennesBee Valley Authority 82/10/03 O'REILLY. J P 
Region 3* Office of Director 2pp 15776 373 24X 

Fiche 50-438 82/10/0840210220350 


0210290338 Second interim deficiency rept re use of nonconservative 
calcu lafeiona 1 method to evaluate General Const Spec 0-32 
spacing violations Initially reported on 020520 Me x t rept 
wil] be sent by 630526 

HILLS, L M Tennessee Valley Authority 82/10/12 O^RElLLV, J P 
Region 2. Office of Director 2pp 15853 064 24X 

Fiche 50-000,02/10/12-6210290320 


8^10290059 Siilh interim deficiency rept re piping potential safety 
concern Initially reported on 801121 Dltlf analyses completed 
except fur in'-core piping Next rept by 830523 Also reported 
per Part 21 

HILLS, L rt Tennessee Valley Authority 02/10/14 O^REILLY.J P 
Regicin 2, Office of Director 2pp 1S854 026 24J( 

Fiche 50-436.82/10/14.8210290059 


0210590236 Third interim deficiency rept re patentially overstressed 
embedded plates Initially reported on 820412 investigation 
continuiTig U. const activities deferred until Sufficient info 
gathered to determine completion of project 

mills, L « Tennessee Valley Authority 82/10/14 O'fiEILLV, JF 
Region 2, Office of Director 2pp I5Q53 229 24){ 

Fiche 50-000,82/10/14,0210290236 


02lO29'O324 Third interim deficiency rept re Dresser safety valve, Model 
3I709NA, suffer ing unacceptable internal damage during steam 
test Initially reported on B10709 EPRI L O&M repbs 
evaluated Also reportable per Part 21 

mills, L M Tennessee Val ley Authority 02/10/14 O'REILLY, J P 
Region 2, Office of Director 2pp 1 5853 lO) 24X 
Fiche 50-430,82/10/14,8210290324 


821DS60320 First interim deficiency rept re addition of locking devicoc 
to handwheel operated valves Initially reported on 820916 
Const activities deferred Analyses of locking devices 
continuing Next rept will be sent by 820310 

HILLS. L M Tennessee Valley Authority 02/10/10 O'REILUYjJP 
Region 2, Office of Director 2pp 15002 359 24X 

Fiche 50-000, 82/10/10, 62 i 0260320 


6210260322 First interim deficiency rept re generic deficiencies in 
solid state control sys It basic control room switch modules 
supplied by Consolidated Controls Carp Initially reported on 
820916 Next rept by 030519 Also reported per Part 21 
HILLS, L H Tennessee Valley Authority 82/10/18 O'REILLY. J P 
Region 2, Office of Director 2pp 15799 342 24X 

Fiche 50-438,82/10/16,0210260322 


6210260251 Final deficiency rept rc wort releases allowing const to cut 
reinforcing steel to install anchor bolts for pipe supports 
Initialty reported on 020727 PersoriJifl instructed to review 
design drawings mare carafotlg 

MILLS, L f1 Tennessee Valley Authority B2/1D/19 O'REILLY. J P 
Region 2, Office of Director 2pp 19799 350 24X 

Fiche 50-430,82/10/19.8210260251 


8210260105 Third interim deficiency rept rp governor lube aij {ooJir 
Initially reported on 020300 Supplier has provided drawing 
(/ procedure to relocate cooler belou governor Vendor working 
to identify cause Also reportable per Part 2j 

HlLLS'L M Tennessee Valley Authority 82/10/20 0 'RE ILLV, J P 

Region 2, Office of Director 2pp 15799 120 24X 

Fiche 50-430, 02/ 1 0/30. 02 1 0260 1 0 5 


G310390274 Final rept for Deficiencies D 8< E 8, seventh interim rrit *v 
Oef ic lenc i es A «< D re control of procurement activities 
Initially reported on 010316 Final corrective actioni noted 
Next rept expected by 030428 

fllLLB.L M Tennessee Valley Authoiity 82/10/31 O'HEIlLV, JP 
Region S, Office of Director 4pp 15853 143 24X 

Fiche 50-000.82/10/21,8210390274 


82J029024B Revised final deficiency rept re structural tubknO liftiii-j 
AU5 allouables Initially reported on 810013 Design drauingt 
which dictate conf iguratl on of 06 cable tray supports 
altered to ensure seismic qua) i f ication 

HILLS, L H Tennessee Valley Authority 02/1D/22 O'flCiLLV.JP 
Region 2, Office of Director 3pp 15053 122 24X 

Fiche 50-439, 62/10/22.0210290240 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT, IXyiT 1 


A App 1 1 cat lon/c onstructlon stage documents & correspondence 


8210130010 Requests submittal of add) foe for 030721 app 1 uatLon Jm? 
extension of const completion dates 

DIGGS, R License Fee Management Drench 02/09/37 DA VI OS 311,5 

Cleveland Electric Illuminating Co Jp 15692 332 24X 

ncho 50-440. 02/09/27,0210130010 


0310130179 Advises that response to NRC 820906 Itr re degraded f«rf 
hydrogen control ul 11 be provided by 021201 
DAVIDSON.DR Cleveland Electric Illuminating Co 83/09/29 
SCHWeNCER,A Licensing Dpanch 2 Ip 15673 019 24X 

Fiche 50-440.02/09/29,8310130179 


0310190326 Forwards slide presentation from 020813 meeting re lafity 
relief hydrodynamic loads Position similar to criteria 
outlined in NUREO-0763 Ends withheld (ref I0CFR3 790) 
DAVID-SON.DR Cleveland Electric flluminating Co 03/10/08 
SCHWENCER.A Licensing Drpneh 2 2pp 15742 059 24X 

Fiche 50-440.82/10/08.8210190326 


8310260419 Forwards NEDE*'23203. "Reactor Internals Vibration 
Predictions.'’ dtd Aug 1982 Rept contains proprietary info 
re internals vibration program & peak amplitude predictions 
per engineering anolysis Rept withheld Iref 10CFR2 790) 
DAVIDSON. D R Cleveland Electric Illuminating Co 63/10/08 
SCHWENCEH.A Licensing Draricb 2 Ip 15006 114 24X 

Fiche 50-440. 82/10/00,8210260419 


8310190619 Confirms 0S1006 teUon re preopera t ional testing prograi 
Util not required to continue sending preliminary 
preoperationa ) test procedures Current status of procedures 
ii impLernentat ion will be forwarded monthly 

LITTLEiW 8 Division of Engineering & Technical Programs 0?/JO'i> 
NICKS. 0 R Cleveland Electric Illuminating Co (p 15737 3SJ 
24/ Fiche 50-440.03/10/15,0210190619 


8310210079 Forward's proprietary util 031008 ) tr L attachments re i*Rt| 
relief valve hyifrody namlc I oads. Inadvertent 1 y omitted from 
original submittal Nonproprietary info to be provided by 
021105 

DAVfOS-QN. 0 R Cleveland Electric Illuminating Co 83/10/15 
SCHWENCER.A Licensing Dranch S Ip 15762 235 24X 

Fiche 50-440. 82/10/15,8210210079 


8210270073 Notificatipn of 821109 meeting w/util,C-E U OAJ In BUbfWl 
MD to discuss pool dynamic load criteria application to 
plant apBcific design 

STEFANO.V Licensing Branch 2 82/10/19 SCHWENCER.A LUinilfJ 

Branch 2 3pp 15036 296 34X Fiche 50-4 40,83/10/19.82102 7 0073 


D NRC Draft/Final Environmental Statements, suppls t< porrespendenii 


6210260235 Comments on FES for facility Applicant aware of effluent 
limits No add 1 adverse environ impacts within EPA field of 
expertise anticipated 

BACKLEY, B T Environmankal Protection Agency 02/10/19 
SCHWENCER.A Licensing Branch 2, Ip 15799 354 24X 

Fiche 50-440, 82/10/19.0210260235, 


j 


DOCKETED ITEMS 


277 


NRC Safety Evaluation Report (5ERI< supple & correspondence 


2l'OiS-0233 Foruards response to S£R C onf irmna tory Issue 16 re beltlino 
ujeid matls Info revises response to Questions 133 i, i?3 s' 6 
1S3 3 & should resolve issue of matl surveillance capsuled 
DAVIDSONj D R Cleveland Electric Illuminating Co 03/09^/22 
SCHliENCER, A Licensing Branch 2 42pp 15706 010 24X 

Fiche 50'440. 02/07/22. Q31 01 50233 


210130173 Advises that responses to HRC 820708 Itr re SER Outstanding 
Issue 21 concerning reanalyais of transients b accidents & 
development of emergency operating procedures b>Lll be 
provided by Q2I02? 

DAt/IOSOM. 0 R Cleveland Electric Illuminating Co 82/09/2B 
SCHWEWCER.A Licensing Branch 2 tp 156 73 044 24X 

Fiche 30-440.62/07/28.0210130173 


210190333 Responds to SER Confirmatory Items 32 t. 45 re accident 
mnnitoritig instrumentation 6 location of plant area 
radiation monitoring instrumentation Items also address ThI 
Items II F I 3. ri F 1 4. II F 1 5 S( 1 1 F 1 6 

DAVIDSON. 0 R Cleveland Electric Illuminating Co 82/10/14 
SCHk^ENCER.A Licensing Branch 2 3pp 15742 120 24X 

Ficho 50-440. 02/10/14. B2 1 01 90333 


!101706a3 Forwards response to SER Confirmatory Issues S8> 30 & 33 
re instrumentation tt control Three oversiie drawings end 
Aparture cards are available in PDR 

DAVIDSON. D R Cleveland Electri-c Illuminating Co 62/10/14 
SCHWENCEfl.A Licensing Branch 2 6pp 15751 013 24X 

Fiche 50-4 40.62/10/14.0210190663 


Security, medical, emergency Ct fire protection plans 


8210010335 Reply to applicant 02O93J motaon to amend ASLfi 820916 
memorandum 6 order re scheduling Moving filing date of 
testimony uill prejudice intervenors Applicant suggestion 
to delay bearing until 030222 should be granted 
HIATT.S L Ohio Citkiens Pnr Responsible Energy 02/09/27 
Atomic Safety and Licensing Beard Panel Ip 15569 163 24 X 

FJche 50-440. Q2/09/27. 6210010335 


8210010366 Seventh set of interrogatories Certificate of Svc end 
Related corre spondence 

HIATT.6 L Ohio Lltliens for Responsible Energy 02/09/27 
Office of the Executive Legal Director Gp p lS573 095 24 X 

Fiche 50-440.82/09/27,6210010366 


0910010377 Reply opposing applicant 030913 motion to rescind ASLU 
010804 procedural order requiring infcervenors to respond to 
NHC tr applicant answers to late filed contentions 
Certificate of Svc end 

HIATT. 0 L Ohio Citliens for Responsible Energy 02/09/27 
Atomic Safety and Licensing Doard Panel 5pp 15573 054 24X 

Fiche 50-440. 02/09/27 . 621001037 7 


8210010386 Requests article from Nuclear News noted in ASLD Q20916 
memorandum & order be provided to all parties since 
magalipe unavailable in public & univ libraries 
HIATT.S L Ohio Cltiiens for RespOnsiftle Energy 82/09/27 
Dl'DCH* P D . KLINE, vf R • SHOW. F -J Atomic Safety and Licensing Board 
Panel Ip 1 5569 212 24X Fiche 50-440.82/09/27.6210010306 


8210010416 Sixth set of i nter roga tar i c& Certificate of Svc end Related 
correspondcnc e 

HlATTrS L Ohio Citiiens for Responsible Energy 62/09/27 
Cleveland Electric Illuminating Co tOpp 15372 193 24X 

Fiche 50-440,62/09/27.6210010416 


07180055 FOIA request for all documents since 1979 re drug or 
alcuhoJ abuse by persons at facilities 

SAWICKJrS 0 News-Hflrald Willoughby. OH 62/08/30 FELTON, J M 
Division of Rules and Records Ip 15758 359 24X 

Fiche 50-440,82/06/30.0207180055 


10190199 Responds to FQIA request for all documents since 1979 re 
drug or alcohol abuse by persons at facilities Forwards 
documents identified during 620913 telcon 

FELTON, J H Division of Rules and Records, 62/09/15 SAWICKl.B 6 
News-Herald Willoughby. DH Ip 15750 360 24X 

Fjthe 50-440, 02/09/15,8210190199 


8210010250 Response apposing applicant motien to revise procodures for 
late filed contentions No prejudice d emonst rated Proof of 
Svc end 

WILT, O D Sunflower Alliance WILT. 0 D Wilt, 0 D 02/O9/2fJ 
Atomic Safety and Licensing Hoard Panel 2pp 10568 262 24X 

Fiche 50-440. a2/09/2B, 02 1 0010250 


8210010323 Motion for 5-day extension to file motion to compel 
discovery against NRC Add 1 time necessary due to other 
business U personal illness Proof of 6vc end 

WILT. D D Sunflower Alliance WK.T, D D Wilt. D 0 02/O9/2U 

Atomic Safety and Licensing Doard Panel Ip 15569 199 34X 

Fiche 50-440,02/09/20,0210010323 


8210190204 Provides info re drug alcohol abuse, fire support 
def 1 C i one 1 esr the f t t( forced entry observed at facilities 
Author name deleted 

* Affiliation Untnoun 62/09/15 NRC - No Detailed Affiliation 
Oiven 2pp 15750 36! 24X Fiche 50-440.02/09/15,8210190199 


0210190209 Ac k receipt of Itr expressing concerns re security 
admin i sbra t ion at facility NRC does not impose security 
requirements on licensee prior to onsite receipt of reactor 
fuel Contacting util suggested Info partially deleted 
PHILLIP. O A Region 3, Chicago. Office of the Director <01/03/01) 
01/07/16 Affiliation Unknown Ip 15750 363 24X 

Ficho 50-440, 09/09/15. 0210190199 


10190011 Notification of 821006 meeting w/util in Dethesda.hO to 
discuss responses to NRC questions re omergancy plan it 
status of plan finaliiation 

STEFANO. J Licensing Branch 2 02/09/23 SCHWENCER, A Licensing 

Branch 2 3p p 15760 318 24X Fiche 50-4 40.02/09/23.0210190011 


0510010345 Answer to fourth set of interrogator ies Certificate of Dve 
enc 1 

WILLH0RE.R L Cleveland Electric Illuminating Co WILLMORE. R L 
Shaw, Pittman, Potts Trowbridge 82/09/20 Phio Citliens foi 
Responsible Energy 17pp 15574 001 24X Fiche 50-440,02/09/20, 

8210010345 


0210010457 Forwards RF pucker S< RA Pender original affidavits to be 
substituted for photocopies in applicant 020920 answer to 
QH Cltiierts for Responsible Energy fourth set of 
interrogatories Related correspondence 

WILLMQRE, R L Shaw, Pittman, Potts le Trowbridge WILLMORE.R L 
Cleveland Electric Illuminating Co 09/09/29 Docketing «< 
Services Drancb 3pp 15572 311 24X Fiche 50-440,82/09/29. 

0210010457 


8210040019 Notice of withdrawal of appearance in proceeding 

LEWIS, S H Hearing Branch 2 02/09/29 3pp 15501 262 24X 

Fiche 50-440,02/09/29,0210040019 


1026057S Releases public 
FELTON, J H Division of 
Hansgoment Dranch Ip 
0210260572 


version of revised emergency 
Rules and Records 02/10/00 
15832 026 24X Fiche 50-440, 


plan 

Doc ument 
82/10/00. 


B210260S75 Forwards public version of Revision 0 to emergency plan 
DAVIDSON.D, R Commonwealth Edison Co 02/09/22 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp |5032 027 
24X Ficho 50-440.03/10/00,0210260572 


3210360579 Public version of Revision 0 to emergency plan 

e Commonwealth Edison Co 02/09/22 291 pp 15032 029 24X 

Fiche 50-440.62/10/00,0210260372 


0210040019 Certifies svc of NRC response to Sunflower Alliance motion 
seeking admission of late contention on shift rotation & OE 
■Johnson notice of appearance on 020930 

JOHNSON.© E Hearing Dranch 4 02/09/30 2pp 15581 348 a4X 

Fiche 30-440. 02/09/30. 82 1 00400 1 5 


8210040017 Response opposing Sunflower Alliance 020910 motion seeking 
admission of late contention on shift rotation Gpntention 
beyond Commission regulatory r equ irententB, 1 ac ks basis ti 
nexus Is untimely 

JOHNSON, 0 E Hearing Branch 4 62/09/30 Atomic Safety and 

Licensing Board Panel Bpp 19SBI 397 24X Fiche 50-440.02/09/30, 

0210040017 


Adjudicatory correspondence 


10070D75 Forwards responses to Interrogatories from Sunflower 
Alliance requiring FEHA reply 

<RiriN, R W Federal Emergency Management Agency 02/09/09 
;R1NES. B K division of Emergency Preparedness 33pp 15628 127 
24X Fiche 50-440.82/09/09,0210070075 


8210040023 Notice of appearance in proceeding 

JOHNSON,© E Hearing Drench 4 B2/09/30 Ip J55SI 256 24 X 

Fiche, 50-440. 82/09/30. 8210040023 


021OOSO173 Third set of interrogatories re Issue 3 8, requests for 
production of documenta Proof of Svc end Related 
correspondence 

NILT. D D Sunflower Alliance WILT. D D Wilt. D D 02/09/30 
NRC - No Detailed Affiliation Oiven 7pp 15604 138 24X 

Fiche- 50-440, 02/09/30, 8310050173 


UmlfJ 


DOCKETED ITEMS 


82IOOJO320 Fourth req 4 J«st for production documents re Contention L« 
Issue I on erier 9 eney evacuation planning Proof of Svc end 

Pelaled correspondence 

WItr.D D Sunflower AJljance WILT. D » WjJt. 0 D 02/09/30 
Otfice of the Eiecutive Oiredtor for Operations 2pp 15610 351 
Fithe S0--4 40. 82/09/30, 8210050228 


9210050242 Requests eictension of discovery tine on Contention 1 Issue 
not ready for hearinq as final emergency plans not yet m 
place Plans must he- revieured prior to hearing Proof of Swc 
end Related correspondence 

WILT.D D Sunflower Alliance WILT. D D Wilt* DO 02/09/30 
Atomic Safety and Licensing Board Panel 2pp 15610 334 24X 

Flche 50-440, 92/09/ 30. 8310050242 


6210050S52 Third set of interrogatories ^/request^ for production of 
Jocuments re Issue 3 qin adequacy of applicant OA proararn 
Proof of Svc end Related correspondence 

Wll-r.DD Sunflouier Alliancf WILT. » 0 Wdl, DD 82/07/30 
Cleveland Electric 11 I vininati-ng Co ( 2 pp 15610 294 24 X 

Flche 50 ~ 440 . aa/ 07 / 30 . 82 IOOS 0252 


8210050255 Third set of interrogatories 6 request for production of 
documents re Issues 1,3 6 11 on offsile emergency evacuation 
plans'QA h local economic benef i ts, resp^c t i ve 1 y Certificate 
of Svc enci 

WlLtPOflE P L Cleveland EUttrU 1 11 uminat i ng Co WlLLHaRE. R L 
Shauj Pittman, Potts 6 Trowbridge 02/07/3-0 Sunflouer Alliante 
l2pp 15609 J97 S4X Fir he 50-440. 82/09/30- 921 0050255 


8210050374 Response in opposition to Sunflower AlJiancednc 030910 
motion to compel applicant answer to second set of 
interrogatories Applicants laii 1 1 respond shortly Certificate 
of S^c end 

srUGERC, J E Cleveland Electric Illuminating Co SILSERO. J E 
'^hauf. Pi + t-man. Potts 6 TrowbridSe C2/09/30 Atomic Safety and 
Licensing Board Panel 20pp 15600 256 24)( Ficbe SO-440, 03/09/30, 

8310050374 


821C060207 Seventh sdt of interrogatories directed to applicant f< 
eighth set of interrogatories directed to ffHC, pursuant to 
ASLB 910728 He/inrandom U Order. UQP-81-24 Certificate of Svc 
end Related correspondence 

KJATT.S L Ohio Citiiens for Responsible Energy 82/09/30 
Cleveland Electric 31 1 uml mating Co 5pp 15614 157 24X 

Fiche 5 0“440, 82/09/30,621006020 7 


8210150161 Confirms 621005 teJcen re time for filing util responsr la 
OH Cifclaens for Respansibje Energy motion to compel answers 
to Sunflnufer second sdt of interrogatories Answer to be 
filed by 621012 Svc list end Related correspondence 
SiLBEftO.JE Sbawr Rittman, Potts 6 Trowbridge SILflEBO. J 8 
Cleveland Electric Illuminating Co 02/10/06 HIATT. S Ohio 
Citliens for Responsible Energy 2pp 15697 067 24X 

Fiche 50-440. 82/10/06, 8210150161 


8216120337 Hemo randum & order denying Sunflower Alliance, Inc 030?f30 
request for eitenslon of time for discovery on Issue 1 
info has baeli made available 

Dt.0CH,P 9 Atomic Safety and Licensing Board Panel 02/10/00 
sunflower A1 1 lance iP 15652 103 24X Fiche 50-440, 02/ lO/Ofl, 

8^(0120337 


B210130329 rtemopandum 2^ order denying OH Citliens for Responsible 
Energy B20907 /notion to sever proceedings No reason provided 
for AELB to reconsider 810909 ruling on Ideoticdl motion by 
Sunflower Alliance 

BLOCH. P 8 Atomic Safety and Licensing Doard Panel 82/10/00 
Ohio Citliens for Responsible Energy Ip 13670 203 S4X 

FiChe 50-440. 82/10/00. 02101X329 


8210130333 Memorandum & order admitting Contention 12 re Inadeqvali 
cons I deration o# economic consequences of accidents 
Preponderance of considerations favors admission of 
contentian ^ . 

DLOCM. P fl , KLINE. J R • SH-ON, F J Atomic Safety and Licensing SCard 
Panel 02/lO/OB Ohio Cltl/ens for Responsible Energy 3pr 
IS682 059 a4X Flcho SO-440. 82/1 0/00. 02101 30333 


6210150228 Conf irms conversations w/OH Citizens for Responsible tnirji 
t< v/udge Bloch re eatension of time for util to respond to 
OM Citizens for Responsible Energy 020920 motion to compel 
discovery on WRC & util Response due 821016 W/svc list 
SILBERO, J £ Shaw, Pittman, Potts 8. Trowbridge SlLDERO, J E 
Cleveland Electric Illo/nlnating Co 02/10/00 flLQCN. P fl * 

KLIWE. J R , SHOM.F J Atomic Safety «Tid Licensing Board Panel *ff 
15706 OOB 24X Fiche 50-440, 02/10/00. 8210 150226 


8210150467 Answer to sizth set of interrogatories Certificate of Bvr 

MILUMORE. R t Cleveland Electric Illuminating Co WlLLHORe. fl t 
Shaw, Pittman, Potts & Trouibridge 62/10/12 Ohio Cltiitni far 
Responsible Eisergy (^PP 1S703 050 24X Flche 50-440. 02/ 10/ IS, 

82I01S0467 


8310050069 Response supporting applicant 020910 motion to revise 
procedures for late filed contentions Allculng mtervenors 
to raise new matter tn reply constitutes amend to 
contentions Certificate of Svc end 

CurcHiN.i/ M Hearing Branch 4 62/10/04 Atomic Safety and 

Licensing Board Panel Bpp 15603 190 24^ Fichl 50-440.82/10/04. 

8210050069 


6210100211 Reply qpposlnS U applicant responses to OH Cituens fir 
Responsible Energy motion for leave to file Contentions 
21-26 Oaotf ceuse. spec Lfic i ty ie bdsls requirements met 
Certificate of Bvc end 

HIATT.e L Ohio Citlrem for Responsible Energy 02/10/12 
Atomic Safety and Licensing Board Panel J4pp 15710 IIO SAX 
Flche 50-440. 02/10/12. 0210100211 


9210-150!92 Requests < lari f iration of docket numbers for Harris fc Peiry 
plants Mixup may b« causing jirejudice to intervenors since 
documents go to incorrect LPBR 

HIATT. S L Ohio Cltlxens for Responsible Energy 02/10/04 
DocVetlng t Services Branch Ip 15707 260 243( 

Fjche 50-000, 82/10/04, 82(0150192 


0210150175 Advises that documents requested by Sunflower AM lance 
fourth request directed to Executive Director for Operations 
available Jn PDR 

cyrcHIM, J M Rearing Branch 4 82/10/13 WILT.DO Wilt. D l> 

UILT,-I> 0 SUnflpuer Alliance Ip 15707 103 24X 

Flche 50-440. 62/10/13. 0210130175 


6210060303 Response opposing OH Citiiens for Responsible Energy 020920 
motlnn to compel discovery of NHC util ABIQ chairman 
comments did not allou intervenors to broaden contention or 
scope of discovery 

CUrCHIN.J M Hearing Drench 4 02 / 10/05 Atoinic Safety and 

Licensing Board Panel 6 pp 15619 017 24 X Ficht 30 - 440 , 02 / 10 / 05 , 

9210060303 


6210150275 Advises that NRC will not voluntarily respond to ang 
discovery requests in Burtflower Alliance third set of 
interrioyatori ei 6 requests for documents, ex cept Request 17 
Remainder of discovery broader than Issue 3 

CUTCHIN. J M Hearing Branch 4 82/10/13 WILT.D D WlU. DD 

hilt. D D Sunflower Alliance 3pp 15705’ 001 24X 

Flche 50-440.82/10/13.6210150275 


8210180159 Advises of correction to util response to Interrogatory 4 0 
of OH CIti leni for Responsible Energy sixth set of 
interrogatories Conclusion of response remains unchanged 
Related correspondence „ . 

MILLMORE. R L BhaW' pittman. Potts Trowbridge WILLMORE.K l 
Cleveland Electric 1 1 1 uminat Ing Co 02 / 10/14 HlATT.S OM® 
Citliens for Responsible Energy Ip 15719 269 24 X 

Flche 50 - 440 . 02 / 10 / 14,0210180155 


6210190377 Answers to 020707 Fifth set of interrogatories Prof 
qualifications & Certificate of Svc end q„,ia/i 5 

^OHNSOH. 0 E Dperations 8< Admlnl stra tl ve Divialon 0S/1O/15 
Ohio Citizens for Respons lb I e Energy 15pp 19740 300 24* 


8210190475 Answer opposing Sunflower Alliance 820928 motion to eit* 
time to file motion to compel discovery agpinst NRC No bails 
for unlimited request provided Certlficats of Svc encl 
CUTCHlNt J M Hearing Branch 4 02/10/13 fafety^en^^ 

Licensing Board Panel, 4pp 15740 241 
"'"10190475 


Acomic r-;- 

g4X Flche 50-440.02/10/1! 
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8210210391 Objects to issuance of ASLQ GSIOOB memaranduni it order re 
request to eitend rfiscoverii on Issue 1 Order issued ASLD 
should request responses from all parties on expedited 
schedule W/Cb r t» f icate of Bvc Related corre spondcnce 
HJATTjS L Ohio Cltiiens for nesponslfalo Energy 82/10/15 
BLDCHiP 9 I llLlNEt J R « EHONt F J Atomic Safety and Licensing RourtI 
Panel Ip 157^>4 010 S4X Fi che 50-440. 82/10/ 1 5> 8210210391 


82t021035Q Seventh discovery progress rept. pursuant to ASLB Q10909 
memoTandum t order. LDP-ai-35 Interrogatories submitted to 
applicant ^ NRC re Issues 4. 5. 7. 8 ^ 7 Discovery re Issue 7 
forthcoming 

HIATT< S L Ohio Citizens for Responsible Energy 82/10/13 2pp 
1S764 Oil 24X Fiche 90-440,82/10/19.8210210351 


— 02lO2IO3£fr Motion to extend discovery on Issue 9 to 821101 to permit 
revCeu of doci/hients referenced in applicant responses to 
B20B30 inte r rPgator ies it follouup discovery Certificate of 
Svc end Related correspondence 

HIATT.6 L Ohio Citizens for Responsible Energy 02/10/15 
Atomic Safety and Licensing Doard Panel 3pp 19764 013 24X 

Flcfifi 50-440102/10/15,0210210351 


8210210284 Ansujer opposing OM Citizens for Responsible Energy B20720 
motion to compel discovery an NRC ^ util Interrogatories not 
relevant to it beyond scope of Issue 6 Certificate of Svc 
one 1 Related correspondence 

SiLGEROiid ^ Cleveland Electric Illuminating Co &ILOERO, J 1- 
BAau. Pitfcmani Potts 8< Trowbridge 82/10/10 Atomic Safety and 
Lleeniing Board Panel 36pp 15765 099 24X Fiche 50-440.82/10/10. 

02102 102B4 


3210210393 Amended ansuer to Tnierro^atory 13 of Sunfloucr Alliance 
second set of interrogatories Certificate of Svc end 
Ralated correapondence 

STLDERO. J E Cleveland Electric 1 1 1 uminati ng Co SILOERO. J E 
Shaw. Pibtmani potts tt Troubridge 82/10/18 Sunflouioi Alliance 
3pp J9763 1 77 24X Fiche 90-440. 82/10/18. 02JO2IO393 


1210220461 Requests attachment to NRC 780203 I tr to OE bo provided to 
alloy progress on Issue 4 Document needed before Intarvenor 
can decide if update# to interrogatories necessary Related 
correipondanc e 

HfATTiB L Ohio Citizens for Responsible Energy 82/10/18 
SILGERO, J Shaui Pittman. Potts it Troybrldge GILDERO. J Cleveland 
Electric Illuminating Co Ip 19779 078 24X Fiche 50-440. 

82/I0/J8. 8210220481 


1210310476 Memorandum It order denying Sunflower Alliance B20910 motion 
to compel applicant to ansuer second set of interrogatories 
If util agrees to stipulation on potassium iodide 
subcontention . Interrogatory 56 need not be answered 
DLOCH.P 8 . KLINE. J R . 8H0N. F J Atomic Bafety and Licensing Uoard 
Panel 02/10/19 Cleveland Electric Illuminating Co 6pp 

19762 269 24X Fiche 90-440.82/10/17.8210210476 


^210220309 Ansuer to 820930 seventh sot of interrogatories Certificate 
of Svc end 

(fILLNORC. R L Cleveland Elfctric Illuminating Co WILLHORE. R L 
Shaw. Pittman, potts h Tr oubri dge 82/10/19 Ohio Citizens for 
Responsible Energg I3pp 15776 053 24X Fiche 50-440.02/10/19. 

0210230309 


1210220309 Seventh discovery progress rept Certificate of 8vc end 
WILLMORE.R L Cleveland Electric Illuminating Co WILLMORE.Rl 
Shaw. Pittman, potts it Trowbridge 02/10/19 4pp 15776 049 24X 

Fiche SO “4 40r 02/10/19.8210220309 


1210220396 Ifatien for leave to file answer to OH Citizens for 
Responsibl* Energy (OCREl 021012 reply to util & NRC 
answers to QCRE motion for leave to file Contentions 21-26 
UtLLMORE. R L Cleveland Electric Illuminating Co WILLMDRE, R L 
Shaw. Pittman, potts tt Trowbridge 02/10/19 Atomic Safety and 
Licensing Board Panel 3pp 15777 3l2 24X Fiche SO-440. B3/10/19. 

0210220396 


-B210320409 Aniwer to OH Citizens far Responsible Energy 821012 reply 
to NRC tc applicant response to Citizens motion to file 
Contentions 21 through 26 Cltisoni did not meet burden of 
proof for admission of new contentions W/Certi f icate of five 
UILLMORE. R L, Cleveland Electric Illuminating Co HILLHORE.R L 
Shaw, Pittman. Potts & Trowbridge 82/10/19 Atomic Safety and 
Licensing Board Panel ISpp 15777 314 24X 

Fiche 90-440. 82/10/19. 6210220396 


1210290331 Reply bfisf supporting motion to submit «ddl contention Good! 
cause for late filing demonstrated Applicant shift rotation 
plans may not be Incorporating circadian principles 
HILTiDO Sunflower AUianee. WILT. D. D Milt, DD 82/10/19 
Atonic Safety and Licensing Board Panel 3pp 15790.325 24X 

Fiche. 50-440. 82/10/l?i 8210290331 


8210250299 Answer to OH Citizens for Responsible Energy 021015 motion 
to extend discovery an Issue 9 re polgnier degradation No 
justification exists for extending discovery cutoff date 
Certificate of Svc end 

SiLflERO. J £ Cleveland Electric 11 1 u-mmat i ng Co SILBERC, J E 
Shaw. Pittman, Potts 6 Trowbridge 82/10/20 Atomic Safety and 

Licensing Board Panel 5pp 15790 195 24X Fiche 50-440, 02/lO/JO, 

821 0250299 


6210250322 Supplemental answers to Sunflower Alliance, Inc second set 
of intaz roga t or les Certificate of Svc end 

SILBEROi-JE Cleveland Electric Illuminating Co 5ILRERG, J L 
Shaw. Pittman, Potts «< Trowbridge B2/10/20 Sunflower Allianre 
17pp IS790 226 24X Fiche 50-440,82/10/20. 8210250322 


6210250365 Advises that NRC will not voluntarily re«>pond to QH Cktirpn< 
tor Responsible Energy seventh set of interrogatories 
except for 1 n terrogatorl es listed Requests irrelevant 6 ui 1 I 
not lead to discovery of admissible evidence 

CUrCHiN. J M Hearing Branch 4 02/10/22 HIATT, 5 L Ohio Cifcizpu* 

for Responsible Energy 2pp 13790 175 24X Fiche 50-440, 02/1 0/?i'i 

0210250365 


8210260033 Answers to B20830 fourth set of documents Certificate of hvt 
one I 

MRIOHT, N A Hearing Branch 2 02/10/22 Ohio Citizens for 

Responsible Energy I2pp 15799 124 24X Fiche 50-440. 02/ 1 0/^NJ. 

□210260033 


0210280216 Responds to 621016 I tr re svc of documenia to parties 
Tolcons could expedite matters in future Svc list one! 

Related correspondence 

SILDERO. E Shau. Pittman. Potts e< Trowbridge P2/I0/22 
HIATT. 6 L Ohio Citizens for Responsible Energy 9pp 1563/ 356 
24X Fiche 90-440. 02/10/22. B2102G02I6 


0210260231 Upda te to response to Interrogatory 4-2 of GH Citizens fur 
Responsible Energy 820928 fourth set of interrogatories 
Related c orre spondenc o 

UlLLHORE, R L Bhaw. Pittman. Potts Trowbridge HILLMDRE. R L 
Cleveland Electric IlLumlnailng Co 82/10/22 HIATT. B Ohio 
Citizens for Responsible Energy Ip 15037 081 24X 

Fiche 80-440. 82/10/22. 821 020023 J 


0210260383 Answers to listed interrogatories of 020927 seventh KCi of 
interrogatories NRC will not voluntarily answer remaining 
intfirrogator i es Certificate of Svc enc 1 

CUrCHIN, J H Hearing Branch 4 02/10/25 DM o Citizens for 

Responsible Energy 1 Ipp 19B03 348 24X Fiche 50-440,82/10/25. 

6210260363 


9210260395 Discovery rept for previous two months per ASUD 810909 
memorandum it order 

CUTCHIN, J M Hearing Branch 4 02/10/25 BLOCH, P D . SHON. F J . 

KLINE, J R Atomic Safety and Licensing Board Panel Ip 15803 Iiaj 
24X Fiche 50-440.02/10/35.0210260395 


0210260246 Forwards RD Coffey original affidavit to bo included in 
applicant 021020 supplemental answers to Sunflower Alliance 
second eet of interrogatories Related corre «pondence 
MILLKQREtR L Shaw. Pittman. Potts it Trowbridge MfLLMORE. R L 
Cleveland Electric Illuminating Co 82/10/25 Docketing 6 
aervlce* Branch 2pp 15837 054 24X Fiche 50-440.82/10/25. 

0210280246 


0210290287 Request* rncl RF Zucker & RV Tanney original affidavits he 
substituted for photocopies In applicant 631019 answers to 
OH Citizens for Responsible Energy seventh *»t of 
Interrogator! «s 

WILLMDRE. R L Shaw. Pittman. Pott* h Trowbridge MILLMORE. R L 
Cleveland Electric Illuminating Co 82/10/26 Docketing h 
Services Branch 3pp 15054 069 24X Fiche 50-440.63/10/26. 

6210290367. 


03tO2BO346 Answer opposing OH Citizen* for Responsible Energy 621015 
motion to extend time for discovery on Issue 9 No 
justlf Ication for extension provided Certificate of Bve 
and 

CUrcHlN. J N Hearing Branch 4 82/10/27 Atomic Safety and 

Licensing Board Panel. 5pp 15038 301 24X Fiche 50-440.82/10/27, 

6210200346 


K Utility Final Safety Analysis Report (FSAR 1 it amends 


8310040146 Forwards Amend 9 to F5AR Certificate of Svc end. 
OAV1080M.DR Cleveland Electric niuminatlng Co 82/09/30 
DENTON. H R Office of Nuclear Reactor Regulation, Director 3pp 
15594‘2S£ 24X Fiche. 50-440, 82/09/30, 6210040146 


—8210040130 Amend 9 to FBAR 

4 Cleveland Electric I J 1 uminating Co 02/09/30 
15584 254. 24X Fiche 50-440,82/09/30.6210040146 


573pp 
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H Antitrust c orre sp 0 idenc e 


02lO12O24ia Confirns B21007 telcon tt foTuards rJRC 820Q09 Itr to Citg of 
Clffvelard. D> V of Light U PoueT 020908 K 10 re-sponsea 
VOSLER. E H Hpdring Branch 2 82710/OB LAWSDALE. J Square. 

Sanders t Denpseq Ip 15*52 3IB 24X Fiche 50'440. Ba/tO/OH. 
&2t0l202*B 


U Inspection reports. IE Bulletins ^ correspondence 


B3100B0305 Foruiards IE Insp R«pts 50-440/82^11 & 50-441/62-10 no 
B20331-0902 flp noncomp 1 lanc e noted 

LITTLE. U S Division of Fngineering b Technical Programs B2/09/Ja 
OAVIDSOH.D R Cleveland Electric niuminottng Co 2pp 15*19 J 9b 
34X Fiche 50-440 02/09/22.82100*0305 


— 62100*0308 IE Insp flepts 50-440/B2-11 b 50-441/82-10 on 620831-0903 Nu 
norcompl lan c e noted Hajor areas inspected preservice msp 
procedures L u;orJt act iv 1 1 1 es. p revious insp findings * IE 
Bulletin GO-oe activities 

WARD. K D . DAWIELEON. D K Reg ion 3. Office of Director 82/09/14 
5pp 15*19 197 24X Tiche 30-440. G2/09/22, 8210'060a05 


82101907*3 Forwards IE Investigation Repts 50“440/ei-l9 * 50-441/81' 19 
on GU027-G203E9 * notice of violation 

/EPPLER. J fi Region 3. Office of Director 82/09/27 PAVIDSQM.UR 
Cleveland Electric riSuminating Co 3pp 15736 313 24X 

Fiche 50-440. 32/09/27. B21 01907*3 


—8210190771 notice of violation from investigation on 011027-820319 
KEPPLER. J 0 Region 3. Office of Director 82/09/34 9pp 
1573* 321 24X Fiche 50-440.82/09/27.83101907*3 


— 8210190707 IE 1 nve s 1 1 g at I on Rep t s 50-440/PI-19 f< 50-441/01-19 on 
811027-820319 None onp ] i ance noted Oould.Inc Drawings 
£-35-51-956 E231 fe E233 i nade quatc I g reviewed i instructions 
not incorporated into cable pulling procedures 

WEIL.C H . WAIDU.K P . BRAUND. C D Region 3. Office of Directoi 
82/09/22 95pp 1573* 330 24X Fiche 50-440.62/09/27.8310190/63 


e208I9023v^ IE Info Notice SO-35. buppl 1. ‘^Leaking * Dislodged 
Implant Seeds Gve list end 

CORD.L I Division of Fuel Facilities. Materials Ir Safeguards 
02/10/06 Consolidated Edispri Co of Heo Vork **pp 157*1 350 

24/ Fiche 50-000 02/10 '06. B20B I 90233 


8208190230 IE Bulletin S2-03. "Stress Corros i on Crac k i ng in Thicli- 
Wall, Large-Di ameter. Stainless Stee I . Rec ire u lation 8i|s 
Piping at Plante “ Sve list end 

DEYOWMOjR C Director s Office. Office of Inspection and 

Enfarcement B2/1Q/M Consolidated Edison Co of New York 

nSpp 15310 125 24X Fiche 50-000.82/10/14.8208190238 


8210260333 Acfc receipt of 821003 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-440/62-09 b 
50-441/02-00 

NOflELlUS.C E Division of Project b Resident Programs 33/10/21 

DA9IDSQN.D R Cleveland Electric Illuminating Co Ip 15803 191 

a4!t Fiche 50-440. 82d0/21. 62102*0333 


— 32102*0337 Responds to NRC 920910 itr re violations noted in IE Insp 
Repts 50-440/83-09 V 50-441/02-08 Correct We actions Kaiser 
Engineer Procedure QAP-22 revised to require annual 
evaluation Detailed hardware insp performed 820720 
DAtMDSON. D R Cleveland Electric Illuminating Co 62/10/08 
NDRELIUS.C E Division of Project «. Resident Progranns 6pp 
15803 192 24X Fiche 50-440. B2/ 1 0/2 J.B21 02*0333 


S Reportable occurrences. LERs S' related correspondence 


8210050132 Final deficiency rept re nonconforming Transamer 1 ca Delaval 
standby diesel generator ASKE Section lllrClass B.piping 
welds Initially reported on 680329 Weld insp b required 
repa i r /rewor k will be completed by B3Q40! 

DAVIDSOM. D R Cleveland Electric 11 luminat mg Co 82/09/24 
KEPPLER. J C Region 3. Office of Director 2pp 15605 047 24X 

Fjche 50-440.82/09/34,6210050132 


8210130-3*4 Third i-ntarim deficiency rept re rejection of previously 
accepted containment vessel radiographs InitiaUq reported 
on B20405 All potentially rejec table radiographs submitted 
to Hartford Steam. Bailer Insp Go for review 
CAVIDSDN. D R Cleveland Electric Illuminating Co 82/09/30 
KEPPLER.3 0 Region 3. Office of Director 2pp 19681 1*9 24X 

Fiche 50-440.62/09/30.0210130364 


DOCKET 50-441 PEflRy NUCLEAR POWER PLANT, LWIT 2 


A App I icatlon/construct ior» stage documents ft correspondence 


B210130010 Requests submittal of addl fee for 620721 application foi 
eitension of const completion dates 

Dices. R License Fee Management Branch 02/09/27 DAVIDJjDN.D R 
Cleveland Electric Illuminating Co Ip 15692 332 24)( 

Fiche 50-440.82/09/27,6210130010 


B210130179 Advises that response to NRC 020906 Ur re degraded cnri 
hydrogen control will be provided by 821201 

DAVIDSON, D R Cleveland Electric Illuminating Co 82/09/29 
SCHWENCER.A Licensing Branch 2 Ip 15* 73 019 24X 

Fiche 50-440.82/09/29,6210130179 


B210190326 Forwards slide presentation from 020013 meeting re safely 
relief hydrodynamic loads Position similar to criteria 
outlined in WliReO-0763 Ends withheld Iref 10CFR2 790) 

DAVIDSON, D R Cleveland Electric Illuminating Co 82/10/00 
SCHWENCER.A Licensing Branch 2 2pp 15742 059 24X 

Fiche 50-440.02/10/08,0210190326 


02102*0419 Forwards MEDE-22203. "Reactor Internals Vibration 
Predictions." dtd Aug 1982 Rept contains proprietary mfo 
re Inbernals vibration program it peak amplitude predictions 
per engineering analysis Repi uithheld <ref I0CFR2 790J 
DAVIDSON. 0 R Cleveland Electric Illuminating Co 62/10/00 
SCHWENCER.A Licensing Branch 2 Ip 1580* 114 24X 

Fiche 50-440. 82/10/08, 62102*0419 


6210190*19 Confirms 021006 telcon re preopera t lonal testing ppogi-am 
Util not required to continue sending proliniinary 
preoperat iona I test procedures Current status of procedures 
tc implementation will be forwarded monthly 

LITTLE.W S Division of Engineering b Technical Programs (iLVlOyij 
MICK5.0 R Cleveland Electric Illuminating Co Jp 1971//,*! 

24X Fiche 50-440.82/10/15.8210190619 


G210210079 Forwards proprietary util B2IOOB 1 tr altachmenti n safati 
relief valve hydrodynamic loads, inadvertent ly omitted from 
original submittal Nonproprietary info to be provided by 
821105 

DAVIDSON. D R Cleveland Electric Illuminating Co 82/10/i!}< 
SCHWENCER.A Licensing Branch 2 Ip 15762 235 24X 

Fiche 50-440.82/10/15.8210210079 


82(0270073 Notification of 62110? meeting u/util.C-E & OA I in P«ih<idi 
ND to discuss pool dynamic load criteria application to 
plant specific design 

STEEANO. J Licensing Pranch 2 82/10/19 SCHWENCER.A 1 Icinsiiig 

Branch 2 3pp 15036 296 24X Fiche 50-4 40.02/10/19.62102700/3 


D NRC Draft/Final En vironmentat Statements, supple ft cor respon-dincv 


8210260235 Comrnenti on FES for facility Applicant aware nf eflli^rnt 
limits No add] adverse environ impacts within EPA field of 
eipertise anticipated 

OACKLEVp B T Envir onmental Protection Agency 02/10/19 
SCHWENCER.A Licensing Drench 2 Ip 13799 334 24X 

Fiche 50-440.82/10/19.0210260235 


E NRC Safety Evaluation Report (SERI, suppis ft correspond tnct 


8210150233 Forwards reiponie to 8ER Conf irmna tory Issue 1* rt |)*)llir<i 
weld matls Info revises response to Questions 123 1.123 2 tr 
1233 b should rtsotve issue of matl surveillance capsules 
DAVIDSON. D R Cleveland Electric Illuminating Co 82/09/22 
SCHWENCER*A Licensing Branch 2 42pp 15706 010 24X 

Fiche 50-440. 62/09/22. 0310150233 


8310130173 Advises that responses to NRC 020900 Itr re 8ER Gutstanfiri 
Issue 21 concerning reanalgtls of transients i. accidents It 
development of emergency operating procedures will be 
provided by 021029 

DAVIDSON, D R Cleveland Electric Illuminating Co 03/09/20 
SCHWENCERrA Licensing Branch 2 Ip 15*73 044 24X 

Fiche 50-440,83/09/2010210130173 


8310190333 Responds to 8ER Confirmatory Items 32 & 45 re accident 
oionttorlng Initrumetitation ft location of plant area 
radiation monitoring instrumentation Items also address TKI 
Items IlFia, IIF14, llFlSitllFl* 

DAVIDSON, D R. Cleveland Electric Illuminating Co B2/10/M 
SCHWENCERRA Licensing Branch 2 3pp 15742 120 24X 

Fiche 50-440,02/10/14.0210190333 
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B2lOt^O^j03 Forward* r^sponip to SER Confirmatory Isbubb 20,30 tc 113 
ra i n • trumant at 1 a n control Thrae overstie drawing* ei»c 1 

Ap-erture cards are available in PDR 

OAVIDSOM'DR Cleveland Electric Illuminating Co 02/10/H 
SCHVIENCER'A Licen«ln& Branch 2 6pp 15751 013 34X 

Flche 50'd40i aa/lO/M, 02IO17O683 


F Securltyi medicali om^rgency It fire protection plans 


0207100055 FOIA request for all documents since 1979 le drug or 
alcohol abuse bg persons at facilities 

SAgiCKIfS 0 News-Heral d Willoughby, OH 02/00/30 TEL TON, J M 
Division of Rule* and Records Ip 15750 359 24X 

Ftche 50-440,02/00/30,0207100055 


□2L0190199 Responds to FOIA request for all documents since 1979 re 
drug or alcohol abuse by persons at facilities Forwards 
documents identified during 820913 telcon 

FELTON, JM Division of Rules and Records 82/09/15 SAWICKI,SG 
Weus-Heraid Willoughby, OH Ip 157SG 3&0 24X 

Flchc 50-440,82/09/13,0210190199 


— 0210190204 Provides info re drug ^ alcohol abuse, fire support 
def i clenc 1 C s, the f t forced entry observed at facilities 

Author name deleted 

« Affiliation Unknown 82/09/15 NRC - No Detailed /Sffiliation 
Given 2pp 1S730 36J 24X Fiche 50-440,62/09/15,8210190199 


--021OI9O2O9 Act receipt of 1 tr enpressing concerns re security 
adfministrat ion at facility NRC does not impose security 
requirvments on licensee prior to onsite receipt of i eactor 
fuel Contacting util suggested Info partially deleted 
PHILLIP, 0 A Region 3, Chicago, Office of the Oirectnr (01/03/01) 
01/07/16 AffUietion Unknown Ip I57S8 363 24X 

Fiche 50-440,82/09/15,0210190199 


8210190011 Notification of 021006 meeting w/util in Detheeda<MD to 
discuss rssponses to NRC questions re emergency plan & 
status of plan finalization 

STErANa,J Licensing Branch 2 B2/09/23 &CHWENCER,A Licensing 

Branch 2 3pp 15760 310 24X Fiche 50-4 40,02/09/23,0210190011 


0210260376 Releases public version of revised emergency plan 

fCLTONiJN Division of Rules and Records 02/10/06 Document 
Nanagortient Branch Ip 1 5032 026 SAX Fiche 50-440,85/10/00, 
B21026057S 


■8210260575 Forwspds public version of Revision 0 to emergency plan 
DA91D60N, D R Coinrnonwea 1 th EdifiOn Co 82/09/22 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 19032 02/ 
24X Fiche 50-440,02/10/08,8210260972 


0210260979 Public version of Revision 0 to emergency plan 

4 Commonueal th Edison Co 82/09/28 29lpp 15832 029 J4X 
Fiche 50-440,82/10/08, 821 0260572 


0 Adjudicatory correspondence 


6210070075 Forwards responses to interrogatories from Sunflower 
Alliance requiring PENA reply 

KRIRM, R W Federal Emergency Management Agency 02/09/09 
GRIMES, D K Division of Emergencg Preparodnest 3Spp 15628 12/ 
24X Fiche 90-440. 02/09/09, 8210070079 


8210010335 Reply to applicant 820921 motion to amend ASLO 820916 
iBiinoranrfum Si order re scheduling Moving filing date of 
testimony wlIJ prejudice Intervenors Applicant suggestion 
to delay hearing until 630222 should be granted 
HIATT, 8 L Ohio Citizens for Responsible Energy 82/09/27 
Atomic Safety and Licensing Board Panel Ip 15569 163 24X 

Fiche 90-440, 02/09/27. 0210010333 


6210010366 Seventh set of Interrogatories Certificate of 8vc end 
Rileted corresponcfenCB 

HIATT, 8 L Ohio Citizens for Responsible Energy 02/09/27 
Office of the Executive Legal Director, 0pp 19373 093 24X 

Fiche 90-440, 08/09/27, 8210010366 


8210010377 Reply opposing applicant 020913 mo tl on to rescind ASLB 
BlOBOq procedural order requiring intervenors to respond to 
NRC 6 applicant answers to late filed contentions. 

Certificate of Bv-c and 

HIATT, 8 L Ohio CHiians for ResponstbU Energy 82/09/27 
Atomic safety and Licensing Board Panel, 9pp 19373 034. 24X 

FUhe 30-440,02/09/27,0210010377 


8210010306 Requests article from Nuclear News noted in ASLD 820916 
memorandum & order be provided to all parties since 
magafine unavailable in public 6 univ libraries 
HIATT, S L Ohio Citizens for Responsible Energy 02/09/27 
BLOCH, P D , KLINE, J R , SHON. F J Atomic Safety and Licensing Oo„rd 
Panel Ip 15569 212 24K Fiche 50-440. 02/09/2/, 02)0010306 


B2100I0416 Sixth set of interrogatories Certificate of Sve end Heluterl 
correspondent e 

HIATT, S L Ohio Gitiiens for Responsible Energy 02/09/27 
Cleveland Electric Illuminating Co lOpp 15572 193 24 X 
Fiche 50-440,02/09/27,0210010416 


B2I0010250 Response opposing applicant motion to revise procedures for 
late Piled contentions No prejudice demonstrated Proof of 
Sve end 

WILTED D Sunflower Alliance WILT, D 0 Wilt, D D 82/09/20 
Atomic Safety and Licensing Doard Panel 2pp 15560 262 24y 

Fiche 50-440,02/09/20,0210010250 


□210010323 Motion for 5-day extension to file motion to compel 
discovery against NRC Add I time necessary doe to other 
business «c personal illness Proof of Sve end 

WILT, D D Sunflower Alliance WILT. D 0 Wilt, I) D 02/09/ ’H 
Atomic Safety and Licensing Doard Panel ip 15569 192 S4X 
Fiche 50-440, 02/09/20, 0210010323 


82100|03’45 Answer to fourth set of interrogatoi ) es Certificate of Bve 
enc 1 

WILLHORE.R L Cleveland Electric Illuminating Co WILLMORE, R I 
Shaw, Pittman, potts b Trowbridge 02/09/20 Ohio Citizens foi 
Responsible Energy i7pp 15574 001 24X Fiche 50-440, 02/09/20 

6210010345 


8210010457 Forwards RF Zucker 6 RA Pender original affidavits to he 
substituted for photocopies in applicant 020920 answer to 
OH Citizens for Responsible Energy fourth set of 
interrogatories Related correspondence 

WILLMORE, R L 5haw, Pittman, Potts i Trowbridge WILLMDrE, fl L 
Cleveland Electric Illuminating Co 82/09/29 Docketing 
Services Branch 3pp 15579 311 24X Fiche 50-440.02/09/29. 

0210010497 


8210040019 Notice of withdrawal of appearance in proceeding 

LEWIS, S H Hearing Branch 2 02/09/29 3pp 15501 262 24X 

Fiche 90-440. 02/09/29, 021004001 9 


0210040015 Certifies sve of NRC response to Sunflower Alliance mulion 
seeking admission of late contention on shift rotation L OE 
Johnson notice of appearance on 020930 

JOHNSON, 0 E Hearing Branch 4 62/09/30 2pp 155BI 340 J4X 

Fiche 50-440.02/09/30,8210040015 


8210040017 Response apposing Sunflower Alliance 8209|0 motion seekinq 
admission of late contention on shift rotation Contention 
beyond Commission regulatory requirements, l acks basis l> 
nexus b( IS untimely 

JOHNSON, Q E Hearing Branch 4 82/09/30 Atomic Safety and 

Licensing Board Panel Bpp 19581 297 24X Fiche 50-440. 03/09/JU, 

8210040017 


0210040023 Notice of appearance in proceeding 

JOHNSON, 0 E Hearing Branch 4 02/09/30 Ip I550J 256 

Fiche 90-440.82/09/30,8210040023 


B210D5D173 Third set of interrogatories re Issue 3 h requests 
production of documents Proof of Sve encl Related 
correspondenc e 

WILT, D 0 Sunflower Alliance WILT, D D Wilt, D D 02/0 
NRC - No Detailed Affiliation Given 7pp 15604 138 24X 

Fiche 90-440,02/09/30,6210050173 


6210050220 Fourth request for production of documents re Cent 
Issue 1 on emergency evacuation planning Proof of Sve encj 
Related correspondence 

WILT.D D Sunflower Alliance WILT. D 0 Witt. OD 82/0' 
Office of the Executive Director for Operations 2pp 156 
24X Fiche 50-440,82/09/30,8210050220 


6210050242 Requests extension of discovery time on Contention 
not ready for bearing as final emergency plans not yet in 
place Plans must be reviewed prior to hearing Proof of 8vc 
encl Related correspondence 

WILT.D D Sunflower Alliance WILT, D D Wilt. D D 02/0* 
Atomic Safety and Licensing Board Panel 2pp 15610 334 
Fiche. 30-440, 02/09/30,8210050242 


G21005025S Third set of interrogatories u/requests for product 
documents re Issue 3 on adequacy of applicant OA program 
Proof of Sve end Related correspondence 

WILT, 0, D Sunflower Alliance WILT.D D Wilt, 0 0 02/O*i 

Cleveland Electric Illuminating Co iSpp 15610 294 24X 

Fiche; 50-440, 82/09/30, 8210050252 
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6^10050255 Third set of in t erroge to r j es t request for prodiiction of 
documents re Issues 1,3 * U on offsj te emergency evacuation 
plarqS'OA f local e-conomiiT benef 1 1 s. re spec ti /ely Certificdte 
of Svt end 

WlLLMOHe.H L Cleveland Electric 1 1 1 umi na t ing Co WILLMDRE- If t 
Shaw- Pittman, Potts & Trowbridge 02/07/30 Gunf I nuer Al 1 1 am u 
12pp ISiOg J79 24X FjcKb 50-440. B2/09/30 0210050255 


021OO5O3T4 Response in opposition to Sunflower Alliance. Inc 820VI0 
mation to Compel applicant answer to second set ot 
interrogatories Applicants will respond shortly Certificate 
or Svc end 

SILflEFlG.J E Cleveland Electric Illumnatiing Co SILBERG, J 
Shawi Pittman, Potts 4 Trowbridge 32/09/30 Atomic Safety ami 
Licensimg Board Panel 20pp 15600 256 24X Fiche 50-4 dO, BP/07/J0. 

0310050374 


6210060207 Seventh set of interrogatories directed to applicant h 
eighth set of I nter rogato r i es directed to NRC, pursuant to 
ASUB B1072B Memorandum 7 Order, LAP Ql-2^ Certificate of &vC 
encl Related c orresponder re 

KIATT.S L Ohio Cltiiens for Resporisible Energy 62/09/30 
Cleveland Electric [nominating Co 5pp 15614 jS/ 24X 
Fiche 50-440, 02/07/30. B2 1006020 7 


0210050069 Response supporting applicant B30V13 motion to levise 
procedures for late filed contentions Allowing intervenors 
to raise new matter in reply constitutes amend to 
contentions Certificate of Svc end 

CvrCHIM-J h Hearing Branch 4 &2/lO/Ofl Atomic Safety and 

Licensing Board Panel 8 pp 15603 IBB 34X Fiche 50-440, 02/ [•0/04, 
621005006? 


B210150I92 Requests c lar i f i ca 1 1 on of dafliet numbers lor Hams Ih Peirij 
plants liixup may he causing prejudice to interveners since 
documerls go tp incorrect LPDR 

HlATTfS L Ohio Citiiens for Responsible Energy 82/10/04 
Docketing 6 Services Branch Ip 24X Fjche 50-000.02/10/04. 

02101 50192 


0210060303 Response opposing OH Citiiens for Responsible Energy 8U0920 
motion to compel discovery of NRC A util ASlQ chairman 
corments did not allow intervenors to broaden contention or 
scope of discovery 

CUTCHIM. J M Hearinq Brancti <| 82/10/1^5 Atomic Baroty aril 

Licensing Hoard Panel 6 pp 15619 017 24X riche 50-440, 02/ K)/(j!», 

82 SO 060303 


--S210060321 Response to applicant 620921 motion to amend schedule tiPl 
♦ orth in ASLfl 820916 order HRC does not object to extending 
period between filing of testimony t commencenten t of 
hearing Certificate of Bve encl 

CUTCHINjJ H Hearing Branch 4 02/10/05 Atonic Safety <jnd 

Licensing Baaro Panel 5pp 15619 023 24X Ficbe 50-440, 

62 /t Or 05 Q2100603U3 


6210070405 Answer opposing Sunflower Alliance 020930 application to 
lirt B2C930 discovery cutnf date for Issue I Intcrvenor 
has had over | [, 2 yrs to file discovery No good cause 
shown Certificate of Bve end Related correspondence 
WiLLllOREi R L Cleveland Electric 1 ] I uminat mg Co RH LhDRE, R I 
Shaw, Pittman, Potts 6 Trowbridge 62/ 10/05 Atomic Safety ami 
Licensing Board Panel 6 pp 15633 307 24X fiche 50-440,02/10/(15, 

6210070405 


8210070137 Memorandum it older denying util S30913 motion to revif.e 
procedures for late-filed conteritions If intervener 
introduces n«u mat! tn rep ly. app 1 ican ts will be alloued to 
respond 

BLOCH, P B , StLlMEi J R . SHDN, F J Atomic Safety and Licensing fionrd 
Panel 82/10/Q6 Cle/eiand Electric 11 1 uminuting C'' 4pp 
i *«a£ 3T rtiA 3/iv rr>,-hn sn-dilrt. Q3 / 1 n/rtA. «c»infV7/n.a7 


0210130329 Memo rand urn 6 order denying OH Cltiians for Respcnsltle 
Energy 020707 motion to sever proceedings Ne reason provided 
far A&LO to reconsider 810709 ruling on Identical motion by 
Sunflower Alliance 

BLOCH, P B Atomic Safety and Licensing Board Panel 02/10/011 
□hie Cltiiens for Responsible Energy Ip 15670 20J 34 ^ 

Fiche 50-440. 03/10/08, 82J0130329 


0210130333 Memorandum 6 order admitting Contention 12 re Inndoquale 
consideration of economic consequences of accidents 
Preponderance of cnnsiderations favors admission of 
contention 

BLOCK, P B . KLINE, J R . SHCN. F J Atomic Safety and Licensing Uflntd 
Panel 02/10/00 Ohio Citizens for Responsible Energy 5 pt 
15682 059 24X Fiche 50-440,82/10/08.8210130333 


6210150228 Confirms conversations w/OH Citizens for RcaponsibLe Inen^ 
It Judge Bloch re extension of time for util to respond to 
OH Citizen^ for Responsible Energy 820920 motion to compel 
discovery on NRC tt util Response due B3I01B N/sve list 
8ILQER0«J E Shaw, Pittman, Potts & Trouhridgo SlUCERO, Jf 
Cleveland Electric 1 1 luml natlng Co 82/10/08 BLOCH. P D . 

KLINE. J ft , SHON, F Atomic Safety and Licensing Board Panel J'j 
15706 008 24X Fiche 50-440,02/10/00,8310150220 


0210150467 Answer to sixth set of interrogator i es Ceitiflcate of 
enc 1 

WILLKDRE, R U Cleveland Electric Illuminating Co WILLMORL, ll l 
Shaw, Pittman, Potts tt Trowbridge 82/10/15 Ohio Cituoni fir 
Responsible Energy lOpp 15703 050 24X Fiche 30-440.02/10/1/ 

0210150467 


8S10180211 Reply opposing NRC U applicant responses to OH Cilupi^s fir 
Responsible Eneigy motion for leave to fils Contentions 
21-26 <}aod cause, specificity & basis requirements met 
Certificate of Sve encl 

HIATTiS L Ohio Citizens for Responsible Energy a2/lO/lJ 
Atomic Safety and Licensing Board Panel I4pp 15710 110 ,MK 
Fiche 50-440.02/10/12,8210180211 


8210150175 Advises that documents requested by Sunflower Anianir 
fourth request directed to Executive Dlrectar for npeialitini 
aval lab le 1 n PDR 

CUTCHIN.J M Hearing Branch 4 82/10/13 WILT, 0 D Wi U. tl B 

WJLT.O D Sunflower Alliance Ip 15707 IS3 24X 
Fiche 50-440.03/10/13.0210150173 


8210150275 Advises that NRC will tint voluntarily respond to .iny 
discovery requests in Sunflower Alliance third set of 
interrogatories & requests for documents, ex cept Request IV 
Remainder of discovery broader than Issue 3 

CUTCHIN, J M Hearing Branch 4 02/10/13 WILT. D D Wilt. U i: 

WILT. 0 0 Sunf lower Alliance 3pp 15705 001 24X 

Fiche 50-440.82/10/13,6210150275 


0210160155 Advises of correction to util response to Interrogatory 
of OH Citizens for Responsible Energy sixth set of 
interrogatories Conclusion of response remains unchanged 
Related correspondence 

WILLHORE, R L Shaw, Pittman, Potts & Trowbridge WILLMOHE, R I 
Cleveland Electric Illuminating Co B2/I0/14 HIATT, S OM a 
Cltiiens for Responsible Energy ip 13719 269 24X 

Fiche 50-440. 83/10/14,8210100135, 


8210190377 Answers to D20707 fifth set of interrogatories Prof 
qual 1 f Icatiunt & Certificate of Bve encl 

JOHNSON, 0 E aperatloni & Admi ni stra ti vo Division 02/10/13 
Ohio Citizens for Responsible Energy I3pp 15740 300 24X 
Fiche 50-440,82/10/15,8210190377 


8210170475 Answer opposing Sunflower Alliance 020920 motion to «ik 
time to file motion to compel discovery against NRC No bails 
for unlimited request provided Certificate bf Sve encl 
CUrCHtNiJM Hearing Branch 4 02/10/15 Atomic Safety and 

Licensing Board Panel 4pp 15740 241 S4X Fiche S0'’440, 82/10 
8210190473, 


8210210351 Objects to issuance of ABLB 021000 memorandum h order r 
request to extend discevery on Issue 1 Order issued ASLB 
should request responses from ail parties on expedited 
schedule W/Cert 1 f i cate of Sve Related correspondence 
HtATT.S L Ohio Citizens for Responsible Energy 02 /iO/lS 
BLOCH, P B . KLINE, J R , 6 KON 1 F J Atomic Safety and Licensing B 
Panel ip 15764 010 24X Fi Che. 50-440, 82/10/15, 0210210391 


— 8210210350 Seventh discovery progress rept, pursuant to A 8 LB HI-OV' 
memorandum it order, LOP-81-39 Interrogator i a* submitted to 
applicant << NRC re Issues 4, 5 , 6 , 7, 0 St 7 Discovery re Issue V 
forthcoming 

HIATT, B L Ohio Citizens for Responsible Energy 82/10/19 
15764 011 24X Flcbi 50-440,02/10/19,0210210351 
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— 62lO2t036.i Motion to extend di^coverg on Isflue 9 to S2H0I to permit 
reviou oi docunients referenced in applicant responses to 
e20P30 1 nterrogator lei tt follouup discovery Certificate of 
Svc end Related correspondence 

HJATT< 5 L Ohio Citizens for Responsible Energy 62/10/(5 
Atoinic Safety and Licensing Ooard Panel 3pp 1 013 
FicUB 50-440,62/10/15,0310210331 


02IO21O3B4 Answer opposing OH Citizens for Responsible Energy 020920 
motion to conpel discovery on NRC t util Interrogatories not 
relevant to ^ beyond scope of Issue 6 Certificate of Sve 
end Belated correspondence 

SILDEBG, iJ £ Cleveland Electric Illuminating Co SiLDEROi J E 
Shauf, Pittmarii Potts U Trowbridge 02/10/18 Atomic Safety an<i 
Licensing Board Panel 3&pp 157&5 099 24X Fiche 30-440,02/10/10, 

021021 0204 


0210210353 Amended answer to Interrogatory 13 of Sunflower Alliance 
second set of interrogatories Certificate of Sve end 
Related corre spondence 

SILOEROr vl C Cleveland Electric lUwminating Co SILOERC<J E 
Sfiaw, Pittflian, Potts Cc Trowbridge 82/10/10 Sunflower Allxanre 
Spp 15763 177 24X Fiche 50-440,02/10/10.0210210353 


B2102204BI Requests attachment to IIRC 780203 Hr to GE be provided to 
altou progress on Issue 4 Document needed before intervenor 
can decide if updates to interrogatories necessaty Related 
carresp ondenc e 

HIATT, 3 I, Ohio Citizens for Responsible Energy 02/10/18 
SILREROiJ Shaw. Pittman, Potts U Trowbmdge 8ILDERG, J Cluvelami 
Electric Illuminating Co Ip 15779 078 24X Fiche 50-'440, 

02/10/18, 0210220481 


0210210476 Memorandum & order denying Bunflouier Alliance 020910 rnutiun 
to- compel applicant to answer second set of interrogatories 
If util agrees to stipulation an potassium iodide 
subcont ention, Interrogatory 36 need not be answered 

DLOCHpP Q I KLINE«J R ' SHON. F J Atomic Safety and Licensing Oo.ird 
Panel 02/10/1? Cleveland Electric Illuminating Co 6p p 

15762 365 24X Fiche 50-440,82/10/19*0210210476 


B210220305 Answer to 620930 seventh set of interrogatories Certificate 
Of Sve end 

WILLM0RF,R L Cleveland Electric Illuminating Co WILLHORE* R L 
Shaun Pittman, Potts ti Trowbridge 02/10/19 Ohio Citizens fui 
Responsible Energy 13pp 13776 033 24X Fiche 50-440*02/10/19, 

8210220305 


021022030? Seventh discovery progress rept Certificate of Sve end 
UILLMORErR L Cleveland Electric Illuminating Co UILLHORE* R L 

Shaw, Pittman, Potts Trowbridge 82/10/19 4pp 13776 04? *>4X 

Fiche 50-440,02/10/19,021032030? 


0210220396 Motion leave to file answer ta OH Citizens for 
Responsible Energy (OCRE) 021012 reply to util & NRC 
answers to OCRE motion for leave to file Contentions 21>'26 
HILLMOREi R L Cleveland Electric Illuminating Co NfLLMORE. R L 
Shaw. Pittman* potts U Trowbridge 02/10/19 Atomic Safety anil 
Licensing Board Panel 2pp J S777 312 34X Fiche 50“440, 82/1 0/19, 

0210220396 


— B2102204D5 Answer to OH Citizens for Responsible Energy 021012 reply 
to NRC U applicant response to Citizens motion to file 
Contentions 21 through 26 Citizens did not meet burden of 
proof for admission of new contentions N/Cort i f icate of 6vc 
tllLLMOREfR L Cleveland Electric I i 1 i/minating Co (IILLMORE. R t 
Shaw, Pittman* Potts t Trowbridge 02/10/19 Atomic Safety and 
Licensing Board Panel |5pp 15777 314 24X 

Fiche 50-440102/10/19,8210220396 


02)0250331 Reply brief supporting motion to submit addl contention Onod 
cause for late filing demoristra ted Applicant shift rotation 
plans may not be incorporating circadian principles 
UlLTrD 0 Sunflower Alliance. NILT, O D (dilt* D O 02/10/(9 
Atomic Safety and Licensing Board Panel 3pp 15790 325 24X 

Fiche SO- 4 40i 62/ 1 0/ 1 9, 82 1 025033 1 


8210250299 Answer to OH Citizens for Responsible Energy B2I015 motion 
to extend discovery on issue 9 re polymer degradation No 
just i f i cat 1 on exists for extending discovery cutoff date 
Certificate of 8vc end 

SlLBEROr J E. Cleveland Electric Illuminating Co 8ILOERO, J E 
Shawt Pittman* Potts & Trowbridge 02/10/20 Atomic Safety and 
Licensing Board Panel 3pp 19790 (95 24X Fiche 50-440,82/10/20, 

0210230299 


82102S03S2 Supp 1 amen ta 1 answers to Sunflower A1 1 iance* Inc eecond set 
of interrogatories Certificate of Sve end 

SILBERO* J E Cleveland Electric Illuminating Ca 8ILBER0*J E 
8haw» Pittman, Potts &< Trowbridge 82/10/20 Sunflower Alliance 
I7pp 19790 226 24X Fi che. 30-440, 02/10/20* 8210250322 


S2102S0365 Advises that NRC will not voluntarily respond to OH Cjtircii< 
for Responsible Energy seventh set of interrogatories 
except for interrogatories listed Requests irrelevant £, ui I J 
not lead to discovery of adoiissible evidence 

CLirCHiN. J M Hearing Branch 4 027 10/22 «|AT7 GL Ohio CitiMn- 

for Responsible Energy 2pp 15790 t75 24X Fiche 50-440. 0tV 1 0/Hj, 

0210230365 


8210260033 Answers to B2083Q fourth set of ducumenls Cc r k i f i c a t- e uf ^jvi 
enc 1 

WRIOHT, /J A Hearing Branch 2 02/10/22 Ohio Ctbizenb for 

Responsible Energy I2pp 15799 124 24 X Ficho 50-440, 02 / I 

0210260033 


6210200216 Responds to B2101S 1 tr re sve of documerH., bo parties 
Telcons could expedite matters in future Sve fist encl 
Related correspondence 

SILOERO#J E Shaw. Pittman, Potts S Trauibridge 02/JO/22 
HIATT, S L Ohio Citizens for Responsible Energy 9pp 1583 7 J3.h 
24X Fiche 50-440,02/10/22.0210200216 


6210200231 Update to response to Interrogatory 4 2 of CIH Citizens i «r 
Responsible Energy 020920 fourth set of i n t err uy a t u r i es 
Related correspondence 

HlLLMOREiR L Shaw, Plttmari, Putts f* Trowbridge I 

Clovetand Electric 1 1 1 utni no t ing Co 02/10/2? HIATT. S Oh i u 
Citizens for Responsible Fnergy ip 1503 7 001 ?4X 

Fiche 50-440. B2/10/22. 0210200231 


62(0260383 Answers to listed interrogatories of D20927 seventh set cH 
interrogatories NRC will not voluniarily answer remaining 
Interrogatories Certificate of Sve encl 

CUTCHIN, J M Hearing Branch 4 02/10/25 Ohio Ciliiens fo» 

Responsible Energy Upp (3803 348 S4X Fiche 50- 440, H3/ 1 0/ 
0210260303 


82(0260395 Discovery rept for previous two niorths per ASl B 81090'/ 
meoxorandum b order 

CUTCHIN, Hearing Branch 4 62/10/23 J?LO< H, F* fl &HaU. I .Z 

hLINEfJ R Atomic Safety and Licensing Board Piine] (p 1 580 J J4 j 

24 X Fiche 50-440*02/10/25,0210260395 


82102BO246 Forwards RB Coffey original affidavit to bo incLudod i ri 
applicant 021020 supplemental answers io Sunflower Alliance 
second set of interrogatories Related corre sp ondetic c 
WILLHORE* R L Shaw, Fittmafi* Potts */ Trnub-ridge U1L1MURE,R t 
Cleveland Electric lliuminating Co 82/10/25 Docketing 6 

Bervices Branch 2pp 15837 054 24X Fiche 50-440,02/10/23, 

62 10200246 


6210290207 Requests encl RF Zucker A RV Tannpy original affidavits ho 
substituted For photocopies in applicant 621019 answers to 
QH Citizens for Responsible Energy seventh set of 
Interrogator i es 

MILLIIQRE. R L Shaw. Pittman, Polks & Tinubridgo NILIMQRE<R I 
Cleveland Electric Illizminattng Co 02/10/26 Docketing I, 
Services Branch 3pp 15054 06? ?4X Fiche 50-440,62/10/26. 

8210290287 


6210200346 Answer opposing QH Citizens for Responsiblo Energy B^KX'i 
motion to extend time far discovczy on Issue 9 No 
JUS tlf ication for extension provided Certificate of Sve 
enc I 

CUrCHlNi J M Hearing Branch 4 62/10/27 Atomic Safety 

Licensing Board ^ - 

0210280346 
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'j Inspection reports IE Bulletins L c orresp andpnc e 


6^10060305 Foruartfs IE Insp ftepts 50 1 50’441/B2-10 on 

020931-0902 r^o none amp I lance noted 

LlTTLE.Il £ Division oF Engineerin 9 t Technical Programs 02/09/2,' 
D^S/lnSttf/. 0 R Cleveland Electric Illuminating Co 2pp 15619 195 
24 jC Fjcftp 50-440, B2/0y/32, SJI0060305 


- e2l006030B JE Insp Ropta 5C-440 '62-1 1 t 5O-44J/02-IO on B20B3l-09()2 »u 
n one 3 <)p i 1 an t. p noted f*ajor areas insperted preservice insp 
procedures / worJr ac 1 1 v i t les. p rev i o u s msp findings t IE 
Bulletin eo OS activities 

WARD, h D , D/\r;lELS0H. D H Region □ Office of Dliector a?/09/l'l 

5pp 15619 197 24< Flrhe 50-440 02 '09 /23, 02 1 0060305 


62101 ?07tJ Foruaros Ik Investigation Repts 50-44u/Bl -1 ? 6 50*44l/0i IV 
on 011027-020319 & notice of violation 

ntPPLER J l> Region 3. Office or Director 02,09/27 DAVIDbOW. R R 
Cle.alartf Electric illuminating Co Ipp 15736 310 24X 

Rirhe 50-440 02 '09/2'’ 6JlOl907f3 


0210070160 Forwards draft results Of analysis of asso-clated circuits 
addressing question raised at 820910 meeting Dnte 
concurrence r ece ived. response will be Issued as amend to 
FSARp closing out Open Item 26 

BAXTER, F Yankee Atomic Electric Co 02/09/20 SRINIVASAN, H 
Power Systems Branch J2pp 15645 049 S4X Fiche 50-4 43, 02 /0?yu’'’ 
8210070160 


0210180370 Requests assignment of reviewers for Dechtel wort p.iclagef 
All three packages should be ready for MRR review by B21O04 
Task Interface Agreement TIA 02-55 w/Regton 4 end 

KERHIGANiJD Licensing Branch 3 02/09/20 LEAR, 0 llyd r o 1 og l>(. % 

Geotechnical Engineering Branch flOSWAK, R Mechanical Engineorlng 
Branch SC H A UER, F Structural Engineering Branch 2p p 15/43 ,jr.' 
24X Fiche 50-443.82/09/20,0210100370 


B210010465 Forwards "Response to NRC OeiicT i c Request Far Addl Info R< 
NOREG~06 12, Control of Heavy Loads " 

DEVIWCENTIS. J Yankee Atomic Electric Co DEVINCEWTI B, J Putin 
Ser'kice Co of New Hampshire 02/09/24 KERRIGAN, \7 0 Licoriun, 
Branch 3 Ip 15572 017 24X Fiche 50-44 3, 0S/O9/24, 021 00 JO *«/,"■> 


--0210190771 Notice of viol^tiun from investigation on 011027-020319 
/EPPlEP,^ G Region 3 Office at- Direclur Q2 09'24 9pp 
15735 321 24X Fiche 50-440 0 2/09/2^,0210190763 


■02lOlvO7fl** It ; nves t igati an Repts 50-440/61 -19 f, 5o-44l/8l-l9 on 
6 I 1027-B2QD 19 Ncnit onp I i a nr e noted Gould, Inc Dfauings 
E'35'5l 958 E23I 5 £233 inadequately reviewed ! instructions 
not inccrporated into c«ible pulling procedures 

N'EHiC h NAiDU R , DRAUND, C D Region 3, Office of Dlrectoi 

S2/0V/22 95pp I573£ i30 24X F i c hfr 50 '440. 02/09/27, 021 01 90763 


— 8210010470 "Response to NRC Generic Request for Add I Info lie 
MJfiE0-06i2, Control of Heavy Loads " 

« Public Service Co of New Hampshire 02/09/30 !34pp 

15572 010 24X Fiche 50-443,02/09/24,0210010465 


0210040112 Forwards response to NRC generic request for add I irfo rr 
NUrtE0-06i2, ’'Control of Heavy Loads ’’ W/a end 

DEVINCEHTIS, J Yankee Atomic Electric Co DEVINCENTIS, J f'ubhi 
Service Co of New Hampshire 02/07/24 KERRIGAN, J fl Licensing 
Branch 3 Ip 13S91 M3 24X Fiche 50-44 3,02/09/24,0210040112 


,-206190233 IE Info NoIIlP Su J5, buppl 1, Leaking * Dislodged T-l,'*5 
Inplant Seeds " Sve list enri 

CwDC.L I Division of Fuel Facilities, Naterials Safeguards 
62/10/06 Consolidated Edison Co of New York Obpp 15/61 

Flu he 50-000 02 I0,0t 0206190233 


620BI9O236 IE Dulleti>i 0c-O3 btress. Cuiro^lCin Creicking in Thick- 
Uei 1 1 , Lat g e-D i ai cter S^^airiless S t eel , Rec treu latinn Sys 
Piping a* DNR Plant* " 3v c list enc 1 

LFVOUNC R i’ Direct jr s I'lftue, Ofi»i.e of Inspection and 

Fr r ore emerit 0?'IO'M Consatidatao Edison Co of New York 

Il5pp l5t»lC 125 24« Fiche 50 000,02/10/ 14,0200190230 


B2i026u333 Ack receipt ot 6,^1003 1 tr ir, forming NRC ef steps taken tn 
correct vio-lations loteo in IE 1 i.sp Rept^* bO 440/62-09 t, 

50-441 '82 -OB 

NCRELIUS, C E OivisiGh □ Project * Resident Programs 02/10/21 

DnViDSON i> R Cle\eIorkd i lev trie I 1 1 umnia t i nq Co Ip 15003 191 

24< Fiche 50-440 02 fP 1 , fl21 0260333 


■S2 10260337 Rr* spends *0 NRO 0309 J 0 Itl le violations noted in Ik (iit,p 
Repts 50-440/82-09 ^ 50-441,62-30 Correvtive actions Kaiser 
Engmeet Procedure QAP J2 revised to require annual 
evaluation Detailed hardware insp perforened 820720 
PAVIDEON, D R Cleveland Electric tlluminating Co 62/10/00 

? OREL lUS, C F Division of Project * Resident Programs 6pp 

15003 192 24 K Fiche 50-440,02/10/21,021 0260333 


Reportable occurrences, Lffis $, related correspondence 


6210040I93 Forwards responses to Hydrologic & Geotechnical Fngintenrj 
Branch 820727 Senes 240 requests for add 1 info, flues ti oni 
240 30,240 39 240 41 Response to Quest! nn 240 40 

rorthcoming 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIR, J Publli 
Service Co of New Hampshire 02/09/30 KERRIGAN, J D Uiconsira 
Branch 3 Mpp 15503 160 24X Fiche 50-443, 02/09/30, f?2l 00 401 'M 


02)0050199 Responds to Mechanical Engineering Branch 020610 roqursl 
for addl info Response Includes "Frying Effect on Concrete 
Eipanslon Anchor Dolts Duo to Pipe Support Dose Plato 
Fleiibliity ’* Draft responses submitted 02O72D 

DEVtNCENTtS, J Yankee Atomic Electric Co DCVINCbNTIB, J Publu 
Service Co of Now Hampshire 82/09/30 KERRIGAN, J 0 llcrniina 
Branch 3 3p 15609 085 24X Fiche 50-443,02/09/30,0210050179 


—8210050206 "Prying Effect on Concrete Expans jon Anchor Dolti Pm i'l 
Pipe Support Dase Plate Flexibility '* 

GALUNIC.B , MCKENNA, M . RIGAMONTI.O United Engineers i, 
Constructor s, Inc (subs of Raytheon Co ) 79/07/20 GDp p 

15609 OBD 24X Fiche 50-443. 02/09/30, 021 0050199 


8210050393 Requests addl info re analysts proving any chaUengti la 
Class IE circuits from associated circvilo do not prevent 
sare shutdown of plant Info re NUREG-0737, Item 11 E 4 2, 

Position 6 on containment isolation valves required 

KERRIGAN, J Licensing Branch 3 02/10/01 TAULMAN, W C PuHu 

Service Co of New Hampshire 9pp 1 560Q 324 24X 

Fiche 50-443,02/10/01,8210050393 


021^050132 Final deftnency rept te nonconforming Tiansamerica DnJ^/ai 
standby dieset generator ACME Section HI, Class O.fiping 
welds Initial ly reported on 820329 Held msp A required 
r epa ir/ rework wilJ be completed by 63040) 

CAV1D30N,D R Cleveland Flectnc IDuminating Co 62/09/24 
KEPPLER* J G Region 3, Drnce of Director 2pp 19605 047 24/ 

Fiche 50 440.82/09,24,021 0050132 


0210130364 Third interim deficiency rep t re rejection of previously 
accepted containment vessel radiographs Initially reported 
cn 820405 ASI potentially rejectabte radiographs submitted 
to Hartford Steam Boiler Insp Co for revie,jj 
DAVIDSON, D R Cleveland Electric llluininating Co S2/09/30 
KEPFLER<J G Region 3, Office of Director 2pp 1 568 1 )69 24X 

Fiche 50-440- B2/09/3Qi 8210130364 


DOCKET 53-443 SEADROOK NUCLEAR STATION. UNIT 1 


A App 1 icat ion/ cons true fcion stage documents i< correspondence 


8210120617 Notification of 020924 meeting u>/applicant in Seabrook.NH tn 
inspect onsite radiological monitoimg sys as part of OL 
sarety review 

NHEELER.LL Licensing Branch 3 82/09/17 KERRIGAN.JD 

Licensing Branch 3 3pp 15672 235 24X Fiche 50-443,32/09/17 

0210120617 oitf/uv/w, 


6210070105 Forwards revised response to Question 440 136 re Rtaftni 1, 
Branch 020727 request for addl info concerning steam 
generator tube rupture 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J PubUi 
Service Co of New Hampshire 02/10/05 KERRIGAN, J B Llceniin), 
Branch 3 4pp 15620 074 24X Fiche 50-443,02/10/05.0210070105 


6210130436 Forwards revised responses to Mechanical Eng ineer Mg tr* ii 
820301 «c 05 Requests for Addl Info 210 3-SlO 69, or i g i na 1 1 y 
submitted in util 020421,30 6 0510 Itrs-per 020511-13 
meeting Responses will be incorporated into F8AR Amend 47 
DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTI0, .J Pu>lii 
Service Co of New Hampshire 02/10/06 KERRIGAN, J D Liceniinj 
Branch 3 126pp 15601 193 24X Fiche 90-443, 02/10/06, 0310 JJOUb 


6210150510 Forwards revised F0AR Section 6 J3 2 providing just i f tcikicn 
for excluding inert cover gas on sodium hydroxide storage 
tank Info will be incorporated in Amend 4Q to OU 
app 1 ication 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 02/10/07 KERRIGAN, J Llceniinf 
Branch 3 4pp 15714 IB9 24X Fiche 50-4 43,02/10/07.0210150310 


8210160001 Forwards notes from 020914 ir |9 Instrumentation k Controli 
Sys Qranch review meetings, per NRC 020316 k 0323 request* 

Notes also include items discussed at 820323-25,05)2 6 13 6 
0715 k 16 meetings k NUREO-0737 action item* 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, >/ Pu>li« 
Service Co of New Hampshire 02/10/14 KERRIGAN, J Llcinsini 
Branch 3 95pp 15720 03 J 24X Fiche 50-443, 02/10/ J 4, e2IOlflO(XH 



DOCKETED ITEMS 


285 


250307 Requests advanced notification of scheduled NRC meetinqs re 
cilities to enable ample time for Atty Ocnaral Qfc to 
range for staff attendance 

r^DEH.E T New Hampshire. State of 02/10/10 WHEELER. L L 
cenung Drench 3 Ip 15790 069 24X Flche 50-443.02/10/10. 

S 0250307 


270006 Forwards request for info re onsite audit for seismic t 
namic qual i f icatlon review & pump h valve operability 
mpiatio-n of encl forms requested within 3 wks Specific 
te- of audit to be mutually agreed to by NRC It applicant 
RRIGAN.JD Licensing Qranch 3 02/10/21 TALLHAN. U C Piiblir 

rvicc Co of New Hampshire 25pp 15816 348 24X 

che 50-443.02/10/21.0210270006 


280119 Forwards response to Power 9ys Branch S< Equipment 
aiificdtion Branch B21001 Request for Addl Info 430 149 re 
alysls on associated circuits, per 020910 R 1'020-*2I 
e tings w/NRC 

k/lNCENTIS. J Yankee Atomic Electric Co DEYINCENTJS, J Public 
rvico Co of New Hampshire 02/10/26 MIRAQLIA.F J Licensing 
anch 3 lOpp 15037 136 24X Fiche 50-443,02/10/26,0210200119 


RC Draft/Final Environmental Statements, suppls 6 correspondence 


120029 Forwards comments from State of NH to be include*] in NRC 
D730 Itr re facilities DEG W/o encl 

RAOLIA. F J Licensing Branch 3 02/00/24 TALLNAN. W C Public 

Tvice Co of New Hampshire Ip 15609 196 24X 

che 50-443.82/00/24.0210120029 


«curityi. medical, emergency I* file protection plans 


120128 Summary of 020720 meeting w/utils 4< United Engineers 8c 

iistructors in Bethesda.MD re associated circuits 

asentation outline V details of preliminary review (< 

alysis of associated circuits FSAR change encl 

OX. J Power Systems Branch 02/09/24 SRINIVASAN, M Power 

stems Branch lOOpp 15692 050 SAX Fiche 50-443.02/09/24. 

10120126 


djudicatory correspondence 


D60194 Forwards Seacoast Anti -Pollut ion League objection to 
tion for recons iderati on of ASLD 020913 order !< motion to 
rtify O'bjectlons to ASLAQ 

CKOS. R A Backus. R A BACKUS. R A Seacoast Anti-Pol loti on 
ague 02/09/30 HQVT.HF. LUEBKE. E A , HARBOUR. J Atomic Safety 
d Licensing Board Panel 2pp 15614 220 24X 

Che 50-443.02/09/30.0210060194 


J 0060206 Objection to it motion for reconsideration of ASLB 020913 
order motion to certify objections to A6LAB Contention 
Suppl 4 should be admitted 

DACKU&, R A Seacoast Anli-Po 11 uti on League DACKUS.R A Duckiis. 
P A 62/09/30 Atomic Safety and Licensing Board Panel /pp 
J36H 222 24X Fiche SO-443. 02/09/30. 821 0060194 


10060214 Affidavit of P Brown Hearings underway before appropriate 
state agencies re New England Electric Transmission Corp 
At Neu England Power Pool applications for const of 
transimlss ion lines 

BROWN. P Seacoast Anti -Pol 1 ution League 02/09/30 0pp 
136J4 229 24X Fiche 50-443.82/09/30.8210060194 


050262 Order allowing parties to file reply to New England 
alition on Nuclear Pollution objections 8i motion St State 
NH motion for recons Iderat i on of ASLB 620913 memorandum U 
der Reply due by 821019 

Vr.H F Atomic Gafety and Licensing Board Panel 02/10/01 ^pp 
610 284 24X Fiche 50-443.02/10/01.82100 50262 


200026 First set of interrogatories request for documents on 
ntentions lA2ilBliI B2l( IC 

RDAN. tf B . CURRAN. D New Eng land Coalition on Nuclear Pollution 
ROANfU 0 Harmon &' Weiss 82/40/13 Public Service Co of New 
mpshlre 14pp 15755 033 24X Fiche 80-443.02/10/13,8310200026 


10200035 First set of i nterro ga tor 1 e s &r request for documents on 
Contantlons I A 2. I D I. I D 2 t< I C, 

JORDAN. W S , CURRAN.D New England Coalition on Nuclear Pollution 
JORDAN. W 8 Harmon it Neisi 02/10/13. Office of the Executive 
Legal Director 12pp 15755 047 a4X Fiche 50-443, 02/10/ 13, 
6210200026 


10200042 First sot of interrogatories request for documents on 
Contentions 11 B 1, 11 B 3, H B 4 1< 1 1 B. 5 

^OROANi W S , CURRAN. B New England Coalition on Nuclear Pollution 
JORDAN.HS Harmon it Weiss 02/10/13 Public Service Co of 
Neu Hampshire Bpp 15755 059. 24X Fiche 50-443,02/10/13. 

0210200026 


“-0210200049 First set of interrogatories 6 request for document**. Qiii 
Contentions II □ l.rl B 3,11 □46 I] B 5 Certificate of 
8vc encl 

JORDAN. W S . CURRAN.D Mew England Coalition on Nuclear Pollution 
JQRDAN.W S Harmon & Weiss 02/10/13 Office of the EiPrutiv. 

Legal Director 9pp 15755 067 24X Fiche 50-443. 02/10/ IJ, 

8210200026 


8210270153 Response opposing New England Coa ) atioii •on Nuclear Ptiwi*r 
objections to prehearing conference memorandum order h 
motion to certify objections to ASLAB Issues in objections 
already considered Certificate of Svc encl 

OAD. R K Public Service Co of New Hampshire GAD R K Rope- L 
Gray 82/10/26 Atomic Safety and Licensing Board Panel 

15829 327 24X Ficho 50-443.02/10/26.8210270153 


6210270166 Response opposing State oh fill objection b motion iur 
reconsideration of ASLB 020713 order No errors committed iti 
ruling on MH contentions ASLD should not certify rulings 
since certification not requested Certificate of Sve enej 
OAD. R K Public Service Co of New Hampshire GAD, R M » 

Cray 82/10/26 Atomic Safety and Licensing Board Panel .L’pi' 

15630 117 24X Fiche 50-443,62/10/26,0210270166 


H General correspondence 


0210120270 Requests that DR Lewis be added to svc list 

TAVLOR. J Atomic Safety and Licensing Board Panel 02/10/00 
Public Service Co of New Hampshire ip 15652 317 24X 

Fiche 50-443,02/10/08,0210120270 


Q Jnspeciion reports, IE Bulletins *< correspondence 


8210070399 Forwards IC Insp Repts 50-443/82-09 V 5O-444/0P-09 on 
020024-27 No nancomp 1 lanc e noted 

MARTIN. T r Division of Engineering t Technical Programs 02/«9/2,> 

TALLNAN, W C Public Service Co of New Hampshire 2p p 156JJ J3 1 

24X Fiche 30’-443. 82/09/22, 6210070392 


— 0210070400 IE Insp Ropts 50-443/82-09 t> 50-444/82 09 on 020824 2/ Nii 
none omp 1 1 anc e noted Najar areas inspected proroduros A work 
activities re concrete const of reactor containment b I rfg 
d one. struc tura I welding within containment bldg 6 GA review 
VARELA.A A . DURR. J P Regian I. Office of Director B9/07.'2<J 
7pp 19633 333 24X Fiche 50-443, 62/09/22. BJ I 0070392 


8208290124 FOIA request for IE Insp Rc-p t 50-443/02-06 lOCFRSO 
OACHAND, D Affiliation Unknown 82/09/26 CARR. J NRC - Nn 

Detailed Affiliation Given Ip 15750351 24X 

Fiche 50-443,02/09/20*0200290124 


0210190035 Responds to FOIA request foi IE Insp Rept 50-443/82-06 f* 
ICCFR50 Forwards docurtenls W/o encl 

FELTON. J N Division of Rules and Records 82/10/04 BACHAND. 0 
Affiliation Unknown ip 15753 352 24X Fiche 50-443,02/10/04. 

6210190035 


0206190233 1£ Info Notice B0-3S, Suppl 1. "L'paking it Dislodged I-12'.i 
Implant Seeds Svc list en-cl 

CDDB.L I Division of Fuel Facilities. Materials *. Safeguards 
62/10/06 Consolidated Edison Co of Neu York 66pp 15761 ..IhU 

24X Fiche 50-000.82/10/06.0206190233 


6208190330 IE Bulletin 83-03. “Stress Corrosion Cracking in Thitk- 
Wa 1 it Large-Oi ameter. Sta i n ) ess S tee 1 . Rec ircu 1 ati on Sys 
Piping at DWR Plants ■' Svc list end 

DEYOUNG". R C Director'* Office, Office of Inspection and 

Enforcement 02/10/14 Consolidated Edison Co of Neu York 

U5pp 15910 125 24X Fiche 50-000. 82/10/ ] 4. 0206190230 


S Reportable occurrence*. LERs L related correspondence 


6210190126 Corrected version of final deficiency rapt re mi sapp 1 i cation 
of torquing equipment by Beloit Power 5ys Initially reported 
on 820920 Corrective procedure provided by vender will 
preclude potential problems 

OEVINCEMTIS. J Yankee Atomic Electric Co DEVINCENTIS* J Public 
Service Co of New Hampshire 62/07/20 STARQBTECKI . R Division of 
Project Ir Resident Programs 2pp 15743 132 24X 

Fiche- 50-443,02/09/20* 0210190126 


0210190136 Corrected version of final deficiency rep t re Robertshau 
Gontreis thermos tat tc valves Initially reported on 020820 
Corrective actions described by vendor will preclude 
potential problems 

DEVINCENTIS, J Yankee Ato/nic Electric Co DEVINCENriS, J Public 
Service Co of New Hampshire 02/09/20 8TAR05TECKI , R Division of 
Project 6 Resident Programs. 3pp 15742 227 24X 

Fiche 90-443« 02/09/20. 9210190136 


286 


DOCKETED ITEMS 


SftJQt‘?036Ct Final d^Mtisnci^ rept re craciced uield& in coritainrien t: 
annular sieel end connections reporteid on 820910 

r^etal 1 ur g lea 1 investigation per . (ueldi ng & i rtsta 1 lat i on 

procedure revised fr cracked connections replaced 

DEv’If,'CEr/Trs, J Vankee Atonic Electric Co DE^^INCENTIS J Public 
Service Co of New Hanps/tire 02/10/12 STAWOSTECKl . Diviiidn of 
Hrojet+ ^ l?esidenit ProQrafns 3pp I &740 J2l 24X 
Fiche 50-443, 62/10/15, 021 01 903A3 


6510260330 Interim deficiency r ep t re sheared pinion keye in 
Liniitarque Model SD-0^25 trtptor operators Initially reported 
an 820902 Caused by us^ of inappropriate key mail Limitorque 
4 1 1 ngh 0 us e continuing investigation 

DEVlNCENTlS J Vanfcee Atocnic Electric Co DEVINCtNT I S, J Publii 
Service Co of New Hampshire 82/10/10 STA1?QSTECKI , P Oivictufi u( 
Project 4 Resident Programs 2 pp I SfiO^ 340 24X 

Fiche 50-443, 62/10/10. 0210260330 


*>210260149 Interim deficiency rept re pauer surges m solid state 
protection sys ubich may disable protection circuit 
Initially reported an 820805 It am reportable based on 820606 
l^es tinghduse Ztr Final repi eipectec by 030 { 1 5 

DEVlNCEfiriS. J Yankee Atomic Electric Co DEVI WCEfJT IS. J Public 
Service Co of New Harpshire 02/JO/J9 bTAflOSTFCKI R Oivisicn of 
Project f* Resident Programs Ip 15799 010 24X 

Fivhe 50-443, 02/ 10/19. 6210260149 


PulKET 50-444 SEADROOk NUCLEAR STATION. UNIT 2 


A App 1 ica t ion/ k onstr uc tion stage documents 4 i orrespondence 


E210I20617 No 1 1 -i I c at 1 on of 820934 meeting w/applicanl in Seabnpok, Nil to 
inspect onsite r ad lo 1 og i ca 1 monitoring sy« as part of QL 
sarety revic,/ 

kHtELER.L L Licensing Bianch 3 0,k*''O9/17 KERRJGAM JD 

Licensing Branch 3 3pp 15672 235 24X FicAe 50-443.82/09/17. 

3210120617 


62100S0393 Requests addl Info re analysis proving any challenges to 
Class IE circuits from associated circuits do not prevent 
safe shutdoun of plant Info re NUREO-0737, I tem 1 1 E 4 2 , 

Position 6 on containment isolation valves required 

KERRIGAN, J Licensing Branch 3 02/10/01 TALLMAN. N C Public 

Service Co of Neui Hampshire 9pp 15600 324 24x 

Fic 6 e 50-443, 82/10/01, B21 0050393 


8210070105 Forwards revised response to Question 440 136 re Reactet 
Branch 820727 request for add! info concerning steam 
generator tube rupture 

DEVrHCENTjS. J Vanfeee Atomic Electric Co OEVf KCEHTIS, J PuHu 
Service Co of New Hampshire 62/10/05 KERRIGAN, J D liciriiiri 
Branch 3 4pp 15620 074 24X Flche 50-4 43, 02/ 10/09. 0210070105^ 


8210130436 Forwards revised responses to Mechanical Eng in* gr Ing br** i 
B2030I 05 Requests for Addl Info 210 3-210 69, originally 

submitted tn util 020421,30 tr OSIO ltrs,per 020511-13 
meeting Responses will be incorporated into TSAR Amend 4/ 
DEVINCENTIS. J Yankee Atomic Electric Co DEVINCENT]B. j Pub-In 

Service Co of New Hampshire 02/10/06 KERRIGAN, J 0 t Ufntiri 

Branch 3 126pp I568I 193 24X Fjche 30' 443, 02/10/06, !?«! 10 IJAt i 


8210150510 Forwards revised FSAR Section 6 2 2 providing justiMralit 
tor exctuding inert cover gas on sodium hydroxide storage 
tank Info will be incorporated in Amend 48 to QL 
app Hcation 

OEVINCEMTIS* J Yankee Atomic Electric Co DEVlNCENTlff. V PublK 
Service Co of New Hampshire 02/10/07 KERRIGAN, V Liceriiing 
Branch 3 4pp 15714 169 24X Fiche 50-443. 82/ 10/07, Q210I 505 IC 


8210180001 Forwards notes from 820914 S- IS Instrumentation U Canlisti 
Sys Branch review meetings, per NRC 020216 U 0323 requests 
Notes also include items discussed at 820323-25,0512 t, 13 t. 

0715 6 16 meetings N0REG'’0737 action items 

OEViNCENTlSi J Yankee Atomic Electric Co DEVINCENTIQ. V Publii 
Service Co of New Hampshire 82/10/14 KERRIGAN, V Licemii^g 
Branch 3 95pp 15720 031 24X Fiche 50-443, 82/10/14, BiJJOniOOJl 


02)0070160 Forwards drart results of analysis of associated circuits 
addressing question raised ot 02O91O meeting Once 
concurrence r acei ved, resp onse will be issued as amend to 
FSAR, closing out Open Item 26 

BAXTER. F Yankee Atofnjc Electric Co 82/09/20 SRINIVASAN, M 
Power Systems Branch i2pp 15645 049 24X Fiche 50-443,82/09/20. 

0210070160 


52J0180378 Bequests assignment of reviewers for Dechtel work packages 
All three packages -should be ready for NRR review by B2I004 
Task Interface Agreement TIA 62-55 w/Reginn 4 end 

KERRIGAN. 0 D Licensing Blanch 3 62/09/20 LEAR.O Hydrologic {, 

Geotechnical Engineering Branch 3QSNAF,R Mechanical Engineering 
Branch SCHAUER. F Etruclurat Engineering Branch 2pp 15/45 300 
24X Fichfi 50-443. 82/09/20. 0210160376 


6210250307 Requests advanced notification of scheduled NRC neeiiii^i 
facilities to enable ample time for Afcty General QPc bo 
arrange for staff attendance 

KINDER, E T New Hampshire, State of 62/10/10 WHEELER.! I 
Licensing Branch 3 Ip 15790 069 24X Fiche 30-443,02/10/111. 

8210250307 


0210270006 Forwards request for info re onsite audit for seUmU B. 
dynamic qua! i f i cation review & pump L valve operability 
Completion of end forms requested within 3 wks Specific 
date of audit to be mutually agreed to by NRC t, appUcanl 
KERRIOAN, JD Licensing Branch 3 02/10/21 TALLMAN, M C FubMi 

Service Co of New Hampshire 25pp 15616 348 24X 

Fiche 50-443.82/10/21,8210270006 


8210010465 Foruards "Responsp to NRC Generir Requ«? 5 t for Addl Infu He 
NOrtEC-06!2> Co ntro I of Heavy Loads *' 

DEVINCENTIS, J Yankee Atomic Electric Co BEJINCENTIS, J PuhJu 
Service Co of Ne-u Hampshire 82/07/24 HERRIQAM, J B Licensing 
Drench 3 Ip J 5572 0l7 24X Fiche 50-443,02/09/24,0210010465 


— 6210010470 “Response to NffC Generic Request for Addl Info Re 
N'JREG-0612. C ontro J ot Heavy Loads '' 

♦ public Service Cg of New Na.npshire 02^09/30 134pp 

15572 Oia 24X Fiche 50-443.02/09^24.8210010465 


6210040112 Forwards response to NRC generic request for add) info rr 
MURE t -'061 2. “Control of Heavy Loads '' W /-0 end 

DEVINCENTIE, J Yankee Atomic Eleckric Co DEVlNCENflS, j Poblit 
Service Co of New Hampshire 82/09/24 KERRIGAN, J B Uicen&ing 
Branch 3 Ip 1 5561 143 24X Fiche 50-443- 02/09/24. 0210040 U 2 


82100 40193 Forwards responses io Hydrolegic h Geotechnical Enginiforing 
Branch 030727 Series 240 requests for addl l nfo., Questions 
240 38.240 39 i, 240 4d Response to Question 240 40 
forthcoming 

DEVINCENTJS. J Yankee Atomic Electric Co DEV I NCENT IS, J, Public 
Service Co of New Hampshire 02/09/30 KERRIGAN. J 1) Licensing 
Branch 3 IRpp 15563 160 24 X Fiche 50-443,02/09/30.0210040193 


G2J0050199 Responds to Mechanical Engineering Branch 820618 request 
ror addl info Response includes "Prying Effect on Concrete 
Eipansion Anchor Bolts Due to Pipe Support Base Plate 
Flemhility ” Draft responses submitted 020720 

DENINCENTIS, vJ Yank as Atomic Electric Co DEVIWCENTIS, J Public 
Service Co af New Hampshire 82/09/30 KERRIGAN, J D Licensing 
Branch 3 3p 15609 095 24 X Fiche 50-443. 02/09/30, 02100501 99 


B21005P206 '’Prying Effect on Concrete Expansion Anchar Bolts Due 
Pipe Support Rase Plate FUiibllity " 

0ALUNIC,D . MCKENNA. K . RIGAMONTI.G Uni ted Eng 1 near s fi 
Constructors, Inc <subs of Raytheon Co > 79/07/20 86pd 

15609 080 24X Fiche 50-443. 82/09/30,8210050199 


8210280119 Forwards response to Power Sys Branch ^ Equipment 
Qualification Branch 821001 Request for Addl Info 430 H9 r» 
analysis on associated circuits, per 020910 ic 1020-21 
meetings w/NRC 

OEVINCENTIB, J Yankee Atomic Electric Co DEVINCENTIB, J Pub Hi 
Service Co of Mew Hampshire 02/10/26 MJRAGUIA.F J Hreosinf 
Branch 3 lOpp 15037 136 24X Fiche 50-443, 02/10/26. 02 10 jBOt I 7 


D NRC Oraf t/Fi nal Environmental Btatements. suppis U corretpondf hte 


8210120029 Forwards comments from State of NK to be included in 
020730 Itr re facilities OES M/o end 

mRAOUXA.F J Licensing Branch 3 02/00/24 TALLMAN. W C Publii 

Service Co of New Hampshire Ip 1368? 1 96 24X 

Fiche 50-443,02/08/24.6210120027 


F Security, medical, emergency fire protection plans 


8210120)26 Summary of 620720 meeting u/utils L United Englnibn W 
Constructors in Dethesda.ND re associated circuits 
Presentation outline details of preliminary review << 
analysis of associated circuits FEAR change end 
KNOX. J Power Systems Branch 82/09/24 SRINIVASAN.H Povir 
Systems Branch iOOpp 15692 050 24X Fiche 50-443,82/09721. 

6210120126 


G Ad/udicatory correspondence 


8210060194 Forwards Seacoast Anti-Pollution League objection to k 
motion for recons Ideration of A 8 LB 020913 order motion to 
certify objections to ASLAB 

6 ACKUS, R A Backus, R A BACKUS, R A 8 »acaast Anti-Pollutl flO 
League 62/09/30 HOVT, H F , LUEBKE, E A, , HARBOUR. J Atomic Safstr 
and Licensing Board Panel 2pp 15614 220 24X 

Fiche 50-443,62/09/30,0210060194 
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— ■Q310060206 Objection to h. motion for recons ld«r'at ion of ASL6 Q20V13 
order U notion to certify objections to ASLAD Contention 
Suppl 4 is^auld be admitted 

DACiiUS, R A Seacoast Anti-Po Uution League DACKUSi R A Dae bus< 
R A 82/09/30 Atomic Safety and Licensing Qoard Panel 7pp 

15&J4 222 24X FlChe 50-443, 02/09/30, 821 OOAOl 94 


--B:2100&02II4 Affidavit of P Broun Hearings underway before appropriate 
state agencies re Neu England Electric Transmission Corp 
L Meu England Pouar Pool applications For const of 
transmission lines 

BROUl^i P Seacoast Anti-Pol lut ton League 82/09/30 Bpp 
[S6M 229 24K Fiche SO-443, 82/09/30, 021 00^0194 


32100502di2 Order allowing parties to file reply to Neuj England 
Coalition on Nuclear Pollution objections & motion & State 
of NM motion for reconsideration of ASLO 020913 memorandum i 
order Reply due by 921019 

HOVr,M F Atomic Safety and Licensing Board Panel 02/10/01 2pp 
15610 294 a4X Flche 50-443, 92/10/01 , B2I005D262 


0210200026 First sot of interrogatories t< request for documents on 
Contentions rA2rlDl»lD2t<lC 

JOROANj U 8 > CURRAN,!) New England Coalition on Nuclear Pollution 
JORDAN, H S Harmon U Weiss 02/10/13 Public Service Co of Now 
Pampshiro I 4pp 15755 033 24XFiclie 30-443,82/10/13,9210300026 


— 0210200035 First set of i nterrogatori es & request for documents on 
Contentions I A 2i I B t , 1 0 2 b I C 

JQRDANi N S , CURRAN, D Neu England Coalition on Nuclear Pollution 
jDRDANrU S Hanon U Weiss 02/10/13 Office of tbe Executive 
Legal Director I2pp 15735 047 24X Fiche 50-443,82/10/13. 

0210200026 


--8210200042 First set of interrogatories l< request for documents on 
Contentions H C 1 , 1 1 D 3. 1 1 B 4 & 1 1 0 3 

JORDAN, H S , CURRAN, D New England Coalition on Nuclear Pollutinn 
JORDAN, W S Harmon t* Weiss 02/10/13 Public Service Co nf 
New Hampsfi 1 re Bpp 1 57S3 059 24X Fic fie 50-443, 02/10/13, 

0210200026 


--G210200049 First sot of interrogatories & request for documents nn 
Contentions If 8 1 , II B 3, 1 1 D 4 6 11 □ 5 Certificate of 
&VC oncl 

JORDAN, W B I CURRAN, D New England Coalition an Nuclear Pollution 
JORDAN, N 8 Harmon & Weiss 02/10/13 Office of the Executive 
Legal Director 9pp 15753 067 24X Flche 30-443, B2/J0/13, 

0210200026 


8210270153 Response opposing New England Coalition on Nuclear Power 
obyectioni to prehearing conference memorandum order & 
motion to certify objections to ASLAD Issues in objections 
already considered Certificate of 8vc end 

CAD, R K Public Service Co of New Hampshire GAD, R K Ropes t, 
Gray 83/10/26 Atomic Safety and Licensing Board Panel 63pp 

15029 327 24X Ficho 50-443,82/10/26,0210270133 


8210270166 Response opposing State of NH objection It motion for 
reconsideration of ASLD 920913 order No errors committed in 
ruling on NH contentions ASLD should not certify rulings 
since certification not requested Certificate of Sve end 
OAD, R W Public Bervico Co of New Hampshire OAD, R K Ropei, t* 
Cray 02/10/86 Atomic Safety and Licensing Doard Panel P2p}i 
15930 117 84X Fiche 50-443,02/10/26,8210270166 


if Oenera I correspondence 


9210120270 Requests that DR Lewis be added to sve list 

TAYLOR, J Atomic Safety and Licensing Board Panel 02/10/00 
Public Service Co of New Hampshire Ip 15652 317 24X 

Flche 30-443,02/10/08,0210120870 


Q Inspection reports, IE Bulletins & correspondence 


8210070392 Forwards IE Insp Repts 50-443/08-09 Ic 50-444/02-09 on 
020884-27 No noncomp 1 lance noted 

HARTIN, T T Division of Engineering 6 Technical Programs 02/09/28 

TALLNAN, W C Public Service Co of New Hampshire 2pp 15633 331 

a4X riche 30-443,82/09/82,0210070392 


—0210070400 IE Insp Repts 50-443/82-09 & 50-444/88-09 on 080024-2/ No 
noncomp liance noted Major areas Inspected procedures 6 work 
activities re concrete const of reactor containment bldg 
dome, strve tural welding within containment bldg It OA review 
VARELA, A A , DURR, J P Region 1, Office of Director 02/09/20 
7pp 15633 333 24X Flche: 50-443, 08/09/22, 0210070392 


8209190233 I£ Info Notice 00-35, Suppl 1, ‘'Leaking It Dislodged 1-125 
Implant Seeds.*' Sve list »ncl» 

CaB0,L I, DWlfion of Fuel Facilities, Materials & Safeguards 
02/10/06 Coneo 11 dated Edison Go of New York 66pp 15761 250 

24X Fiche 50-000,02/10/06,8200190233 


0200190230 IE Bulletin 02-03, '’Stress Corrosion Cracking in Thick- 
Wall. Large-Oi ameter, Sta in less S tee ] , R ec irc u 1 a 1 1 on Sys 
Piping at BWR Plants " Sve list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/10/14 Consolidated Edison Co of New Ynrk 

tlSpp I5B10 125 24X Flche 50-000,02/10/14.0200190230 


S Reportable occurrences, LERs 6 related correspondrxic e 


0210190126 Corrected version of final deficiency rept re misapp 1 ,.i al imi 
of torquing equipment by Beloit Power Sys Initially reported 
on 620020 Corrective orocedure provided by vendor will 
preclude potential problems 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 02/09/20 STARD5.TECKI.fi Divi'ioi, ol 
Project 6 Resident Programs 2pp 1 5742 132 24X 

Flche 50-443,02/09/20.6210190126 


6210190136 Corrected version of final deficiency repl re Robertshaw 
Controls thermostatic valves Initially reported on 020020 
Corrective actions described by vendor will preclude 
potential problems 

DEVINCENTIS, J Vantee Atomic Electric Co DEVINCENTIS. J Pub I it 
Service Co of New Hampshire 02/09/20 STAROSTECKI , R Division uf 
Project 6 Resident Programs 3pp 15742 227 24X 

Fiche 50-443.02/09/20,0210190136 


6210190363 Final deficiency rept re cracked welds in containment 
annular steel end connections Initially reported on 020910 
Metal lurg lea] investigation per formed, uel d i ng 6 instaiiation 
procedure revised 6 cracked connections replaced 

DEVINCENTIS, J Vanfcee Atomic Electric Co DEVINCENTIS. J Putin 
Service Co of New Hampshire 02/10/12 STAR05TECKI , R Divisiun u/ 
Project It Resident Programs Gpp 15740 331 24X 

Flche 50-443,02/10/12,0210190363 


6210260330 Interim deficiency rept re sheared pinion keys in 
Limitorque Model SD-0-25 motor operators Initially reported 
on 820902 Caused by use of inappr opr i ate key matl Limitorgue 
6 Westlnghouse continuing investigation 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 02/IO/IG STAROSTECKI. R Division of 
Project 6 Resident Programs 2pp J 5002 340 24X 

Fiche 50-443,82/10/10,3210260330 


0210260149 Interim deficiency rept re power surges u, solid statf 
protection sys which may disable protection circuit 
Initially reported on 820805 Item reportable based on 820806 
Westlnghouse Itr Final rept expected by 830115 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS. J Public 
Service Co of N«w Hampshire 02/10/19 STARGSTECKI, R Oivibidii of 
Project 6 Aesidont Programs Ip 15799 010 a4X 
Fiche 50-443,02/10/19.0210260149 


DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC 8TA .UNIT 1 


A App I ication/constructiun stage documents It correspondence 


0210220S13 Notification of 020913 meeting w/util in Dethesda.MD to 
discuss procedures generation package 

CLlFFQRDtJ W Procedures 6 Test Review Branch 02/00/27 

ZIEMANN, D L Procedures Ic Test Review Branch 2pp 15706 009 24X 

flche 50-445,02/08/27,0210220513 


0210210025 Summary of 020625 meeting w/util l< Gibbs 6 Hill in Dethesda. 
MD re equipment quaUfication 

BURNELL, S J) Licensing Branch 1 08/09/30 Licensing Oranch 1 

17pp 15702 180 24X Flche 50-445,02/09/30,8210210025 


F Security, medical, emergency t< fire protection plans 


6210040020 Releases public version of applicant niDtions I, affidavits b 
State of TX emergency mgt plan 

FELTON, J M Division of Rules and Records 02/O9/2J Document 

Management Branch Ip 15577 293 24X Fiche 50-445i 82/09/21* 

021OD4QO2O 


— 8210040042 Public version of State of TX emergency mgt plan, i ncl udmy 
Hood County I Somervel I County 6 City of Olen Rose, TX 
emergency operations plans 

CLEMENTS, W D , ADAMS, J 0 , LANSFORD, R A Texas, State of 
02/05/24 eOlpp 15570 269 24X Fiche 50-445,82/09/21, 

8210040020 


0210070109 Forwards "Evaluation of Hood it Bommtrvell Counties 6 State 
of TX Radiological Emergency Plans for Comanche Peak Steam 
Electric Station " Offsite protection adequate Joint 
exercise planned for early 1963 

THOMAS, L H Federal Emergency Management Agency 02/09/29 
DIRCKS, W Office of the Executive Director for Operations Ip 
15620 165 24X Fiche 50-445,02/09/29,8210070109 
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“-821,0070112 "Evaluation of Hood t< Somnervell Counti(‘& State of fX 
Radiological Emergencq Plans t-or Co«>anche Peak Steam 
Electric Station “ 

« Federal Emergency Handgettien t Agency B2/09/29 57pp 
15629 166 S4X FicM 50-445i 82/09/29. 021 0070109 


6210130576 Foruiarda response to license condition on phgGtcal SEcunly 
srocram approval ^ pages to F5AR security plan Response & 
plan uiithheld (ref 10CFR2 790 ^ 10CFR73 31> 

GARY. R J Texas Utilities Generating Co 02/10/00 YOUNGRLUQU. U J 
Licensing Qranch 1 Ip 15679 060 29X Fic6p 50“445i 02 /10/001 

9210130576 


6210190006 Forufards Amend 35 to FBAR consisting of Revision S to 
emergency plan 

GARliR J Texas Utilities Generating Co 02/10/12 DENTON* H M 
□ tfice of Nuclear Reactor Regulation. Director 2pp 15720 136 
SAX Fiche 50-445.92/10/12.8210130006 


--92101BO00B Amend 35 to FBAH consisting oF Revision 5 to B/nergeiicy pl.m 
JONES. R A Texas Utilities Generating Co 82/10/12 199pp 

15720 120 24X Fiche 50-445,02/10/12.3210180006 


S2102S0259 Forwards FEHA interim Finding on plant oFFsite emergency 
preparedness, t onsi st mg of FEHA memo to NRC 6 attachments 
POTHSCHlLD.M U Wearing Drench 1 02/10/27 MILLER. H E . COLF.R 

MCCDLLOll.H A Atomic Safety and Licensing Doard Pane] 59pp 
L5038 147 24X Fiche 50-445 02/10/27,8210280259 


G Ad jod ica*'Qry correspondence 


32L004002Q Releases public /ersion of applicant motions N affidavit!. 
State of TX emergency mgt plan 

FELTGN, J M Division of ftvles and Records 82/09/21 Document 

Management Branch Ip 15577 293 24X Ficho 50-445.82/09/21. 

0210040020 


- 6210040024 Public version of applicant motion for summary disposition 
qf mtervenor Cilixens Assoc for Sound Energy Contention 22 
re emergency planning 

SANFORD. J C Texas Utilities Generating Co SANFaRD. J C 
Oebevoise t Liberman 82/08/23 Atomic Safety and Licensing 
Board Panel 16pp 15577 294 24 X Fich e 50-443. 82/09/21 . 

0210040020 


--8210040026 Public version of statement of mat! facts nob genuinely .it 
issue re emergency planning 

♦ Teias Utilities Oeneratmg Co 02/09/23 Atomic Safety and 
Licensing Board Panel 5pp 15577 310 24X T iche 50-445. 

62/09/21. 0210040020 


— 8210040030 Public version of affidavit of RA Jones re intervenor 
Citiiens Assoc for Sound Energy Contention 22 concerning 
emergency planning 

JONES. R A Texas Utilities Generating Co 62/0S/20 lipp 
15577 315 24X Fiche 50-445,02/09/21,0210040020 


— B210040033 Public version of DT Lancaster affidavit re intervenor 
Citi lens Assoc for Sound Energy Contention 22 concerning 
emergency plan exercises G drills 

LANCASTER. B T Texas Utilities Generating Co 62/00/20 7pp 
15577 326 24X Fiche 50-443, 62/09/21 „ B3l 0040020 


--0210040037 Public version of affidavit of RE Linnemann re intervenor 
Ci*'tzens Assoc For Sound Energy Contention 22 concerning 
svcs of medical personnel for radiation emergencies 
M/resumes, notice of appearance & Certificate of Svc 
LINWEHANN.R £ Texas Utilities Generating Co LINNEMANN.R h 
Radiation Management Corp 02/08/20 21pp 15577 333 24X 

Fiche 50-445.02/09/21.8210040020 


--9210040042 Public version of State of TX emergency mgt p I an. i nr ludi np 
Hood County rScmervell County & City of Olen Rose.TX 
emergency operations plans 

CLEMENTS.W D . ADAMS. J 8 . LANSFORO.R A Texas, State of 
82/05/24 001 pp 15578 269 24X Fiche 50-445. 62/09/2-1. 

8210040020 


^ 82b0040039 Order denying NRC 820B24 request for reconsideration of AS| l< 

j 620304 order to show cause re NRC failure to disclose 

1 identity of informants Llr-den gnated individuals D - K must 

. be identified 

I HILLER. M E Atomic Safety and Licensing Board Panel 02/09/30 

, Office of the Executive Legal Director I4pp 15581 001 24X 

' Fiche 50-445.82/09/30.8210040089 

j 


8210130299 Brief on status of record re findings needed for dDclstaii. 
per ASLO 820922 memorandum fc order A9LD should close record 
on all issues.order prompt submittal of proposed findings Cc 
issue decision Certificate of Svc enc I 

RETNOLOS. NS . MORIN. W A Texas Utilities Generating Co 
REYNOLDS. N S Debevoise & Liberman BS/IO/OB 35pp J5678 20:f 
24< Fiche 50-445.82/10/08,8210130299 


8210J501B3 Foruards exceptions to ASLH 620930 order denying 
recons 4 d erat 1 on. f » I ed per 10CFR2 762ia> Motion seeking stay 
of effectiveness of order to be filed on 02IOJ2 W/o enc I 
TURK. S E Hearing Branch 1 02/10/08 SHOEMAKER. C J Atom it 

Safety and Licensing Appeal Panel 2pp 15707 178 24X 

Fiche 50-445.02/10/00,8210150183 


8210150366 Excoptions to ASLD 820930 order denying reconsideration, pf 
A5LD 020804 order to show cause why sanctions should not bo 
imposed on NRC for failure to disclose informants 
Certificate of Svc end 

TURK. S E Hearing Branch 1 62/10/08 Atomic Safety and 

Licensing Appeal Panel /pp 13704 307 24X Fiche 50-445. liJ/ I 0> 

8210150366 


8210150224 Response to ASLO 620922 memarandum Sc order for brief* un 
necessary documents Sc info to close evidentiary record 
Certificate of Svc and 

ELLIS. J Citliens Association for Sound Energy 62/10/09 
15705 286 24X Fiche 50-445,82/10/09.0210150224 


8210130292 Responds to ASLO 820922 memorandum S. order re record 
ASLD should close record on Contention 22 & Contention 3 
u/exception of portions on issues of Board Notification 
82-90 L Nalsh/Ooyle allegations N/Cer tl f lea te of Svc 
ROTMSCHILD.M U . MfZUNO.O B Hearing Branch i 62/10/11 .Hpp 
15670 102 24X Fiche 50-443,02/10/11.6210130292 


82101S0124 Application for stay of effectiveness of ABLD 0209.10 (ixdi 
denying recon si deration. ru| ing that NRC did not show good 
cause for failure to comply u/orders to disclose Informants 
i ordering disclosure Certificate of Svc end 
TURK. S £ Hearing Branch 1 82/10/12 Atomic Safety and 

Licensing Appeal Panel I3pp 15690 001 24X Fiche 30-443. 

82/10/12.8210150124 


□210150464 Notice of ASLAB const! tution AS Ro sentha 1. chairman 
NR Johnson TS Moore, members 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 
]p 13703 105 24X Fiche 50-443.82/10/12. 0210130464 


62102SOIO4 Response to ASLD directive re Citliens Assoc for nnunJ 
Energij exhibits Requests listed documents from Assoc 
Exhibits 190A~649 be accepted into evidence Certificate Of 
Svc end Related correspondence 

ELLIS. J Citiiens Association for Sound Energy 02/lO/Ul 5'!lp)3 
15792 009 24X Fiche 50-443.02/10/10,0210250104 


0210200355 Motion for reconsideration of ASLD ruling re allachmenle 
J Doyle depos 1 tl on/testlmony Clean copies of drawings u(i) 
be provided, but intervenor should be allawed to ref 
documents Certificate of 3vc end Related correspondence 
ELLIS. J Citiiens Association for Bound Energy B2/10/2J Ai 
Safety and Licensing Board Panel 0pp 15B39 001 24X 

F i c h e . 30-445, 82/ 1 0/23, 62 1 02803 5 5 


8210280259 Forwards FEMA interim finding on plant offsite entrgircv 
preparedness, consisting of FEMA memo to NRC 8« attachments 
ROTHSCHILD, M U Hearing Branch 1 82/10/27 MILLER, H C . CUll . 

MCCOLLOM. K A Atomic Safety and Licensing Board Panel, flVpp 
15838. 147 24X Fiche 50-445.82/10/27.8210280259 


K Utility Final Safety Analysis Report (FBAR> «< amends 


83101B0006 Forwards Amend 35 to F8AR consisting of Revision 9 to 
emergency plan 

GARY. R J Texas Utilities Generating Co 02/10/12 DENTON. M fe 
Office of Nuclear Reactor Regulation. Director 2pp 19720 SJA 
241f Fiche 50-443,02/10/12.0210180006 


— 8210180000 Amend 35 to FSAR consisting of Revision 5 to energ enc y 
JONES. R A Texas Utilities Generating Co 02/10/12 I99pp 
15720 128 24X Fiche 50-445,82/10/12.0210100006 


0 Inspection reports. IE Bulletins it corr«sp ondence 


0210070364 Forwards IE Insp Rept 50-449/02-20 on 020801-31 Ntt 
noncuaip 1 iance noted 

MADSENtO L, Division of Resident. Reactor Project it Enginetrlma 
Programs 62/09/22 OARY, R J Texas Utilities Generatlna Co 
15634 040 24X Fiche* 50-445, 82/09/22. 0210070364 
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6210070369 IE Inap Rept 50-443/82-20 on Qa0B0t-3I No noncompl lance 

rkobail Major araas inspacbad prooperation ta-st revieiir 
procBdure. p lant tour & statu* 

j^ELlEY. 0 L f WESTERMAN. T F Division of Residcntp Reactor Project 
^ Etisinaenng Programs 02/09/17 3pp 15634 042 24X 

Fiche 50-44 5.82/09/22,8210070364 


G210190B16 Forwards IE Inap Rept 50-445/02—14 on 820003-20 No 
nonconp 1 lance noted 

KADBENi G L Division of Resident# Reactor Project It Engineering 
Praorami 82/09/29 GARY#R J Texas Utilities Generating Co 2p p 
S5736 139 24X Ficfie 50-445,82/09/29.8210190016 


--8210190820 IE Insp Rept 50-445/02-14 <in 020803-20 No noncomp 1 lance 
noted Major area* inspected pipe whip restraints fc licensea 
method of QC insp of skewed welds 

STEWART# R C # TAVLGR.R Q , WESTERMAN# T F Division of Rest dent# 
Reactor Project & Engineering Programs 82/09/28 flpp 
15736 141 24X Fiche 50-445102/09/29,0210190816 


G210190772 Forwards IE Insp Repts 50-445/02-18 8< 50-446/02-09 on 
820907-’! 0 No noncomp 1 lanc e noted 

MADBEN, O L Division of Resident# Reactor Project 6 Engineering 
Programs 02/10/01 OARV# R J Texas Utilities Generating Co 3pp 
15737 120 24X Fiche 50-445# 82/ 10/0 1 # 0310 190772 


--0210190776 IE Insp Repts 50-445/82-10 50-446/02-09 on 820907-10 No 

none omp I lance noted Major areas inspected const activities# 
Including site tour# observat ion of welding, exam of 
safe ti|-rela ted piping 6 welding on main control panels 
OlLEERTil. D , TQMLINBGN.D P , WESTERMAN# T F Division of Resident, 
Reactor Project 8< Engineering Programs 82/09/29 Ip 15737 130 
24X Fiche SO-445# 82/10/01, 0210190772 


8309190233 IE Info Notice 80-35# Suppl 1# "Leaking S< Dislodged 1-120 
Implant Seeds '* Sve list end 

CODDiL I Division of Fuel Facilities# Materials & Safeguards 
02/10/06 Consolidated Edison Co of New York 66pp 15761 250 
24X Fiche 50-000# 82/10/06# 02001 90233 


0208190239 IE Bulletin 82-03# "Stress Corrosion Cracking in Thick- 
Wall* Large-Diameter# Stainless Steel . R ec ircu lation Sgs 
Piping at DWR Plants " Sve list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 82/10/14 Consolidated Edison Co of New York 

nSpp 15010 12S 24X Fiche 50-000. 82/10/ 14# 8308190230 


S Reportable occurrences# LERs 6 related correspondence 


9210040310 Interim deficiency rept re conduit supports Initially 
reported on 820823 Evaluation continuing Completion 
anticipated by 821022 

DARYrR J Texas Utilities Generating Co 82/09/20 HAOSEN# 0 L 
Division of Resident# Reactor Project Engineering Programs Ip 
15506 i67 24X Fiche 50-445# 82/09/20# 8210040310 


C210260375 Deficiency rept re overtorquing of safety-relief valves 
Initially reported on 020910 Evaluation in progress & 
will be completed by 021130 

OARViR J Texas Utilities Generating Co 82/10/06 MADSEN# 0 L 
Division of Resident# Reactor Project Engineering Programs Ip 
15003 362 24X Fiche 50-445# 02/10/06# 8210260375 


0210250338 Interim deficiency rept re defective Llmitorque pinion 
keys Initially reported on 820810 Matter not reportable per 
IOCFR50 5S<e) based on investigation 

GARYiR J Texas Utilities Generating Cp 82/10/12 MADSEN# G 4- 
Oivision of Resident# Reactor Project 6 Engineering Programs Jp 
15790 331 24X Fiche 80-445# 02/lO/lS# 8210250330 


0210250346 Interim deficiency rept re linear indications identified in 
diesel generator auxiliary skid Initially reported on 
020709 Evaluation continuing Next rept expected by 02i217 
OARV^R J Texas Utilitiis Generating Co 02/10/14 MADSEN# 0 L 
Division of Resident# Reactor Project 4c Engineering Programs Ip 
15790 336 24X Fiche 50-445# 02/10/14# 8210250346, 


DOCKET 50-446 COMANCHE PEAK STEAM ELECTRIC 9TA i UNIT 2 


A Applicetion/conitruefcion stage documents it correspondence 


S210220913 Notification of 020913 meeting u/utll In Dethetde#MD to 
discuss procedures genaratton package 

CLIFFORD# J W Procedures 1# Test Review Branch 82/08/27 

ZIEKANN# D L Procedures Test Review Branch 2pp 15796 009 24X 

Fiche. 50-445, 82/00/27, 8210220513 


8210210025 Summary of B2062S mestlnfl w/util it Gibbs *« Hill In Dethesda# 
MD T» equipment qual 1 f ication, 

BURWELLrS B, Licensing Branch 1 82/09/30 Licensing Branch 1 

|7pp 15782 180 24X FI che. 30-445# 82/09/30, 8210210025, 


F Security, tnedicali emergency 6 fire protection plans 


8210040D20 Releases public version of applicant motions 6 affidavits, k;# 
State of TX emergency mgt plan 

FELTON# J M Division of Rules and Records 02/09/21 Document 

Management Branch Ip 15577 293 24X Fiche 50-445,82/09/21, 

8210040020 

—0210040042 Public version of State of TX emergency mg b plan, includiny 
Hood County # Earner vel 1 County 6 City of Glen Rose.TX 
emergency operations plans 

CLEMENTS# kJ D . ADAMS, J D # LANSFORD.R A Texas# State of 
82/05/24 eOlpp 15578 269 24X Fiche 50-44 5,02/09/21, 

8210040020 


8310070109 Foirwards "Evaluation of Hood It Sommervelk Counties ^ Siato 
of TX Radiological Emergency Plans for Comanche Peak Steam 
Electric Station " Offsite protection adequate Joint 
exercise planned for early I9B3 

THOMAS# L M Federal Emergency Management Agency 02/09/39 
DIRCKSiW Office of the Executive Director for aperations Ip 
J362Q 165 24X Fiche 50-445# £32/09/29, 82100 70 109 


--0210070112 '^Evaluation of Hood &- Bommervell Counties & State of IX 
Radiological Emergency Plans for Comanche Peak Steam 
Electric Station " 

* Federal Emergency Management Agency 02/09/29 D7pp 
15628 166 S4X Fiche 50-443, a3/£>7/29, 821 0070 1 09 


6210130576 Forwards response to license conditton on physical security 
program approval it pages to> FSAR security plan Response U 
plan withheld (ref I0CFR2 790 6 10CFR73 21) 

OARV, R J Texas Utilities Generating Co 02/10/08 YaUNGOLGOD. B J 
Licensing Branch 1 Ip 15679060 24X Fiche 50-445,02/10/00. 

0210130576 


8210100006 Forwards Amend 35 to FSAR consisting of Revision 5 to 
emergency plan 

CARY# fl J Texas Utilities Generating Co 82/10/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 15720 126 
24X Fiche 50-445# 02/10/12# 0210 IB0006 


—0210100008 Amend 35 to FSAR consisting of Revision 5 to emergency pliiii 
JONES# R A Texas Utilities Generating Go 82/10/12 I99pp 
15720 120 24X Fiche 50-445,02/10/12,8210180006 


8210280259 Forwards FEMA Interim finding on plant offsite emergency 
preparedfifssi cons 1st ing of FEMA memti to NRC it attachments 
ROTHSCHILD# M U Hearing Branch 1 02/10/27 MILLER, M E Atumic 

Safety and Licensing Board Panel 59pp 15030 147 24X 

Fiche 50-445# 02/10/27. 8210200559 


0 Adjudicatory correspondence 


0210040020 Releases public version of applicant motions l< affidavits b 
State of TX emergency mgt plan 

FELTON, J M Division of Rules and Records 82/09/21 Document 

Management Branch Ip 15577 293 34X Fiche 50-445.82/09/21# 

8210040020 


— 8210040024 Public version of applicant motion far summary disposition 
of Intervenor Citizens Assoc for Sound Energy Contention 22 
re emergency planning 

SANFORD. J C Texas Utilities Generating Co SANFORD# J C 
Debevoise I# Liberman 82/00/23 Atomic Safety and Licensing 

Board Panel 16pp 15577 294 24X Fiche 50-445,02/09/21# 

8210040020 


—0210040026 Public version of statement of matl Facts not genuinely at 
Issue re emergency planning 

« Texas Utilities Osnerating Co 02/08/23 Atomic Safety and 
Licensing Board Panel 5pp 15577 310 24X Fiche 50-445#^ 

82/09 /2 1 » 82 1 0040020 


--8210040030 Public version of affidavit of RA Jones r* intervener 
Citizens Assoc for Sound Energy Contention 23 rancerning 
■mergency planning 

JONESjR a Texes Utilities Generating Co 82/00/20 llpp 
I5377’3IS 24X Fiche 50-445# 62/09/21# 8210040020 


— 0210040033 Public version of 0T Lancaster affidavit re Intervenar 
Citizens Assoc for Sound Energy Contention 22 concerning 
emergency plan exercises 4# drills 

LANCASTER# a T Texas Utilities Oanerating Co 82/08/20 7pp 
18377 326 24X Fiche > 30-445# 02/09/21# 8210040020 
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B210040037 Pu b I i c version of affidavit of flE Linnemann re mtervenor 

Citiiet's Asioc por Soond Energy Contention 52 concerning 
svcs of nedical personnel For radiation emergencies 
W/resij<HBi.,notice or appearance & Certificate oF Svc _ 

LJNNEMANMtR E Teras Utilities -Generating Co LINMErfANM/R t 
Padiatxan Management Corp 82/08/20 21 pp 15577 333 24X 

Fiche SO-44 5, B2/09/21. 8210040030 


8210040039 Order denying MffC 820324 request for reconsideration of ASLU 
B30804 order to stow cause re MRC failure to disclose 
Identity of i nformanfts L k r-des i gnated intli v i dual s 0 'K must 

betdentlFied 

JlJLLER^ff E Atomic Safety and Licensing Board Panel 82/09/30 
Office of the Eiecutive Legal OirdCtor Mpp 15581 OOJ 2dX 
EichB 50-445.02709/30.8310040009 


6210130299 Brief on status or record re findings needed for decision, 
per ASLD 920932 mBmorandtim fc order ASLD should close record 
on all issues. arder prompt submittal of proposed findings h 
issue decision Certificate of Svc «nc 1 

REVf^OLDS. W S . IfORiN. U A Teias Utilities Generating Co 
REVUOLOS.N S Pebovoise S. tltermar 02/10/08 3Spp 1567B 205 

24X flthe 50-445.83/10/08,8210130299 


a:^lQl5Ol03 Forwards eiceptions to ASLD 820930 order denying 
reconsiderati an. f 1 led per IOCFiR2 762(fl> Motion seeking stag 
ot e # F e c fc i> en ess of order to te Filed on 62(013 W/o enc 1 
Tt/flF(» S E Hearing Branch J 63/10/08 SHOEMAKER, C J Atomic 
Satefcy and Licensing Appeal Pare! 2pP 15707 178 24X 

Fiche 50-445,32/(0/08,8210150163 


02lOlSO3i/» Eicepfcions to ASLD 020930 order denying rec onsirferat ion of 
ASLB 0SOBO4 order to show cause why sanctions should not be 
imposed on WflC for failure to disclose informants 
Certificate of Svc end 

TUPKi S C Hearing Dranch I 62/10/00 Atomic Safety and 

Licensing Appeal Panel 7pp J5704 307 34X Fiche 50-445,92/10/00, 

02101 9036 ^ 

8210150224 Response to ASLD B20922 memo random $> order for briefs on 
necessary documents S' mfo to close evidentiary record 
Certificate of Svc end 

EULlS, J Citiiens Association for SoundEnergy 62/10/09 60pp 
15705 206 24K Fiche 50-445.82/10/09,6210150224 


— 6210)80008 Amend 35 to FfiAR consisting of Revision 5 to smrrger'If 
JOMES. R A Teras Utilities Generating Co 02/10/(2 iVFpp 
13720 120 24X Fiche 50-445.82/10/12,0210180006 


0 Inspection reports, IE Bulletins & corresp pndenre 


02!(H9O772 Forwards IE Insp Repts 50-445/02-10 5(>-446/ilfc! Of «ji 

620907-10 No noncomp 1 iane e noted 

MADSEN. G L Division of Resident, Reactor Prtijec t Ic (ngitiiiriri 
Programs 02/(0/01 OARy, R J Texas Utilities Generellrg Ce 
15737 120 24X Fiche 50-445,02/10/01,6210190772 


— 6210190776 IE Insp Repts 50-449/02-10 L 50-446/82-09 on Ij.V'iOf ti**- 
noncompliance noted Major aroas inspected const adtviuti 
including site teur, observati on of u/elding, exam of 
safety-related piping & welding on main control paneli 
GILBERT, L D , TOMLINSON, 0 P , WEBTERMAN, T F Divlilatt of 
Reactor Project ft Engineering Programs 02/09/29 ]p 15/Jf t 
24X Fiche 50-445,02/10/01,8210190772 


8206190233 IE Info Notice 80-35, 5uppJ (, "Lb a king fc Dislodged J-lP 
Implant Seeds " Svc list end 

CO00.L J Division of Fuel Facilities, Materials fc (jjf eguai’d’S 
02/10/06 Consolidated Edison Co of New Vork fifepp 15 / 6 ) * ' 
24 X Fiche 50-000,02/10/06, 0200190233 


0208190238 IE Bulletin 82-03, "St? ess Corrosion Cracking In Ihiil 
Ha ] 1 • Large-Oi ameter, Stai n) css Steel , Rec ircu lotion Ryi 
Piping at 0(40 Plants " Svc list end 

DEYOUNG, f? C Director's Office, Office of Jnspoction aik) 

Enforcement 82/10/14 Consolidated Edison Co of Mtw Vor k 

1I5PP JS8I0 125 24X Fiche 50-000, 82/10/14, 0200|902Jff 


S Reportable occurrences. LERs fc rolated correspondence 


82100403)8 Interim deficiency repl re conduit support* Initially 
reported on 020923 Evaluation continuing Completion 
anticipated by 021022 

GARV. R J Texas Utilities Generating Go 02/09/20 NAUMN. U E 
Division of Resident, Reactor Project & Engineering Progrdhi ll 
15506 167 24X Fiche 50-445, 02/09/20, 0210040310 


8210130292 Responds fco ASLD 020922 memoranduin fc order re record status 
A5L0 should close record ort Contention 22 fc Contention 5 
ui/exceptiap of portions on issues of Board -Notif (cation 
82~90 fc Walsh /Doi/le allegations W/Cer t i flea to of Svc 
ROTHSCHILD. M U , MIZUNO. G S Hearing Branch 1 82/10/11 33pp 

15670 102 2dx Ficlre 50-445, 62/ 1 0/1 i. 62)0130292 


3210(50124 Application For stay of e Ffectiveness of ASLD 820930 order 
denying recon s i tfera 1 1 on. ru 1 1 ng that NRC did not show good 
cause for Failure to comply w/ordere to disclose Informants 
fc ordering disclosure Certificate of Svc encJ 
TLfRK, S E Hearing Branch 1 02/(0/12 Atomic Safety and 

Licensing Appeal Panel 13pp 15690 OOl 24X Fiche 50-445. 
82/10/12, 3210150124 


82)0150464 Notice of ASLA8 e onst i tut f 0 -n AS Rosenthal, chairman fc 
l^R v/ohnson fc TS Moore, memb ers 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 62/10/12 
I.' 15703 105 24X Fiche 50-445.62/10/12,6210150464 


6210260375 Deficiency rept re overtorquing of saPcty-rel If f ^elwee 
Initially reported on 820910 Eva luati on in progress fc 
u£l) be completed by 821)30 

GARV.R j Texas Utilities Generating Co Oa/lO/OL llAD'jlN. 0 I 
Division of Resident. Reactor Project fc Engineering Prograai Ip 
15603 363 24X Fiche 50-445,62/10/06.0210360375 


82(0250338 Interim deficiency rept re defective Limilorquf piniiltn 
keys Initially reported on 620818 Matter not reportoM# p»r 
10CFR50 SSie! based on investigation 

0ARV?R J Texas Utilities Generating Co B2/10/I2 MADLIM 0 i 

Division of Resident, Reactor Project & Engineering Progrjsi Ip 
15790 331 24X Fiche 50-445,02/10/12.8210250330 


8210250346 Interim deficiency rept re linear indications (denlifu* ii 
diesel generator auxiliary skid Initially reported on 
82070? Evaluation continuing Next rept expected by 62i8]7 
GARY.R J Texas Utilities Generating Co 02/10/14 MADStN 0 L 
Division of Resident, Reactor Project fc Engineering Progfahs M 
15790 336 24X Fiche 50-445. 02 / 10 / 14 , 8210250346 


6L8 directive re Cititens Assoc for Sound 
*' *asted documents from Assoc 

ted into evidence Certificate of 
ienc e 

sort for Sound Energy 82/10/18 55pp 

•r .O *10) 04 


«ri ruJing re attachments to 

xf j/oyje depoK I ti on/ testimony Clean copies of drawings will 
i I be provided, but intervenor should be allowed to ref 

' ' documents Certificate of Svc encl Related correspondence 

I ( ELLIS, J Citliens Association for Sound Energy 82/10/23 Atomic 

\ I Safety and Licensing Board Panel 6pp 1503? OOl 24X 

Fiche 50-44 5,62/10/23.0210280355 


8210200259 Forwards FEliA interim finding on plant offsite emergency 
prepar edness , cons i sting of FEMA memo to NRC fc attachments 
ROTHSCrtlLDrM U Hearing Branch 1 02/10/27 MILLER, M E , COLE, H , 

MCCGLLOM, K A Atomic Safety and Licensing Board Panel S?pp 
15B38 147 24X Fiche 50-445, 62/ 10/27. 8210280259 


j K Utility Final Safety Analysis Report <F8AR> fc amends 


I i* . 



8210100006 Forwards Amend 3S to F6AR consisting of Revision 9 to 
emergency plan 

GARY.R J Texas Utilities Generating Co 82/10/12 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp J5720 126, 
24X Fiche S0-44S. 02/10/12, 82)01 80006 


DOCKET STN-50-447 OESSAR~230 


A Appl lea tion/cans tructi on stage documents fc corrospondtritf 


0207120)47 Forwards NEOa-21 471-01 . "Analytical Model for 
Drag Forces on Rigid Eubmerged Structures Caused by LOCA fc 
Safety Relief Valve Ramshead Air Oi sc harges , 8upp I for 
X-Ouencher Air Discharges " 

BUCHMOLZrR H General Electric Co 80/06/10 PARR. 0 D 
Drancb 3 Ip 13608' 001 24X Fiche 90-447,80/06/10.8207120147 


—8207120253 "Analytical Model for Estimating Drag Force* of 
Submerged Structures Caused by LOCA fc Safety Relief Valve 
Ram«head Air Dischargei. Supp 1 for X-Ouencher Air 
Discharge* " ^ , 

LASHERrL E , TOWNSEND. H E . ROGERS. A E General Electric €e 
NeDO-21471-Ol SOI 79/10/31 llpp 1 3808 002 24X 

Fiche 90-447.00/06/18,0207120147 

6210040380 Notification of 820923 meeting w/OE in Batheide, HD f*'" 
Technical Update Meeting 4 on Og89AR-II probabilistic Mst 

assessment 

LYNCH. « D Licensing Branch 2 82/09/17 THOMAS. C 0 

Standard! lation fc Special Projects Branch 4pp 15997 807 Six 
Fiche 50-447. 02/09/17, 021OO4O3BO. 
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9210050G90 Foruards Amefid 7 to application for final design acceptance 
review of 0E88AR-23ai correcting typographical errors St 
clarifying discrepancies in portions of Chapters l,3i4, 6 U 
15 

VILLA. R General Electric Co 02/09/23 EISENHUT.OO Divicion of 
Llcenjing Ip 15777 001 24X Fiche 50-447.02/09/23,0310050390 


--&21OO5O4O0 Amend to application for final design acceptance review of 
OESSAR-33B, correct I ng typograph leal errors << clarifying 
discrepancies in portions of Chapters 1.3. 4,6 S< 15 
VILLA, R General Electric Co 03/09/23 4pp 15777 003 P4X 
FI Che 50-4 4 7.02/09/23.0210050390 


--3210220174 Amend 7 to GESQAR II 

♦ General Electric Co 02/09/23 259pp 15777 006 24X 

Fiche 50-447,02/09/20.9210050398 


&2IOOSO320 Submits GE understanding of major agreements tc ground rules 
ra NRC review of QESSAR 1 1. In response to NRC request at 
□20915 meeting Concurrence requeated 

SHERWOOOiG O Oeneral Electric Co 03/10/01 C18ENHUT, D 0 
Oivisian of Licensing 2pp IS6I0 252 34X Fiche 50-447.03/10/01, 

9310050320 


0210220-460 Notification of 031015 meeting w/util to discuss inclusion 
af eiternal events In pro bab i 1 1 s tic risk assessment revletu 
LYNCH, M D Licensing Branch 2 02/10/07 THOMAS. C 

Standard 1 lafcl on t Special Projects Branch 3pp 19786 204 24X 

Fiche 50-447. B2/J0/O7 . 021 0220460 


B210220463 Notification of 031015 meeting u/uttl to discuss major 
issues identified in probabilistic risk assessment impact 
on review schedule 

LYNCH. N D Licensing Branch 2 02/10/08 THOMAS, C 

Standard I lati on & Special Projects Branch 3pp 19706 207 24X 

Fiche 90-447.03/10/00,0210220463 


G2I0270046 Forward* Amend 8 to 0E8SAR 1 1, responding to NfiC 811203 
acceptance review Itr re geotec hnica 1 , rad ia tion sources I, 
failure mode tr effects analysis 6 committing applicant to 
address NRC acceptance criteria 

GiiERHOODi 0 0 Oeneral Electric Co 82/iO/10 £JSENHUT,DO 
Division of Licensing 2pp 15016 OOi 24X Fiche 50-447.82/10/10, 
D2 10370046 


-’■0210270051 Amend 8 to 330 CEBBAR II application for re view, responding 
tp NRC 011231 questions re geo technical, radiation sources l< 
failure mode It effects analysis 6 committing applicant to 
address NRC acceptance criteria 

VILLA, R Oeneral Electric Co 82/10/10 345pp 15016 003 24X 

Fiche 90-447,02/10/18.0210270046 


K Utility Final Bafety Analysis Report (F8AR) U amends 


0210050398 Forwards Amend 7 to application for final design acceptance 
review of 0E8BAR-23B, cor r ec ting typograph ical error* S, 
clarifying d 1 screpancies In portions of Chapters i,3.4,6 «< 

IS 

VILLA, R Oeneral Electric Co 82/09/23 EI8ENHLIT. 0 0 Division of 
Licensing ip 19777 OOI 24X Fiche 50-447.02/09/23.8210050390 


0210220174 Amend 7 to OESeAR II 

a General Clectrlc Go 62/07/23 299pp 19777 006 24X 

Fiche 90-447,02/09/23.0210050390 


6210280429 Forwards addl question re vo I control sys, in response to 
applicant answer to NRC Question Q32i 43 Response reouetted 
within 30 days 

YOUNODLODD, D J Licensing Branch 1 82/10/04 DELGEQRGE, L O 

Commonwealth Edison Co 3pp 15860 042 SAX Fiche 50-000.02/10/04 
0210200429 


9210260526 Forwards Revision 3 of Chapter 9 of "Offsite Dose 
Calculation Manual " 

GOLDEN. J C Commonwealth Edison Co 02/10/06 CASE. E C Office of 
Nuclear Reactor Regulation, Director 2pp 15805 137 24X 

Fiche 50-000,02/10/06.8210260526 


6210260542 Revision 3 of Chapter 9 of "Offsite Dose Calculation 
Manual " 

« Commonwealth Edison Co 02/09/30 03pp 15805 139 24X 

Fiche 50-000.82/10/06.8210260526 


B210380420 Forwards request for addi info re venting of high points ir, 
RCS.method of depressuri lat ion to cold shutdown 6 
depresBuri lat ion following steam generator tube rupture 
events Response requested within 30 days 

VOVNDDLGOO, B J Licensing Branch I 02/10/07 DELGEOfiOE. L O 
Commonwealth Edison Co 4pp 15060 009 24X Fiche 50-000.02/10/07, 

0210200420 


E NRC Safety Evaluation Report (SER>, suppls L correspondence 


6210010202 Submits addl Info re reactor coolant pump locked rotor 6 
shaft break transients at facilities Info closes 
Confirmatory Issue 34 of Byron SER 

TRAMM, T ft Commonwealth Edison Co 62/09/22 DENTON. H fl Offire 
of Nuclear Reactor Regulation, Director 4pp 15566 073 24X 

Fiche 50-000.02/09/22,6210010202 


0210250100 Forwards revised FSAR info re protection against possible 
turbine missiles Revisions to turbine missile analysis rept 
end Info closet out SER Outstanding Item 2 

TRAMM.tr Commonwealth Edison Co 02/10/19 DENTON. H ft Offiit 
of Nuclear Reactor Regulation, Director i 5pp 15709 296 34X 

Fiche 50-000.02/10/19,0210250100 


F Security, medical, emergency 6 fire protection plans 


0210290363 Forwards list of deviations from Chemical Engineering 
Branch Technical Position 9 5 1 re fire protection program 
Deviations listed Include lighting 6 communication L 
hydrogen line routing Justi f ication of deviations requested 
YOUNOBLOOD. B J Licensing Branch 1 63/10/05 DELGEOROE. L Q 

Commonwealth Edison Co 7pp 15665 240 24X Fiche 50-000 B2/ 10/05, 

0210290363 


82(0130376 Advises that installation of offsite dose calculation sy' 
program fully operational tracking model & operational 
A model will be delayed until 02123t to complete prime 
computer installation 

SWARTZ, E 0 Commonwealth Edison Co 62/10/06 DENTON. K R Office 
of Nuclear Reactor Regulation. Director 2pp 15602 098 24X 

Fiche 50-000.02/10/06,6210130376 


8210130370 Forwards Revision 7 to modified amended security plan 
Revision withheld (ref 10CFR2 790 & 10CFR73 21) 

DELOEOROE, L 0 Commonwealth Edison Co 02/10/00 DENTON. H ft 
Office of Nuclear Reactor Regulation, Director Ip 15600 323 24X 

Fiche 30-454. 02/10/00,0210130370 


DOCKET STN-50-454 BYRON STATION, UNIT I 

A AppI ication/conitructl&n stage document* 6 correspondence 

8210010371 Forward* five overslied PfclOs referred to in util 820909 
Itr to NRC re waterhammer prevention, Aperture cards 

THAMWj T ft Commonwealth Edleon Co 02/09/22 DENTDN, H R Office 
of Nuclear fteactor Rejjulatlon, Director 2pp 15573 123 24X 

Fiche 50-000, 02/09/23.8310010271 

0210080313 Buinmary of 820900 fc 09 meeting* w/uti 1 s. Sargent U Lundy, 
Aerojet Energy Converelon Co fc Rockford League of Nomen 
Voter* In Chicago, IL b at plant »it* re vol reduction «y» 

Quest I one re Topical Rept AECC-2-P end , „ . . 

KIPER.K L Llceneing Branch I 02/09/23 branch 1 

12pp 18643 34i 24X FI che* 80-454, 82/09/23, 02JOO0O3I3 


0210080123 Submit* final ugarterly rept re conit completion date Unit 1 
const U teetlng fchedule *tni keyed to fuel loading on 
83 0031 

DELOeOftOE. L. 0 Commonwealth Edi»on Co. 02/09/27 oav 

Office of Nuclear Reactor Regulation, Director, Ip 15605 170 Z4X 
Fich»< 00-4541 02/09/27. 0210050123 


0210290047 Releases public version of revisions to Quad Cities. Zion ft 
Driidefi emergency plan annexes ft revised generating 
station emergency plan telephone directory 

FELTON, J M Division of Rules and Records 82/lO/OS Document 
Management Branch Ip 15877 313 24X Fiche 50-000.02/10/00, 

0210290047 


— 8210290060 Forwards public version of Revision 3 to Quad Cities 6 Zion 
emergency plan annexe*, ftevisi on 2 to Dresden emergency plan 
annex, Revis ion 0 to Byron emergency plan annex 6 revised 
generating station emergency plan telephone directory 
MOQRE, R D Commonweal th Ed 1* on Co 02/07/30 DENTON. H R NRC - 

No Detailed Affiliation Given 5pp I5B77 314 24X 

Fiche 50-000,82/10/00.0210290047 


—0210290077 Public version of Revision 3 to Quad Cities 6 Zion 
emergency plan anne xei. Revisi on 2 to Dresden emergency plan 
annex & Revision 0 to Byron emergency plan annex 
» Commonwealth Edison Co 02/06/30 325pp 15077 319 24X 

Fiche 50-000,02/10/08,8210290047 


8210290093 Public version of revised generating station emergency plan 


telephone directory 

DALLE, D P Commonwealth Edlfon Co 82/00/12 43pp 
24X Fiche, 50-000, 02/10/08,0210270047 


15078 218 
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k32l02203Sfl Provides info re or^am i id^tior <• per formant e of depts 
re j.pon-s » b le for radiation protection acti vi 1 1 es. per B20703 
for'^stment Trainina coordinator assigned in Apr 1902 to 
improve healt^ physics IraiTiing programs 

TfiA#lMp T R C qinmonijea I th Edison Co 82/J0/I4 DEMTONi H R Offirt- 

Of MticJetar /?e,aefcor Reg la 1 1 nut Director 9pp tb776 207 24)( 

riche 50-000. 62/10/14 9210220350 


C Ad /od ica tnry correspondence 


&2I00503V1 Motion for clarification of portions of ASLD 620910 
memorandum ^ order ruling on nations for summary disposition 
of certain contentions Certificate of Sve end Related 
correspond enc e 

niElAWSKI.A P Commoruea 1 tfi Edison Co Dl£LAWSKl>A P Tshamt 
Lincoln & Dealt 02/09/20 Atomic Safety and Licensing Ooaid 

Panel 6 pP 1540B 225 24X Fiche 50-454.92/09/28.3210050391 


p'’lCOaOl82 Confirms 820920 tdcon.ih which NRC withdrew Interrogatories 
77 “[ t 77-2 based on withdrawn Contention 70 Answers to 
remaining interrogatories due by OSIOIS 

PAWSOfJ. H J Hearing Cranch 4 82/10/04 ROSE. B Cherrg. M 

M /Cherry Flynn V Kanter ROSE, £J League of Romen Voters of 
Rockford. IL ip 13614 120 24jf Fiche 50-454, 32/ 10/04. 02IOO6OJD2 


P2L0070127 Motion far icave to file answers to wtiJ amended second 
round of interrogatories t day late 

ROSE. 3 League of Women Voters of Rockford, IL ROSE. B Chpriy, M 
M /Cherry Flynn t Kanter B2/10/05 Atomic Safety and Licensing 

Board Panel 2pp 15627 0G4 24J( Fiche 50-434,82/10/05.8310070127 


-0210070129 Answers to amended second round of interrogatories 
Certificate of Sve enc J 

ROSE. B League of Women Voters of Rockford. IL ROSE* B Cherrij. 
n f 1 /Cherry, Flynn t Kanter 02/10/05 Commonwealth Edi>‘On Co 

344PP J5&2'? 096 243c Fiche 50-454.82/10/09.3210070127 


8210110373 Response opposing Dekalb Area Alliance for Respunsible 
Energy^ 5i nni s s I ppi Alliance for Cnviron 020923 niotion to 
reconsider summary disposition of Contention I on OA/OC 
Mew info ‘would not change decision W/C erti f ic ate of Sve 
miller. M t Codimoiiweal th Edison Co MILLER. M I Ishant. Lincnhi & 
Deale 92/10/08 Atomic Safety and Licensing Board Panel lJp|> 
15600 247 24)c Fiche 50-4 54.32/10/00.03108 30373 


t?2i0-130095 Response supporting applicant 8309 20 motion for 
clarification of portion of ASLil 820910 mem or and om *< order 
denying NRC 6 applii-ant motions For summary disposition 
Litigablc issues should be delineated W/Cer 1 1 f i cate of 5 vc 
COLD3ERO. 5 C Hearing Branch 4 82/10/12 Atomic Safety anti 

Licensing Doard Panel 5pp 15673 MO 247 Fichc 50-494. -32/10/ 12. 
0210430095 


5210150007 Response opposeng Oetralb Area Alliance for Responsible 
Energy/Siiin I s 5 1 P P I Alliance for fnviron 03 0 923 motion for 
rer-onsidera ti on of sum-ntary disposition of Contention I fh > 

In trodijc 1 1 on of new facts not atlcwed W/Cer te f icate of 5vc 
GOLODERC. S C Hearing Branch 4 02/10/12 Atonic Safety and 

Licensing Board Panel I4pp I570 J 200 24X Fiche 50-454,02/10/(2. 

0210150007 


8210150303 Memorandum h order ruling on applicant disclosure 
obligations Applicant 830027 motion rettuesting mod of A9LD 
620726 niemo ra nd utn & order denied Relevant or new info must 
Qvided.per Commission precedents 
T Atomic Safety and Licensing Board Panel 02/10/12 
Edison Co 7op 15704 058 24X Fiche 50-454, 


— 8210180146 Affidavit of LA Qowen Util does not intend to install '“'i 
sensors on feedwater bypass sys piping Existence of coni-laht 
feedwater flow precludes water hammer event similar to 
e^ent at Krsko 

BOWER. L A Commonwealth Edison Co 02/10/05 3-4 pp 1371 S : 

g4X Fiche 50-454,82/10/14.9210180142 


8210180166 Confirming order canceling 021014 prehearing t on-f 1 re ni * 
Rockford. IL Discovery progress discussed during 321014 
te Icon 

MARGULIES.M B Atomic Safety and Licensing Board Panel 
Ip 157J9 168 24X Fiche 50-454. 02/10/15. 3210100166 


B210180170 Order granting Rockford League of Women Voters motion t 
leave to file instanter answers to util amended second 
round of interrogatories 1 day late 

HARGULIES.M B Atomic Safety and Licensing Hoard Panel IjJ/iO/J* 
League of Women Voters of Rockford. IL Ip I57IV 165 :34k 

Fiche 90-454, B2/£0/J9,82101B0170 


8310210274 Answers to first set of interrogatories, pursuant to A'lk 
821020 memorandum t< order Verification & Proof of <^»vc #nt I 
Related correspondence 

JOilNSON. a League of Women Voters of Rockford, IL 1)2/10/15 
Office of the Executive Legal Director 4app 15766 |10 74* 

Fiche 50-454,02/10/15.0210210274 


8210210276 Reply to amanded first request for production of 4urL"i-li 
Proof of Sve enc I Related correspondence 

ROSE'S League of Women Voters of Rockford, IL RObE. 0 (h*rr^ ‘ 
H /Cherry, Flynn & Kanter 02/10/15 Office of the Lieiutivi 
Legal Director 3pp 15765 150 24 X Fiche 50-454 , 02/ t(l/l '3, 

8210210278 


9310210384 First interrogatories tc request for documonii proof c# b' 
encl Related correspondence 

ROSE, a League of Women Voter* of Rockford, IL RO'ib, D Cherig 
H /Cherry., Flynn it Kanter 02/10/15 Commonwealth Miion ti- 
23pp 15764 016 24X Fl che SO-454, 02/10/1 5, 8210210 iiJ4 


8310210346 Motion for leave to file reply to new mait»Ti reiifd by 
applicant tt NRC £n response to Alliance motion to 
rcconsldei' disposition of Contention 1 rc OA 8 < DC 
CASSEL, D td OeKalb Area Alliance for Responslbio Itivrgy 
CAS 6 ELL, D M Sinnissippi Alliance for the Environment i 6 APi> 
62/iO/lO Atomic Safety and Licensing Board Pane] ip 
15764 210 24X Fiche 50-454, 02/10/10, 02102 10346 


—0210210347 Reply to new matters raised by applicant 6 TiPi In rrsps" 
to Alliance motion to reconsider summary disposition of 
Contention 1 re OA & QC Disposition should be denied iim« 

Issues of matl Fact exist Certificate of Sve one] 

CASSEL, 0 W DeKalb Area Alliance for Responsible bnergy 

CA35ELi 0 W Sinnissippl Alliance for the Environment < 86 J 1 1 

02/10/16 Atomic Safety and Licensing Board Panel Spp 
15764 211 24X Fiche 50-454/02/10/10.6210210346 


0210250071 Corrects two ty pograph ical errors it minor mis itelt'srnl 
Rockford League of Women Voters answers to NRC amonded first 
set of interrogatories 

ROSE, a / ROSE.O Cherry, M m /Cherry. Flynn 6 Kanter «W/lO/*a 
Docketing J, Services Branch Ip 15707 047 24X 

Fiche 50-454, 02/10/20.8310250071 


8310260300 Forward* author 021022 Itr to NRC transmitting first set si 
Interrogatori e* 

RO&Ei 0 Cherry, M rt /Cherry, Flynn 4 ^ Kantei RD9b, 0 league of 

Women Voters of Rockford, IL 32/10/22 KAROULIES.M D Ala«iit 

Safety and Licensing Board Panel Ip 15004 205 24X 

Fiche 50-454. 82/10/22,0210260300 


— 0210260384 Forwards proposed interrogatories l< motion for produitisi 
of documents 

ROSE* B Cherry, M M /Cherry, Flynn 6 Kanter RODE. D Liajji sf 
Women Voters of Rockford, IL 02/10/22 OOLDDERO. 6 C Hiersi^j 
Branch 4 Ip 1SB04 206 24X Fiche 50 - 454 , 02 / 10 / 22 , P2l02to:,ij?'j 


— 8210260393 Proposed first set of interrogatories Proposed floUbn fi* 
production of documents by NRC ^ Proof of Sve end 
e League of Women Voters of Rockford, IL 02/10/22 3ffU* cf 
the Executive Legal Director 26pp 15304 207 24X 1 

Fiche 50-454, 02/10/92, 8210260380 


8210270216 Notice of ASLD reconstitution IW Sml th, chairman U 
AD CalUhan it RF Cole, members 

LAZO/R M Atomic Safety and Licensing Board Panel 92/J0//5 4 ,|| 

15023 006 24X Fiche 50-434102/10/25,0210270216 


B210290305 Ansuvrs to NRC amended first set of interrogator i*t ’ 

Certificate of Sve end , 

ROSE, B League of Women Voters of RockfordilL B2/JO/35 Cffus 
of the Executive Legal Director 15pp 15859 021 24X 

Fiche 90-454, 82/10/25, 3210290305 , 



UUUlKtl I tu I I tlVI^ 




0210290273 Foruiarrfs original D Johnson verification for Rockford League 
of Uonen Voters ansuieri to NRC arrended first set of 
1 nterrogator i es on Contentions 39 8« 109 Related 
c arres p ondenc e 

RGSEfB Cherryr M M /Cherry, Flynn «< Kanter ROSEi B League of 
Wa.^en Voters of fiockford»IL 02/1O/2A Docketing It Services 

Branch 2pp 15854 075 34X Fiche 90-454-82/10/26,8210290293 


0210280347 Response opposing Dekalb Area Alliance for Responsible 
Energg/Sinnis slpp 1 Alliance for Environ 821018 motion for 
leave to submit reply to NRC & util responses to intervenor 
820923 motion for r econ s i dera t i on W/Certi fi cates of Sve 
SOLDDERO- 5 C Rearing Branch 4 82/10/27 Atomic Safety and 

Licensing Board Panel 5pp 15838 3S1 24X Fiche 50-454- 02/10/ J7, 

8210280347 


B2tO290105 Act receipt of Rockford League of Uomen Voters proposed 
interrogatories to NRC tt motion For production of docti/nents 
NPIC wall shortly advise League of which interrogatories will 
be answered 

CDLDBEROi S C Hearing Branch 4 82/10/20 ROSE. B Cherry- M 

M /Cherry. Flynn & Kanter ROSE- B League of l^omen Voters of 
Rockford- IL Ip 15054 003 a4X Fiche 50-454-02/10/20-0210290105 


H -ffenera 1 correspondence 


0210070176 Responds ti- 020929 Itr requesting NUREG-07B2 U OMNI-RO 
NVREO can be ordered from NRC Dlv of Technical Info & 

Document Control BNI rept available from NTIB 

OOLDDERO-S C Hearing Branch 4 82/10/06 VON ZELLEN- B Northrrn 

Illinois Univ Ip 15634 262 24X Fiche 50-454,02/10/06- 

021 0070 176 


K Utility Final Safety Analysis Report (F8AR1 b amends 


0210040060 Forwards affidavit stating that distribution of FSAR Amorid 
37 has been made m accordance w/Encl 1 of NRC 7B1020 Hr 
TRAHM-T H Commonwealth Edison Cd B2/09/23 HENTON, H R Office 
•or Nuclear Reactor Regulation- Director 2pp 15503 191 24X 

Fiche 50-000.02/09/23,0210040060 


h Antitrust correspondence 


0210070190 Forwards- for review comment, draf t OL antitrust review 
finding of no significant change U/o end 
VDOLGR. a H Hearing Branch 2 Q2/I0/O6 CUTLER- M 

Justice- Dept of Ip 13634 297 24X Fiche 30-454-02/10/06, 

021 0070 I BO 


0 Inspection reports, IE Bulletins 6 correspondence 


0209190233 IE Info Notice 00-35- Buppl 1, '‘Leaking & Dislodged J~lSb 
Implant Seeds " 8vc list end 

C03B-L I Division of Fuel Facilities, Materials ^ Safeguards 
82/(0/06 Consolidated Edison Co of New Vork 66pp 15761 2!j0 
24 X Fiche 50-000.02/10/06,8200190233 


62D019O239 IE Bulletin 02-03- "Stress Corrosion Cracking In Thick” 
IJal 1, Large-Di ameter, Sbain less Steel- Rec ircu la tion 8ys 
Fiplng at BWR Plants " 8vc list enej 

DEVOUNO- R C Director's Office, Office of Inspection and 

Enforcement 82/10/H Consolidated Edison Go of New York 

U5pp I5B10 125 S4X Fiche 50-000,02/10/14-0208190238 


0210260397 Confirms 021026 meeting at Region 3 ofe to discuss util 
reiponie to IE Insp Repts 50-454/82-05 l< 50-455/02-04 
SPESSARD, R L Division of Project it Resident Programs 02/10/19 
REED-C Commonwealth Edison Co Ip 19003 105 S4X 
Fiche 30-434.02/10/19,0210260307 


DOCKET STN-5D-455 DYflON STATION- UNIT 2 


A Ap p 1 1 cat iDf>/c ons true 1 1 o-n stage documents K correspondence 


9210010271 Forwards five aversired PLIDs referred to in util 020909 
Itr to NRC re uaterhammer prevention Aperture cards 
are available in PDR 

TRAHH- T R Commonwealth Edison Co 02/09/22 DENTON- N R Uffiti 
of Nuclear Reactor Regulatinn- Director 2pp 15573 122 247 

Fiche 50-000. 02/09/22, 021 00 1027 I 


0210000313 SurruTtary of 020900 C- 09 meetings w/ u 1 1 ] s, Sar gen t & Luinly, 
Aerojet Energy Conversion Co 4 Rockford League of Women 
Voters in Chicago-IL C, at plant site re vol reduction si/s 
Questions re Topical Rep ^ AECC-2-P en c I 

KIPER, K U Licensing Brandi 1 02/09/23 Licensing Branch I 

I2pp 15663 341 24X Fiche 30-454.82/09/23,0210000313 


8210200429 Forwards addl qiresticin re vol control sys, in response to 
applicant answer to NRC Question Q32 1 43 Response requested 
within 30 days 

yaUNODLOOD, 0 J Licensing Branch l 82/10/04 DCLGEDRGE, L IJ 
CoffirsonweaJ th Edison Co 3pp 15060 042 24 X Fiche 50-000. 02/ J O-'OA - 

0210200429 


0210260526 Forwards Revision 3 of Chapter 9 of ’’Offsite Dose 
Calculation Manual " 

OOLDEN- J C Commonwealth Edison Co 02/10/06 CASE, E G Offici nf 
Nuclear Reactor Regulation, Director 2pp 15005 137 24y 

Fiche 50-000,02/10/06,8210260526 


--0210260542 Revision 3 of Chapter 9 of "Offsite Bose Calculatiun 
Manua 1 " 

* Commonwea 1 th Edison Co 02/09/30 03pp 1580S 139 24/ 

Fiche 50-000,02/10/06,0210260526 


0210200420 Forwards request for addl info re venting of high poinLo 1 1 > 
RCS-method of d epressur i lat ion to cold shutdown & 
dep res g url lafc 1 on following steam generator tube rupture 
events Response requested within 30 days 

VOLiNOOLOOO- D J Licensing Branch I 02/10/07 DELOEORGE. L Q 
Commonwealth Edcson Co 4pp I 5B60 009 24X Fiche 50-000,02/10/0/- 

0210200420 


E NRC Safety Evaluation Report iSERi. suppls b correspondence 


0210010202 Submits addl info re reacior coolant pump locked rntor & 
shaft break transients at facilities Info closes 
Confirmatory Issue 34 of Byron SER 

TRAMM. r R Comnionbieal th Edison Co 02/07/22 DENTON- H R arriie 
of Nuclear Reactor Regulation, Director 4pp 15560 073 24X 

Fiche 50-000. 02/09/22, 82(0010202 


B2l0250t08 Forwards revised FBAR info re protection against possible 
turbine missiles Revisions to turbine missile analysis rept 
end Info closes out SER Outstanding Item 2 

TRAMM- r R Commonwealth Edison Co 02/10/19 DENTON- H R Office 
of Nuc tear Reactor Regulation. Director i Spp 15709 296 24X 

Fiche 50-000.92/10/19.8210250100 


F Security- medical- emergency -I, fire protection plans 


B2L0260307 Ack receipt of 621014 Hr informing NRC of steps taken to 
correct violations noted in 1£ Imp Rept 50-454/82-14 
NQRELlUSrC E Division of Engineering It Technical Programs 
02/10/22 REEDrC Commonwealth Edison Co tp 15797 321 24X 

Fiche 50-4 54- 82/ 1 0/ 22- 02 1 0260307 


■8210260306 Responds to NRC 020913 Hr re violations noted in IE Insp 
Rept 50-494/02-14 Corrective actions piping contractor 
initiated revision to 51P 4 OOO to Include mod to hardware 
rcmoval/al teration rept form 

DELOEDROE-L □ Commonwealth Edison Co 02/10/14 KEPPLER-J 0 
Region 3, Office of Director 6pp 15799 322 24X 

Fiche 50-454,02/10/22-8210260307 



-COM* 


uuLrivi: I cu 1 1 i:ivfv> 


— S210290060 Forwards public veraian o# Revisnjn 3 to Quad C»ti«s It Zinr* 
emergency pLan an n P' i n R e s i on 2 to Dresden eroergencg plan 
anne I . Revls I an 0 to Byron etnergcncy plan annex & revised! 
gBnerat}ng station emergencv plan telephone directory 
MQDREpiR D Commo nuiea 1 1 h Edison Co &2/07/30 DENTON/H R MRC - 

Wa Detailed Affiliation C-iven 5pp 15077 31-1 24/ 

Fiche 5O-0QO, B2/ 10/08, S21 02900-17 


— B210290077 Public version of Re-ision 3 to Quad Cities !« 7lan 
effiergencv plan arre i es. Re v> s i on 2 to Dresden cmergencg plan 
annex ^ Revision O to Dgron emergency plan annei 
n Cor monuje a I t h Edison Co S2/0A-/30 325pp 15377 319 24X 

Fiche 50-000.92/10/08.0210290047 


--021O29OOQG Public version of revised generating station emergency plnn 
telephone directory 

GALLE, D P Commonuea 1 th Edison Co S2/0B/I2 43p p 15970 213 

24X Fjche 50-000, 02/ 10/08, e2l02900-;7 


S21i0220'35G Provides infc re □rganliation B< performance of depts 
responsible for radiation protection, ac 1 1 vi 1 1 es, p er 920702 
cormitmert Training coordinator assigned in Apr 1902 to 
l.'nprOfe health physics braining programs 

rPArfl, T R Commonwealth Edison Co Q2/tO/14 DEWTOhf, H « Office 
of NucEear Reactor Regulation, Director 9pp 1 577A 297 24X 

Piche 50-000 02 / 1 0/ S 4 , &2 1 022035B 


& Adjudicatory correspondence 


Q210050371 Motion for clarification of portions of ASLD 820910 
-nemo random b order ruling on notions for summary dispes i tion 
of certain contentions Certificate o# S-rc end Related 
corr espondenc e 

BIELAWSKI*A P Commopuealth Edison Co DIELAWSKI.A P Isham, 
Lmcolri b Deale B2/D9/28 Atomic Safety and Licensing Doard 

Panel &pp S Db08 225 2-lX Flche 50-454. a2/09/2a> 321 0050371 


52100^0182 Confirms B2092B telcon.in -uihich NRC uithdrew I nter ro gator lun 
77-1 U 77-2 based on -uithdraun Contention 70 Answers to 
remaining interrogatories due by 82(015 

RAI^SQr;. R J Nearing Branch 4 62/10/04 RQEEi D Cherry. K 

M /Cherry. Flynn b Kanter ROSE. B League of Women Voters of 
Rockford. IL Ip iS6t4 120 24X Flche 50-454,92/10/04.0210060102 


3210070127 MDtmn for leave to file answers to vtil amended second 
round of int a rrogator i es ] day late 

ROSE, 0 League of Women Voters of Rockford, fL ROSE. O' Cherry. H 
M /Cherry. Flynn it Kanter 92/10/05 Atomic Safety and Licensing 
Goard Panel gpp 15627 034 24X Fiche 50-494,82/10-/05.6210070127 


— Q210070l2'9 Answers to amended second round of interrogatories 
Certificate of Sve end 

ROSE. D League of komen Voters of RockfordWL ROSE, B Cherry, 

M M /Cherry. Flynn b Kanter 32/10/05 Commonwealth Edison Co 
344pp 15627 OSd, 24X Fiche 50-454.82/10/05,82100-70127 


92I0I30373 Response opposing Oetalb Area Alliance for Responsibte 
Enorgy/Sir n i s s I ppi Alliance for Environ 820923 motion to 
reconsider summary disposition of Contention 1 on QA/OC 
New info would not change decision R/Certi f icate of Sve 
HILLER, H I Commonwealth Edison C-o MILLER, M I Isham, Lincoln St 
Qeaie 02/10/09 Ato-bic Rafcty and Li-censing Roard Panel lOiip 
15680 247 24X Fiche 50-454,82/10/03,0210(30373 


9310130095 Response supporting applicant 020928 motion for 
c lar i f ica 1 1 on of portion of ASLD 820910 mamorandum 6 order 
denying NRC t, applicant motions for summary disposition 
Litigable issues should be delfneateiT H/Certkf icate of Sve 
GOLDBERG. S C Hearing Branch 4 62/10/12 Atomic Safety and 

Licensing Board Panel 5pp 15673 I 10 24X Fiche 90-454^02/10/12, 

0210130096 


0210160087 Response opposing Dekalb Area AlJlance for Responsible 
Enerou/ainnissippi Alliance for Environ B20923 motion far 
tion of summary disposition of Contention l(h> 
new facts not allowed W/Cer tlf ica te of Sve 
paring nn»«..K /. Atomic 6afity and 

'X Fiche 50-454,82/10/12, 


0210150190 Confirms G21012 8, 13 telcons Ref to specific aniuirs to < tii 
interrogatories may be suitable response to NRC 
Interrogatories General ref unresponsive NRC does not object 
to extension to answer listed interrogatories 
RANSOM, R J Hearing Branch 4 02/10/13 ROBE, B Cherry, R 

M /Cherry, Flynn b Kanter ROSE, D League of Women Voter* of 
Rockford, IL Ip 15707 261 24X Fiche SO-454, 82/10/ 1 3, B2 10 t ■'01 W 


8210100151 Forwards original verification of Rockford League of 
Voters answers to util amended second round of 
interrogatories Related correspondence 

ROSE, D Cherry, M (1 /Cherry, Flynn & Kanter 02/JO/13 
Docketing t Services Branch 2pp 15719 267 24X 

Fiche 50-454.02/10/13,0210180151 


0210100142 Forwards LA Bowen 821005 affidavit per A0LO 6210IS 
memorandum 6 order ruling on disclosure obligation Info 
provided re DeKalb Area Alliance for Responsible Energy/ 

Slnnlsslppi Alliance for Energy Contention 9a 

CALLO, J (sham, Lincoln 8. Beale GALLO. J Commonwealth Edison ti 
62/10/14 MARGOLIES.M B , CALLIHAN.A D Atomic Safety and LMa-.ii., 
Board Panel COLE, R F Atomic Safety and Licensing Appaal Panel 

2 pp 15719 2 3 0 24X Fiche 50-454. 02/10/14.8210100142 


-B21O1G0M6 Affidavit of LA Douen Util does not intend to ioitali iis 
sensors on feedwater bypass sys piping Existence of conitint 
feedwater flow precludes water hammer event similar t-o 
event at Krsko 

DailEM.L A Commonwealth Edison Co 02/10/09 34np 19719 oy> 
24X Fiche 50-454, 02/10/ 14, 0210100142 


8210100166 Confirming order canceling 021014 prehearing conferinit is 
Rockford, IL Discovery progress discussed during 821014 
telcon 

MARGOLIES.M S Atomic Safety and Licensing Board Panel BS/IO/I* 
tp i57l9 169 24X Fiche 50-494,02/10/15,0210100166 


0210180170 Order granting Rockford League of Women Votori moUer fer 
leave to file instanter answers to util amended second 
round of interrogatories 1 day late 

MARGULIE8, M 0 Atomic Safety and Licensing Board Panel 02/10/19 
League of Women Voters of Rockford, IL Ip 15719 (65 24X 

Fiche 50-454, S2/IO/I5, 0210100170 


0210210274 Answers to first set of interrogator ies, pursuant to AMU 
021020 memorandum fc order Verification it Proof of 8vc «nc] 

Related correspondence 

JOHNSON, 0 League of Women Voters of Rockford, IL 02/10/15 
Office of the Executive Legal Director 40pp 15766 130 24ir 
Ficha 50-454,02/10/15,0210210274 


8210210279 Reply to amended first reguest for production op docursinti 
Proof of 6vc end Related correspondence 

ROSEAU League of Women Voters of RockfordilL RDSCi D Cherry, n 
M /Cherry. Flynn it Kanter 02/10/15 Office of the Eircutiwe 
Legal Director 3pp 15765 150 24X Fiche 90-454,82/10/15, 

0210310270 


0210210304 First interrogatories b request for documents Proef o-l L-fc 
end Related correspondence 

ROSE, D League of Women Voters of Rockford. IL RQBEi D Chirrg, M 
M /Cherry, Flynn it Kanter 02/10/13 Commonwealth tdlion Co 
22pp 15764 016 24X Fiche 50-454,82/10/15,0210210304 


0210210346 Motion for leave to file reply to new matters raltfd by 
applicant it NRC In response to Alliance motion to 
reconsider disposition of Contention 1 re QA <- QC 
CA6SEL, D H DeKalb Area Alliance for Responsible Energy 
CASSELL, D W Slnnlsslppi Alliance for the Environment IBAFEJ 
B2/1O/10 Atomic Safety and Licensing Board Panel Ip 
15764 210, 24X Fiche 50-454,02/10/18 . 8210210346 


—8210310347 Reply to new matters raised by applicant it NRC Ih respe^M 
to Alliance motion to reconsider summary disposition of 
Contention I re QA L OC Disposition should be denied tinci 
issues of matl fact exist Certificate of Bve encl 
CASBEL.D W DeKalb Area Alliance for Responsible Energy 

CA68EL.D il Slnnlsslppi Alliance for the Environment (BAFEJ 

62/10/18 Atomic Safety and Licensing Board Panel 9pp 
13764 211 24X Fiche 30-454,02/10/10,0210210346 


0210290071 Corrects two typographical errors ti minor miss taleaihl in 
Rockford League of Women Voters answers to NRC amended first 
set of interrogatories i" ' 

ROSE, B , ROBE, a Cherry, M. M /Cherry, Flynn it Kanter 62/10/20 
Docketing it Services Branch Ip 157B7 047 24X 

Fiche 30-494, 82/10/20,0210250071 - 

[ 

B210260380 Forwards author 021022 Ur to NRC transmitting first *** Bf ’ 
interrogatories , j; 

ROSE, a Cherry, M M /Cherry, Flynn it Kanter RoaE, D, Ltbgve sf i 

Women Voter* of Rockford, IL 02/10/22 MAROULIEB, M 0 AtoeU f 

Safety and Licensing Board Panel le 150O4!2O9 24K f 

Fiche 50-434,82/10/22,0210260380 [ 



DOCKETED ITEMS 


295 


--B2102603B-} Fo 
of document 
ROSE, D Ch 
Wo'n^n Voter 
Branch 4 


ruards proposed in ^errojatone a ?« motion foi production 


erry. M M /cherryi Flynn Kanter ROSEi Q League nf 
s of Rockford, IL 83/10/23 GOLDBERG, S C Heorinjj 
Ip 13B04 206 2'IX Fiche 50-4S4, B2/I0/22, B2lO2ii03Q0 


6210260337 Confirms 821026 (D^etiny sit Region 3 ofc to discuss util 
response to IE Insp Repts 5-0-4S4/e2-05 1. 50-455/B2-04 
SPESBARD.R L Division, of Project ic Resident Programs 02/10/1*? 
REED, C Commonwealth Edison Co Ip 1SQ03 105 24X 

Flche 50-454, 02/10/19, □210260307 


--021O26O372 Proposed first set of interrogatories Proposed motion for 
production of documenta by NRC & Proof af Svc end 
a League of Women Voters of Rockford, IL 02/10/22 Off ire of 

the Executive Legal Director 26pp 15004 207 24X 

Fiche 50-45 4,02/10/22,8210260360 


DOCKET SrN-50~4 56 QRAlDwaOD STATION. ON 1 T 1 

A AppI ication/construc t ion stage doci/fnents 1< correspondence 


3^10270216 Notice of ASLQ reconstitution Iw Smi th, c ha irman & 

AD Callihan I RF Co 1 e, iT>emb ers 

LAE0,R M Atomic 6afety and Licensing Board Panel 02/10/25 3|tp 
15B23 006 24X Fiche 50-454.02/10/25,0310270316 


B2t00l0202 Submits addA infn re reactor coolant p 
Shari break transients at facilities Info close 
Confirmatory Issue 34 of Dyron SER 
TRAH11, T n Commonwealth Edison Co 02/09/22 
of Nuclear Reactor Regulation, DirecLnr 4pp 
Fiche 50-000,02/09/22,9210010202 


ump lucked rokoi fc 
s 

DLnTON, HR nffif 
15560 073 24/ 


Q2tlO29O305 Answers to NRC amended first set of Interrogatories 
Certificate of 3vc end 

ROSE. D League of Women Voters of Rockford, IL B2/10/25 Uffitt* 

of the Executive Legal Director tSpp 15055 021 24X 

Fiche 50-454,02/10/25,0210290305 


eai0290a93 Forwards original D Johnson verification for Rockford L nuijur 
of Wooseci Voters answers to NRC amended first set of 
interrogatories on Contentions 39 h 109 Related 
corre spondenc e 

ROSE, D Cherry, M H /Cherry, Flynn U Kanter ROSE, D League of 
Homen Voters of Rockford, IL 02/10/26 Docketing & Services 

Branch 3pp 15854 075 24X Tithe 50*454,82/10/26,0210290293 


8210010371 Forwards five oversiaed P&lDs referred to in util 
I tr to NRC re uaterhaminer prevention Aperture cards 
are available m ppR 

TRamM, T R Cummonwealth Edison Co 82/09/22 DENTON, H R 
of Nuclear Reactor Regulation. Director 2pp 15373 132 
Fiche 30-000,82/09/22,0210010271 


B20909 

Of f II f 
24y 


0210050073 Application for amend to CPPn-J3a & CPPR 
completion dates to 870430 & 800430, respet fc ive I y 
DELGEQROErL 0 Commonwea 1 th Edison Co 02/09/30 
Office of Nuclear Reactor Regulation. Director 
24X Fiche 50-456,02/09/30,9210050073 


■'133. revis in 

DENTON. H 
2pp 15603 


q 

R 

IfJi 


£31310260347 Response opposing Dekalb Area Alliance for Responsible 
Erergy/Si nni ss ipp 1 Alliance for Environ 021018 motion for 
leave to submit reply to NRC util responses to intervenor 
B20923 motion for reconsideration W/Certi fl cates of Svc 
GOLDDERG, S C Hearing Branch 4 02/10/27 Atomic Safety /ind 

Licensing Hoard Panel Spp 15030 351 24X Fiche 50-454,82/10/2/, 

0210290347 


D.210390105 Ack receipt of Rockford League of Women Voters proposed 
interrogatories to NRC & motlan for production of documents 
KiRC win shortly advise League of which interrogatories will 
be answered 

GOLD[IERO,8 C Hearing Branch 4 02/10/20 ROSE. B Cherry, M 

M /Cherry, Flynn 6 Kanter ROSE, B League of Women Voters of 
Rockford, IL Ip 15054 003 24XFichfi 50-454, B2/ I 0/20, 82t0290l<i5 


II General correspondence 


— 8210050077 EIA supporting request fop e 
of const of uni is, e X tend I ng Unit 1 to 
860430 

4 Commonwealth Edison Co 62/09/30 
F J c h o 50-456, 82/09/30. 82 1 0050073 


ctenskon of dates for cumpietinii 
070 430 Unit 2 to 


9pp 15603 183 24 X 


0210200429 Forwards add! question re vol control sys.in response to 
applicant answer to NRC Question 0321 43 Response requested 
Within 30 day s 

YOUNGBLOOD, D J Licensing Branch i 82/ 10/04 DELGEOROE, L 0 
Commonwealth Edison Co 3pp 15060 042 24X Fiche 50-000,8 2/10/04, 

0210280429 


Q2I0260526 Forwards Revision 3 of Chapter 9 o 
Calculation Manual " 

GOLDEN, J C Commonwea 1 th E^dison Co 62/10 
Nuclear Reactor Regulation. Director 2pp 
Fiche 30-000, 82/10/06, 0210260526 


f "Offsite Dose 

/06 Cage, eg office 

15B05 137 24X 


ui 


f^2l0070l76 Responds to 620929 Itr requesting NUREG-0782 it OHNI-20 
Ni/REO can be ordered from NRC DJv of Technical Info 6 
Document Contiql RMI rept available from NT 18 

COLDDERG, S C Hearing Branch 4 82/10/06 VON ZELLEN.B Norlhorn 

Illinois Univ tp 15634 263 24X Fiche 50-454,02/10/06, 

0210070176 

K Utility Final Safety Analysis Report IFSAR) & amends 

8210040060 Forwards affidavit stating that d i str Ibul ioii of FSAR Amend 
3? has been made in accordance w/EncI 1 of NRC 781020 Itr 
TRAMH, T R Commonwealth Edison Co 02/09/23 
of Nuclear Reactor Regulation, Director 2pp 
riche 50-000.02/09/23,0210040060 


M Antitrust correspondence 


'6210070100 Forwards, for review ?< comment, draf t OL antitrust review 
finding of no significant change W/o encl 
VOGLERrB H Hearing Branch 2 82/10/06 CUTLER, H 

Justice, Dept ef Ip 15634 297 24X Fiche S0-454t 02/10/06, 

8210070100 


<1 Inspsctlon repurti, IE Bulletins 6 correspondence 


DENTON, H R 
15583 191 


Off ii p 
24X 


—8310260542 Revision 3 of Chapter 9 of "Offsite Dose Calculation 
Manual '* 

a Commonwealth Edison Co 83/09/30 83pp ISaoS 139 24X 

Fiche 50-000, 02/10/06. B81 0360526 

Forwards request for addj mfu re venting of high points m 
RCDimethoa of depressuri la tion to cold shutdown 6 
depressuri ta t ion following steam generator tube rwpture 
events Response requested within 30 days 

VOUNOBLOQDr D J Licensing Dranch l 03/10/07 DELGEORGE, L 8 
ComihonueaUh Edison Co 4pp 15060 009 34X Ftthe 50-000, BP/ lO/U/, 

0210280420 

E NRC Safety Evaluation Report <SER>, suppls i c arreapondencre 

0210250106 Foriiiards revised fbaR info re protection against possiblr 
turbine missiles Revisions to turbine missile analysis rept 
encl Info closes out SER Outstanding Item 2 
TRAMM, T R Cantmonweal th Edison Co 02/10/19 DENTQN» H R 
of Nuclear Reactor Regulation, Director I 5pp 15789 296 
Fiche 50-000.02/10/19,0210250100 

F Security, medicalr emergency U fire protection plans 


Of fire 
24 X 


0303190333 IE Info Notice 00-35, Siippl 1, 
Implant Seeds " 8vc list encl, 

COBBfL, I Division of Fuel Facilities, 
02/10/06 Consolidated Edison Co of 
24X Fiche* 50-000, 02/10/06. 0208190233 


"Leaking fit Dislodged t-i25 

Materials fi, 0af»guards 
New York 66pp 15761 230 


0210290363 Forwards list of deviations from Chemical Engineennq 
Branch Technical Position 9 S 1 re fire protection propra* 

Jlevlatlons listed include lighting fi< communication i 
hydrogen line routing Jus t if icat ion of deviations requested 
YOUNGBLOOD, D J Licensing Branch 1 82/10/05 DELGEOROE, L D 

Commonwealth Edison Co 7pp 15665 240 24X Fiche 50-000, 8 2/ J 0/05, 


0200190230 IE Bulletin 32-03, "Stress Corrosion Cracking in Thick- 
Mall < Larg#-Di ameteri Stainless Bteel, Reclrcu latl on 8ys 
Piping at BWR Plants " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/10/14 Consolidated Edison Co of New York 

tISpp 15810 125 24X Fiche 50-000,02/10/14,8200190258 


0210130376 Advises that installation of offsite d 
program fully operational track iny model i oper 
A'*(nodel will Pa delayed until 021231 to complet 
computer installation 

SlfARTZi E D Commonuae I th Edison C-o 82/10/06 
of Nuclear Raactor Regulation. Director 2pp 
Fiche 5O-0D0i 02/10/06, 0210130376 


□se calculation ays 
ati onal 
e prime 

DENTON, H R Office 
15682,090 24X 
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6.3105SD3S-a Provided in^o re org^niiation & performance of depts 
reipoTnible for radiation protection ac ti vi ties^ per Q2&702 
coriinitfflent Training coordinator assigned in Apr 1903 to 
itnprDve health phg&ics training programs 

laAMil. T R Coitimoniueal th Edison Co 92/10/14 DENTON. H R Office 
□■f Nuclear Reactor Regulation^ Director 9pp 15776 287 24X 

Fiche 50-000. B2/ 10/14, 821 0220359 


G Adjudicator^ correspondence 


DOCKET 9TN-S0~457 DRAlDWODD STATION, UNIT 2 


A Ap p llcation/cons true tion stage documents & correspondenice 


6210010202 Suhmits addl Info re reactor coolant pump loclorf rotor k 
shaft break transients at facilities Info closes 
Con f 1 rmatorg Issue 34 of Dyron SER 

TRAMM, T R Commanu/eal th Edison Co B2/09/32 DENTaN, H FI Offire 

of Nuclear Reactor Regulation, Director 4pp 15568 073 
Fiche 30-000, 92/09/32. 9210010203 


8210050259 Order directing all parties to file complete status repts 
u/ASLD Repts should contain present status of application, 
documenits filed by NRC or util, const plans 6 future 
projections It basis for scheduling projections 

MILLER. M e Atomic Safety and Licensing Doard Panel 02/10/01 
Cornnonuealth Ediso-n Co Ip 1S610 290 24}( Fiche 50-456.62/10/01, 

8210050259 


8310250211 Status rept on plants in response to ASLB 621001 ordei 
Unit 1 scheduled far fuel load on 850430 ti Unit ? on 860430 
Dates ui 1 1 6e confirmed oi revised m Jan 1993 Certificate 
of Sve enc ] 

MILLER, M J Conmo nuiea I th Edison Co MILLER, M J Isham, Lincoln 6 
Deale 02/10/19 5pp 15789 242 24)( Fi che 50-456. 02/10/ 1 9. 

921025021 1 


0310220453 Response to ALSO 821001 order to file status rept on plant 
Schedule for Issuance of NRC documents C. considerations to 
be used tr> developing prehearing L hearing schedule listed 
Notice of appearance Certificate of Sve end 

HASSELL, D F Hearing Dranch 1 82/10/20 I3pp 15770 335 24X 

Flch* 50-456. 83/ » 0/20. 0210220453 


K Utility Final Safety Analysis Report (F5AR) & amends 


8210040060 Foruards affidavit stating that distribution of PSAR Amend 
39 has been made in accordance lU/Enc ) 1 of NRC 701020 1 tr 
TRAMM, T H Commonwealth Edison Co 92/09/23 DEN TOW, H R Offirc 

of Nuclear Reactor Regulation, Director 3pp 1SS83 171 24X 

Fiche 50-000. 02/09/23. 6210040060 


0 Inspection reports. IE Dulletins t c tirrcsponde-nc e 


6210010271 Forwards five oversiied P&IDs referred 
to NRC re uaterhammer prevention Aperture cards 
available in PDR 

TRAMM, T R Commonwealth Edison Co 02/09/22 
af Nuclear Reactor Regulation. Director 3pp 
Fiche 90-000,82/09/22.6210010371 


tu in util Da09C-»- It 
are 

DENTON, M n Qffitr 
15S73 123 341 


B210050073 Application for amend to CPPR-133 U CPPR-1 jj, revlsinfl 
completion dates to 970430 8c 8B0430, respect ivelg 
DELCEOROE, L 0 Commonuealth Edison Co 62/09/30 DENTON, N R 
Office of Nuclear Reactor Regulation, Director 2np ISJfiOl Ihl 
24X Fiche 50-456.83/09/30,0210050073 


—0210050077 EIA supporting request for extension of dates for cosj^lii r 
of const of units, extending Unit 1 to 970430 8< Unit 2 to 
000430 

* Cdoioionuiea 1 th Edison Co 82/09/30 2p p 15603 IG3 24* 

Fiche 50-456.82/09/30,0210050073 


62102Q0429 Forwards addl question re vo 1 control svs,iri rospoos# to 
applicant answer to NRC Question 0321 43 Response requasted 
within GO day s 

yOUNODUaOD. 0 j Licensing Dranch 1 02/10/04 DELOEOIlOfc. U 0 

Commonwealth Edison Co Gpp 15060 042 24X Fiche 30 - 000 . QJ/ 1 C/ft 

6210200429 


0310260526 Forwards Revision 3 of Chapter 9 of "Offsito Dose 
Calculation Manual " 

GOLDEN, J C Commonwealth Edison Co 02/10/06 CASE, C 0 Offiir 
Nuclear Reactor Regulation, Director 2pp IS0O5 137 34X 

Fiche 50-000, 02/10/06.0210260526 


8310040230 Act receipt of 930817 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-456/88-01 L 
50-457/92-01 Denies request to withdraw Violation I Concurs 
that Violation 2 does not constitute noncomp I lane e 
NORELIUS.C E Division of Engineering % Technical Programs 
03/09/27 REED, C Commonwealth Edtson Co 2pp 15506 114 24X 

Fiche 50-456.92/09/27,0210040230 


--9210040246 Responds to NRC 020707 I tr re violations noted in IE Ilif.p 
Repts 50-456/02-01 50-457/92-01 Disputes Violations 1 k 2 

Ros t-tens I oni ng sequence adequately controlled Corrective 
action re Cocnstock nanconformance repts taken 

OELGEORCE, L Q Commonwea I th Edison Co 02/00/17 KEPPLCRrUG 
Region 3, Office of Director 9pp 15506 116 24X 

Fiche 50-496, 02/09/27, 92 1 0040230 


— 8210260542 Revision 3 of Chapter 9 of "Offsite Dose Caltulalion 
Manual " 

• Commonwealth Edison Co 92/09/30 83pp 15005 13? *!4r 

Fiche 50-000.62/10/06,0210260526 


0210260420 Forwards request for eddl info re venting of high pbinls ii 
RCS, method of depressurization to cold shutdown 1, 
depreasuriiat ion following steam generator tube rupture 
events Response requested within 30 days 

yOUNODUOOO, D J Licensing Dranch I 02/10/07 DELOCORCb. U D 
Commonwealth Edison Co 4pp 15860 009 24X Fiche 50-000. 03/10 -C ' 

0210280420 


E NRC Safety Evaluation Report (8ER), suppls k correspondfm e 


9209190233 IE Info Notice 90-35, Suppl i, 
Implant Seeds Sve list end 
CODD.L I Division of Fuel Facilities, 
82/10/06 Consolidated Edison Co of 

24/ Fiche 50-000,02/10/06,8208190233 


"Leaking & Dislodged I-l/lb 

Materials 6 Safeguards 
New York 66pp 15761 2b0 


820B190-236 IE Bulletin 92-03, "Stress Corrosi 
Nall. Large-Diameter, Stainless Steel.Recircu 
Piping at BMR Plants ’* Sve list enc I 

Director'^s Office, Office of 


DEYDUNG. R C 
Enf ore ement 


82/10/14 


Consol (dated Ed i 


lISpp 15B10 123 24X Fiche 50-000,02/10/ 


on Cracking in 
lation Sys 

Inspection and 
son Co of New 
14,8200190238 


Thick- 


York 


's related correspondence 


re breakdown of QA procedures 
tf ety-re lated mechanical 
'02 All affected 
rrent Procedure QCP-B22 
02/10/00 KEPPLER, JO Region 
24X Fiche 50-436,92/10/00, 


069 sjifety- 


egion 

0/13, 


8210250108 Forwards revised FBAR info re protection against po-fsible 
turbine missi loi Revisions to turbine missile analysis repl 
end Info closes out SER Outstanding Item 2 

TftANM, T R Commonwealth Edison Co 02/10/19 DENTON. If H OMiee 
of nuclear Reactor Regulation, Director 15pp 15789 296 /4X 

Fiche 50-000.02/10/19,8210250100 


F Security, medical, emergency It fire protection plans 


6210290363 Forwards list of deviations from Chemical CnglniiTlns 
Branch Technical Position 9 5 1 re fire protection progrea 
Deviations listed include lighting 6 communication k 
hydrogen line routing Justification of deviations requistid 
VOUNOHLOOD, B J Licensing Branch 1 02/10/05 DELOEOflGE.L 0 

Commonwealth Edison Co 7pp 15065 240 24X Fiche SO-OW. flJ/tO/Ci 

0210290363 


0310130376 Advisee that installation of offsite dose calcuUUon sga 
program fully apsrational tracking model 6 operational 
A-model will be delayed until 821231 to complete prime 
computer installation 

SWARTZ, E D Commonwealth Edison Co 02/10/06 DENTON, II R Of lire 

of Nuclear Reactor Regulation, Director 2pp 1S6D2 098 24X 

Fiche 30-000, 82/10/06,0210130376 


821O22D330 Provides info re organlietjon & performance of depii 
responsible for radiation protection ac tivi ties, per 020702 
commitment Training coordinator assigned In Apr 1982 to 
Improve health physics training programs 

TRAMM, TR Commonwealth Edison Co 02/10/14 DENTON.NP Offise 
of Nuclear Reactor Regulation, Director 9pp 15776 2B7 241 

Fiche 50-000,82/10/14,8210220350 
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Q- All juifica fcpry correspondsnce 


62100&0259 Order directing aH parties to file coinplete status repts 
Uf/ASLS nepts should contain present status of application* 
documents filed b(| NRC or util« const plans 8< future 
projections basts for scheduling projections 

MELLERiM E Atomic Safety and Licensing Board Panel 82/10/01 
Commonueal th Edison Co Ip 1S610 290 24X Fiche 50-456/ 02 /I 0/01 > 

0210050259 


€210250211 Status rapt on plants in response to ASLD B21001 order 
iTnlt 1 scheduled for fuel load on B50430 & Unit 2 on B60430 
Dates yiJI be confirmed or revised in Jan 1 903 Cert i ficate 
of Svc end 

MELtEftifi J Commonuealth Edison Co MILLER/ M Isham* Lincoln & 

Qvalf B2/10/19 5pp 15700 242 24 XFicIie 50-456.02/10/19/ 
021023021 1 


€=210220453 Response to ALSB 021001 order to file status rept on plant 
Schedule for issuance of MflC documents 5< considerations to 
be used in developing prehearing ^ hearing schedule listed 
Motiee of appearance tf Certificate of Svc end 

HASSELL, D F Hearing Branch 1 82/10/20 13pp 15778 325 24/ 

Flche 50-456/ 82/10/20. 8210220453 


K Utility Final Safety Analysis Report (FSAR) t( amends 


B310040060 Foruards affidavit stating that distribution of FSAR Amenil 
3? has been made in accordance ui/Encl 1 of NRC 701020 I tr 
TRAMH/ T R Commonwealth Edison Co 02/09/23 DENTON/ H R Office 
of Nuclear Reactor Regulation/ Director 2pp 24X 
rich* 50-000/82/09/23/0210040060 


-Q Intpection. reports/ IE Bulletins correspondence 


0210040230 Acic receipt of 02OB17 1 tr informing NRC of steps taken to 
correct vlo-lations noted in lE Insp Repts 50-456/02-01 ti 
50-457/02-01 Denies request to withdraw Violation J Concurs 
that Violation 2 does not constitute noncomp 1 lance 
NOnFLIUSiC E Division of Engineering Technical Programs 
02/09/27 REED/C Commonwealth Edison Co 2pp 15506 114 24X 

Fiche 50-456/02/09/27.8210040230 


02|'0040246 Responds to NRC 020707 Itr re violations noted in IE. Insp 

Rfpts SD-456/82-01 Si 50-457/82-01 Disputes Violations 1 tt 2 
Po-f t-tens£oning sequence adequately controlled Corrective 
action re Comstock nonconformance repts taken 

DELOEOROEi L 0 Commoniirea i th Edison Co 02/00/17 KEPPLER/J 0 
Region 3/ Office of Director 9pp 15506 116 24X 

Fiche 50-4 5 6.82/09/27/0210040 230 


6208190233 IE Info Notice 00-35/ Buppl 1/ ‘'Leaking L Dislodged 1-125 
Implant Seeds " Svc Hat end 

CODBiL I Divisinri of Fuel Facilities/ Materials it Safeguards 
02/10/06 Consolidated Edison Co of New Vork 66pp 15761 250 
24X Flche 30-000/02/10/06.8200190233 


6208190230 IE Bulletin 82-03/ "Stress Corrosion Cracking in Thick- 
Ual 1/ Large-Diameter, StainI ess Steel r Rec ircu lati on 8ys 
Piping at BWR Plants ♦' Svc list encl 

DEVOUNO/R C Director's affice. Office of Inspection and 

Enforcement 82/10/14 Consolidated Edison Co of New Vork 

tlSpp JSaiO 125 24X Fiche 50-000/ 02/10/ 14/ 820817023S 


5, Reportable occurrences. LERs Si related correspondence 


6218040249 Deficiency Rept 82-06 re containment post-tensioning bushing 
thread failure Initially reported on 820S20 Caused by 
undrrsiie major thread diameter of hushing Thread 
mcaiurementi uilll be verified before streselng 

TRAHMiT R C ommonuea I th Edison Go 02/09/23 KEPPLERi J 0 Region 
3/ Office of Director 2pp 15581 330 24X Fiche 50-457/02/09/23, 

8210040249 


6210190299 Interim deficiency rept re breakdown of OA procedures 
concerning control of erection of aaf ety-re lated mechanical 
equipment Initially reported on 820902 All affected 
equipment will be recheckcd using current Procedure QCP-D22 
TRAMM.tr Commonuealth Edison Co 82/10/00 KEPPLER, J 0 Region 
3. Office of Director 7pp |3742 161 24X Fiche 30-456/82/10/08. 

8210190299 


G210190662 Interim deficiency rept re untimely reinsp of 3/069 safet-y- 
rslated pipe hanger welds Initially reported on 020908 
Contractor biill Inspect hanger supports inetalled before 
June 1901 prior to fuel load 

TRAHHiT R Commonwealth Edison Go 02/10/13 KEPPLER, J 0 Region 
3i Office of Director 2pp 15739 092 S4X Fiche 50-456,02/10/13, 
8210190662 


DOCKET 50-450 RIVER BEND STATION, UNIT 1 


K Utility Fina 1 Safety Analysis Report (FSAR > & amends 


8210040215 Forwards Amend 6 to FSAR, consi s t in g of "Failure Modes iff 
Effects Analysis " Certificate o-f Svc encl 

CAHTLL/W J Gulf States Utilities Co 02/09/27 EISENHUT, D G 
Division of Licensing 4pp J 5587 263 24X Fiche 50-4 58,02/09/^7. 

0210040215 


—0210040220 Amend 6 to FSAR 

» Gulf States Utilities Co 82/09/30 4eOpp 1S587 267 
Fiche 50-458,02/09/27,0210040215 


0 Inspection reports, IE Bulletins & correspondence 


82100S03B7 Forwards IE Inap Rept 50-450/02-10 on 020023-27 Nn 
noncomp t iattce noted 

MADSEN/ 0 L Division of Resident. Reactor Project 6 Engineer iiiq 
Programs 02/09/20 CAHILL, W J Oulf States Utilities Co iil'l' 
15603 ooa 24X Fiche 50-450/82/09/20,02100 50307 


— S21O050399 IE Insp Rept 50-458/82-10 on 820823-27 No none omp I i anc e 
noted Major areas inspected previous map f ind i ng s , s 1 1 e 
tour, observati on of work it review of records for welding ft 
nondestructive exam of safety-related piping 

OILBERT/L 0 , CROSSMAN, W A . HUNNJCUTT.D M Division of Hesirient. 
Reactor Project if Engineering Progt ams 82/09/14 4pp 
15603 OlO 24X Fiche 50-458,82/09/20.0210050387 


6200190233 IE Info Notice 80-35, Su-ppl 1, "Leaking i. Dislodged I I.'*/ 
Implant Seeds " Svc list end 

CODBiL I Division of Fuel Facilities, Materials & Safeguards 
02/10/06 Consolidated Edison Co «f New York 66pp 15761 0%(l 
24X Fiche 50-000/ 02/10/06, 82081 90-233 


8200190238 IE Bulletin 82-03. “Stress Corrosion Cracking m Thick- 
Nai 1 . Large-Di ame ter, Sta in 1 ess Ste el , Recircu lation Bys 
Piping at ONR Plants " 8vc list encl 

DEYQUNO, R C Director's Office. Office of Inspection and 

Enforcement 82/10/14 Consolidated Edison Co of Mew Vork 

115pp 15010 125 24X Fiche 50-000.82/10/14,8208190230 


S Reportable occurrences, LERs 6 related correspondence 


B2100S0201 Interim Deficiency Rept DR— 7 1 re QA program i neons i s tone i c<. 
In mfg of personnel air locks Initially reported on 82D027 
Investigation nob yet complete Next rept expected by 030115 
BOOKER, J E Oolf Btafcas Utilities Co 82/09/27 COLLINS. J T 
Region 4, Office of Director Ip 15609 294 24X 

Fiche 50-490/ 82/09/27. 0210050201 


8210050350 Interim deficiency rept re defective matl used in couplsnq 
drive eloment of Transamerica Delaval standby diesel/ 
generators Initially reported on 020627 Final rept will be 
provided by 021029 Also reported per Part 21 

BOOKER, J E Oulf States Utilities Co 02/09/27 COLLINB- J T 
Region 4, Office of Director ip 15608 254 24X 

Fiche 50-450/ 82/09/27, 02 i 0050350 


8210050219 Final deficiency rept re indications found on shop 
radiographs of containment penetration bellows Initially 
reported on 020603 Investigation determined no reportable 
def ic ienc y exists 

BOOKER, J E Oulf States Utilities Co 02/09/29 COLLINS. J T 
Region 4, Office of Director Ip 15611 245 24X 

Fi C h* 50 -450, 82/ 09/29. 02 i 00502 I 9 


8210D5Q317 Interim deficiency rept re improper installation itorqulng) 
U insp of tfri 1 led -in expansion-type anchors Initially 
reported on 820030 Investigation continuing Final status 
rept will be provided by B21115 

BOOKER, J E Oulf States Utilities Co 82/09/29 COLLINB, J T 
Region 4, Office of Director Ip 15601 357 24X 

Fiche 50-450. 02/09/29,8210050317. 


8210130516 Interim deficiency rept re unsatisfactory insp performed by 
former field QC inspector Initially reported on B20329 
Re-evaluation of insp continuing Next rept to be provided by 
821029 

BOOKER, J E Oulf Btates Utilities Co 82/09/30 C0L-LIN6/ J T 
Region 4, Office of Director Ip 1S68G 109 24X 

Fiche 50-458,82/09/30,0210130516 


8210130102 Interim Deficiency Rept 73 re Improperly installed spring 
nuts in OE supplied power generation control complex 
termination cabinets Initially reported on G20902 
Investigation continuing Next rept expected by 830121 
BOOKER, J E Oulf 8tates Utilities Co 82/10/05 COLLINS, J T 
Region 4, Office of Director Ip 15673 012 24X 

Fiche - 50-458, 82/10/05. 8210130182 
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0j?lOl‘?O5l9 Final d ic tip-nc rept re we^ld surface impert-ec t lona hIi 
G raver shop ueld Par < q n tcj i rttien t personnel airiock Initiallij 
reported on BSOyOS Irnperf e-c 1 1 otis do noi affect safe plant 
operation Deficiency ho.t leportable per iOCFROSO 55e 
BGGHER.je Gulf States OtiSltles Cq 82/10/06 COLLINS. J 1 
Region 4. Office of Direcior Ip IS7&1 243 24K 

Fiche 30-458. 02/ 10/06. 9210190510 


021OJ9O367 Intcrin Deficiency Hep t DR-65 re cracltinig h spalling tif 
surface concrete around penetrations Initiallij reported on 
620Q06 Invest 1 ga tinn cantinuing Neit rept ulll be provided 
by B21203 

UGQJ'ER.J B Gulf States Utilities Co 02/10/07 C0LLIN5. J f 
Feginn 4. Office of Director Ip 1 5742 101 24X 

Fiche 50-458.02/10/07.6210190367 


S210190629 Interim Deficier 
W4-i.Tich drilled in eipan 
suppoit emergency lightin 
on 820830 Investigation i 
SDOi^ER. J E Gulf States 
Region 4. Office of Direc 
Fiche 50-450,02/10/06.021 


eg Rept Fn-74 re incorrect installatiun 
Sion type anchor bolts used to 
g battery unit Initially reported 
ncomplete Final rept due by B3012S 
Utilities Co 62/10/00 COLLINB/J I 
tor tp 15740 034 a4X 
0190629 


111 


SS:ioa0033/ interim Deficiency Rept DH~39 re insufficient beam end q.^p' 
betuieen drytielj I primary shield walls Initially reported 
on 620302 Deficiency determined reportable per 
10CFR50 55(e) rieit rept aipected by 021108 

noa^ER J E Gulf States Utilities Co 82/ 10/00 CGLLINB. J T 
Regi-on 4 Office of Directipr (p 15756 326 24X 

Fiche 50-459.02/10/00,8210200037 


U21D2501 IQ Final Deficiency Rept DF'63 ie use of improper stud mall in 
valve fabrication Initially repotted on 820629 Studs being 
replaced u/special natl Condition not reportable per 
lOCFffSO SSiel 

DGOKER, J E <5i/lt States Utilities Co 02/10/12 COLLINS. J f 
Region 4, Office of Director Ip 15707 010 2AX 
Fiche 50-458 H2/ 1 0 / 1 2, 82 1 u250n 8 


D2 10260292 Final Deficiency llept OR-46 re improperly retained rod end 
bushings that (nay disengage ftotn Bergen Paterson snubber ti 
Sui-ay strut assemblies Initially reported on 020426 Generic 
part number changed on D7 drawings for riser clamps 
uaOKEP.J E Gulf States Utilities Co 02/10/14 COLLINS. J f 
Region 4, Office of Director 3pp 15001 355 24X 

Fiche 5O-450. 62/10/14, 0210260292 


6210260236 Interim Deiiciency Rept DR-75 re error found in GHOSH 
computer program used in reactor blrfg hydrodynamic analysis 
Initially repQited an 920921 Jn^. es t igat ion to deteriWJiie 
significance of error continuing Neit rept by 030114 
SOOKeffr J E Oulf States Utilities Co 82/10/15 COLLINS. U I 
Region 4, Office of Director Ip 15803 219 24X 

Fiche 50-4 58.82/10/15.8210260206 


C3CWET 50-45V PIUER DEND STATEOrL UNll 2 
K Utility Final Safety Analysis Peport IFSAR) amends 


6210040215 Forwards Amend 6 to FSAR. consi sting of “Failure Modes b 
Effects Analysis ” Certificate of Bve end 

CAIftLL,1,J J Gulf States Utilities Co 02/09/97 EISENHUT. D (, 
Division of Licensing 4pp 15507 263 24)t Fiche 50-450. 02/07/27, 

G210040215 


— 0210040320 Amend 6 to FSAR 

# Gulf States Utilities Cp 02/09/30 4aOpp 15507 267 ib-dX 
Fiche 50-450.89/09/27,0210040215 


DOCKET 50-460 WPPSS NUCLEAR PROJECT. UNIT I 


A Appl 1 cation/construction stage documents 8« c orresp ond 


B21O220511 Foruards WPPSS 820025 i 0909 CPC 020012 Itrs rt m* 
owners group 620720 meeting w/NRC re resolution of 
NUREO-0737. 1 1 em II K 3 30 on small break LOCA methods 
Appropriate action should be taken 

ADENSAN.EO Licensing Branch 4 02/10/04 SHEflON, D N Dsat iti 

Systems flranch Ip 15766 091 a4X Fiche 50-000, Ua/Jrt/fil 
0210220511 


0310290446 Staff requirements memo re 021007 af f it mat lon/d i icui ima i 
vote on eitension of const completion dates for WPPbB* 
purging of classified rnatl in ALAD~653 & emergency 
preparedness t risks associated ui/fuet loading 
CHILK.S J Office of the Secretary of the Commission Hd/UJ/l.y 
Office of the Secretary of the Commission 3pp J 506 1 inf) Mr 
Fiche 50-000.02/10/00,9210290446 


0 Adjudicatory correspondence 


8210040016 Response to Coalition for Safe Power 020910 requetl iar 
haaring t petition to intervene Current petition does not 
satisfy requirements Contention must be submitted N/noticp 
or appearance Certificate of Sve 

YOUNG, M A Hearing flranch 4 62/09/30 Atomic Safoty .nnj 

Licensing fluard Panel 12pp 15501 316 24X Fiche 50-460. DP/O/n 

6210040016 


0210130336 Older CLI-B2-29, referr ihg Coalition for Safe Rower petiti 
for hearing to A6LB A3LD chairman shoujd appoint ASLfl to 
determine whether lOCFn2 714 requirements met & to conduct 
required hearing W/separate views of Cammissionor OillnUu 
CHICK, 8 J Office of the Secretary of the Commission D*VH)/itL» 
21pp 15601 350 24x Fiche 50-397,02/10/06,02101303.16 


0210150480 Memorandum order granting Coalition fop Safo Powir lea i 
to amend petition to intervene per or der, wi th in 15 day* 
after sve Util complete answer to original b amended 
petition due within 10 days after amended petition served 
SMITH. I W Atomic Safety and Licensing Board Panel ()2/|0/| I 
Coalition for Safe Power 7pp 19703 001 24X 

Fiche 50-460,02/10/13,8210150400 


0210200056 Netice of ASLB constitution H Grossman, chairman I. ti iiii) 
fr LW Li t tie. members 

COTTER, 0 P Atomic Safety and Licensing Board Pond fW/l0/(4 
2pp 15755 027 24X Fiche 50-397, 82/10/14, 6210200016 


8210180147 Lists changes to he made in Commission 021000 Drdef. 

CL I -82-29 

STUCHV, S W Docketing L Services Branch 02/10/15 UffJi # if 1 m 
C iecwtivD Legal Director Ip 13719 266 24X Fiche 30 'JV/. 

62/10/15. 6210180147 


6210270161 Notice of ASLO reconstitution H Or ossman, chal piran L (,i| 
Bright J Harbour, members 

LA20« R M Atomic Safety and Licensing Board Panel 62/10/25 
15029 315 24X Fiche 50-460,02/10/25,0210370101 


6210390315 Notice of ASLD reconstitution H Or ossmam chairman fc 
<J0 Bright 6 J Harbour, members 

LAZO.ft M Atomic Safety and Licensing Board Panel nR/|0/,J3 
IS053 078 24X Fiche 50-397,02/10/25,8210290315 


0 Inspection reports, IC Bulletins L correspondence 


Q Inspection reports. I£ Bulletins L correspondence 8210070370 Ac k receipt of 820909 Ur informing NRC of steps Ui»n is 

__ correct violations noted in insp on 020301-20 

STERNDEflO, D M Division of Resident, Reactor Project L t-nginrer >* i 
Programs B2/10/04 ROOT, R W Washington Public Power buBfU 
System Ip 15634 017 24X Fiche 30-460, 62/10/04. «3 1 0070176 


—0210070307 Responds to NRC B20624 Ur re violations noted In It i« . 
620501-20 Corrective actions subcontractor procerfurji fer 
instaUatlon of electrical penetration assemblies Submitted 
6 approved by engineer 

ROOT, R W Haihington Public Power Supply System 02/0?/0^ 

BISHOP, T M Division of Resident, Reactor Project L En|lneiri('| 
Programs 4pp 15634 OlB 24X Fiche 50-460,02/10/04,87100/0^3 


8208190233 |E Info Notice 00-35, Sup pi 
Implant Seeds ’• Sve list end 


1 , ’^Leaking L Dislodird I In 


C08B,L 

02/10/06 


Division of Fuel Facilities, Materials U Safeguardi 
Conaolidated Edison Co of New York 66pp 19761 


24X Fiche 30-000< 02/10/06, 0206190233 
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B21013041S Ack receipt of 620909 tf 30 Itrs informing NRC of steps token 
to correct violations noted in IE insp on B2040J-30 

STERIJISERG. D M Division of Resldeoti Reactor Project & Engineering 
Proor^ms 02/10/06 ROQTi R M Washington Public Poitier Supply 
Systen IP 156B1 319 24JI Fiche SOM&O, 82/10/06, 8S 101304 1 5 


— B21013042S Updates response to NRC 820608 2 tr re violations noted i n 
IE Insp on B2040I-30 Corrective actions local grinding to 
eipose weld root performed on four welds Cause of undersiied 
welds due to improperly prepared weld bevels 

RGOT-R W Washington Public Power Supply System 82/09/30 
STERMBERO, D M Division of Resident, Reactor Project h Engineenny 
Programs Spp lb 6 Bl 320 24X Fiche 50-460,02/10/06,6210130415 


—B210130432 Responds to NRC B2O6O0 1 tr re violations noted in Ih insp 
on 620401-30 Corrective actions local grinding conducted to 
eipose weld root ^ base metal surfaces Partial penetration 
butt tueld undersiied 

ROOT, R W Washington Public Power Supply System S2/09/09 
DISHOPiT W Division of Resident, Reactor Project & Eng cneer i ny 
Programs 7pp 13601 325 24X Fiche 50-460,02/10/06,0210130415 


3209190238 IF Uul letin 02-03, "Stress Corrosion iJracking in Thick- 
Wal I, Larje-Di ameter, Stainless Steel, Rec ircu la tlon Sys 
Piping at 0 Wfl Plants " Svc list end 

DEVOUNO, B C Director's Office. Office of Inspection and 

Enforcement 62/10/14 Consolidated Edison Co of Mew York 

II Spp 15910 12S 2A% Fiche 50-000,82/10/14.0200190238 


3210280185 Ac k receipt ot 021012 1 tr informing NRC of steps taken bo 
correct violations noted in TE Insp Rept 50-460/82-00 
STERMEERO, D M Division of Resident, Reactor Project Etig ineor my 
Programs G2/10/22 ROOT, R W Washington Public Power Supply 
System Ip 15037 006 24X Fich# 50-460, 02/10/22, 0210200105 


—8210200190 Responds to NRC 820607 Itr re violations noted »n Ib lnr,p 
Rept 30-460/82-00 Corrective actions const package sys 
initiated to track work operations In field l> craft 
personnel instructed to perform work per package sys 
ROOT, R W Washington Public Power Supply System 02/10/12 
STERNDF00' M Division of Resident, Reactor Project It Engineering 
Programs 4pp 15037 007 24X Fiche 50-460,02/10/22.8210280105 


3210280296 Ac k receipt of 621012 Hr informing NRC of steps taken to 
correct violations noted In IE Intp Rept SO**46O/02~O7 
STERNDEROpD 11 Division of Residehti Reactor Project Engineering 
Programs 62/10/22 ROOT, R W Washington Public Power Bupplij 
SysUm ip 1S845 194 24XFlchP 50-460,02/10/22*0210260206 


—8210280297 Responds to NRC 620004 Ifcr re violations noted in 11 Insp 
Rept 30-460/82-07 Corrective actions QCRFI sys deleted & 
insp repts will be written when yuestlon as to validity/ 
accuracy o-f requirements of item occur* 

ROOT. R W Washington Public Pow^r Supply System 82/10/12 
STCRNDERO, D M Division of Resident, Reactor Project I, Eng ineer i np 
Programs Spp 15845 195 24X Fiche 50-460,02/10/22,8210200286 


S Reportable occurrences, LERs b related correspondence 


B21Q070336 interim deficiency rept re emergency diesel generator 
governor lube oil cooler Initially reported on 020126 Lube 
oil cooler will bo moved to elevation below oil level per 
Transamerica Delaval instructions & drawings 
ROOT.R W Washington Public Power Supply System B2/09/15 
BTERNBEno, 0 M Division of Resident, Reactor Project & Engineering 
Programs app 15634 071 24X Fiche 50-460.02/09/15,0210070330 


B210070297 Interim deficiency rept re unsuitability of isoprsne matl 
used ih governor drive coupling elements Initially reported 
cn 020819 Field change notice issued to implement changeout 
of element matl to neoprene Also reported par Part 21 
ROOTiR W Washington Public Power Supply System 82/09/20 
STERNOERO, D M Division of Resident, Reactor Project «♦ Engineering 
Programs 2pp 15634 J70 24 X Fiche 50-460, 62/09/20, 0210070297 


8210070311 Interim deficiency rept re use of lumped mass loads in 
performance of pipe stress analysis Initially reported on 
820309 Parametric studies may resolve trivial mass changes 
interim status repts will be provided on semiannual basis 
ROOT, R W Washington Public Power Supply System 02/09/20 
8TBRN0ERO,D H Division of Resident, Reactor Project & Engineering 
Programs 3pp. 15634 145 24X Fiche 50-460, 82/09/20, 02 J 007 031 J 


DOCKET 50-461 CLINTON POWER STATION. wrHT 1 


A Ap p 1 1 ca t ion/ cons true 1 1 on stage documents b correspondence 


B3O9290O72 Forwards 561 oversiie e 1 ec t r ica 1, i nstruoipntati on It conkrul 
drawings, identified in Table I 7-1 of FSAR Aperture cards 
are available m POR 

WUlLER.O E Illinois Power Co 02/09/20 THOMAS, C □ 

Standard 1 jati on fi< Special Projects Branch Ip 15540 196 24X 

Fiche 50-46 1 . B2/ 09/20, B209290072 


B210050460 Requests addl infD re 620722 submittal on me t e oro t og M .s 1 
measurements sys. data acquisition & assessment scheme for 
emergency plan ^ 011016 submittal on hydrogen ignition sys 
Schedule for responding to questions requested within 2 uks 
THPHAS, C O Standard 1 la 1 1 on V Special Projects Drench D2/09/2.' 
WUlLER-G Illinois Power Co 7p p 15626 250 24 X 

Fiche 90-461. 02/ 09/22. 82 1 00 S04 60 


0210040104 Responds to 020326 request for addl info re hy drodi/nOmi r 
watuT hammer analysis of control rod drive sys 
WULLER.O E IJlifiois Power Co 02/09/24 TMOMAE. C 0 

Standard 1 lati an 6 Special Projects Branch 3pp 15580 351 *’4X 

Fiche 50-461.82/09/24,0210040104 


0210040070 Disapproves 020920 lequest for concurrence re partial itfl 
of Stop Work Order 016 re electrical conduit installation 
Matrix of commitments «« completion status f-'r each item 
required 

SPES9ARD, R L Division of Project h Resident Programs Q2/09/»:'7 

OERSTNER.W C Illinois Power Co 2pp 15501 278 24 X 

Fiche 50-461.62/09/27,821004007 0 


0210130490 Advises that reepense to Questions SlO 57.810 50 h 010 39 
of NRC 820922 Itr re degraded core hydrogen control U 
emergency plan dose assessment reporting sy s will be 
provided via FSAR amend by 021130 

WULLER.O E Illinois Power Co 02/10/00 THOMAS. C 0 

Standardi lati on 8 , Special Projects Dranch Ip 15692 169 J4>‘ 

Fiche 50-461.82/10/06,0210130490 


8210130325 Provides quarterly update re const schedule Fuel loadinq 
<. commercial operation projected for Jan 8 , Aug 1904, 
respec t i vely 

KOCH. L J Illinois Power Co 62/10/11 DENTON. H R Office of 
Nuclear Reactor Regulation, Director Ip 1567B 201 24X 

Fiche 50-461,02/10/11.8210130325 


0210150357 Provides schedule for submitbiiig addl info for NBC revietj of 
hydrogen ignition sys, in response to NRC 020922 questions 
re degraded core hydrogen control h emergency plan dose 
assessment rept sys Questions will be addressed by 030101 
WULLER.O E Illinois Power Co 02/10/11 THOMAS, C 0 

Standard t lati on 6 Special Projects Branch Ip 15704 317 J4X 

Fiche 50-461,02/10/11,6210150357 


B2I0280340 Responds to 820902 questions re ECCS NRC review of util 
Info on Humphrey concerns will be reported in SER suppl No 
further concern over Kuo Sheng incident warrantoif re 
Contention 10 portions of ACRS transcript eni.1 
GODDARD, R J Hearing Branch 3 02/ 1 0/15 WILLMAN.P 


State of 


24pp 


J5B3B 327 24X Fiche 50-461,02/10/15*82102003 


0210260204 Confirms 021006 discussion u/uti 1 t< LL| 
limited resumption of uork.per 020901 confirmat 
Itr Concurrence assumes that listed changes wil 
implemented prior to conducting nondestTucti 
KEPPLER, J 0 Region 3, Office of DireCtn 
Illinois Power Cq 
821066 --- 


8S1O20O213 Provides initial response to 020901 confirmatory action Itr 
re course qf action in progress to assure that facility will 
be constructed in accordance w/FSAR Vle>^graph of facility 
project update end 

HALL, D P Illinois Power Co 82/10/28 KEPPLER, J 0 Region 3, 
Office of Director 43pp 1S03B 230 24X Fiche 50-461,02/10/20. 

8210280313 


8210200009 Forwards operability analyses to demonstTate capability uf 
containment vent/purge butterfly isolation valves tn 
function as designed Info resolves TMl Action Item 
II E 4 2<6> b SER Outstanding Issue jOa 
WULLER.O E Illinois Power Co 02/10/22 THOMAS, C O 
Standard! ration ^ Special Projects Dranch 369pp JS043 CB 8 24X 

rich* 50-461 , 82/ 1 0/22, 021 O20OOB9 
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E NRC Safflty Evaluation Report (SERJ. suppU fe correspondence 


0210050276 Requests incorporation of Licensing Review Group II program 
re channel box deflection concern into future suppl to SER* 
superseding SER Section 4 2 3 13 info 

WULLERiO E Illinois Power Co 02/09/28 THOMAS. C □ 

Standard I lati on e< Special Projects Branch 2pp 15611 Jfi7 24X 

Fiche SO*'461, 82/09/28.8210050273 


Q2l00-503a9 Confirms commitment to revise emergencg operating procedures 
to address common vessel ref level for fuel lonc level 
neter Info should close out SER Confirmatory Item 39 
WI/LLER* G E lUinoia Power Co 82/09/28 THOtlAS* C 0 
Standard i lat i on fc Special Projects Branch Ip 15609 084 24X 

Ftche 50-461.32/09/28.0210050289 


8210050201 Forwards Sargent t/ Lundg analysis of feedwater check valves 
Analysis indicates that feedwater check valve will withstand 
worst case loadings w/o losing pressure boundarij integrity 
Info should close out SER Issue 

WULLER.O E fllinols Power Co 02/09/30 THOMAS- C 0 
Standardiiati on <c Special Projects Branch 7pp 15609 179 34X 

Flche 50-461 , 82/09/30. 6210050231 


0310280039 Forwards operability analyses to demonstrate capability of 
containment vent/purgo butterflq isolation valves to 
function as designed Info resolves Thfl Action Item 
ri E 4 216) U SER Outstanding Issue 10a 
WULLEftfO E Illinois Power Co B2/10/32 THOMAS. C 0 
Standardiiati on U Special Projects Branch 369pp 15043 000 24X 

Flche 50-461. 82/10/22. 821 0280009 


P Security, medical, emergency & fire protection plans 


8210050460 Requests addl Info re S20722 submittal on meteorological 
measurements syt. data acquisition & atsessiment scheme for 
emergency plan it 811016 submittal on hydrogen ignition sys 
Schadule for responding to questions requested within 2 wks 
THOMAS. C 0 Btandardi lation {c Special Projects Branch 02/09/22 
WULLERj 0 Illinois Power Co 7pp 15626 250 24X 

Fiche 50-461. B2/09/22. B210050460 


0210130470 Forwards Ravision 4 to physical security plan Revision 
withheld (ref 10CFR2 7901 

KOCH. L J Illinois Power Co 02/09/30 DENTDW. H R Office of 
Nuclear Reactor Regulation. Oirector ip 15602 160 a4X 
Flche 50-461.02/09/30.8210130470 


8210130490 Advises that response to Ouestlons 610 97. 610 59 & 610 59 
of NRC 620922 itr re degraded core hydrogen control 6 
emergency plan iTase assessment reporting tys will be 
proviiTed via F8AR amend by 821130 

WULLER.O E nunols Power Co 82/10/00 THOMAS. C 0 
Standardization Special Projects Branch Ip 15602.169 R4X 
Ficha SO-461i 83/IO/Oe. 0210130490 


8210150397 Provides schedule for submitting addl info for NRC review of 
hydrogen ignition lys. in response to 020922 questions 
re degraded core hydrogen control 6 emergency plan dost 
assessment rept sys Questions will be addressed by 030101 
HULLER. 0 E Illinois Power Co 02/10/11 THOMAS. C 0 

Standard 1 xati on & Special Projects Branch Ip 15704 317 24X 

Flche 50-461. 62/10/11.8210150357 


Q Inspection reports. IE Bulletins & correspondence 


0210130547 Forwards IE Investigation Rept 50-461/82-02 on 620105 03'‘5 
KEPPLER. J 0 Region 3. Office of Director B3/OB/04 0ER8TNE.Fl' ^ 
Illinois Power Co 2pp 15683 307 24X Fiche 50-46) . B2/-0Q /OT 

8210130547 


— 0210130557 IE Investigation Rept 50-461/02-02 on 020105-0303 
violations noted in OA program for sa f e tg -re 1 a t ed electrical 
work QC personnel not granted sufficient freedom to perform 
duties 

PHILLIP. 0 A , FOSTER, J E . LOVE. R 5 Region 3, Office of 
62/06/09 53pp 15683 309 24X Fiche 90-461,02/08/04. 

B210130547 


8210040270 Confirms B20924 verbal approval re limited work resurptu^ 
on B20927 per confirmatory action Itr Scope of work limited 
to insp of remedial work associated w/nonsa f cty-r e 1 at ed 
seismic electrical trays In Seismic Category I bldgs 
NORELIUS.C E Division of Engineering f/ Technical Programs 
82/09/20 OERBTNERiW C Illinois Power Co Ip 15394 360 S+^ 

Fiche 50-461.02/09/28.9210040270 


6210070336 EN-82-032 on 621006. no tice of violation & proposed 
imposition of civil penalty to be issued to licensee Action 
based on numerous violations in electrical area $r liceniee 
failure to exercise control over contractor 

FLACK. E . AXELRAD.J Director^ Office. Office of Inspection -ml 
Enforcement 02/10/04 ip 15634 004 24X Fiche 50-461. fiJ/lO/C* 

6210070336 


6210130451 Discusses IE insp on 020105-0303 ^ forwards notici of 
violation t notice of proposed imposition of civil penalty 
KEPPLER. J 0 Region 3. Office of Director 02/10/05 OERflTNiSiWv - 
Illinois Power Co 2pp 156B1 332 24X Fiche 90-461, 62/ 10 /L■^ 

8210130491 : 


— B210130459 Notice of violation & notice of proposed impoiilion of I- 
penalty in amount of $40,000 Noncompliance noted failure 
to exercise odequate oversight %t control of principal 
contractor for assuring execution of GA program 
KEPPLER.J 0 Region 3. Office of Director 02/10/09 15pp 
196BI 334 24X Flche 50-461.82/10/09.8210130451 


0208190233 IE Info Notice 60-35. SuppI 1. "Leaking L Dislodgid l-lSb 
Implant Seeds ” five list end 

COBDiL 1 Division of Fuel Facilities. Materials & Safeguerd s 
82/10/06 Consolidated Edison Co of New York 66pp 19761 ^'0 
24X Fiche 50-000.08/10/06.0208190233 


6210130181 Forwards revised Pages 3.11.12 & 14 to 820223 "Clinton 
Power Station Preiervlce Insp Program " 

HULLERfO E Illinois Power Co 82/10/06 THOMAS. € 0 
Standardiiati on & Bpeclal Projects Branch Ip 19673013 24i 

Flche. 90-461. 62/10/06. 8210130161 


—0210130164 Revised Pages 3.11.12 it 14 to "Clinton Power Sletton 
Prtservlce Insp Program " 

e Illinois Power Co 02/10/06 9pp 19673 OH 241 
Fiche 90-461,02/10/06.0210130101 


0210130240 Submits confirmatory action Itr per 820930 meiklni No 
further work will be allowed until completion of NRC 
approval of ovtrlnip program plan 

8PE86AR0. R L Division of Project <c Resident Programs B3/lO/Oh 

0ER8TNER.H C 1 1 1 ino Is Power Co 2pp 19675 124 24X 

Fiche 90-461,02/10/06,0210130240 


6210290224 Forwards IE Insp Rept 50-461/02-00 on 020601-0731 No 
noncomp Uance noted 

KNOPi R C Division of Project l( Resident Programs 82/lO/OA 
OERBTNER.H.C Tllinaii Power Co 2pp 15700 349 24X 

Flche' 90-461, 62/10/06. 6210250224 


—6210290232 IE Insp Rept 90-461/02-00 on 820601-0731 No nonconpH|r-ir 
noted Major areas Inspected const ec tivi t lei. Inc ludlng mill 
laydown it storage ertai.pipe It structural weldl ng, program 
control it numerous stop work recovery activities 
LIVERMORE, H H , HAVES. D H Division of Project it Rtsidenl 

Programs 82/09/30 6pp 15700 351 24X Fiche 90-461. S2 

3210290224. 


6210280170 Forwards IE Mgt Meeting Rept 90-461/62-17 on 820930 Nr 
noncompliancp noted 

KEPPLER.J, 0 Regions. Office of Director 62/10/13 OEfleTNER yi - 
Illinois Power Co 2pp 19049 046 24X Fiche 90-461i 82/10/13 

6210200(70 
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--8210200174 I£ ngt Meeting Rept 50-4AJ/82-17 on 020930 Nd none omp 1 lancp 
noted Major areas discussed status of stop uiork recoverg t* 
ovennsp p r ograms- master mgt plan fc recommendations From 
audit Related vie'i/graphs end 

KEPPJ-ER.J 0 , HAVES, D W Division of Project t* Resident Programfe 
I'NGP, R C Division of Project Resident Programs 02/10/13 
429P 15045 050 24X Fiche 50-461.03/10/13,0310380170 


--8210230174 IE Mg t Meeting Rept 50-461/82-17 on 030930 No noncomplianc 
no»ed Majur areas discussed status of stop work lecoverg It 
overinsp p r ograms* master mgt plan f-' recommendations Prom 
audit Related vjcwgraphs end 

KEPPLER.J 0 Region 3, Office of Director SPESBARO, R L 
Division of Project t/ Resident Programs 03/10/13 42pp 
15045 OSO 34)C ricfic 50-461.03/10/13,8210200170 


G 20 Ql 9033 a IE Bulletin 03-03. ’’Stress Corrosion Crocking in Thick- 
Wall i Lai ge-Di ame tor. Sta in I ess Stee 1 > Rcc 1 rcu I at ion Sys 
Piping at DVJR Plants " Sve list one 1 

DEVOtPMO, R C Director's Office. Office of Inspection and 

Enforcement 02/10/14 Consolidated Edison Co of Neui York 

ll5pp ISQIO 125 34X Kiche 50-000.02/10/14.8308190238 


ir2l0380050 forwards full pagment for 021005 notice of proposed 
irrpositiDn of civil pen.ilties ro violations noted in l£ 

Iti> estigat 1 on Rept 50-461/82-02 

CERSTNER.W C Illinois Power Co 82/10/21 Director's Office, 

Qtfice ol Inspection and Fnforcomerit 4pp 15837 352 34X 

PlcJie 50-461.82/10/21.8210200050 


9 Pe^iortdble occurrences. LERs h related correspondence 


r'2l0l90350 Interim Deficiency Rept 82-00 re lack of distribution 
control for instrument data sheet Initially reported on 
020902 CoTidition could result in ei rors in documentat i on << 
instrument requtroments Document control tightened 
hf/iLL. D P Illinois Power Co 02/10/01 KEPPLER, J 0 Region 3. 
Office of Director 4pp 13742 091 34X Fichc 50-461.03/10/01, 

02 10190350' 


0210190354 Final Defitieticy Rept 02-06 le loss of structural steel insp 
records Initial lij reported on 020625 Measures taken to 
document destroyed drawings 6 revise QC requirements 
CtrtSFNEfMd r Illinois Power Co 02/ 1 0/0 J KEPPLER, J 0 Region J, 

Ctfice or Director 3pp 15742 104 24X Ficho 50-461.02/10/01, 

8210190354 


821OJ90416 interim Deficiency Rept 02-09 te small hor e/ instrumc ntati on 
piping support doeign calculations Initially reported on 
Q30903 Review of all calculations to determine extent of 
errors underway Next rept due in 90 days 

llAUt.n p Illinois Power Co 02/10/01 KEPPICR. J 0 Region 3, 
arrice of Director 3pp 15740 353 24X Ficho 50-461 , 02/lO/Oi , 

0210190416 


Q2I0I9O63U PND- I E I-C2- lOa on 831005, util announced hiring of SIkW 
Engineering io augment const mg t pi ogram & assess site const 
organixation Majority of safeby-'i'e 1 nted work stopped since 
June 1982. tend mg upgrading of QA program 

LIVERMORE. M , HAYES. D . KNCJP, R Region 3, Office of Director 
02/10/06 Ip 1 5739 359 24X Tiche 50-461,82/10/06,0210190633 


0210200160 Interim Part 31 Rept 82-07 re breakdown in const OA 
program tnsp corrective action procedures Initially 
repoirted on 820700 8tap work actian issued until 
investigation complete Results expected in 90 days 
HAUL D P Illinois Power Co 02/10/19 KEPPLER, J 0 Region 3, 
Office of Director 5pp 15037 210 24X Fiche 50-461.03/10/19, 

021 0200 1 60 


DDCKEr 50-462 CLINTON POWER GTATIDN, UNIT 3 


iT fnspeciiDTi reports, IE Ouilotins & correspondence 


0208190233 IE Info Notice 00-35, Suppl I, “Leaking fc Dislodged I-13l> 
Implant Seeds " Qvc list end 

CODDiL J Division of Fuel Facilities, Materials Ic Safeguards 
83/10/06 Consol idatod Edison Co of New York 66pp 15761 250 

24X Fiche 50-000. 82/ 10/06, 02OBi 90233 


0203190238 IE Ouljetln 02-03, "Stress Corrosion Cracking in Thick 
tfal 1, Lar gs-Diame ter, Sta in ] ess 8 tee I , Rec Ircu lati on Sys 
Piping at DWR plants " Svt list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/10/14 Consolidated Edison Co of New York 

LlSpp 15010 125 24X Fiche 50-000,82/10/14,0308190230 


DOCKET 50-466 ALLENS CREEK NUCLEAR STATION, UNIT 1 


C Adjudicatory correspondence 


0210070120 Motion for termination of proceedings Util decided to cancel 
plant Certificate of Sve end 

NEWMAN, J R Houston Lighting ti Power Co NEWMAN, J R 
Lauenstein. Neuman, Reis. AieJrad 6 Toll 03/10/06 Atomic Safety 
and Licensing Board Panel 3pp 15627 061 24X 

Fiche 50-466,02/10/06,8210070120 


8210070147 Withdrawal of application for CP 

NEiiMAN, J R Houston Lighting 6 Power Co NEWMAN, J R 

Lowens tein, Newman, Re is, Ai elrad fc Toll 02/10/06 Ip 15627 07b 

34X Fiche 50-466,02/10/06,0210070147 


0210190390 Response to util 021006 motion for termination of 
proceeding NRC does not object to motion Certificate of 
Sve enc I 

BLACK. R L Hearing Branch 3 03/10/15 Atomic Safety and 

Licensing Board Panel 3pp i 5740 340 24X Fiche 50-466,02/10/15, 

0210190390 


0 Inspection reports, IE Bulletins 6 correspondence 


8200190233 IE Info Notice 00-35, Suppl 1, "Leaking t Dislodged I-13S 
Implant Seeds “ Sve list end 

COBB. L I Division of Fuel Facilities, Materials ^ Safeguards 
03/10/06 Conanlidated Edison Co of New York 66pp 15761 250 

24X Fiche 50-000,02/10/06.8308190233 


82O019O23B IE Bulletin 82-03. "Stress Corrosion Cracking in Thick- 
Wall, Large-Di amioter, Stainl ess Stee 1, Rcc ircu lation 5ys 
Piping at BWR Plants " Sve list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 03/10/14 Consolidated Edison Co of New York 

115pp ISOtO 125 34X Fiche 50-000,83/10/14.0300190336 


DOCKET STN-50-470 CESSAR SYSTEM 00 


D Utility Preliminary Safety Analysis Report, amends 


031O2BO2O2 Withdraws App C to CESSAR-F supporting operation of 
Sys 00 N8S6 at reduced power level w/ two pumps from NRC 
review Partial loop operation not required for issuance 
of final design approval 

SCHERER, A E Combustion Engineering, Inc 02/10/25 THOMAS, C 
Standard 1 lati on & Special Projects Branch Ip 15037 049 24X 

Fiche 50-470. 02/10/25, 0210200202 


E NRC Safety Evaluation Report (SER), suppla tt correspondence 


9210150306 Forwards proprietary K nonproprietary “Statistical 
Combination of Uncer taint les. Par t IT* 6 “Statistical 
Combination of Uncertainties, Part 111," re SER Confirmatory 
Item 7 Proprietary versions withheld iref 10CFR2 790) 

SCHERER, A E Combustion Engineering. Inc 02/10/00 EISENHUT.D C 
Division of Licensing 6pp 15715 173 24X Fiche 50-470,02/10/00. 

0210150306 


— 0210150313 “Statistical Combination of Unce rtaint i es. Par t II, 
Uncertainty Analysis of Limiting Safety Sys Settings for C-E 
Sys eO NS8B “ 

* Combustion Engineering, Inc 82/09/30 50pp 15715 17S 
Fiche 50-470,02/10/09,0210150306 



— B21&220253 "C pmpari ion of Firnte Element «« Lumped Mass Seismic Analysis 
Methiods for Selected SNl/PPS Bldgs.*' Revision i 

■4 Standard lied Nuclear Unit Pouer Plant System 62/06/16 24pp 
15775 327 24X Fiche 50-000. 62/10/ 18. B2 10220252 


8210260274 Submits plant-specific rept re NUREG-0737. I tem fl D 1. 
■'Retief i Safety Valve Testing " AcceptahJe operability of 
SKLfPPS safety valves demonstrated Evaluation of safety L 
relief valve discharge piping h support eipected Ay 821231 
PETftfCK. W A Standardlied Nuclear Unit Poujar Plant System 
S2/t0/20 DENrON.-H Office of Nuclear Reactor Regulation. Director 
3pp 15B03 026 24X Fiche 50-000. 82/10/20. 6210260274 


E NRC Safety Evaluation Report (SERK suppls & correspondence 


8210040373 Forwards Sup pi I to SER (MUHEO-OSail W/o end 

VGUNGQLaOD. B J Licensing Branch J 82/09/07 llO ESTER . 0 L Kanso*- 

Gas i Electric Co 3pp 15597 200 24X Fiche 50-402.02/09/07. 

82 10040373 


F Security, medical, emergency V fire protection plans 


0210210272 Notification of 821019 meeting u/utils 8. SNUPPS organuation 
in flethesda.ND to discuss matters re fire protection for 
alternate shutdown panel 

EDISON. 0 E I HOPKINS. J D Licensing Dranch 1 82/09/27 

YOU.MGBLDOD. B ^ Licensing Branch £ 4pp 15774 341 24X 

Fiche 50-000.82/09/27,8210210272 


G Ad jud ica tory correspondence 


8210200050 Notice of A6LB reconstitution JA Laurenson. chairman 6 
GC Anderson & HC Pa x ton. members 

COTTER.D P Atomic Safety and Licensing Board Panel 82/10/14 
2pp 15757 224 24K Fiche 50-482. 82/ 10/14. 621 0200050 


H General correspondence 


8210120199 Informs of mgt organtiation changes FSAR wi U be revised to 
reflect changes 

KOESTER.OL Kansas Oas k Electric Co B2/JD/06 DENTON.H R 
Office of Nuclear Reactor Regulation. Director 3pp 1S651 332 
24/ Fiche 50-482.82/10/06.8210120199 


K Utility Final Safety Analysis Report 1F8AR > tc amends 


8210060260 Forwards Revision 10 to FSAR. including FSAR changes 
transml t ted by 020706.13 it 0827 Itrs 

PETRlCKiN A Standardised Nuclear Unit Power Plant System 
8S/09/30 DENTDNi H R Office of Nuclear- Reactor Regulation. 
Director 2pp 13636 333 24 X Fiche 50-000. 62/09/30. 6210080260 


—8210060266 Revision 10 to FSAR 

4 Standard lied Nuclear Unit Power Plant System 62/09/30 40'/pp 

15630 33S 24X Fiche 50-000.62/09/30,6210060260 


Q Inspection reports. IE Bulletins 6 correspondence 


8210190596 Forwards IE Insp Rept 50-402/82-11 on B2O7OI-0B31 No 
noncomp 1 lance noted 

BEIDLE. W C Division of Resident, Reactor Project (i Engineering 
Programs 82/09/22 KOESTER. 0 i. Kansas Gas S. Electric Co 2pp 
15739,339 2 4X Fiche 50-482.82/09/22,8210190596 


—8210190608 IE Insp Rept 50-482/82-11 on 820701-0631 No noncomp 1 lance 
noted. Major areas Inspected followup on previous Insp 
f inding 1. re Cords review for post-tensions ng sys installation 
ie raceways k power cable Init^llatlan activities 
VANDEL.T E , NORTON, J F . HUNNICUTT.DM Division of Resideiit, 
Reactor Project L Engineering Programs 02/09/20 12pp 
1973? 341 24X Fiche 50-482.82/07/22.8210190596 


8208190233 lE Info Notice 90-39, Suppl ir “Leatlng it Dislodged I-I2b 
Implant Seeds ” Svc list end 

COBD/L 1 Division of Fuel Facilities. Materials |« Safeguards 
82/10/06 Consolidated Edison Co of New York 6&pp 15761 250 
24X Fiche 50-000, 62/10/06, 8200190233 


8208190330 IE Bulletin 82-03, "fltren Corrosion Cracking in Tbick- 
Inla Ur Large-Diameter. Stainless Steel . Redrcu latlan Sys 
Piping at BWR Plants " 3vc list end 

DEY-GUNO.R.C Director's Office. Office of Inspection and 

Enforcement 82/10/14 Consolidated Edison Co of New York 

115pp ISSIO 125 24X Fiche 50-000.02/10/14.8208190230 


8210200225 Advises that IE Insp Rept 50-402/61-10 has been cancelrd 
Rept will not be issued 

SEIDLE.W C Division of Resident. Reactor Project A Engineerlnoi 
Programs 02/10/23 KOESTER, 0 L Kansas Gas 6 Electric Cn la 
15S37 086 24X Fiche 30-482,02/10/25.8210280225 


5 Reportable occurrences. LCRs I related correspondence 


&210040364 Interim deficiency rept re potential defect in diesel 
generator thermostatic valve units AE awaiting receipt of 
add! technical info from vendor to finaliic rework plan Rept 
on status of insp by 030120 Also reported per Part 21 
KOESTER.G L Kansas Oas i> Electric Co 82/09/23 SEIDLh. H C 
Division of Resident. Reactor Project k Cngineerinq Programs 
15569 027 2 4X Fiche 50-402,02/09/23.82100 40364 


DOCKET STN-50-4e3 CALLAWAY PLANT. UNIT I 


A App 1 icat lon/cons tructlon stage documents it correspondence 


B210040370 Informs that util proposed eiception to Reg Guide I Mbie 
quali f 1 cations of QA audit personnel unacceptable Util 
should provide clear commitment to Reg Guide I 146 by 
021003 

VOUNODLOOD.D J Licensing Branch I 02/09/03 SCNNEU . D f UnKi 
Electric Co 3pp 15597 197 24X Fiche 50-403, B2/09/0'|. B.M0G4U] 'J 


6210210309 Notification of 621020 meeting w/utils 6 SNUPPiJ in 
Oa 1 thersburg. NO to discuss electrical power sys 
EOfSDN. 0 E . HOPKINS. J D Licensing Branch 1 02/09/27 

VOUNOOLOOD.D J Licensing Branch 1 4pp 157620/4 24X 

Fiche 50-000. 02/07/27. 82 1 02 10309 


8210050299 Responds to 820903 Itr re commitments to Reg Guide I M'. pr 
Revision S of FSAR site addendum Commitment will be rovieedi 
w/o stated c 1 ar i f 1 cat ion. in neit revision to FSAR addcnduin 
5CNNELL. D F Dm on Electric Co 02/09/20 YQDNOBUaOD, B J 
Licensing Branch 1 4pp 15609 072 24X Fiche 50-403, fJB/ 07/. 

8210050299 


8210220252 Forwards Revision 1 to "Comparison of rinlte Clement 6 
Lumped Mass Seismic Analysis Methods for Selected SNUPPh 
Bldg* " 

PETR ICK. N A Standardlied Nuclear Unit Power Plant Qijslsm 
02/IO/IG OENTON.hr Office of Nuclear Reactor Regulation. 
Director Ip 13775 326 24X Fiche 30-000. 02/10/ 10, (1210720252 


—0210220253 "Comparison of Finite Element A Lumped Mass Beiiinjc AmU' 
Methods for Selected SNUPPB Bldgs." Revision | 

4 Standardlied Nuclear Unit Power Plant System 02/06/in 
15775 327 24X Fiche 50-000.62/10/10.02 1 0220233 


0210260274 Submits plant-specific rept re NUREO-0737, I tern H D L 
"Relief k Safety Valve Testing " Acceptable operability of 
SNUPPS safety valves demonstrated Evaluation of safety i 
pfllUf valve discharge piping k support expected by 02I2J1 
PETRJCK.N A Standardlied Nuclear Unit Power Plant Gystsm 
32/10/20 DENTON.H Office of Nuclear Reactor Regulation. Directoi 
3pp 15803 026 24X Fiche 50-000.62/10/20.6210260274 


F Security, medical, emergency fire protection plans 


0210070152 Advises that no radiological emergency response plen Ltd 
operating procedure has been developed or accepted by 
MontRomerv or Gasconade Countl es. MO. as reported in RW 
Krlmm 020817 memo 

REED, J G Affiliation Unknown 62/09/22 GRIMES. 0 Division of 
Emergency Preparedness KRIHH. R W Federal Emergency Manegearni 
Agency app 15&27 071 24X Fiche 50-403.82/09/23,62100/015? 


8210210272 Notification of 621019 meeting w/utils $< SNUPPfl organiiatiD 
in Bsthesda.MD to discuss matters re fire protection for 
alternate shutdown panel 

EDISON. 0 E i HOPKINS, J D Licensing Branch I 62/09/27 
YOUNODLOOD. D J Licensing Branch I 4pp 15774 341 241 

Fiche 50-000,82/09/27,6210210272 


0 Adjudicatory correspondence 


6210060197 Final par ttculir 1 xat ion of J Reed amended Contentions k.;^ 
3 Certificate of Svc encl 

REED, JO Retd, J 0 62/10/01. Atomic Safety end Licrnslng 

Panel 42pp 15614 176 24X Fiche 50^63.62/10/01,6210060197 


DOCKETED ITEMS 




e^l0J202&2 FoTuar^s revised schedule Btipulated at 820900 preheannq 
curiference reFlecting 2-uik extension for discoverq of 
undisputed cantetitions Original interrogatories no longer 
appropriate Svc list end Related orrespandence 

OrtiTER.T A ShauJ Pittman. Potts U Trowbridge DAJCTER.T A Union 
EJeclric Co 02/10/06 GLEASON. J P . DRIOHT.O D , KLINE.J R 
Atomic Safety and Licensing Board Panel 4pp 15652 293 24X 

Fiche 50“dfl3, 62/ 10/06. 0210120262 


62l02l03t5 Objections to JG Reed 821001 part i c ulari lafc i on of 
Con tefit i <3ns II IS Contention 11 seeks greater specificity 
re energencg planning for re-entry /< recovery than 
speciried by regulations Certificate of Svc end 

□AiTEfl. 1 A Union Electric Co BAXTER. T A Shaw. Pittman. Putt'-t S. 

Troubridge 62/10/18 Atomic Safety and Licensing Board Panel 

2.lpp 15763 216 Fiche 50 -483. 02/10/ 1 B- 02IO21O36& 


F«. lt)«.'oL48 Forwards revised i niet rogator l es t> requests of JO Reed for 
production of documents Responses due 821113 objections 
due 621027) per stipulated schedule Requests replace util 
P2071 5 interrogatories ^ requests Certificate of Svc end 
BA/TER. T A Shaw. Pittmafi. Potts S. Trowbridge BAXTER.! A Union 
Electric Co 02/10/20 REtD, J C Reed. J G 4pp 15788 300 24X 

Fiche 50-483. 82/ [0/20. 0210250248 


-I&2I0250253 Revised interrog«itor i es f requests for production of 
tfacumen ks 

BAXTER.! A Union Electric Co BAXTER. T A Shaw. Pittman. Potto 
» Trowbridge 82/10/20 REED, J 0 Raed. JQ flSpp 1 5788 312 
24X Flcbe 60 "403. 02/10/20. 8210250240 


r2u.270l59 Response to J Reed 821001 final pa r ticu lar i lat i on of 
^mended Contentions 1.2 * 3 Objects to admission of 
Corlten^ i Oiis 7 11.12 *. 14 6 portions of 3.13 i« 15 Certificate 
o-f S% c eni. I 

PCRLIS.R G Hearing Branch 1 82/10/25 Atomic Safety and 

Licefksmg Board Panel l^jpp 15830 028 24X Fiche 5O-'403< 82/ 1 0/2 5. 

0210270159 


/■ Utility Fina I Safety Analysis Repoi t <FSAR 1 ti amends 


eziOOSO^bO Forwards Revision 10 to TSAR . me I uding FSAR changes 
trans-idked by 820/06. I J X* 082"^ Ikrs 

fETRfCK.N A Standardiied Nuclear Unit Power Plant System 
82/09/30 DENTON. H R Ortice of Nuclear Reactor Regulation. 
Director 2p p 1 5630 33 J 24XFiclie 50-000, 82/09/30. 8210080260 


8208190238 IE Bulletin 02-03. "Stress Corrosion Cradling in Thidc- 
Ual I. Larg e-Di ameter. Stai nless Ste el. Redreu la tion Sys 
Piping at BNR Plants " Svc list enc 1 

DEYOUNO.R C Director's Office. Office of Inspection and 

Enforcement 82/10/14 Consolidated Edison Co of New York 

IISpp I 5810 I2S 24X Fiche 50-000, S2/i 0/ 1 4 . 82001 90230 


S Reportable occurrences. UERs fi< related correspondence 


02O71QOO37 FOlA request for insp ?. enforcement record* re accidents of 
F Lawson i H OilSon at fac 1 1 1 ty , On ion Electric Co CP & other 
NRC safety manuals or matls 

IGOE. V H Igoe, V f1 82/00/12 KEPPLER. J 0 Region 3, Office of 
Director ip J 3626 243 24X Fiche 50-483.82/08/12.8207180037 


8210050512 Responds to FOTA request for insp & enforcement records re 
accidents of F Lawson * H Dillon at f ac 1 1 1 1 y . Un i on Electric 
CP other NRC safety matls or manual* Forwards two 
documents Renaming records available in PBR 

FELTON. J M Division of Rules and Records 82/09/21 lOOE. fi V 
IgoE. V K 2pp 15626 244 24X Fiche 50-000, 82/09/2 1 . 02 1 00503 1,3 


— 0210050510 Region 3 dally rep t for 780007 

a Region 3. Chicago. Office of the Director 79/08/07 Ip 
1S626 246 24X Fiche 50-000.82/09/21.8210030512 


-6210050522 PNO-1 1 1-70-062 on 760004. two workers seriously injured whin 
hit by support girder for polar crane rail 08HA notified 
SCHWElDfNZ, e R , HAYES. D M . HEISHNAN.R F Region 3. Chicago, 

Office of the Director 78/08/04 Ip 15626 247 24X 

Fiche 50-000,82/09/21.0210050512 


DOCKET STN-50-4e5 STERLING POWER NUCLEAR PROJECT, UNIT 1 


Q Inspection reports, IE Bulletins ^ correspondence 


8200190233 IE Info Notice 80-33, Suppl I. "Leaking 8* Dislodged 1-125 
Implant Seeds " Svc list end 

CODQ.L J Division of Fuel Facilities. Materials & Safeguards 
82/10/06 Consolidated Edison Co of Neu York 66pp 15761 250 

24X Fiche 50-000,02/10/06.8200190233 


8208190230 IE Dullettn 02-03, "Stress Corrosion Cracking in Thlck- 
Wal 1 , Larg e-Ot amc ter, Sta in 1 ess S tee 1. Rec ir c u 1 atian Sys 
Piping at BWR Plants " Svc list end 

DEYOUNG, H C Director's Office. Office of Inspection and 
Enforcement 02/10/14 Conso-1 i da ted Edison Co of New York 

115pp 15010 125 24X Fiche 50-000, 82/1 0/ 1 4, 82001 90236 


- 0210000266 Revision 10 to FSAR 

■* 5 1 a n dar d 1 1 ed Nuclear Unit Power Plant System 02/09/30 409pp 

15630 315 24/ Fichu 50-000,82/09/30.0210000260 


Q Inspection reports. IE Bulletin* t correspondence 


0210130514 Forwards IE Insp Rept 50-483/82-10 on 820801-31 tc notice of 
violat 1 on 

SPESSARD. R I, Division of Project tt Resident Programs 02/09/16 
SCKNELl.DF Union Clectiic Co 2pp 15682241 24X 

Fiche 50-483) 02/09/16. 821 013051 4 


- 0210130523 Net ice of violation from irisp on 020801-31 

SPESSARD, R L Division of Project Resident Programs 82/09/16 
2pp 15632 243 24X Fi che 50-483. 82/09/ 16, 82101 305 1 4 


-“8210133529 IE Insp Rept 50-483/02-10 on 820001-31 None ompl lanco noted 
failure to follow cable installation procedures V failure to 
identify nonconforming electrical penctrationa 
hEISLER.J H , KGNKLIN.J E Division of Project $< Resident 

Progra.Ti5 02/09/16 7pp 1 56B2 245 a4X Fiche 50-483,08/09/16, 

8210130514 


G210130494 Ac k receipt of 020923 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-403/02-06 
SPESSARD, R L Division of Project f. Resident Programs 02/10/05 
SCIWEUL, D F Onion Electric Co Ip 15684 196 24X 

Fiche 50-483,82/10/05,0210130404 


—0210130955 Responds to NRC 020023 1 tr re violations noted in IE Insp 
Rept 50-483/02-06 Corrective actions review of all completed 
work assignments for non-Q non-scheduled raceway within 
Seismic ir/1 boundaries in process 

5CHNELL. 0 F Union Electric Co 02/09/23 SPESSARD, R L 
Division of Project 6 Resident Program* 2pp I56B4 197 24X 

Fiche S0-4B3, 02/10/05, 8210130484 


0208190233 IE Info Notice 80-35, Suppl t, "Leaking 6 Dislodged 1-125 
Imp 1 ant Seeds " Svc list end 

CODD.L I Division of Fuel Facilities, Materials S, Safeguards 
02/10/06 Consolidated Edison Co of New York 66pp 15761 200 
24X Fiche 50-000,82/10/06,8200190233 


DOCKET aTN-S0-4Qa PERKINS NUCLEAR STATION, UNIT 1 


Q Inspection reports, IE Bulletins & correspondence 


8208190233 IE Info Notice 80-35, Buppl I. "Leaking U Dislodged 1-I2li 
Implant Seeds " Svc list enci 

CQOBiL I Division of Fuel Facilities. Materials Safeguards 
02/10/06 Consolidated Edison Co of New York 66pp 15761 250 
24/ Fiche 50-000,82/10/06,0208190233 


8208190230 IE Bulletin 82-03, ‘■'Btress Corrosion Cracking in Thick- 
Wall , Large-Di ame ter. Stain I es* Stee I, Rec irew I at Ion Sy s 
Piping at OWR Plants " Svc list end 

DEYOUNO.R C Director'* Office, Office of Inspection and 

Enforcement 02/10/14 Consolidated Edison Co of New York 

IISpp LSeiO 125 24X Fiche 50-000,82/10/14.8200190238 


DOCKET 8TN-50-4a9 PERKINS NUCLEAR STATION, UN I T 2 


O Inspection reports, IE Bulletins & c orresp ondence 


B20B190233 IE Info Notice 00-35. Suppl i, "Leaking & Dislodged 1—125 
Implant Seed* " Svc list end 

COOD.L I Division of Fuel Facilities, Materials it Safeguards 
02/10/06 Consolidated Edison Co of Neu York 66pp 15761 250 

24K Fiche 30-000,82/10/06,0200190233 


0208190238 IE Bulletin 02-03, "Stres* Corrosion Cracking in Thick- 
Wall , Large-Dl ameter, Sta In le«* Steel. Recirculation By* 

Piping at BWR Plant* “ Svc list and 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 82/10/14 Consolidated Edison Co of Neui York 

115pp 15010 125 24X Fiche 50-000.82/10/14,0203190238 


it li 


DDCKET STM-50'-4 90 PERK f NS rJl^CLEAR STATION^ LFHiT 3 
0 Inipecticn reports, TE flullfftm* & correspondence 


“LeAkins) 8< Dislodged l-lSr* 


B20ei90233 IE Info Notice 00-35. Soppl 
Implant Seeds " Svc li»t end 
CODfl.L I Divinon of Fuel Facilities, Materials «• Safeguards 
B3/l0/0i Consolidated Edison Co of Neu York 66pp l3/f>l 

24X Ft Che 50 - 000 , 02/10/06,0209190233 


abo 


9203190338 lE Bulletin B2-Q3* -'Stress Corrosion Crack irig in Thick- 
WaJJ. Larga-Diametar. Stainless Steel, Recircii lation Sya 
Ptaing at Plants ” Svc list PT>cl 

DEyOUNO.R C Director's Office. Office of Inspection and 

Enfarctmerit B2/10/14 Consolidated Edison Co of New York 

nSpp 15010 125 24K Fi Che SO'OOO. 02/10/14, aaOBl 70238 


DOCKET STN-50-491 CHEROKEE NUCLEAR STATION, UNIT 1 
0 rnspection reports. lE Oulletins A correspondence 


03O8J7O233 IE Info Notic® 80-*35, Suppl 1, “Leaking t>t Dislodged I-l»li 
Implant Seeds ” Svc list *ncl 

caofl-L I Division of Fuel Facilities. Materials U Safeguards 
92/10/06 Consolidated Edison Co of New York 6ipp 1S76I liTlO 

24/ Fiche 50-0D0, 92/ 10/06. 9209190233 


9209170230 IE Bulletin 92-03, “gtreas Corrosion Cracking lo Thlck- 
(falliLarge-0i ameter. Stainless Steel, Recircu lation Sgs 
Piping at CNR Plants Svc list enc] 

OHVOUNO.R C Director's Office, Office of Inspection and 

Enforcement 02/10/14 Consolidated Edison Co of New York 

nspp ISBIO 125 24 X Fiche 50-000,02/10/14,0209190239 


9210040422 Forwards Task Interface Agreement 8o?-l4i c omp I r « » ^ 
plan for Qoadrex Rept re Oruiiin 4( Root design ef projsil 
input needs to be generated during Bept 1702, in order fa'' 
Region 4 to issue final rept in Dc t 1702 

MIRAOUlArPU Licensing Oranch 3 92/00/31 HlK MAH t <? 

Evaluation Branch PARR, 0 D Auiiliarg Bgstemi llrarnh 
OERLJNG£R,C Core Performance Branch 2pp I OS'// 

Fiche 50-490, 02/00/31,0210040422 


8210250259 Advises that addt saf e ty-re I a ted const jiliwiiy t® *"* 
restarted in 1902 has been i d en 1 1 f i od , s i nc o ulil ( *■'' 

Updated schedule for const activities to bo rPsta'Ied dwn l I 
1962 enc I W/one overaiio chart Aperture cord ts in ppil 
OPflEA. 0 W Houston Lighting J5. Power Co 02/t)V/V<l i<Nt 

Region 4, Office of Director 9pp 15791 fl-l'/ »/4i 

Fiche 50-490, 02/09/20. 0210250259 


0210200075 Forwards info ror^uested el 020722 meat mg 
geotechrti caj info on essential cooling water pipeJMies 
soil prof ( las . boundar 1 es of four low deriiilg barlfill 
h contaminated hatkflH 

OOLOOERG. »I H Houston Lighting U Power Co {fJ/Ui/iJ 
Assistant Director for Licensing Q4pp 15/'l/i^ *' II /at 
Fiche 50-499, 02/10/ 12, G2I 02<30075 


0210200052 Forwards responses to Questions 24 1 1 ihinngh /'ll * 
to expedite geotechnical review Info will be im nr pi»r4il r d 
into FSAR amend 

OOLDRERO, J H Hous ton L i gli ti ng & Power Co 112/19/111 
Assistant Director far Licensing 77pp 15/5 1 0M> /<i 

Ficha 50-490, 02/10/10.0210200053 


821O220339 Forwards Rovision 0 to “Control RDOm jlesigii PavifW 
Flan " 

G0LD5ER0. J H Houston Lighting 5 Power Co <l,//IO/+.0 kiif, * * 
Assistant Director for Licensing 3pp i577l> IV I *'41 
Fiche 3O-'490/ 02/10/30, 0210220237 


DOCKET STN-50-4 92 CHEROKEE NUCLEAR STATION. UNIT 2 
0 rnspoction reports. IE Oulletins & correspondence 


0208190233 IE Info Notice BO-35. Buppl Ir “Leaking Be Dislodged I-ia!i 
Implant; Seeds '• Svc list encl 

COBD.L I Division of Fuel Facilities. Materials Be Safeguards 
82/10/06 Consolidated Edison Co of New York 66pp IS761 200 
24/ Fiche 50-000.02/10/06.9203190233 


0200190239 IE Oulletin 92-03, "Stress Corrosion Cra-cking in Thick- 
Hall, Large-Oi ameter, Sta 1 n less BteelfReclrcv lafcion Bgs 
Piping at DMR Plants “ Svc list end 

DEYQUNO. R C Director's Office, Office of Indpectien and 

Enforcement 02/10/14 Consolidated Edison Co of New York 

llSpp I5B10 125 24X Fiche 50-000* 02/10/ 14, 6208 190230 


DCCKET aTM-50-4 93 CHEROKEE NUCLEAR 37 AT f ON, UNIT 3 


Q Inspection reports, IE Bulletins U correspondence 


0203190233 IE Info Notice B0-3S, 8uppl 1* ''Leaking t* Diilodaed 
Implant Seed* '* 8vc list end 

CODS, L I Division of Fuel Facilities, NatarlaJs Ii Safegiuarifs 
82/10/06 Consolidated Edison Co of New York 66pp I576I SbO 
24 X Fiche 50*-000» 02/10/06. 0200190233 


*•“ B210220241 Revision 0 to ''Control Room Design Review IVagiJ'* PI*'- 
4 Houston Lighting tr Power Co 02/10/i 1 1 JVpp n//» 

riche 50-490,02/10/20,0210220239 


0 Adjudicatory correspondence 


8210050241 Proposed op inion, f Ind i ngs of fACl, canc lu« j cm of i*ir h i 
in form of partial Initial decision Certific.ite iir Vvi srr t 
OUTICRRCZ.JM Hearing Drench 3 02/10/04 ^»l/pp ISau/ . 

riche 50-490,02/10/04,0210050241 


6210160172 Hfrmorandum t< Order LDP-02-91 grant jng I'lliienn Cii*' 

About Nuclear Power motion to adopt Cltiietif for l(tuJlahitv 
Utili contentions re Contention 4 & denizing mollnn re 
Contentions 5-0 American Di Idge contentions dismissed 
DECHHOCrCR, C Atomic Safety and Licensing Doaril Panel 
Citliens Concerned About Nuclear Flower, Inc 1 /p|i 15^19 l«ii ,* 
Fichf 90-490,62/10/15,0210100172 


0210210363 Forward! applicant replij to Citliens Concerned Aia-l *i,i ^ 
Power, Inc ti NRC proposed findings of fact h contluitiHn ef 
law 

NEWMAN.Uff Lowenstein, Newman, Reis, Aielrad (f Toll rttwvw J « 
Houston Lighting & Power Co 62/10/10 DCCHMDtT LR, C . lA/SST. 
HJLL,E E Atomic Safety and Licensing Board f^anel Ip ISfA-Fc', 
24X Fiche 50-470. 02/10/10, 0210210363 


9308I90S39 IE Dulletln 82-03, “Stress Corrosion Cracking in Thick- 
Wall , Uarg e-Dl ameter, Sta Ini esi Stee li Roclrc-U I atian Bys 
Piping at EWR Plants " Eve list encl 

DEYQUNO.R C Director's Office, Office of Inspection and 

Enforcement 02/10/14 Consol idat ed Edison Co of New York 

llSpp iSaiO 125 24X Fiche 50-000,02/10/14,6200 1 90236 


—0210210368 Reply to Citltens Concerned About Nuclear P«v*r |n( i it;, 
proposed findings of fact I, concluelans of l4w Cerlififsle 
of 0VC encl 

e Houston Lighting B, Power Co « Lowenstetn. Nevaen. R « 1 1 Aiihi, 
6 Toll 02/10/16 Atomic Safety and Licenaing fi'earl 
99pp 15763 241 S4X Fiche 50-490, G2/IO/10. 0210210-761 


DOCKET 3 TN- SO -4 90 SOUTH TEXAS PflDJECTt UNIT 1 


A App 1 ication/construct ion stage documents S, correspondence 


0210250358 Requests latest revision to Form NRC-3i “Notlta to 
Employees." per amend of lOCFRl*?, 30, 40, 90, ^O* 70, 72 it 190 
to provide employee protection against di sc rlmlnattori as 
consequetice of reporting Info to NRC 

OPREA, 0 W Houston Lighting fc Power Cg 02/00/09 C0LLIN8, J T 
Region 4, Office of O-i rector Spp 15790 341 24X 

Fiche 30-499, 62 /0B/09i 9210290350 


0210250263 Bubmlts updated schedules for const activities to be 
restarted during remainder of i902«per util 020914 1 tr H/ 
two ovariiie charts Aperture cards are available In PDR 
0PflEA,0 M Houston Lighting Be Power Cg 02/09/30 COLLINS, J T. 
Region 4, Office gf Directorv Bpp. 19791:029, S4X 
Fiche 50-4?8i 02/09/30*02-10250363 


0 Inspection reports, IE Bulletins S. c orresponde net 


0210060015 Add I response to FOIA request for 19 cateforifi ef ,, 

nuclear reactor events i safety problems rorwarde dgcufle^tl 
listed In App A Documents in App D completely withheld Inf 
FOIA Exemption 31 

FELTON, J.N Division of Rules and Records 02/07/19 UKLL . » a 
Critical Mass Energy Project 9pp 13665 027 24X 

Fiche 30-000, 02/07/12, 0210000013 


—0210000163 Byitamatic asieiiment of licensee perfor»ine# rplfs w* 
facility evaluation for Aug 1979-Jul 1900 
» NRC - No Detailed AffUiation Given 00/07/31 I3j| 

19660 079 a4X Flch# 50-000, 02/07/12, 021 0000013 


82101 904 13 Foriuards IE ln*P Repts 50-490/62-14 ft 50-499/03-14 
020023-27 No noncompl lane e noted, 

«AD0EN*a L Division of Resident, Reactor Project « Cnjimerimj 
Programs 82/09/20 OPREA.O, W Houston Lighting l< Pawer C4 
15741 001 24X Fiche 30-490, 02/09/28, 02101 90413 





-a2li0l'?0419 IE Insp Repts 50-490/02-14 h 50-499/82-14 an 020823-27 Nu 
nonC'Qimp i lance noted Major areas inspected QA program re 
des ig n > eng 1 neer 1 ng procurement & const 

CROSS^'SAN.W A . HILL, W H . DOARDMAN, J R Division of Resident, 
Reactor Project i Engineering Programs 02/09/24 1 Ipp 

15741 003 24X Fiche 50-498,02/09/28,0210190413 


e20Bl90233 IE Info Notice 80-35, Bopp 1 I, "Leaking t, Dislodged 1-12*1 
Implant Seeds ’’ Svc list enc I 

COBOi<L r Division of Fuel Facilities, Materials Safeguards 
02/10/06. Consolidated Edison Co of New York 66pp 13761 250 

24X Fiche 50-000,02/10/06,0200190233 


&20ai90238 IE Dulletin B2-03, ’Stress Corrasinn Cracking in Thick- 
Wal I, Larg e-Di ameter, Sta 1 n less Steel, Rec ircu latlon S«js 
Piping at DWR Plants " Svc list end 

DEYOUNG, R C Director's Orfice, Office of Inspection and 

Enforcement 82/10/14 Consolidated Edison Co of New York 

U5pp 15G10 125 24X Fiche 50-000,02/10/14,8200190230 


0210220122 Ack receipt of BJ0909 J ir informing NftC of steps taken to 
correct violations noted in IE Insp Rept 50-490/02-02 
rrADSENiO L Division of Resident:, Reactor Project t. Engineering 
Programs B2/I0/J4 OPREA, G W Houston Lighting It Power Co Ip 
15777 332 24X Fiche 50-490,82/10/14,8210220122 


““0210220125 Responds to NRC 020011 Itr re violations noted in It Insp 
Hepts 50-498/62-02 & 50-499/82-02 Corrective actions 
deficiencij reporting procedures revised emplogees 
retra ined 

CPREA. G W Houston Lighting if Power Co 82/09/09 COLLINS, J T 

Region 4, Office of Director 4pn 15777 333 24X 

Fiche 50-498,03/10/14.8210220122 


Reportable occurrences, LERs t t elated correspondence 


0210250112 Supplemental deficioncij rept re beam to column connection 
design in containment bldg, per NRC lequost Info expected bg 
82J2I7 Drown t. Root, Inc reanalgsis received in Aug U 
submitted to Qechtel for review 

QPAEA, C U Houston Lighting f< Power Co 82/00/19 COLLINS. J 7 

Region 4. Office of Director 2p p 15707 022 SAX 
Fiche 50-490. 62/08/19,8210250112 


02JOOSO329 Final deficiencg rept re possible exceeding of design 
pressure loading of isolation valve cubicle auxtliarg 
feedwater pump compartment walls in event of feedwater 
bypass lino break Initiallg reported on 020901 

OPREA, 0 D Houston Lighting (t Power Co 82/09/29 CDLLINS.d T 

Region 4, Office of Director 4pp 15610 254 24X 

Fiche 50-498. 62/09/29,8210030329 


3210250249 Fifth interim deficleticg rept re vendor fabricated 
structural steel Initialig leported on 010108 Qechtel will 
assure that surveillance insp of 1007, of all welded matl was 
or will be performed prior lo shipment Next rept by 630509 
OPREA, 0 U Houston Lighting Power Co 02/10/13 COLLINS, J 7 

Region 4, Office of Director 3p p 15788 339 24x: 

Fiche 50-498, 62/10/15,021029024? 


S210260452 Final deficiency rept re HVAC design Instially reported un 
010908 Chillers added to existing auxiliary bldg chlllersi 
mixing boxes del etod, make-up air balanced U electrical 
penetration exhaust sys down-graded 

OPREA, 0 W Houston Lighting 4, Power Co 62/10/20 COLLINS, J T 
Region 4, Office of Director 14pp 19807 106 24X 

Fiche 50-4 90. 82/10/20,8210260452 


OOCHET STN-50-499 BGUIH TEXAS PROJECT, UNIT 2 


A AppJ ica 1 1 on/conslruct I on stage documents l( correspondence 


6210250390 Requests latest revision to Form NRC-O, "Notice to 
Employees.” per amend of lOCFR J 9, 30, 40, 50, 60, 70, 72 U ISO 
to provide employee protection against discrimination as 
consequence of reporting info to NRC 

OPREA, 0 U Houston Lighting & Power Co 02/08/09 COLLINS, J T 

Region 4, Office of Director 2pp 15790 341 24X 

Fiche 50-490,62/08/09,0210250350 


G210250263 Submits updated schvdulos for const activities to be 
restarted during remainder of 1982, per util G209L4 Itr M/ 
two overslie charts Aperture cards art available in PDR 
OPREA, 0 U Houston Lighting Power Co 02/00/30 COLLINS, J T 

Region 4, Office of Director 0pp i579l 029 24x 

Fiche 50-498,82/00/30.8210250263 


8210040422 Forwards Task Interface Agreement 02-44. c amp I r te w/review 
plan for Ouadrex Rept re Drown & Root design of project NRR 
input needs to be generated during Sept 1962, in order for 
Region 4 to issue final rapt in Oc b 1902 

HIRAOLIA.F J Licensing Dranch 3 82/08/31 HULMAN. L O Accident 

Evaluation Oranch PARR, 0 D Auxiliary Systems Dranch 
6ERLINCER, C Coro Performance Dranch 2pp 15597 237 24X 

Fiche 50-498,02/08/31,8210040422 


6210250259 Advises that add! safety-related const activity to be 
restarted in 1982 has been Iden ti f i ed , s me e util 020830 J fcr 
Updated schedule for const activities to be restarted during 
1902 enc] N/one oversixe chart Aperture card Is in PDR 
OPREA. 0 W Houston Lighting it Power Co 02/09/20 COLLINB, J T 

Region 4, Office of Director 9pp 15791 019 24X 

Fiche 50-498,02/09/20,8210250259 


8210200075 Forwards info requested at 820722 meeting Submittal Includot. 
geotechnical info on essential cooling water pipelines 
soil prof 1 les I boundaries af four law density backfill areas 
P contaminated backfill 

GOLODERG, J H Houston Lighting it Power Co 02/10/12 NCH/AK.T M 
Assistant Director for Licensing 34pp ES756 231 24X 

Fiche 50-490,82/10/12,0210200075 


0210200052 Forwards responses to Questions 241 1 through S4 1 6, in order 
to expedite geotechnical review Info will be incorporated 
into FSAR amend 

GOLO0ERG, J H Houston Lighting it Power Co 02/10/10 NOVAK. T M 
Assistant Director for Licensing 77pp 15753 OlO 24X 
Fiche 50-498.02/10/10,6210200052 


821022023? Forwards Revision 0 to "Control Room Design Review Prcigrain 
Plan ” 

GOLOOERG, J H Houston Lighting L Power Co 02/ 10/20 NQVAK , T H 
Assistant Director for Licencing 3p p 1S775 193 24X 

Fiche 50-496,62/10/20,0210220239 


—0210220241 Revision 0 to ’’Control Room Design Review Program Plan " 
e Houston Lighting 4 Power Co 02/10/11 129pp IS775 196 24X 

Fiche 50-490, 82/10/20, 0210220239 


0 Ad|udicatory correspondence 


8210090241 Proposed op inlon, f Itid i ngs of f ac t, cone lus i ons of law 4 order 
in form of partial initial decision Certificate of Svc end 
OOTIERREZ. J M Hearing Drancb 3 82/10/04 217pp 1 9607 306 SAX 

Fiche 50-498,03/10/04,8210050241 


0210100172 Memorandum 4 Order L0P-D2-91 granting Citiions Concerned 
About Nuclear Power motion to adopt Cltliens for Equitable 
Utils contentions re Contention 4 it denying motion re 
Contentions 5-8 American Dridge contentions dismissed 
QECHHOEFER. C Atomic Safety and Licensing Doard Panel 82/10/15 
Cltliens Concerned About Nuclear Power, Inc 17pp J5719 148 24X 

Fiche 50-498,62/10/15,8210160172 


0210310363 Forbiarifs applicant reply to Citiicns Concerned About Nuclear 
Power. Inc 4 NRG proposed findings of fact 4 cancluslo-ns of 
law 

NEUMAN, J R Lowenstein, Newman. Reis, Axe Irad it Toll HENMAN. J It 
Houston Lighting it Power Co 02/10/10 HCCHHDEFER. C , LAMD, J C . 
HILL. E E Atomic Safety and Licensing Doard Panel Ip 15763 240 
24X Fiche 50-490,03/10/10.6210210363 


— 8210210360 Reply to Cltliens Concerned About Nuclear Power. Inc L NRC 
proposed findings of fact 4 conclusions of law Certificate 
of 8vc end 

4 Houston Lighting L Power Co » Uowen stein, Newman. Re i s. Ax 
(, Toll 02/10/10 Atomic Safety and Licensing Doard Pana^ 

?9pp 15763 241 24X Fiche 50-490. 02/1 0/ 1 Gi B2102 1 0363 


0 Inspection reports, IE Bulletins & correspondence 


0210000015 Addl response bo FDtA request for 19 categori 
nuclear reactor events safety problems Forwards docui 
listed In App A Documents in Ap p D completely withheld 
FOIA Exemption 5> 

FELTON. J M Division of Rules and Records, 82/07/12 
Critical Mass Energy Project 9pp 1S665 027 24X 

Fiche 90-000.02/07/12,8210060019 


— 0210080163 Systematic assessetent of licensee performan 
facility evaluation for Aug 1?79-Jul 1980 
4 NRC - No Detailed Affiliation Given 80/07/31* 
19660 079 24X Fiche 90-000,02/07/12,0210080019 


8210190413 Forwards IE Insp Repti 90-498/82-14 it 50-499/1 
820023-27. No noncomp llance noted 

NADSENj 0 L Division of Resident. Reactor Project & Ei 
Programs 02/09/20, OPREA. 0 W Houston Lightlnj 8t Pi 
19741 001. 24X Fiche 90-498,82/09/2010210190413 



306 


DOCKETED ITEMS 


— 02101904 J 9 IE ln«p Repts 50-498/92-14 U 50-499/82-14 an 820823-2/ Uq, 
noncQmp I i an < V ncititd Hajof araasi iniprctaid program r« 
davignr eng inttring proc urerticn t & cpn-st 

CR05Sli4N. A . HILLrN K , HOARDHAt^. J R Oi vision Of Resident. 

Reacto-r Project & Engineering Programs 02/09/34 Upp 
15741 003 2AX Fiche 50-498,82/09/23.8310190413 


8208190233 tE Info Notice 00-35. Suppl 1 . “Leaking U Dislodged 1-125 
Implant Seeds " Sv« list end 

COBB.L I Division of Fuel Facilities, Haterials i. Safeguards 
63/10/06 Conso 1 1 datecf Edison Co of New Tor k 66 pp tS76l 250 
24X Fidve 90-000.32/ 10/06. 0908 1 90233 


G.i 0 B| 9023 a IE Sulletin B 2 '‘ 03 , “Stress Corrosion Cracking in Thict- 
Mal If Large-Dl ameter, Sta inless Stee i . Rec ircti lat ion Sgs 
Piping at GVR Plants “ Svc list encl 

DEYOUMQ.R C Director 's Office* Office of Inspection and 

Enforcement 82/10/14 Consolidated EdlsoTi Co of Neui Yor It 

lISpp 15810 123 24X Fiche SO'OOO. 62/10/ J4. 8208190230 


9210920122 Ack receipt of 820909 1 tr informing MRc of steps taken to 
correct violations noted in IE Insp Kept 50-498/82-02 
HADSEN. O L Division of Resident, Reactor Project *» Engineering 
Programs 82/10/14 DPfiEA.O W Houston Lighting S* Pou^r Co Ip 
15777 332 24X Fiche 50-490.32/10/14.8210220192 


9210200416 Approves use of ASME Code Case N- 249 -a, m respans* in 
820921 request Scope of approval limited to use of code caL 
for strap & rivet mails in |TT-0rinne| Figures Sis stT/r 

clanps 

KCRRIOAm, j D Licensing Branch 3 09/lO/OS FEROUSON. n t 
Hashing bon Public Pouer Supply System 2np 15359 asn njv 
Fiche 50-503.82/10/00,8210290416 ^ 


9210270012 Forwards responses to FSAR questions tpansmitt»rf 
820020 Itr Responses to questions re environ, rept n,xjj 


w/NFH 


sank under separate raver 
QQUCHEV, G D Washington Public Power Supply System G: 3 >in/' 5 . 
KCRRIOAN. J D Licensing Branch 3 GOOpp I5B15 no i 
Fiche 50-509,82/10/29,9210270012 


H General c orr e sp undence 


8210010030 Advises that EPA (Region XI deleted from d I sir , but io„ n , 
for FSAR «< general info amends EPA informed util that FSAR 
emergency preparedness plan, fire protection pUn & general" 
info not required 


□OtrCHEV.G 0 Ueshingtan Public Power 
ElSENHUlrD 0 Division of Licensing 
Fiche 50-508. 83/09/32, 6210010090 


Suppl g System 33/09/.' J 

2bp 15565 1J;0 


— 0310220125 Responds to NRC B209IJ Itr re violationE noted in IE lni,p 
Repti 50-490/93-02 & 50-499/02-02 Corrective actions 
deficiency reporting procedures revised 4( employees 
retrained 

DPREAjG M Houston Lighting C« Power Co 02/09/09 COlLIMS. J r 

Region 4, Office of Director 4pp 15777 303 34X 

Fiche 50-490,02/10/14,02110320122 


K Utility Final Safety Analysis Report (FSAR I amends 

r ipttqn I. 

ll2/lo/fth 

.>4X 


B310120194 Forwards Amend 1 to F8AR, updating design desc 
correcting typographical errors 

BOUCHEY.C D Washington Public Power Supply System 
KERRIOAM, J D Licensing Branch 3 3pp 1 5657 13 ? 
Fiche 50-500,83/10/06,6210120194 


S Reportable occurrences, LERs & related correspondence 


8210250112 Supplemental deficiency rept re heacn to column tonnection 
design in containment bldg, per NRC request Info expected by 
031217 Drouin it Root. Inc reanalysis received in Aug it 
submitted to Bechtel for review 

CPREA.O H Housbnti Lighting & Power Co 82/00/19 COLLINS. J T 
Region 4, Office of Director 2pp 15707 022 24X 

FiChe 50-498.92/08/19,0210250115 


0210050329 Final deficiency rept re possible eccoeding of design 
preeivre loading of isolation valve cubicle auxiliary 
feeduater pump compartment walls in event of feedwater 
bypass line break Initially reported on 020901 

OPREAi G W Houston Lighting U Power Co 03/09/29 COLLINS, J T 

fiegtan 4. Office of Director 4pp 15610 254 24X 
Fiche 50-498,82/09/29.0210050329 


— 0210120200 Amend 1 to FSAR 

a Washington Public Power Supply System a2/l0/'il 
I56S7 140 24X Fiche 50-508.82/10/06,02 1 0120194 


3 i 6 /p p 


0 Inspection, reports, IE Bulletins U c orresp ondence 


B210060155 Forwards IE Insp Repts 50-500/02-17 & 50 509/nj <)/ 
020001-31 h notice qf violation 

STERNBERG, 0 H Division of Resident. Reactor Project 8 - Inaineprin 
Programs 82/09/24 LEDDICK, R S Washing ton Pub U c Power EiuDfli 
System 2 pp IS614 056 24X Fiche 50-508 , 02/09 / 34, DaiGOf.OI V, 


— 02100601 57 Notice of violation from insp on 03O0Di-j] 

DODDS, R T Division of Resident, Reactor Project I. [nairieiriPk 

aztooiSiss "■ 30 wn.iLvtv/:', 


8210250249 Fifth interim deficiency rept re vendor fabricated 
structural start Initially reported an 010100 Gechtei win 
assure that surveillance insp of 100*4 of all Welded matl was 
or will be performed prior to shipment West rept by 830509 
DPREAjG W Houston Lighting Power Co B2/10/15 COLLINS, J T 

fteglon 4 , Office of Director 3pp 15700.339 24X 

Fiche 50-490102/10/13.8210350249 


-0210060163 IE Insp Repts SO-SOB/BS-l? b 50-509/02-07 On il/il(lAl n 
Noncompliance noted on 820010, nonsafety-re laied Q decking 
attached to containment bldg safety-related struciuial ikeH 
at 395-#t level using nonqua 1 i f led procedure 

ALBERT.WO ♦ ODDDSrH T Division of Resident. Reactor k 

Engineering Programs 82/09/22 9pp 15614 QS 9 34X 
Fiche 50-500,02/09/24,0210060155 


3210260452 Final deficiency rept re HVAC design Initially repnrted e-n 
010500, Ch i 1 lers added to existing auxiliary bldg chillers, 
mixing boxes da 1 ctcd, make'^yp air balanced U electrical 
Pf-netrat i on exhaust sys down-graded 

OPREA.O W Houtten LightJrig ft Power Co 82/10/20 COLLIN'S, J 1 
Region 4, Office of Director 14pp 15007 106 24X 

Fiche 50-490. 82/10/20,02103604 5 2 


8210070158 Ack receipt of B2O520 Itr informing NRC of sires U 

correct violations noted in lE Insp Repts 5O-5O0/02-O6 6 
50-509/82-03 

STERNOERO.D M Division of Resident, Reactor Project 6 
Programs 82/10/04 LEODICR, R S Washing ton Pgb 1 1 r Power U.aii * 
Syitem ip 1S627 064 24X Fiche 50-508, 02/1(5/04, 02 iOO/OJ 50 


DOCKET STN- 50 - 50 a WPPSS NUCLEAR PROJECT. UNIT 3 
A App Ucation/cohi tructi on stage documente fc Correspontfenca 


8210180214 Summary of 020031-0902 caseloaii forecast panel site visit 
u/util In BitsoprWA re info to use as Input to CL review 
icheduHng progress & projected fuel toad date. 
wheeler, L Llceneing Branch 3 02/09/17 Licensing Branch 3 

2pp 15746 113 24X Fiche 50-508. 02/09/ 17i 0210100214 


—0209210550 Notification Of 020931 <. 0901-02 meetings u/wtil In Sattop, 
WA to review const progress in order to obtain Info for use 
as Input to OL review echedirllng prgeete Related matl enCl 
WHEEl^.L Licensing Branch 3 02/00/20. NIRAOLIA. F Licensing 

Branch 3 tOSpp. 14746: 117 34X Fiche, 50-508.02/09/17. 

8210100214 


9210120197 Advises that fuel load date scheduled for Dec 1985, per NRC 
request Schetfulgs do not preclude achieving fuel load 6 
months earl 1 er, planning details pruvided basis for 

'^/NRC Caseload Forecast Panel on 820031-0902, 

Washington Public Power Bupply Bystim 82/tQ/Oi 
ElSRiHUTiO , 0 Division of Licensing Ip. 15651 229 aqX 
Fiche 50-500,82/10/01,0210120197 ^ 


— 'I" wcvTKtp .VI TB viqiaciqffi riDlid jr II 1 n 
Repts 50-500/02-06 tr 50-309/82-03 Corrective actions 
two shutdown cooling NXs placed in care 6 maint progrea to 
Insure monthly monitoring of maint on nitrogen purge 
LEDDICK, R 0 Washington Public Power Supply System 02/Oa^..6» 
BISHOP,! W Division of Resident, Reactor Project 4 . Lr.eirtr«r>re 
Programs 4pp 15627 069 24X Fi the 50-500. 02/ J 0/04, UjjOOrar^ 


8200190233 l£ Info Notice 00-39, Suppl 1. “Leaking tt Dlslodflid 1 i-i 
Implant Seeds ■' Svc list encl " 

CDDB.L 1 Division of Fuel Facilities, Materials «, Bafeava/fi 
82/10/06 Consolidated Edison Co of New York 6600 (Srhl ' 

24 X Fich* 5D-000r 82/1 0/06, 0200190533 


05OSL9O236 IE Bulletin 02-03. “Stress Corrosion Cracking In !hi.c.i 
Wa 1 1. Large-Diameter, Stainless Steel, Roc ircu lati On 8y» 

Piping at SWR Plants “ Svc Ust end 

DEVOUNO, R C Director's Office, Office of Inspection and 

Enforcement 82/10/14 Consolidated Edison Cp of Pf«w Ten 

llSpp iSaiO 125 24X Fiche 50-000,02/10/14,9200190330 



1 UL/ I I ^IVIO 


JU/ 


DOCI^ET srr4’50-509 WPPSS NUCLEAR PROJECT. UNIT 5 


Q Inipection leports^. IE Bulletins 8 < correspondence 


5210060155 ForuJards IE Inap Repts 50-50B/82-17 ^ 50-509/82-07 on 
02 OGO 1 -JI If n-otice of violation 

STEHNDEAGp D M Division of Resident. Reactor Project & Engineering 
prQQramo 02/07/24 CGDDICK.R S Washing tan Public Pouier Supply 
System 2pp 15614 056 2AX Fiche 50-50B. 82/07/24. 02100601 55 


-fl2j0060163 IC Jrsp Ropts 50-508/02-17 t> 5O-5O9/03-O7 on e2080l-21 
Noncomp L lao ce noted on Q2Q810* nonsa fety-r e lated Q dcciing 
attached to containment bldg safety -relat ed structural steel 
at aPS-ft level using nonqualified procedure 

fiLHERT. W 0 < DODOS. R T Division of Resident. Reactor Project & 
Engineering Programs 82/09/22 9pp 15614 059 24X 

Fiche 50-508.82/09/24,0210060155 


Q2J00/CU58 Ac k receipt of 020520 I ti informing NRC of stops taken to 
coirect violations noted in IE Inap Repts 50-500/02-06 & 

50 509/02-03 

SlFRMUEno.O M Division of Resident. Reactor Project & Engineering 
Programs 02/10/04 LEDDlCit.R 6 Washington Public Pouer Supply 
S^ttern Ip 15627 064 24X Tichc 50-508.02/10/04.0210070150 


-02100/0161 Responds tu NRC 820426 Itr re violations noted in IE Inap 
Repti 50-500/82-06 f. 50-509/02-03 Corrective actions 
turo ahutdoun cooling iIXs placed in care &' inaint program to 
insure rnonthly aionifonng nf maint on nitrogen purge 
ULDDICK.rf 0 Washinglon Public Pouer Supply System 02/05/20 
BISHOP. T W Division of Resident. Reactor Project ?t Engineering 
Programs 4pp E 5627 065 24X Tichc 50-503.02/10/04.0210070150 


nuiKtT 50 '51 i wppoD nuclear project, unit 4 


0 Inspection reports. lE Dulletins t correspondence 

_ DOCKET 50-515 PE9DLE SPRINGS NUCLEAR PLANT. UNIT 2 


0 Ad judicatory correspondence 


0210150476 hemorandum & order directing applicants to rept details of 
status of applications for CPs to ASLB uiithtn 30 days of 
SVC of order 

SHITH. 1 W Atomic Safety and Licensing Board Panel B2/J0/13 
Portland Oeneral Electric Co Ip 15703 047 a4X 
Fiche 50-514.82/10/13.0210150476 


Q Inspection reports. IE Bulletins It correspondence 


8208190233 IE Info Notice 00-35. Suppl 1. ^Leaking k Dislodged 1-125 
Implant Seeds '• Sve list end 

CDBB.L I Division of Fuel Facilities, Materials k Safeguards 
02/10/06 Consolidated Edison Co of New York 66 pp 15761 250 
24X Fiche 50-000.92/10/06.0200190233 


8206190230 IE Bulletin 88-03. "Stress Corrosion Cracking in Thick- 
Wa 11. targe-Di ameter. Stain less Steel. Rec ircu lation Sys 
Piping at OWR plants ” Sve list end 

DEYQUNO.R C Director's Office. Office of Inspection and 

Enforcement 02/10/14 Consolidated Edison Co of Neui York 

lj5pp 15B10M25 24X Fiche 50-000. 02/10/ 14. S2D01 70238 


DOCKET 8TN-5O-510 HARTSVILLE WCLEAR PLANT. UNIT 1 

- a? J 0130438 Responds to NRC 020608 Ur re violations noted in IE Insp A App 1 icatlon/constroctlon stage documents k corr espondence 

on 020401-30 Corrective actions local grinding conducted to 
sipose ueld root k base metal surfaces Partial penetration 
butt weld undersiied 

RDOr. R W Washington Public Power Supply System 82/09/09 
BISHOP. T W Division of Resident, Reactor Project k Engineering 
Programs 7pp 13601 325 24X Fl che 30-460, 82/10/06. 0210 1304 15 


S fleportabie occurrences. LERs & related correspondence 


B51007033B Interim deficiency rept re emergency diesel generator 
governor lube oil cooler Initially reported on 620126 Lube 
oil cooler will be moved to elevation below oil level per 
Transanerlce Beidval instructions 6 drawings 
ROOT. R W Washington Public Power Supply System 82/09/13 
8TERNDER0. D M Division of Resident. Reactor Project k Engineering 
Programs 2pp 13634 071 24 X Fich e. 50-4 60. B2/09/1 5, 8210070338 


0210070297 fntarim deficiency rept re unsuitability of Itoprene matl 
used in governor drive coupling elements Initially reported 
an 020019 Field change notice Issued to implement ebangeout 
ot elerint matl to neoprene Also reported per Part 21 
ROOT.R W Washington Public Power Supply System 62/09/20 
BTERNDERO, D M Division of Resident. Reactor Project k Engineering 
Program! 2pp 15634 170 24 X Fiche 50-460,02/09/20.8210070297 


0J100703/O Ack receipt of 020909 Ur informing NRC of steps taken to 
correct violations noted in insp on 02O5O1-2Q 

bTFflNDCrtO. D M Division of Resident. Reactor Project Englneerinq 
Programs 02/10/04 RGQT.R W Washington Public Power Supply 
Cyitem Ip 1 5634 017 S-Ix F i Che 50 -460, 0S/IO/O4, 0210070370 


0210070387 Responds to NIIC Q20624 Ur re violations noted in IC insp on 
020901-20 Corrective actions subcontractor procedures for 
inUallaiiQii of electrical penetration assemblies submitted 
it approved by engineer 

ROOT, R W Washington Public Power Supply System 82/09/09 

DI8H0I*. T W Division of Resident, Reactor Project S< Engineering 
Program! 4pp 19634 010 24X Fiche 50-460,82/10/04.8210070378 


(>u'l0l304lD Ack receipt of 0PO9OV k 30 Urs informing NRC of stops taken 
to correct violations noted in IE insp on 020401-30 
STFRNDERO.D H Division of Resident, Reactor Project k Engineering 
Program! G2/JO/06 ROOT.R W Washington Public Power Supply 
System Ip 15681 319 2^X Fiche 50-460.82/10/06.0210130415 


'5210130^25 Updates lesponse to NRC 820600 J tr re violations noted in 
1C ln»p on 020401 -30 Correc t i ve actions local grinding to 
expose weld root performed on four wolds Cause of undersixed 
ueltfs due to improperly prepared weld bevels 
ROOT.R W Washington Public Power Supply System 02/09/30 
STERNDEMO.D M Division of Resident. Reactor Project St Englneerinq 
Programs 5pp 15601 320 24X Fi che 50-460. 02/10/06, 0210130415 


repv re use of lumped mass loads in 

83030^2"^* '‘I *‘''*’* analysis Initially Reported on 

020305 Parametric studies may resolve trivial mass changes 
P^°''’*ded on semiannual basis 

STERNBFfin Pow^r Supply System 82/09/20 

PrfarfmJ 1 Re.ldent. Reactor Project k Engineering 

g ams Gpp 15634 145 24X Fiche 50-460,02/07/20.8210070311 


°0CKET^50^514 PEBBLE SPRINGS NUCLEAR PLANT. UNIT I 
O Adjudicatory correspondence 

6210150476 Memorandum I, order directing applicants to rept details of 
status of applications for CPs to ASLB within 30 days of 
SVC of order 

SMITH. 1 W Atomic Safety and Licensing Board Panel 02/10/13 
Portland General Electric Co Ip 15703 047 24x 

Fiche 50-514,02/10/13,8210150476 

0 Inspection reports, IE Bulletins k correspondence 


Suppl 1. "Leaking k Dislodged 1-125 


8200190233 IE Info Notice 80-35. 

Implant Seeds '■ Sve list end 
CQDB.L 1 Division of Fuel Facilities, Materials k Safeguards 
02/10/06 Consolidated Edison Co of New York 66 sp 15761 2S0 
24 X Fiche 50-000,82/10/06,0208190233 


8200190238 IE Bulletin 02-03, "Stress Corrosion Cracking in Thick- 
Wall , Large-Di ameter. Stainless Steel. Rec ircu lation Sys 
Piping at BWR Plants " Sve list end 

DEYOUNO. R C Director's Office, Office of Inspection and 

Enforcement 02/10/14 Consolidated Edison Co of New York 

115pp 15810 125 24X Fiche 90-000.02/10/14,0200190230 
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UUUIVt I tu 1 1 civio 


&2l00l04tL Ack receip^fc ai 920913 Itr informiitg KRC of steps taken to 
correct vsolat;Dn5 noted in IE. Insp Repti 50-516/82 09 St 
50- 5Z<t/82-0B 

VERRELLI^D M Division of Project Resident Progracns 82/09/22 
P/\RfiIS.H0 Tennessee Valley Authority Ip 15572 181 24X 

Flche 50-510.82/09/22.9210010411 


— 6210O1O42D Foruiards response to KRC B20B12 Itr re violations noted in 
IE Insp Repts 50-5iB/Ba-0a St 50-520/62-08 Corrective 
actions OC investigation rept written to prevent use of 
protective coatings PV/C conduit covered & stored 
KAMMERiD S Tennessee Valley Authority 02/09/13 O'REILLY.JP 
Region 2. Office of Director 3pp 15372 192 24X 

fiche 50-318, 82/09/22. 82(0010411 


— 8210010426 Forwards IE Insp flepts 50-519/02-08 U 50-520/62-08 an 
820720-23 Si notice of violation 

VERRELLIfD M Division of Project fc Resident Programs 02/00/12 
PARRIS, HQ Tennessee Valley Authority 2pp 15572 1B5 24X 

Fichi 50'5ia. 92/09/22. 0210010411 


— 9210010431 Notice of violation from insp on 920720-23 

a Division of Project & Resident Programs 82/00/12 Ip 
15572 107 24X Fiche 50-518.02/09/22.0210010411 


--0210010433 IE Insp Repts 50-510/02-08 l< 50-520/82-00 on B20720-23 
Noncampl lan ce noted failure to follow procedures on storage 
i, preventive malnt of safety-related matls 

MERRI WEATHER. N . CONLON, T E Division nf Engineering It Technical 
Programs 02/09/11 5pp 15572 108 24X Fiche 30-518.82/09/22, 

8210010411 


8209190233 IE I nfp Notice 80-35. SuppI 1. "Leaking It Dislodged I-I25 
Implant Seeds " Svc list end 

CDBQiL 1 Division of Fuel Facilities. Haterials Safeguards 
82/10/06 Consolidated Edison Co of Neu York 66pp 15761 230 

24X Fiche 50-000. 02/ 10/06. 8200190233 


0200190230 IE Bulletin 02-03. "Stress Corrosion Cracking in Thick- 
Wall. Larga-Di ameter. Stain less atee). Redrcu lation Sys 
Piping at BWR Plants Svc list end 

DEYGUNO.R C Director's Office. Office of Inspection and 

Enforcement 82/l-0'/14 Consolidated Edison Ca of Neu York 

Itspp 15BIO 125 24X Fiche 50-000,82/10/(4.6208190230 


S Repprtable occurrences. LERs li related correspondence 


0210000247 Third It final deficiency repts re resolution of 
unanticipated vibratory loading concerns Initially reported 
on 811228 Program developed to insure piping «ys operate 
within design parameters Next rept provided by 021217 
MIU8.L H Tennessee Valley Authority 92/09/24 O'REILLY. JP 
Region 2. Office of Director 3pp 15630 104 S4X 
Fiche 50-000.02/09/24.8210000247 


8210050293 First interim deficiency rept re sli sheared motor pinion 
keys in Limltor<iUe Model 83-0-25 motoT operators Initially 
reported on B20930 Valves u/motor operators being tabulated 
Next rept will be submitted by 621122 

MlLL8rL N Tennessee Valley Authority 82/09/20 O'REILLY. J P 
Region 2. Office of Director 2pp 15609 070 S4X 
Fiche 50 - OOOr 02/09/28. 92 1 0050293 


9210290326 Second interim deficiency rept re use of nonconservatlve 
calcu latlonal method to evaluate general Const Spec 0-32 
spacing violations Initially reported on 020920 Next rept 
will be sent by 830528 

MILLG.L M Tennessee Valley Authority 82/10/12 8 'REILLY, J P 

Region 2, Office of Director 2pp 15B53 064 24X 

-he' 50-000. 82/10/12.8210290320 


8210260320 First interiin deficiency rept re addition of locking dt.Ki 
to handwheel operated valves Initially reported on 02091* 

Const activities deferred Analyses of locking devices 
continuing Next rept will be sent by 020310 

MILLS.L M Tennessee Va IJ ey Author i ty 02/10/18 0 "R^ ILL Y, d I* 

Region 2. Office of Director 2pp 15802 359 24X 

Ficho 30-000.02/10/18.8210260320 


9210290274 Final rept for Deficiencies B 4 E & seventh interim 4 

Deficiencies A t. D re control of procurement activities 
Initially reported on 010316 Final corrective actions noted 
Next rept expected by B30428 

MILLS.L M Tennessee Valley Authority 02/10/21 0 ' RE 1 1 I V, ,J 1' 

Region 9, Office of Director 4pp 15053 143 24X 

Fiche 50-000,02/10/21.0210290274 


DOCKET STN-50-S19 HARTSVILLE NUCLEAR PLANT, UNIT 2 


A App Ucat lon/c onskruc tion stage documents t* correspondence 


0210040430 Informs of decision to refund fees remitted u/aQl(>:n 
application to deieto certain requirements from primary 
water quality monitoring Fees should not be charged in cases 
where licensee has effective NPDES permit 

MILLER, HO License Fee Management Branch 02/09/21 FARIUb.M i, 
Tennessee Valley Authority Ip 15597 263 24X 

Fiche 50-000. 02/09/2 1.021 0040430 


0 Inspection reports. IE Bulletins L correspondence 


0210150318 Forwards IE Insp Ropts 50-51 0/B2-1 I . 50-519/G2- l 0, 
50-580/02-11 «£ 50-521/02-09 on 020316-18,25 & 0910 No 
none omp 1 lance noted 

VERRELLI.D M Division of Project 6 Resident Programs 
PARRIS, H 0 Tennessee Valley Authority 2pp 15705 256 J4)t 
Fiche 50-510.02/09/20.8210150310 


—8210150334 IE Insp Repts 50-510/02-11.50-519/82-10,50 520/11.? II V 
50-521/82-0? on 020816-10,25 S' 0910 No noncomp I lancp rioted 
Major areas inspected open i terns, independent insp effurt 
(A-l & A-2) 6 site deferral preparation (A-l 6 a- 2J 
SCRAPKER, U F . CANTRELL, F S Division of Project t. Roaidenl 
Programs 02/09/20 4pp 15705 258 24X Fiche 50- SlfMlJ u 

8210150310 


6208170233 IE Info Notice 00-35, Suppl 1. "Leaking b Dislodged J 
Implant Deeds " Bve list end 

COOBfL { Division of Fuel Facilities, Materials % Sareguardi 
62/10/06 Consolidated Edison Co of Now York 66p p L5/hl .'tO 
24X Fiche 50-000,82/10/06,8200190203 


620B19023B lE Qulletin 82-03, "Stress Corrosion Cracking in Ihitl 
Hat 1, Large-Oi amster. Bta inless Steel . Rec Ircu latlon Oys 
Piping at DWR plants " Svc list end 

DEYOUNO.R C Dlrectur's Office. Office of Inspoction nnd 

Enforcement 82/10/14 Consolidated Edison Co of N«w York 

lispp. 15810 125 24X Fiche 50-000, 02/10/ 1 4i 0200190230 


S Reportable occurrences. LERs 6 related cor respondcnce 


B21029Q1B7 Interim deficiency rept re deferral of const activlliri 
Initially reported on 820623 Commitments made in rept. audit 
findings it response to violations deferred until restart of 
design ^ cons t 

MILLS.L M Tennessee Valley Authority 02/10/14 O-'REJLIY. JP 
Region 2. Office of Director Ip 15853 312 24X 

Fiche 50-000.62/10/14.0210290187 


DOCKET srN-5O-S20 HARTQVIULE WiCLEAR PLANT, UNIT 3 


A App] ication/conatruct i on stage documents & correspondence 


6210040430 Informs of decision to refund fees remitted w/fl0l03l 
application to delete certain requirements from primary 
water quality monitoring Fees should not be charged in casei 
where licensee has effective NPDES permit 

MILLER, W 0 License Fee Management Branch 82/09/21 PANRII^II L 
Tennessee Valley Authority Ip 15397 263 24X 

Fi cite. 30-000, 82/07/21, 8210040430 


Q Inspection reports. IE Bulletins fc correspondence 


0210150310 Forwards IE Insp Repti 50-310/82-11.50-519/02-10. 
50-520/82-11 U 50-521/02-09 on 820016-10,25 it 0710 No 
noncomp 1 lance noted 

VERR£LLI,D M Division of Project & Resident Programs 82/07/iK} 
PARRIS, HO Tennessee Valley Authority 2pp 15705 2 36 24X 

Fiche’ 30-518, 02/07/20, 9210150310 



DOCKETED ITEMS 
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--‘8210150334 IE Insp Repta SO-5I0/02-1 1 . SO-51 9/82- 10. 50-520/03- 11 1# 
50“ 52 [/sa- 09 on 820816-10.25 t> 0910 No noncompliance noted 
Kajor are^is inspected open 1 1 ems. independ ent insp effort 
lA-l & A-2) U site deferral preparation (A-1 it A-21 
SCHAPyiER. J F ■ CANTREtL.F S Division of Project it Resident 
Programs 82/09/20 4pp 15705 250 24X Fiche 50-510-02/09/20, 

0210150318 


aSlCOlOAU AcV receipt of 820913 Itr informing NRC of steps taken tt> 
correct violations noted in IE Insp Repts 50-518/02-00 & 
50-520/02-00 

VERflELLI.D M Division of Project & Resident Programs 82/09/22 
PARRIS, h G Tennessee Vailei| Authority Ip 15572 181 24X 

Fiche 50-510,82/09/22.0210010411 


--021OOIO42O Forwards response to NRC 020812 Itr re violations noiod m 
IE [nsp Repts 50-510/02-00 t 50-520/82-0B Corrective 
actions QC investigation rept written to prevent use of 
protective coatings Tt PVC conduit covered l< stored 
l‘AMHER< D S Tennessee Valley Authority 82/09/13 O'REILLY. J P 
Region 2i Office of Director 3pp 15572 102 24X 

Fiche 50-510.02/09/22.8210010411 


--8210010426 Forwards JC Insp Repts 50-510/62-00 50-520/82-00 on 

820720-23 6 notice of violation 

VERPELLl.D M Division of Project l» Rosident Programs 82/00/12 
PARRIS. H G Tennessee Valley Authority 2pp 15572 105 24X 

Fiche 30-518. 02/09/22. 021001041 1 


“-02tOO'1O43l Notice of violation from insp on 020720-23 

e Division of Project |< Resident Programs 02/08/12 Ip 
15572 187 24X Fiche 50-510.02/09/22.0210010411 


“-B230010433 IE Insp Repts 50-510/82-OB tr 50-520/02-00 on 820720-23 
None ompl lancc noted failure to f ol 1 ow pro cedures on storage 
S. preventive maint of safety-related matls 

KERR lUEATHER. N . CONLON. T E Division of Engineering it Technical 
Programs 82/08/11 5pp 15572 100 24X Fiche 50-510.82/09/22, 

8210010411 


S20B190233 IE Info Notice 80-35. Suppl 1. “Leakimg it Dislodged I 125 
Implant Seeds " &vc list end 

CODQ. L 1 Division of Fuel Facilities. Materials Safeguards 
Q2/IO/06 Consolidated Edison Co of New Vorlt 66 pp 15761 O'lO 
24< Fiche 50-000. 02/10/06. 0200190233 


8206190238 lE Dullolin 02-03. "Stress Corrosion Cracking in Thick- 
Nal 1 i Large-Di ameter. Sta in 1 ess Steel . Rec ircu la tl on Sys 
Piping at DWR Plants " Sve list end 

DEvquHQ.R C Director's Office. Office of Inspection and 

Em-orcement 82/10M4 Consolidated Edison Co of New Yorti 

lL5pp 15SI0 125 24X Fiche 50-000. 02/10/ 14. 0200190230 


5 Reportable orcurrenecs. L LRs i related correspondence 


9210080247 Third ^ final deficiency repts re resolution of 
unanticipated vibratory leading concerns Initially reported 
on 311220 Program developed to insure piping sys operate 
within design parameters Neil rept provided by 021217 
mills. L M Tennessee Valley Authority 02/09/24 O'REILLY, .i l‘ 
Region 2. Office of Director 3pp 15636 104 24X 

Fiche 50-000.02/09/24.0210000247 


92l'0O5O293 First interim deficiency rept re six sheared motor pinion 
keys in Limitorque Model 80-0-25 motor operators Initially 
reported on 820030 Valves w/motor operators being tabulated 
Next rept ui 1 1 be submitted by 821122 

mills, L M Tennessee Valley Authority 02/09/28 O 'REILLY. J P 
Region 2. Office of Director 2pp 15609 070 24X 

Fiche 50-000. 02/09/20. 82 1 0030293 


B21029032B Second interim deficiency rept re use of nonconservative 
cal cuiati onal method to evaluate General Const Spec 0-32 
sp 0 Cing Violations Initially reported on 820520 Next rept 
wilt be sent by 830528 

MlLLB.L M Tennessee Valley Authority 02/10/12 Q'REILLV. J P 
Region 2. Office of Director 2pp 15853 064 54X 

Fiche 50-000,02/10/12.8210290320 


B210290187 Interim deficiency rept re deferral of const activities 
InitiaHy reported on B20623 Commitments made in rept. audit 
findings p response to violations deferred until I'estart of 
design ti const 

HILLS, L M Tennessee Valley Authority 02/10/14 Q'HEJLLY. J P 
Region 2, Office of Director Ip 15853 312 24X 

Fiche 50-000.82/10/14,0210290187 


8210290236 Third interim deficiency rept re potentially -overs tr essed 
embedded plates Initially reported on 820412 Investigation 
continuing it const activities deferred until sufficient info 
gathered to determine comple-tlon of project 

MILLS.L M Tennessee Valley Authority 82/10/14 O'REILLY. J P 
Region 2, Office of Director 2p p 15053 229 24X 

Fiche 50-000,02/10/14.8210290236 


8210260320 First interim deficiency rept re addition of locking devices 
to Jianduiheel ooeratad valves Initially reported on 820916 
Const activities deferred Analyses of locking devices 
continuing Next rept -will be sent by 820310 

HILLS.L M Tennessee Valley Authority 82/10/10 O'REILLY. J P 
Region 2. Office of Director Spp 15002 359 24X 

Fiche 50-000, 82/10/ 10. 0210260320 


8210290274 Final rept for Deficiencies B &t E it seventh interim rept fot 
Deficiencies A &> 0 re control of procurement activities 
Initially reported on 810316 Final corrective actions noted 
Next rapt expected by 830428 

MILLS.L M Tennessee Val 1 By Au thori ty 82/10/21 Q'REILLV. J P 
Region 2, Office of Director 4pp 15053 143 24X 

Fiche 50-000. 02/10/21. 8210290274 


DOCKET STN-50-521 HARTSVfLLE MJCLEAR PLANT. UNIT 4 


A App 1 ic a t ton/cons true t ion stage documents correspondence 


82100404QO Informs of decision to refund fees remitted U/G01031 
application to delete certain requirements from primary 
water quality monitoring Fees should not be charged In cases 
where licensee has effective NPDES permit 

MILLER. U Q License Fee Management Branch 02/09/21 PARRlB.H 0 
Tennessee Valley Authority Ip 1SS97 263 S4X 
Fiche 50-510. 02/09/21 . 8210040430 


Q Inspection reports. IE Dulletlns & correspondence 


eaiOlSOaiB Forwards IE Insp Repts 50-518/02-11.50-519/92-10. 
50-520/02-11 i, 5O-5S1/02-O9 on 020816-10. 25 it 0910 No 
noncompliance noted 

VERRELLl.D M OivtslDn of Project & Resident Programs 82/09/20 
PARRIS. H 0 Tennessee Valley Authority Spp 24X 
Fiche 50-518. 02/09/20. 02101 503 IB 


— B2101S0334 IE insp Repts 50-510/02-11.50-519/32-10.50-520/82-11 & 
5O'-52l/02-O9 on 020816-10.15 tt 0910 No noncompHance noted 
Major areas inspected open items, independent insp effort 
<A-1 it A-31 b site deferral preparation (A-1 & A-S> 

GGHAPKERrJ F Division of Project 8» Rasidont Programs 82/09/20 
4pp 24X Fiche 50-510.02/09/20.0210150318 


0208190233 IE Info Notice 00-35. Suppl i. -'Leaking t Dislodged l-iSU 
Implant Seeds " Sve list end 

CDDBiL F Division of Fuel Facilities. Materials L Safeguards 
02/10/06 Consolidated Edison Co of New Vork 66 pp 15761 230 

24 X Fiche 50-000.82/10/06.0200190233 


8208190238 IE DuUetin 82''03. "Stress Corrosion Cracking In Thick- 
Ual li Large-Di ameter. Stainless 6 teel. R ec ircu latlon 5ys 
Piping at BWR plants '* Sve list end 

DEYOUM(?.R C Director's Office. Office of Inspactian and 

Enforcement 02/10/14 Consolidated Edison Co of New York 

I15pp J301O 125. 24X Fiche 50-000. 82/10/14,0200190230 


8 Reportable occurrences. LERs it related correspondence 


8210290107 Interim deficiency rept re deferral of const activities 
Initially reported on 020623 Commitments mads in rBpt.audit 
Findings li response to violations deferred until restart of 
design -b const 

MILLS.L M Tennessee Valley Authority 02/10/14 □'RElLLYi J P 
Region 2. Office of Director Ip 15853 312. 24X 

Fiche 50-000,02/10/14.0210290187 


DOCKET 50-522 BKAOIT NUCLEAR POWER PROJECT* UNIT I 


A Application/construction stage documents b to-rrei pondence 


8210290150 Summary of B20921 meeting w/appl icant-s In Dethesda.KD re 
program to Investigate Nay Junction monocline 

MOONfC U LlcensiriB Branch 4, 02/10/05 Licensing Drench 4 

4pp 15876 224. 24X FUhe 50-522,82/10/05*8210290150 
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0 Pral Itninarij Safstt/ Analysts Report* aJiiends 


B210210337 Forwards Amend 27 to PSAR 

M^ERS* R V Puget Sound Power fi Light Co B2/IQ/03 Office of 
Nuclear Reactor Regulation* Director 3pp 157^4 311 24X 

Flche 50-522, 02/10/00. B2102J0337 


--821031033? Affland 27 to PSAR 

a Puget Sound Power & Light Co 02/lO/OB lOlpp 1371^4 314 
24X Fich* 5 0-552.02/10/08.8210210337 


&310260430 Foruardt Affidavit of Svc certifying distribution of PSAR 
Amend 27 to 1 iited persona on 821020 

THOMSEN. F T Perkins. Cole. Stone. Oloen U HilUanii 02/10/22 
Office of Nuclear Reactor Regulation. Director 3pp 15B0A 033 
24X Fichfl 50-322. 82/10/22. 821 02A0430 


C Uiilitg Envi renfflcnta 1 Report (ERJ. amends correspondence 


0210070189 Forwards Amend 7 to application for site certification/ 
environ rept Amend revises info re ne td-f ar-pouer. 
alternative energg sources. soc ioeconomi cs L exclusion area 
boundary Verification & distribution list encl 

MYERS. R V Puget Sound Pouter & Light Co 82/09/16 Office of 
Nuclear Reactor Regulation, Director 6pp 1S&34 349 24X 

Flche 50-522.02/09/16.8210070169 


— 8210070193 Amend 7 to application for site certification/environ rept 
« Puget Sound Pouar & Light Co 62/09/16 250pp 13634 354 

24X Fichfl 50-322.82/09/16.8210070169 


8210010302 Paritiards Affidavit of Svc for Amend 6 to application for 
site cer tlf Ic ation/envi ron rept 

niDMSEN.F T. Perkins. Cole. Stone. Olsen 4c UiJliams 02/09/27 

Office of Nuclear Reactor Regulatiori. Director 3pp 15574 293 

24X Plche 50-522.82/09/27.6210010382 


8210130190 Foruards Affidavit of Svc for Amend 7 to application for 
sit* certif ic at I on/envi ron rept 

THOMSEMiF T Perkins. Col*. Ston*. Olsen «. WUllams 02/10/07 
Office of ffuc lc«r Reactor Rigulatio'n. Director 3pp 15674 104 
24X Flche 50-522.82/10/07.8210100190 


0 Ad judicatort| c orrespondsnc « 


92100303B9 Respond* to util 820917 first set of Lnterrngatorie* 
Certificate of Svc end Relatfd correspondence 

BELL. N Coalition for Safe Pouer 02/09/28 Puget Sound Power t( 
Light Co 4pp 15608 231 a4!C Fiche 30-522.02/09/28.0210030369 


6210030169 Supplement to petition to Interven »* Consisting of 
contentions 4c bases for contentions 

HOVIS.vT B Yakima Indian Nation HOVIS.*/ 0 Hovis.. R L 02/09/29 
Atomic Safety and Licensing Board Panel 63pp 15605 052 24/ 

F/che 50-522. 02/09/29. 021 0050 169 


100S0171 Applicant rospo-nse to Coalition for Safe Power 020910 first 
set of interroge torles Certificate of Bvc e nc 1^ Related 
correspondence 

THONSEN. F T Puget Sound Power & Light Co THOMSEN* F T Perkins, 

Coie, Stone. Ol«en & UlUlams B2/09/29, Coalition for Safe 

Power 34pp 13604 1 4 5 24 X Fiche 50-522.82/09/29*8210050171 


*■ of interrogatories Certificate of Svc 

Federation THATCHER, T L Qregon 
.T L Thatcher. TL 82/10/04, 

9p 15643 260 24X 


8210120268 Orlef supporting Columbia River Inter-Tribal Fish 
Commission 820923 appeal of A6L8 820900 memorandum )(< order 
denying Columbia petition to intervene Columbld has met 
injury in fact test Certificate of Svc end 

DEWEY. L B Hearing Branch 3 82/10/08 Atomic Safety and 

Licensing Appeal Panel aOpp 15653 050 a4X Fjthe 3D-J)*>^, 
82/10/00. 8210120288 


0210200045 Response to Yakima Indian Nation 820930 suppt to piliLian K 
intervene. con talni ng list of contentions Objects to 
Contentions 4-10 Certificate of Svc end 

THDMSEN.F T Puget Sound Power 4. Light Co THOMSEN. F T Periii^. 

Cpit. Stone. Olsen 4: Williams 82/10/14 Atomic Oafety and 

Licensing Board Panel I6pp 15756 026 24X Fiche 30 3.12,11 J/ 1 M 

0210200045 


8210190373 Notice of withdrawal of appearance m proceeding Cerlificai 
of Svc encl 

DLACK.R L Hearing Branch 3 02/10/15 3pn 15741 2(1 ;,!4k 

Fiche 50-522.82/10/15.0210190373 


0210200058 Response to 020910 first set of production r*ituo»ti 
Certificate of Svc end Related correspondence 
FRANTZ, S P Puget Sound Power S« Light Co FRANTZ. 8 P 
Uowenste im Newman. Re 1 Si Axelrad & Toll 02/10/15 Coalition Ict 
Safe Power 02pp 15753 093 24X Fiche 30-522. fl.V 1 0/1 3, IIJH 


8210220429 Response to Yakima Indian Nation 02Q93O suppi tu ppliti^n 
to Intervene, setting forth contentions Conteniiont l.dfi'J I, 

6 should be admitted h consolidated u/similar contention* 
Certificate of Svc encl 

OEWEV, L 8 Hearing Branch 3 02/10/20 Atomic Uaf»t«j and 

Licensing Board Panel 2ipp 15780 190 24X Ficho SO- 0 J/ ( 0,- 

6210220429 


H Oeneral correspondence 


0210220434 Requests all parties be Informed of Nall Wildlife fedtral 
4, OR Environ Council correct address 

THATCHER, T L National Wildlife Federation 02/10/19 (llflf* 
the Secretary of the Commission Ip 15778 269 ilAX 
Fiche 50-522102/10/19,8210920434 


Q Inspection report*, IE Bulletins 4< correspondence 


6200190233 IE Info Notice 80-35, Suppl l. "Leaking I Dltlndged I I* 
Implant Seeds ** Svc list encl 

COQSiL i Division of Fuel Facilities, Materials 1, Eiafegnards 
02/10/06 Consolidated Edison Co of New York 66(ip lA/Al J 
34X Fiche 50-000.82/10/06.8208190233 


02OBI9O23G IE Bulletin 82-03. "Stress Corrosion Cracklny in Thirl 
Wall. Large-Di ameter. Btalnless Steel. Rec Ircu lotion 8ijt 
Piping at BWR Plants " Svc list end 

DEYOUNO.R C Director's Office, Office of InspecUon and 

Enforcement B2/10/H Consolidated Edison Co of N«u Vnr k 

ll5pp 15010 125 24X Fiche 50-000. 02/10/ 14. 0208 l90arJ8 


DOCKET 30-523 SKAOIT NUCLEAR POWER PROJECT. UNIT 2 


A Appl Icatlon/construc 1 1 on stage documents 4. correip onifttic f 


8210290158 Summary of 020921 meeting w/applicants in Belheida.HH r 
program to investigate May Junction monocline 

MQON.C W Licensing Branch 4 02/10/05 Licensing llranch 4 

4pp 1 5076 224 24X Fiche 50-522, 82/10/05. 02102901 50 


B Utility Prsllminary Safety Analysis Report, amends 


bal FisJi Commission 
indum t* order 
ise appeal Jn 

THOMSEN. F T Puget Sgunrf Power 4< Light Co THOMSEN, F T Perkinsr 

CoiSf Stone* Otsen 4* WlUlems 82/10/06 Atomic Safety and 

Licensing Appeal Panel 3pp 15600 320 24X Fiche 50-522.02/10/06, 

0210130367 


:i0ia049a Responia to 020917 first eet of interrogatories 
THOMSEN, F.T Puget Sounif Power 4, Light Co THDMSEN.F, T Perkins* 
Cole, Stone, Qlsen Hi 11 lams 82/10/06 Natural Resources 
Defense Council, epp 15603 009 2 4X Fic he* 50-522, 02/10/06. 

0SIO 130498 


►10120271 Notice of appearance in proc eedlng, Certificate of Svc end 
DEWEY, L S Haerlng Branch 3 02/10/00 3pp 15652 314 24X 

Fiche 50-522, 02/10/06.8210120271 


8210210337 Forward* Amend 27 to P8AR 

MYERS. R V Puget Sound Power & Light Co 02/10/00 Office « 
Nuclear Reactor Regulation, Director 3pp 15764 31J 24k 

Fiche 50-522,82/10/08,9210210337 


— 8210210339 Amend 27 to PSAR 

4 Puget Sound Power 6 Light Co 82/10/00 lOlpp J5764 Jj 4 
24X Fiche* 50-SSa. 02/10/08, 6210210337 


8210260430 Forwards Affidavit of Svc certifying distribution ol p* 
Amend 27 to listed persons on 021020 
THOMSEN, F T Perklnsj Coie, Stone, Olsen It Willlami 
Office of Nuclear Reactor Regulation, Director 3pp l5Ef06 Otp 
24 X P 1 c h e , 50- 522 , 62/ 1 0/22 1 021 0260430 



DOCKETED ITEMS 


1 


Ubvlitkj Emv i rontnental Heijort (Eft), amenda fct correspond ence 


1007010'? Foruards Amend 7 to application for site certification/ 
environ rept Amend reviaes info re need-f or-p'Ouier, 
alternative energy aoorces. soc i oeconomics h exclusion ar«a 
boutidarip Verification t distribution list end 

UVERSa R V Puget Sound Pou/er fcc Light Co 02/09/16 Office of 

Nuclear Reactor Regulation, Director 6pp 15634 340 24X 

Fiche 50-522,02/09/16,0210070109 


-0210070193 Amend 7 to applicatien for site c erti f i cat i on/ehvi ran rept 
<* Pu 9 et Sound Pomer 6 Light Co 03/09/16 250pp 15634 3*14 

24X Fiche 50-522,03/09/16.0210070109 


2100)0302 Forwards Affidavit of Sve for Amend 6 to application for 
site certl f ic ation/environ rept 

IHOMSEfLF T Pert ins. Cole, Stone, Olsen & Williams G2/09/27 

Office of Nuclear Reactor Regulation, Director 3pp 15574 293 

24/ Ficlie 50-522.02/09/27.8210010382 


32iOJ30J90 Forwards Affidavit of 5vc for Amend 7 to application for 
stle cer 1 1 f ic at lon/onv l T on rept 

lUCf’SEN F T Pertins, Coie, Stone. Olsen h Williams 02/10/0/ 

Office of Nuclear Reactor Regulation. Director 3pp 15674 104 

24/ Fiche 50-522.82/10/07.8210130190 


f. Adjudicatory correspondence 


3^10050399 Responds to util 020917 first set of i nter i ogotor les 
Certificate of Sve end Related tort esp ondenc e 

OELL.N Coalition for Safe Power 02/09/28 Puget Sou>nd Power ?, 
Light Co 4pp 15600 231 24 X Fiche 50-522,82/09/20,021005030'? 


62I0050I69 Supplement to petition to in tervenG, cone t s fc log of 
contentions U bases for contentions 

KDV^IS, J D Yakima Indian Nation HOVIS, J D Hovi®, R L 02/09/29 
Atomic Safety and Lirensing Doard Panel 62pp 15605 052 24X 

Fiche 50-522.02/07/29.8310050169 


8210050171 Applicant response to Coalition for Safe Power 820910 fnst 
set of interrogatories Certificate of Sve end Related 
cqrrespondifinc e 

ThO*iSE.(|. F T Puget Sound Power ft Light Co THDMStN. F T Perkinr, 

Coie. Stone, Olsen 6 Williams 02/09/29 Coalition for Safe 

Power 34pp 15604 145 24)r Piche 50-522 . 02/09/29, 02100501 71 


8210030073 Response to first set Of interrogo tor i os Certificate of Sve 
enc 1 

THATCHER. T L National Wildlife Federation THATCHER, T L Oregon 
Environmental Council THATCHER. T L Thatcher. TL 02/10/04 
Pupet Sound Power h Light Co 9pp 15643 260 24X 

F 1 1 h e 50 - 522. 02 / 1 0/04 , 02 1 0000073 


8210130367 Response to Columbia River Intbr-Ti i ba 1 Pish Commission 
820923 notice of appeal of AELD 820903 memorandum order 
denying t hter venti on Applicants will not oppose appeal in 
order to maintain schedule for proceeding 

T4(DnSEN,F T Puget Sound Power t< Light Co THOMSEN. F T Pork inn, 

Coie. Stone. Olsen V Williams 02/10/06 Atomic Bafetij and 

Licensing Appeal Panel 3pp 15600 320 24X Fiche 50-522.02/10/06. 

82 1 01 30367 


03l'O13O49a Response bo 020917 fust set of interrogatories 

THOMSEN. F T Puget Sound Power ir Light Co THOMSEN. F T Parle I hb, 

Coie. Stone. Olsen & Williams 82/10/06 Natural Resourt.es 

Defense Council 0pp 15603 009 24X Fiche 50-522.02/10/06. 

8210130498 


B210120271 Notice of appearance in proceeding Certificate of Sve end 
ceUEY.L S Hearing Branch 3 62/10/00 qpp 15652 314 24X 

Fiche 50-522.02/10/00,0210120271 


8210120288 Brief supporting Columbia River Inter-Tribal Fish 
Commission 820923 appeal of A5LQ 620900 memorandum & order 
denying Columbia petition to intervene Columbia has met 
in/ury in fact test Certificate of Sve encl 

DEI/EY. L B Hearing Branch 3 02/10/00 Atomic Safety and 

Licensing Appeal Panel SOpp 15653 058 24K Fiche 50-922, 
52/ lO/OG, 0210120200 


&SS0200O45 Response to Yakima Indian Nation 020930 suppl to petition to 
intervene, containing list of contentions QhjGCts to 
Contentions 4-10 Certificate of Sve end 

THOMSEN, F T Puget Sound Power t. Light Co THOMSEN, F T Perkins, 

Coie. Stone. Qlsen 8, Williams 02/10/14 Atomic Safety and 

Licensing Board Panel I6pp 15756 026 24X Fiche 50-522.02/10/14. 

B2 10200045 


0210190373 Notice of uithdrawal of appearance in proceeding Certificate 
of Sve enc 1 

BLACK, R L Hearing Branch 3 02/10/15 3pp 15741 211 24X 

Fiche 50-522.02/10/15.6210190373 


6210200050 Response to 620910 first set of production requests 
Certificate of Sve encl Related corre t pondenc a 
FRANTZ. 3 P Puget Sound Power 6 Light Co FRANTZ, S P 
Lawenste in. Newman, Re i s. Axel rad b Toll 92/10/15 Coalition foi 

Safe Pow&r B2pp 15753093 24X Flcha 50-522,82/10/15,0210200050 


6310220429 Response to Yakima Indian Nation 620930 «uppl ta petition 
ta intervene, setting forth contentions Contentions 1<2.3 L 
6 should he admitted & conoo 1 1 <f a ted Uf/similar contentions 
Certificate of Sve one I 

DEWEY, L S Hearing Branch 3 02/10/20 Atomic Safety and 

Licensing Board Panel aipp 157B0 190 24X Fiche 50-522. 82/ 10/20, 

8210220429 


H General correspondence 


0210220434 Requests all partiea be informed of Natl Wildlife Ffederatian 
it OR Environ Council correct address 

THATCHER, T L National Wildlife Federation 02/10/19 Office of 
the Secretary of the Commission Ip 15776 369 24X 

Fiche 50-522, 82/10/19,8210220434 


Q Inspection reports. IE Bulletins & corresp ondente 


0300190233 IE Info Notice 80-35, Suppl 1, "Leaking b Dislodged 1-135 
Implant Seeds " Sve list encl 

C0BB,L t OLvisidn af Fuel racilittes, Materials <t Safeguards 
02/10/06 Consolidated Edison Co of New York 66pp 15761 250 

244 Fiche 50-000,62/10/06,0208190233, 


0200190230 IE DuUetin 62-03. “Stress Corrosion Cracking in Thick- 
Wall, Larg e-Ol ameter, Sta mi ess Steel j R ec irc u I a tiofi 8y« 

Piping at DWR Plants " Sve list encl 

DEYOUNG. R C Director's Office, Office of Inspection and 
Enforcement 62/10/14 Cone O'! Ida t ed Edison Co of New York 

115pp 15010 125 24X Fiche 50-000,02/10/14,0508190238 


DOCKET 8TN-50-528 PALO VERDE NWCLEAR flTATlON. UNIT I 


A App I lea tion/construc turn stags documents & correspondence 


0210160308 Notifies that commitment re accuracy of calLbr stds per 
Amend 9 Page 17 2-96 not acceptable Justification should bo 
providod or 2nd & 3rd paragraphs should be revised 
MIRAOLIA. F J Licensing Branch 3 8 2/09/17 VAN BRUNT. E E 

Ariiona Public Service Co app, 15746 359 24X 

Fiche 50-520.62/09/17,6210180306 


—0209210413 Discusses branch position on Amend 9 to F8AR re revised 
commitment regarding accuracy of calibr stds Justification 
must be provided or commitment must be revised in order to 
be acceptable 

HAAS8,WP Quail ty Assurance Branch 02/08/31 MlRAOLlA. F. J 
Licensing Branch 3 2pp 15746 357 24X Fiche 50-528,02/09/1/, 

0210180308 


021-0120023 Discusses organ i ia tional arrangement for technical support 
of facility operation Updated arrangement should be provided 
by 621115 

KEBRIOANiJ D Licensing Branch 3 62/09/23 VAN BRUNT, E E 

Arliona Public Service Co 2pp 18609,187 24X 

Fiche 90-920,62/09/23.0210120025 


8210100243 Forwards draft final nonrad I o I ogica 1 protection plan 
Comments requested 

KERRIOAM, J D Licensing Branch 3 02/09/23 VAN BRUNT. E E 

Florida Power Light Co 2pp 1574-6 243 , 24X 

Fiche 50-920102/09/23.8210160243 


— 6210180240 Draft final nonrad Lalogica I environ protection plan 
a Licensing Branch 3 62/09/23 t3pp 15746 245 24X 

Fiche 50-520,02/09/23.8210100243 


8210210026 Forwards request for addl Info to complete review of 
'■Probabilistic Risk Assessment of Tornado Missile Damage to 
Station UHS. " flee h tel Stwdy JO-NS-J 06 

KERRIQAN.J D Licensing Branch 3 82/09/29, VAN BRUNT, E E 

Ariiona Public Service Co 4pp 15762 197 24X 

Fiche, 50-528, 02/09/29,6210210026 


8210060245 Forwards Revision I to ‘‘'Pump L Valve Inservlce Testing 
Program, Pa lo Verde Nuclear Oeneratlng Station “ 

VAN BRUNT. C t Arizona Public Service Co 82/10/01 NQVAK, T 
Division of Licensing 2pp. 15620 1^43 24K Fic he 50-528, 82/ lO/Oi, 

8210060245 
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DOCKETED ITEMS 


— 0210060247 ”P*jrnt> It Valve Inservice Te»ting Program^ Palo Ve^de Nucleai 
Osnerating Stetioni " Revision 1 

* At 1 I one Public Service Co 82/0B/17 179pp 19620 345 34X 

Fiche 50-528. B2/ 10/01 r 82 10060245 


e210150163 Fortuards application to amend CPPR~141» CPpR-142 CPPR-143, 
ectending const completion date for Ifnxt 1 tn B3DB31 
VAN DRl/NT.E E Arliana Public Service Co 01/JO/12 Office of 

Nuclear Reactor Regulatloni Director Opp 15706 351 24X 

rich* 50-528.82/10/12.0310150163 


--8210150176 Application to amend CPPR- I 4 1. CP PR-142 if CPPR-143. ertendmg 
conot completion date for Unit 1 to 830031 
VAN ORUNT»E E Anrona Public Service Co 02/10/12 7pp 
15706 354 24X Pjche 50-520.82/10/12.8210150163 


02liOl9O717 Request* NRC rqvieu results of PWR design anali^ses to 
approve removal of pip* whip restraints Naetlng u/NRC to 
discuss request it facilitate eichange af info 8 . question* 
suggested 

VAN DRUNT. E E Arliona Public Service Co 82/10/14 NOVAK. T H 
Assistant Director for Licensing 2pp 1573B 211 24X 

Fiche 50-52Bi 02/10/14. B310190717 


0210190463 Forwards responses to Auxilsarf^ Sg s Dronch 020929 request 
for addl info re probabilistic risk assessment of tornado 
missile damage to UHS 

VAN BRUNT. E E Arizona Public Service Co 62/10/15 NOVAK. T H 
Assistant Director for Licensing 9pp 1574-0 269 24X 

Fiche 50-528.02/10/15.8210190463 


0210260057 Advises that util will provide comments on draft environ 
protection plan bg 621129 

VAN BRLNT.E E Arizona Public Service Co 82/10/21 NOVAK. T M 
Assistant Director for Licensing Ip 15037 261 24X 

Fiche SO -528. 82/10/21. 6210260057 


0210280139 Advises that util will respond bg 821129 to NRC 6209S9 Itr 
re scbadiiie for resolution of remaining outstanding t. 
canf irmatory issues 

VAN BRUNT. E E Arizona Public Barvice Co 02/10/21 OVAK. T N 
Assistant Director for Licensing tp 15637 133 24X 

Fiche 50-528.82/10/21.3210260137 


6210260199 Forwards Proof of 6 vc for 621012 application to amend 
CPPR-141. CPPfi-142 CPPR-143 

VAN BRUNT. E E Arizona Public Service Co 02/10/21 Office of 

Nuclear Reactor Regulation. Director 3pp 15037 001 24X 

Fiche 50-528.62/10/21.6210260199 


8210270211 Forward* proposed amended page* to F 6 AR Section 626. 
providing Type C testing of valves associated u/Contalnment 
Penetrations 44.67 St 77 using air Affidavit end 
VAH BRUNT. E E Arizona Public Service Co 62/10/22 NDVAH. T H 
Assistant Director for Licensing 17pp 15629 318 24X 

Fiche 50-528.62/10/22.6210270211 


E NRC Safety Evaluation Report (SERI, suppl* it correspondence 


9210210500 Forwards 8 ER. Suppl 3 re OL application M/o end 
KERRIOAN. J D Licensing Branch 3 02/09/23 VAN BRUNT. E E 

Arizona Public Service Co 3pp 15762 263 24X 

Fiche S0-52B. 92/09/23. 0210210500 


ETV evaluation REPORT RELATED TO THE OPERATION OF PALO 
R OENERATINO ST AT ION. UNITS 1.2. AND 3 Docltet 
en- 1^29, Acid 50-530 (ArlzoTia Public Service 

Regulation, Director NUREO-OSS? 603 
44 75 15636 268 EdX 


'n 13 1 2 3 concerning 

1 he 

0/04 NOVAK. T H 

50-528, 02/10/04, 


MiTurms or assign mods incorporated into listed dtauinge to 
provide two devicei in serift for adequate primary tt backup 
protection of circuits Hods close 8 ER Confirmatory item 
dJscuseed Jn Srction 8 4 3 

VAN BRUNT. E 6 Arizona Public aervic# Co 02/10/29 NOVAK. T M 
Assistant Director for Licensing. 2pp I 5036 356 24X 

Ff C h e 50-526 , 82/ 1 0/ 25, 02 1 0290274 


0 Adjudicatory correspondence 


0210130417 Notice of corrections to Joint Applicants reply to PL 
Haurihan proposed findings of fact 6 conclusion* of law 
DISCHOFF.C A Joint App I i cants-Palo Verde BISCHOFF.C A Qischofii 
C A 02/10/09 2pp 15680 224 24X Fiche 50-5PB. 02/ 1 0/05. 

8210130417 


— 0210130486 Corrected pages to Joint Applicant* reply to PL Hourih.in 
proposed findings of fact it conclusion* of law Certificate 
of Svc enc I 

* Joint Ap p I icants-Pal o Verde 02/10/05 15pp 15690 226 .'■ 4 K 

Fiche 50 - 530 , 02 / 10 / 05.0210130417 


0210190247 Forward* Bupp-l 3 to BER W/o end 

DEWEY, L S Hearing Branch 3 82/10/13 LAZO. R H , COLE. R T . 

CALUIHAN, D Atomic Safety and Licensing Board Panel Ip 
15704 357 24X Fiche 50-520,02/10/13.8210130247 


0210150499 Memorandum of law supporting Nest Valley Agricultural 
Protection Counci li Inc petition to intervene Substantial new 
info only recently discovered Certificate of Svc end 
OERLIN.K Affiliation Unknown DERLIN.K Affi 1 lation Unknown 
0 S/ 1 O /13 Atomic Safety and Licensing Board Panel 24pp 
15713 209 24X Fiche 30- 529. 02/10/13. 82101 50499 


— 0210150512 Petition of West Valley Agricultural Protection Couiuili i. 
to interven t, request for preparation of supplemental or 
revised EIA U request for reopening record Certificate of 
9vt end 

BERLIN.K Affiliation Unknown OERLIN.K Af f i 1 i a ti on Unk nown 
82/10/13 Atomic Safety and Licensing OoariJ Panel 30Dpp 
15713 233 24X Fiche 50-520.02/10/13.6210150499 


0210150474 Notices of appearance in proceeding Certificate qf 8 vt end 
BERLIN, K , OERWIN. E F . LASOTA. J Af f I I iat Ion Unknown 02/10/14 
4pp 15703 043 24X Fiche 90-523.02/10/14.0210150474 


0210270171 Motion for 2-taji{ oxienilon of time lo answer West Val Iry 
Agricultural Protection Council. Inc 021013 petition to 
intervene Complete petition not received Certificate of Svc 
end 

DISCHOFF.C A Joint App I icants-Paio Verde BISCHOFF.C A Rischutf 
C A 02/10/25 Atomic Safety and Licensing Board Panel ’•ipp 
15022347 24X Fiche 90-528.02/10/22.6210270171 


0210290297 Response of West Valley Agricultural Protection Council tv 
Joint Applicants 021022 motion for extension of time to 
answer Council petition to intervene Ten-day extension 
should be granted Certificate of Svc end 

BERLIN.K Affiliation Unknown 02/10/26 Atomic Safety and 
Licensing Board Panel 6 pp (5033 160 24X Fichc 50' 520, 82/ 10/ Jfi, 

0210290297 


0210260262 Order granting Joint Applicants 821022 motion for eztfnsion 
of llm* to answer West Valley Agricultuzal Protection 
Council. Inc GaioiA petition to Intervene Joint Applicants 
have 2 wks after svc of complete petition to file answer 
LAZQ.R M Atomic Safety and Licensing Board Panel 02/10/27 
Joint Appllcantf-Palo Verde 2pp 15837 310 24X 

Flchi 30-328,02/10/27.0210200262 


H Antitrust correspondence 


8210040292 Forwards page Inadvertently omitted from first response ko 
requirements contained in Reg Outde 9 3 

VAN BRUNT, E E Arizona Public Service Co 82/09/28 Office or 

Nuclear Reactor Regulation. Director 2pp 15587 138 24X 

Fiche 90-520102/09/28.0210040292 


— 8210040303 Forward* Salt River Project Agricultural Improvemint I, B'* 
District it AZ Public Svc Co revised responses to 
requirements contained ii> Reg Guide 9 3 Corrected copy 
VAN BRUNT. E E Arizona Public Service Co 02/03/10 Offita 

Nuclear Reactor Rogulationi Director 9pp 15SG7, 140 21X 

Fiche 30-328,62/09/28.6210040292 


0 Inspection reports. IE Bulletins & correspondence 


9210030135 Responds to NRC 611119 Ur re violations noted in J£ Insp 
Rapt 30-528/81-12 on 610817-21 Corrective actions procedure 
for piping sys final iziap , MPP/OCI No 2023, deleted Se included 
In other procedures 

VAN BRUNT. E E Arizona Public Service Co 62/06/16 BISHOP. T W 
Division of Residentt Reactor Project 6 Englneerlny Programs 3p» 
15640*139. 24X Fiche 30-526.02/06/16.8210060155 



DOCKETED ITEMS 




2100603^1 ForLuards IE Insp Rept 50-528/02-53 on 820823-0917 No 

r.onCDfflP I *3nc« noted 

STERflBERO' D M Division of Resident, Reactor Project 8« Engineeriiip 
Prograirs 83/09/23 ANDOGNINl . G C Ariiona Public Service Co 
2 pp 15619 046 24)1 Fiche 50-520,02/09/33.0210060341 

-0210060345 IE Insp Rept 50-520/02-23 on 020023-0917 No noncomp 1 laiic e 
noted Major areas inspected startup testi ng> document 
c ontrol . jTiai nt, startup QA sijs releases l< organiiatinn 
FIGRELLI.G . jaHNSTON. G . YOUNG. T Division of Resident. Reactor 
Project Engineering Programs 02/09/22 5pp 15619 04B J4X 
Fiche 50 '- 52 B. 02/09/23, 0210060341 


8210060413 Forwards Reliet Request B for exemption from preservlce exam 
'^requjrementa. sopple^t,entlng 020406 relief requests 
VANERUriT.E E Arwona Public Service Co 02/10/01 NOUAK, T N 
Assistant Director for Licensing 3pp 15615 007 24X 

Fiche 50-520.02/10/01,8210060413 


6210070210 Provides corrected supplemental response to IE Qulletin 
01-02, "Failure of Gate Type Valves to Close Against 
Differential PressuTe “ No Westmghousc Electro Kotor Dlv 
oaie calves used in plant design Twenty-five manhours used 
VAN RRUNf, E E Ariiona Public Service Co 02/10/01 ENOELKEN. R H 
Region 5- Office of Director 2pp 15634 264 24X 

Fiche 50-528. 02/10/01, 0210070210 


5300190233 IE Info Notice 80-35. Suppl J> "Leaking It Dislodged 1-125 
I.nplant Seeds ’* Sve list end 

CODD L I Division of Fuel Facilities, Materials f* Safeguards 
82/10/06 Consolidated Edis^jn Co of New York 66pp 15761 2 ’jO 

24 A Fiche 50 - 000 . 02/ JO '06. 0208190233 


R Periodic operating reports & related correspondence 


0210120264 Forwards biweekly status rept of independent QA evaluation 
of Palo Verde Nuclear Generating Stations Units 1 , 2 & 3 for 
period 020911-24 

SIMON. U A Torrey Pines Technology 02/10/04 TURLEY ■ k L At 1 1 oiia 
Public Service Co 15pp 15652 270 24X Fiche 50-520,02/10/04. 

0210120264 


8210220190 Forwards "Independent QA Evaluation of Palo Verde Nucleax 
Generating Stations Units 1,2 8. 3." Diweekly Status Rept 7 
for period ending 021008 

SIMON, M A Totrey Pines Technology 02/10/18 TURLEY. K L Anion. i 

Public Service Co Ip 13776 211 24X Fiche 50-520.02/10/18. 

0210220190 


— 0210220244 "Independent Oa Evaluation of Palo Verde Nuclear Oeneratmo 
Stations Units 1,2 V 3.’* Biweekly Status Rept 7 for period 
ending 021000 

e Torrey Pines Technology 82/10/10 I4pp 15776 212 24X 

Fiche 50-528. 02/ 1 0/ 1 8. 02 1 0220 1 98 


6 Reportable occurrences. LERs i related correspondence 


B210070321 Final deficiency rept re mounting failures of C-E. supplied 
valve position indicating switches Initially reported on 
020525 Nonconformance Rept SE-04B7/0542 d i sposi tloned to 
rework broken brackets Not reportable per 10CFR50 S5ie> 

VAN DRUNT, e E Aritona Public Service Co 02/07/09 STCRN0ERG.D M 
Division of Resident. Reactor Project & Engineering Programs 4pp 
15634 117 24X Fiche 50-528,02/09/09,0210070321 


2210130443 Commits to performing guide tube surveillance insp on 
representative bundles or first reload per NURE0-0Q52, 


Section 4231 

VAN DRUrJT. E E Arizona Public Service Co 
Assistant Director lor Licensing 2pp 
Fiche 50-528.82/10/06.8210130443 


02 / 10/06 
15682 013 


NOVAK. 1 
24 X 


6210070213 Interim Deficiency Rept 0£R 62-46 re ITT-Sarton pressure 
transmitters falling to meet required overpressure range 
Initially reported on 820024 C-E issuing purchase order 
suppl to obtain correct transmitters Next rept by 821116 
VAN BRUNT. E E Arliona Public Service Co 02/09/15 BTERNBERGi D M 
Division of Resident. Reactor Project & Engineering Programs Spp 
15634 250 24X Fiche 50-520.02/09/15.0210070213 


6210220394 Corrected copy of commitment to perform guide tube woor 
surveillance insp described in NUnE0-*0H52 Section 4 2 3 1. 
per NUflEO-0057 Section 4 2 5 i equirement Commitment will be 
incorporated into next FSAR amend 

VAN brunt, E E Aiiiona Public Service Co 82/10/06 NOVAK, f 
AMistanb Director foi Licensing 2pp 15779 203 24X 

Fiche 50-526. 02 / 1 0 / 06 . 02 1 02P0394 


B2i025i>35l Forwards IE Inap Repts 50-520/02-25,50-529/02-09 << 
30-530/02-10 on 020630-0903 t notice of violation 

STERNQERO. D H Division of Resident. Reactor Project l< Engineering 
Programs D2/J0/08 VAN DRUNT- F E Arizona Public Service Co 
2 pp 1S790 026 24X Fiche 50-528.02/10/00,0210380351 


— B210250361 Notice of violation from insp on 820030-0903 

YOUNG T Division of Resident, Reactor Project t* Engineerinn 
Programs 82/10/00 2rp 1 5790 02H 24X Fiche 50-520. e2/10/OD, 

0210250351 


--8210250375 IE Insp Repts 50-520/02 25.50-529/02-09 & 50-530/62-iO on 
020830-0903 None omp 1 i anc c noted 29 inches of wold metal 
found missing from control room panels & deforilve 
instrument repts not prepared 

fCKMARDT. J H . HERNANDEZ, 0 , YOUNO. T Division of Resident. 
Reactor Project 8. Engineering Programs 02/10/07 6pp 
15790 030 24X Fithe 50*520 08/10/00,0210250351 


0210290360 Forwards IE Insp Repts 50-520/02-26. SO-5P9/02- 10 tc 
50-530/02-11 on 020713-0903 No noncomp I lanc e noted 

STERMBERO.D K Division of Resident. Reactor Project Engineering 
Programs 82/10/13 VAN DRUNT, E E Ariiona Public Service Co 
2PP 1504 5 155 a4X Fiche 50-528,02/10/13.0210200360 


B210070229 Requests addl time to submit Final Deficiency Rept DER 02-9 
re thermowells in diesel generator lube oil sy% by Cooper 
Energy not procured to ASHE code Initially reported on 
020316 Info should be finalized by 021116 

VAN BRUNT. E E Arizona Public Service Co 02/09/15 STERNBERG. D M 
Division of Resident, Reactor Project A Engineering Programs 2pp 
13634 201 24X Fiche 50-520.02/09/15,8210070229 


B210070320 Final deficiency rept re weld procedure not prequajlfied 
by Ametek-Straia for reactor hot leg pipe stops Initially 
reported on 620514 Review of documentation revealed no 
further deviations Item not reportable per 10CFR30 55(el 
VAN DRUNT. E E Arizona Public Service Co B2/09/15 STERNDERO, D M 
Division of Reiident, Reactor Project A Engineering Programs Jpp 
15634 114 24X Fiche 50-520.02/09/15.0210070320 


0210070339 Interim Deficiency Rept DER 02-45 re unqualified motor 
operators installed w/C-E/florg-Warner safety injection sy» 
valves Initially reported on 020826 Motor operators returned 
to mfg for mod Next rept expected by B21I17 

VAN DRUNT. E E Arizona Public Service Co 02/07/15 STERNDERG. D {•) 
Division of Resident. Reactor Project V Engineering Programs 3pp 
15634 060 24X Fiche 50-320,02/09/15.0210070339 


02IOO7O374 Final Deficiency Rept DER 02-10 re Westinghouse pump motorfi 
tnitlallg reported on 020423 Motors found w/deterl orating 
•poxy coatings U metal particles in lube oil C-E 
determined incident not reportable per 10CFR50 35 b 

VAN DRUNT. E E Arizona Public Service Co 02/09/16 STERNDERO.D M 
Division of Resident. Reactor Project 6 Engineering Programs 5pp 
15634 022 24X Fiche 50-528,02/09/16,0210070374 


—0210280372 IE Insp Repts 50-528/02-26.50-527/02-10 A 90-530/02-11 on 
620713 0903 No noncomp llance noted Major areas inspected 
const activities associated w/grouting of temporary 
underground piping U containment post-tens i oning 

VORDERDRUEGOEN. young. T Division of Resident. Reactor Project 6 
Engineering Programs 02/10/07 I2pp 15045 157 24X 

Fiche 50-520,02/10/13.0210280368 


0210070394 Final deficiency rept re steam generators loose internal 
nuts 6 couplings Nonconformance repts will be d ispositi oned 
to repair defects to conform w/C-E drawing requirements 
Unit 2 6 3 will be inspected for similar defects 

VAN BRUNT. E E Arizona Public Service Co BS/09/21 STERNDERO.D M 
Division of Resident, Reactor Project A Engineering Programs 4pii 
19634 095 24X Fiche 50-928,02/09/21,0210070394 


8208190230 
Uall.Larg 
Piping at 
DEYOUNG. R 
Enforcemt 
It5pp 1 


IE Bulletin 82-03. "Stress Corrosion Cracking in 
s-Diameter. Stainless 8teel . Rec ircu latlon 6gs 
BWR Plants *■ Sve list end 

C Director's Office, Office of Inspection and 
nt 02/10/14 Consolidated Edison Co of New 
5810 129 24X Fich* 50-000,02/10/14,8200190230 


Thick 


York 


0210130107 Interim deficiency r»pt re Dragon Valve Co instrument Ur.e 
check valves seized open by welding heat Initially 
reported on 820901 Corrective action plan under review Next 
rept will be provided by 021206 

VAN DRUNT, E E, Arizona Public Service Co 02/09/30 aTERNBERO. D H 
Division of Resident, Reactor Project A Engineering Programs 3pp 
13674 131 a4X Fiche, 50-920,82/09/30,0210130187 



314 


DOCKETED ITEMS 


G210SS010(> Interim DoUclo-ncy Repfc DER 82-50 ro potential damage of 
fleiible conduit co-upling* botuaon aukiUarvi Ia control bldgs 
during setiinic ev«nt Initioilg reported on 020910 Bechtel 
e3ta-b U shing min acceptance criteria Final rept bi* 021230 
VAN DRUNT.E E Ar liana Public Service Co D2/t,0/08 STCflNOEHO, J) M 

Division of ne-»idonti Reactor Project -fc ineeniii} Programs Jpp 

15707 in. 2AX Ficho 50-328,02/10/08.0210250100 


0210250305 Final Deficiencij Rept BCR D2--4? ro generator 2 pipe 

support ueldod to suay struts instead oP attacbe-d bg 
approved brackets Initially reported on 020905 Ueam 
attachments replaced ut/sivay strut rear end brarbets 
VAM nnUNTrE E Aiiiona Public Gervice Co B2/lO/Oa STCRNB EIJC^ D 
Division of Resident, Reactor Project 1. Engineering Programs 3pp 
15790 094 a4!« FUhe 30-520,82/10/00.0210250305 


82l025032i» Interim OefiCiencg Rept DER QP-91 re Pu I Iman-Kel logg pipe 
lining failure in iiseniial caqUng uater sgs Initially 
reported on 820910 Condition under evaluation Final rept 
expected by 021202 

VAN DRUMT. c E Arizona Public Service Co 02/10/08 BTERNDtRO, 0 M 
Oiviiion of Resident, Reactor Project {< Engi-neering Programs 'Jpp 
15790 322 a4X ficho 50-9Efl, 02/10/08. G2l03503af» 


82S02/«0275 Final OBflcienctj Rept DFR 82-19 re Class IF GE motor control 
c fcr burned out due to damoge during testing Nonconformance 
SE-0569 d i spos i t i oned to replace datragetf components Test 
procedures revised providing spec uarnlng re damage 

VAN BRUNT, E t Ariio-n* Public Gorvlce Co 82/10/14 STERNIILRO, |> n 
Division of Reslde-nb, Reactor Project t Cnglnooring Programs 4pp 
15803 222 a4X Piche 50-538, 82/ 10/14 . 0210260275 


DOCKET 8TN -50-529 PALO VERDE rWCLCAR STATION. UNIT 3 


A App 1 i c ation/ cons truction stage documents 6 correspondence 


8210180308 Notifiei that commitment re accuracy of calibr etda pur 
Amend 9 Page 17 3-S6 nut acceptable Justification should he 
provided or 2nd U 3Td paragraphs should be rsvisod 
MIRAOLIA.F J Licensing Branch 3 Q2/09/17 VAN DflUNT.E C 

Ariiona Public Bervlce Co 2pp 15746 305 2diX 
Flehe 90-528,02/09/17.0210180300 


— 0209210413 Discusses branch pasition on Amend 9 to F8AR re revioed 
commitment regarding accuracy of colibr stds Justification 
must be provided o-r cummltment must be revleed in order to 
he a-cc eptab 1 e 

NAASB.W P Quality Assurance Branch 02/OD/3I MIRAGUIA. P J 
Licensing Drancli 3 2pp 15746 337 24X Fiche SO-520, 02/ 09/ i 7. 

0210180300 


02)0120025 Bi sc usses organt la tl anal errangement for technical support 
of facility operstion Updated arrangemen-t ehould be provided 
by 021)15 

KERRIGAN. J l> Licensing Branch 3 Q2/CK7/S3 VAN BRUNT. C E 

Ariiona Public Service Co 2pp 19609 107 24X 

riche 50- 520, 82 /09/2D . 82 1 0 1 2002 5 


8210(00243 Forwards draft final nanrad 1 ol agio a 1 protection plan 
Cammenti requested 

KEflRIQAN.J D Licensing Branch 3 02/09/J>3 VAN BRUNT, EE 

Florida Rosier 6 Light Co 2pp L5746 243 24X 

Fiche, 50-520, 02/09/23. 0810100243 


— 0210180240 Draft final honrad i q ) og ice I environ protection plan 
* Licensing Branch 3, 02/09/23 I3pp 1S746 245 24X 

Fiche- 90-5201 82/09/23, 0210180243 


— 8210150176 Ap pi I cat ion to amend CPPR- I4l. CPPR-t42 6 ChPR- 143 ^ e 1 1 jr d n s 
const completion date for t/nit I to 030031 
VAN DRUNT, E E Arixcna Public Service Co 02/10/12 /pp 
15706 354 24X Fiche 50-53B. B2/J0/ 12, 021 0150163 


8210190717 Requests NRC revieu results of PUR design analyses to 
approve removal of pipe uhlp restraints Meeting u/NHC to 
discuss request fic facilitate exchange of info & questions 
suggested 

VAN DRUNT, E E Ariiona Public Service Co B2/10/14 NQ\/AK, 1 M 
Assistant Director for Licensing 2pp 15730 21 1 241 

Fiche 50 - 520.02/10/14.8210190717 


6210190463 Foruiards responses to Auxiliary 5y s Branch 020929 reqiuest 
for addl info ra probabilistic risk assessment of tornado 
missile damage to UH5 

VAN ORUIIT, E E Ariiona Public Service Co 92/10/15 NOVAK, 1 il 
Assistant Director for Licensing 9pp 15740 2D9 24X 

Fiche 50-528.02/10/15,6210190463 


82102G0057 Advises that util tji 1 1 provide comments on draft envirun 
protection plan by 021129 

VAN BRUNT, E E AM tana Public Service Co 02/10/21 NQVAK, T M 
Assistant Director for Licensing Ip 15037 S61 24X 

riche 50-528,62/10/31,8210200057 


9210200139 Advises that util luill respond by 821129 to KRC 020929 Hr 
re schedule far resolution of remaining outstanding 6 
confirmatory issues 

VAN BR-UNT, E E Ariiona Public Service Co 82/10/21 flVAK, T R 
Assistant Director for Licensing ip 15037 133 24X 

Fiche 50-52B, 02/10/21,0210280139 


B21O20O199 Foruiard* Proof of Sve for 021012 application to amend 
CPPft-14I*CPPR-l4a L CPPR-143 

VAN BRUNT. £ E Ariiona Public Service Co 02/10/21 Office 0 + 

Nuclear Reactor Regulation, Director 3pp 15B37 OOJ 24X 

Fiche 50-528,82/10/21,8210200199 


9210270311 Foruiards proposed amended pages in F5AR Section 6 2 6. 
providing Type C testing of valves associated uJ/ContainirierYt 
Penetrations 44.67 77 using air Affidavit enc J 

VAN BRUNT. E E Arirona Public Service Co 02/10/22 NOVAl^. f H 
Assistant Director for Licensing 17pp 15029 310 24X 

Fiche 50-528, 82/10/26,9210270211 


E KRC Safety Evaluation Report ISER), suppls h correspondence 


8210210500 Forwards SER.Suppl 3 re QL application N/o end 
KEBRIOAN.J D Licensing Branch 3 02/09/23 VAN BRUHT. E E 

Ariiona Public Service Co 3pp 15702 263 ^4X 

Fiche 50-528,82/09/23,6210210500 


8210060006 SAFETY EVALUATION REPORT RELATED TO THE DPERATION Df PAl G 
VERDE NUCLEAR GENERATlNfi STATION, UNITS 1.2. AND 3 Docket 
Nos 50-528, 50-529, And 50- 530 (Ariiona Public Service 
Comp Any, et al > 

a Office of Huclear Reactor Regulatiuni Director KUREO-005/ SOI 
82/07/30 38 pp Avai lab le at NRC 44 78 15636 260 24 X 

Fiche 50-528, 82/09/30, 8210060006 


6210J70315 Advises that position re SER, Section 13 i 2 3 concernii^y 
operations superintendent not filled Resume will be 
forwarded to NRC whan position is occupied 

VAN BRUNT, E E Artiona Public Service Co 08/10/04 NOVAK,! H 
Division of Licensing 3pp 15742 146 24X Fiche 50-526. 02 / lO/i 

8210190315 


• - *- ''or addl Info to complete review of 
of Tornado Nlesile Damage to 
'Nfi-iOB 

a 82/07/29. VAN DRUNT, E E 
13762 197 24X 


6210S80274 Informs of design mods incorporated Into listed drawings 
provide two devices in series for adequate primary backup 
protection of circuits Nods close SER confirmatory item 
discussed in Bection 843 

VAN BRUNT.E E. Ariiona Public Service Co 82/10/25 NOVAK, T h 
A ulstant Director for Licensing 2pp 15838 356 24X 

Fiche 50-528, 82/10 /25, 8210200274 


62100-60245 Forward* Revlqion k to "Pump tt Valve Ineervice Testlnn 
Pr Of ram, Palo Verda Nuclear Oeneratlng Btatlon " 

VAN BRUNT. E E Ariiona Public Bervice Co 02/IO/OJ NOVAK, T 
Divl*iion of Licensing 2pp 13620 243 24X Fiche' 50-528. fl2/aO/OK 

8210060245 


— 8210060-247 "Tump It Valve Instrvic* Tettinji Pr ograaip Pa lo Verde Nuclear 

n*n«T*rirt,i 1 - f nn " 1 


15620 245 24 X 


-142 4c CPPR-143, 

Office of 
51 24X 


O Adjudicatory corr espondence 


8210130417 Notice of correction* to Joint Applicants reply to PL 
Hourlhan proposed findings of fact tc conclusion* of law 
DISCHOFF.C A Joint Ap p ) leant* -Palo Verde BISCHOFFiC A B liit 
C A 82/10/05. 2pp 15680 224 84X Fiche 50-528,82/10/05. 

0210130417 


8210130486 Corrected page* to Joint Applicants reply to PL Kourf 

proposed finding* of fact t< conclusions of law Certificate 
of 6vc end 

a Joint Ap plicants'^Pal'O Verde 02/10/05 iSpp 15660 S 24 , 
Fiche, 50-528,82/10/05, 0210130417 



DOCKETED ITEMS 


J'lQ 


&21O150247 -Formards Suppl 3 to BER W/o end 

tEUEV-L S Hearing Branch 3 Q2/l0/i3 LA70< R M . COLE. R F , 

i^ALLlHAN D Atofnic Safety and Licensing Board Panel Ip 
15704 357 24X Fiche 50-538,82/10/13.0210150247 


E2iOl504'99 Hemorandum of lau supporting West Valley Agricultural 
Protection Council, Inc petition to intervene Substantial neui 
info only recently discovered Certificate of Sve end 
SEflLlfl.Vt Affiliation Untnoujn BERLIN, K Affiliation Unknoiijii 
02/LO/13 Atomic Safety and Licensing Board Panel 24pp 

15713 209 24X Fiche 50-538, 82/ 10/1 3, 82101 50499 


-8210150512 Petition of West Valley Agricultural Protection Couiic i J > Inc 
to 1 nierveoe, reques t for preparation of s upp len>ental or 
revised EIA A request for reopening record Certificate of 
Sve end 

BERLIN. t, Affiliation Unknouin BERLIN, K Affiliation Unhnuuin 
62/10/13 Atomic Safety and Licensing Board Panel 300 p p 

157J3 233 24X Fiche 50-528,82/10/13-8210150499 


6210150474 Notices of appearance in proceeding Certificate of Bve enci 
BERLIN, It , GERWIN. E F , LASQTA, J Affiliation Unknouin 02/10/14 
4pp >5703 043 24X Fiche 50-528, 02/10/14, 0210150474 


5210270171 Motion for 2--Lik eitension of time to anau^ei West Valley 
Agricultural Protection Council. Inc 021013 petition to 
mtenene Caoplete petition not received Certificate of Sve 
enc I 

BISCHOFFiC A Joint App 1 icants -Pa lo Verde BI&CHOFF.C A Bibchoff, 
C A 03/10/22 Atomic Safety and Licensing Board Pane) 5pp 
I5B22 349 34X Fiche 50-528,82/10/32.0210270171 


8310290297 Response of West Valley Agricultural Protection Council to 
Joint Applicants 621022 motion for extension of time to 
dTiiwer Council petition to intervene Ten-day extension 
should te granted Certificate of Sve end 

BERLIN, K. Affiliation Unknoun 82/10/24> Atomic Safety and 
Licensing Board Panel 6pp 15853 160 24X Fiche 30-520, 62/ 10/L16, 

B2I0290J97 


&21Oc!0{)26a Order granting Joint Applicants 021032 motion for extension 
of tine to answer West Valley Agricultural Protection 
Council, Inc 021014 petition to intervene Joint Applicants 
have 2 uVs after sve of complete petition to file aneuer 
LA^O/R H Atomic Safety and Licensing Board Panel 02/10/37 
Joint Appl icanls'Pa lo Verde 2pp 15037 310 24X 

FlthP 50-520, 02/10/27, 8210280262 


M Antitrust correspondence 


6310040292 Foiuiards page inadvertently omitted From first response to 
requirements contained m Reg Quide 9 3 

VAN BRUNT, E E Ariiona Public Service Co 82/09/28 Office of 

Nuclear Reactor Regulation, Director 2pp 15587 130 24X 

Fiche 50-528,03/09/20,0210040392 


--8210040303 Forwards Salt River Project Agricultural Improvement & Pauer 
District V AZ Public Sve Co revised responses to 
tcru ir ements contained in Reg Ouide 9 3 Corrected copy 
VAN BRUNT, E E Arizona Public Service Co Q2/05/10 Office of 

Nuclear Reactor Regulation, Director 9pp I5S87 14o 24X 

Fjch* 50-520,02/09/20,8210040293 


0 Inspection reports, I£ Bulletins 6 correspondence 


6210070210 Provides corrected supplemental response to IE Bulletin 
9t-02, 'Tailure of Gate Type Valves to Close Against 
Oifferential Pressure " No Westinghousc Electro Motor Div 
gat* valve* used in plant design Tuienty-five manhours used 
VAN BRUNT, E E Ancona Public Service Co 62/10/01 ENGELKEN, R H 
Region 5, Office of Director 3pp 15634 264 24X 

Fiche 50-528,02/10/01.8210070210 


8208190333 IE Info Notice 00-35, 8uppl 1, "Leaking 8< Dislodged 1-125 
Implant Seeds “ Sve list end 

COBS.L I Division of Fuel Facilities, Materials £< Safeguards 
62/10/06 Consolidated Edison Co of New York 66pp I576I 250 
24/ Fuhe 50-000,03/10/06,8200190233 


3210250351 Forwards IE Insp Repts 50-320/82-25,50-529/82-09 tt 
50-530/02-10 on 02O93O-Q9O3 U notice of violation 

SrEftNQEROrD M Division of Resident, Reactor Project it Engineering 
Program* 82/10/08 VAN BRUNT, E E Ariiona Public Service Co 
app 13790 026 24X Fiche 30-320,82/10/08,0210250351 


—8210250361 Notice of violation from insp on 820030-0903 

YOUHOiT Division nf Resident, Reector Project Eng ineering 
Programs, 02/10/00 2pp 15790 020 24X Fiche 30-520,82/10/00, 

0210250351 


— 0210250375 IE Insp Repts 50-528/82-25.50-529/82-09 6 50-530/82-10 On 
820830-091>3 Noncomp 1 ion ce noted 2? inches of ^eld iretal 
found missing Prom contiol raom panels 6 defective 
instrument repts not prepared 

ECkKARDT, J H , HERNANDEZ, 0 , YOUNG* T Division of Resident, 

Reac toi Project Sc EngKi^ering Programs 82/10/07 6pp 
15790 030 24X Fiche 50-528,82/10/00,8210250351 


e?iO2BO360 Fnruiards IE In&p Repts 50-528/82-26,50-529/02-10 fc 
50-530/02-11 on 820713-0903 No nonconip I lanc e hated 

STERNBERG, D M Divisian of Resident, Reactor Project S< Eti g 1 n oe r i ng 
Programs, 82/10/13 VAN BRUNT, E E Ariiona Public Service Cd 
2pp 13043 155 24X FiChe 50-520.82/10/13.8210280368 


-'•8210280372 IE Insp Repts 50-528/82-26,50-529/82-10 4. 50-530/B2-11 an 
020713-0903 No noncomp 1 lance noted Major areas inspected 
const activities associated u/groutlng of temporary 
underground piping tc containment post-tensioning 

VQRDERORDEOQEN. YOUNG, T Division of Resident, Reactor Project t 
Engineering Programs 02/10/07 I2pp 15045 157 24K 

Fiche 50-520,82/10/13,8210280368 


8208190230 l£ Bulletin B2-03< "Stress Corrosion Cracking in ThieV- 
Wal 1, Larg *-Di aaieter, Sta 1 h less S teel, Rec ire ii lat 1 on Sys 
Piping at BWR Plants " Sve list end 

OEYOONO, R C Director's Office, Office of Inspection and 

Enforcement BB/lO/M Consolidated Edison Co of New York 

115pp ISBIO 125 24K Fiche 50-000,02/10/14,0200190230 


R Periodic operating reports ic related correspondence 


0210120264 Forwards biweekly status rept of independent QA evaluatitin 
of Palo Verde Nuclear Generating Stations Units 1 , 2 & 3 for 
period 8209 11 -S4 

SIMON, W A Torrey Pines Technology 02 / 10/04 TURLEY, K L Atiidiiu 
P ublic Service Co S5pp 1&652 270 24X Fiche 50-526,82/10/04, 

6210120264 


0210220190 Forwards "Independent OA Evaluation of Palo Verde Nuclear 
Generating Stations Units 1,2 6( 3," Biweekly Status Rept 7 
t-or period ending 821008 

SIMON, W A Torrey Pines Technology 02/10/18 TURLEY, K L ATiionn 
Public Service Co Ip 15776 211 24X Fiche 50-520.82/10/10, 

8210220193 


— 0210220244 "Independent QA Evaluation of Paly Vorde Nuclear Oeneratnxi 
Stations Units J,2 ^ 3." Blueekly Status Rept 7 for period 
ending 021008 

* Torrey Pines Technology 82/10/10 Mpp 13776 212 24X 

Fiche 50-528,02/10/1010210220190 


S Reportablft occurrences, LERs tc related correspondence 


0210070391 Interim Deficiency Rept CER 82-43 re improperly crimped 
termination lugs on Comslp main control panels Initially 
reported on 820313 Extensive investigation ^ evaluation 
underway Final rept expected by 021212 

VAN BRUNT, E E Ariiona Public Service Co 02/09/09 6TERNBER0, D N 
Division of Resident, Reactor Project tc Eng ineermg Programs 3pp 
15663 343 24X Fiche 50-529, B2/O9/09, 0210070391 


8210070229 Requests addl time to submit Final Deficiency Rept OEM 8P-9 
re thermowells in diesel generator lubo oil sys by Cooper 
Energy not procured to ASME code Initially reported on 
020316 Info should be finaUied by 821116 

VAN BRUNT, E E Ariiona Public Service Co 02/07/15 BTERNDERG, D M 
Division of Resident, Reactor Project V Engineering Programs 2pp 
1563428) 24X Fiche 50-520,02/09/15,8210070229 


0210070320 Final deficiency rept re weld procedure not prequalified 
by Amet e k-Str aza For reactor hot leg pipe stops Initially 
reported on 820514 Review of documentation revealed no 
further deviation* Item not reportable per 10CFR50 55re) 

VAM BRUNT, E E Ariiona Public Service Co 82/09/15 8TERNBERQ, D M 
Division of Resident, Reactor Project Engineering Programs 3pp 
15634 Jt4 24X Fiche 50-520,02/09/15, 0210070320 


8210070339 Interim Deficiency Rept DER 02'45 re unqualified motor 
operators installed w/C-E/porg-Narner safety injection sys 
valves Initially reported on 880026 Motor operators returned 
to mfg for mod Next rept expected by 821117 

VAN BRUNT, E E Ariiona Public Service Co 82/09/15. STERNliEROi il M 
Division of Resident, Reac tor Project 4, Engineering Programs 3pp 
15634 060 24X Fiche 50-520,92/09/15,0210070339 


0210130495 Final deficiency rept re law pressure safety injection Be 
containment spray pump casing hold-down bolts und er- torqued 
Condition determined not reportable per lOCFRSO 5S<«} 

VAN BRUNT, E E Arizona Public Service Co 82/09/29 STERNBERG, D M 
Division of Resident, Reactor Project it Engineering Program*. 4pp 
15602 163 24X Fiche 50- 329,02/09/29,9210130495 
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821013&544 RflvissiJ tnterim <1 e f 1 c i erncy rept re Putiman pipe far nain 
fce<Jw*t;er tine* u/multlple linear indication* or 
laminationi Final rept will be *ui>rt»i 1 1 e-d by 021123 

VAN DRUNTiE E Am ana Public Service Co B2/09/30 STEP ND ERG i D M 
Division of Resident. Roac tor Proiecfc it Engineering Program* 4pp 
15692 203 24)( Fiche 50-529,02/09/30,0210130544 


DOCKET STN-&0-530 PALO VERDE NUCLEAR STATION, UNIT 3 


A Appticatien/constructlon stage documents & corretjiandence 


8210100308 M&ti^ies that commitment re accuracy of calibr std* per 
Afflend 9 Page 17 2-56 not acceptable Justification should be 
provided or 2ntl i* Ord paragraph* should be revised 
MlftAGLlA#F J Lice-nstng branch 3 02/09/17 VAfl BRUNT, E E 

AMiona Public Service Co 2pp 15746 355 24X 

Fithe 50-520.92/09/17,0210100300 

—0209210413 Discusses branch position on Amend 9 to FSAR re revised 
commitment regarding accuracy of calibr std* Justification 
must be provided or commitmant must be reviaed in order to 
be acceptab le 

HAASS* W P Quality Assurance Branch 83/08/31 MlRA&LiA. F* ^ 
Licensing Branch 3 2pp 15746 357 24X Ficha 50-520.62/09/17, 

0210100300 


0210120025 Discusses organi latl ana l arrangement for technical support 
of facility oporablon Updated arrangement should be provided 
by B21119 

KEPRIGAN. J D Licensing Branch 3 82/09/23 VAN DAUNT, E E 

Ariiona Public Service Co 2pp 1S6B9 107 24X 

Flchfr 50-520, 82/09/23. aSJOl 20025 


8210190243 ForuJard* draft final nonradi o 1 ogic a 1 protection plan 
Comments requested 

KERRrGANiJ D Licensing Dranch 3 02/09/83 VAN BRUNT. E £ 

Florida Power Light Co 2pp t574 6 243 24X 

Flche 50-528,82/09/23.0210100243 


— 8210160248 Draft final nonradio I ogkca l environ protection plan 
♦ Licensing Branch 3 02/09/23 13pp 15746 245 24X 

Fichi 50-520.92/09/23,6210180243 


8210210026 Foruard* request for addl info to complete review of 
"Probabilistic Rist Assessment of Tornado Hissile Damage to 
Station LPHS, ■■ Bechtel Study 13-NS-lOa 

KERRIGAN, J D Licensing Branch 3 02/09/29 VAN BRUNT, E E 

AMiona Public Service Co 4pp 15702 197 24X 

Flche 50-52B. 02/09/29.0210210026 


8210060245 Forwards Revision 1 to “Pump it Valve Inservice Testing 
Program, Pal 0 Verde Nuclear Generating Station " 

VAN BRUNT, E E Artiona Public Service Co 02/10/01 NOVAK, T 
Division of Licensing 2pp 15620 843 84X Flche 50-520. 02/iO/Ol. 

0210060245 


— 0210060247 "Pump V Valve Inservlce Testing Frogram.Palo Verde Nuclear 
Generating Station, ’* Revision 1 

» Ar Ilona Public Service Co 02/06/17 179pp 15620 245 24X 

Flche 90-520,02/10/01.6210060245 


8210280057 Advises that util will provide comments on draft environ 
protection plan by 821129 

VAN BRUNT, E E Arizona Public Service Co 82/10/21 NOVAK, f H 
Assistant Director fur Licensing ip 15B37 261 24X 

Flche 50-52B, 02/10/21,0210280097 


9210200139 Advises tF>at util will respond by 821129 to NRC 620929 It, 
re schedule for resolution of remaining outstanding b 
confirmatory issue* 

VAN HRUNT,E E Ariiona Public Service Co 02/10/21 DVAK, T H 
Assistant Director for Licensing Ip 15837 133 24X 

Fiche 90-528,02/10/21,8210280139 


6210290199 Forward* Proof of Svc for 021012 application to amend 
CPPR-141.CPPR-142 it CPPR-143 

VAN DRUNT.e E Ariznna Public Service Co 02/10/21 Dfficf i.i 

Nuclear Reactor Regulation, Director 3pp 15037 001 24X 

Fiche 50-528,02/10/21,8210280199 


8210270211 Forward* proposed amended pages to FSAR Section 626, 
providing Type C testing of valves associated w/Conta i nmen t 
Penetrations 44,67 6 77 using air Affidavit end 
VAN BRUNT, E E Ar 1 1 ona Public Service Co 02/10/22 NOVAK, 7 M 
Assistant Director for Licensing I7pp 15829 310 24X 

Fiche 50-520,02/10/22,8210270211 


E NRC Safety Evaluation Report iSER), suppls it correspondence 


8210210500 Forward* 9ER,Suppl 3 i e OL application W/o end 
KERRIGAN, J D Licensing Dranch □ 02/09/23 VAN BRUNT, E E 

Ariiona Public Service Co 3pp 15702 263 24X 

Fiche 50-520. 02/09/23,8210210500 


0210060006 SAFETY EVALUATION REPORT RELATED TO THE OPE RATION OF P4H> 
VERDE NUCLEAR GENERATING STATION. UNI T8 1.3, AND 3 Docket 
No* S0-52B, 50-529, And 50-530 < An zona Public Service 
Company, ft al 1 

* Office of Nuclear Reactor Regulation, Director NUREO-OOS? bOl 
02/09/30 30 pp Available at NRC *4 75 15636 260 24 X 

Fiche 50-520,82/09/30,0210060006 


8210190315 Advises that position re SER, Section 13 1 2 3 concertiiriy 
operations superintendent not filled Resume will be 
forwarded to NRC when position i* occupied 

VAN QRliNT,E E Ariiona Public Service Co 82/10/04 NOVAK. I II 
Division of Licensing 2pp 15742 146 54X Fiche 50-528,82/10/01, 

0210190315 


0210280274 Informs of design mods incorporated into listed drauinqs ta 
provide two device* in series far adequate primary V backup 
protection of circuits Kods close SER confirmatory item 
discussed in Section 843 

VAN BRUNT, E E Ariiona Public Service Co 02/10/20 NQVAK. T H 
Assistant Director Tor Licensing 2pp 15830 356 24X 

Flche 50-928, 02/10/25,0210200274 


G Adjudicatory correspondence 


9210130417 Notice of corrections to Joint Applicants reply to PI 
Hourlhan proposed findings of fact conclusions of law 
mSCH0FF,C A Joint Appllcants-Palo Verde BISCHOFF,C A Du:hiiir, 
CA 62/IO/OS 2pp 15680 224 24X FUh e 90-520. 82/10/05. 

0210130417 


— 0210130406 Corrected pages to Joint Applicants reply to PL MouTihan 
proposed findings of fact t, conclusions of Jaw Certificate 
of 3vc end 

•4 Joint Ap plicants-Palo Verde 82/10/09 ISpp 156QO 236 J4s 
Fiche 50-920,02/10/05,0210130417 


0210150247 Forwards Buppl 3 to SER W/o end 

DEWEY, L 8 Hearing Branch 3 02/10/13 LAZO, R M . COLE, R F 

CALLIHAN, D Atomic Safety and Licensing Board Panel Ip 
15704 357 24X Flche 50-520,02/10/13,0210150247 


8210150499 Memorandum of law supporting Nest Valley Agricultural 
Protection Council, Inc petition to intervene Substantial new 
info only recently discovered Certificate of Svc enc 1 
BERLIN, K Affiliation Unknown, BERLINiK Affiliation Unknown 
82/10/13 Atomic Safety and Licensing Board Panel 24pp 
15713 209 24X Fiche 50-520,02/10/13,8210150499 


— 0210150512 Petition of Nest Valley Agricultural Protection Council,! 
to intervene, request for preparation of supplemental or 
revised EIA t, request for reopening record Certificate- af 
Svc enc 1 

BERLIN, K Affiliation Unknown BERLIN, K Af f i 1 iat i an UnX noun 
02/10/13 Atomic Safety and Licensing Board Panel 300pp 
19713 233 24X Flche 50-520,02/10/13,0210150499 
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02lQii5O'l7^ Notices of appearance tn proceeding Certificate of Svc eiic X 
DERLIHp K t OERWINpE F I LASQTA, J Affiliation Uhknoujn 82/lO/lA 
4pp 457013 043 24X Fiche 50-528. 02/ 10/ 1 4, 821 01 50474 

0210370171 Motion for 5-iiik eitension of tiifie to an^L^er West Valley 
Agr ICO J tora I Protection Council. Inc 021013 petition to 
intervene Cofoplete petition not received Certificate of Svc 
end 

B tSCHDFF. C A Voint Ap p 1 i c ant s-Fa 1 o Verde BIBCHDFF.C A Qischoff. 
C A 82/10/22 Atomic Safety and Licensing Board Panel Spp 

13&J2 347 34X Fiche 50-538 82 MO/22. Q2102/0171 


3210290377 Response of West Valley Agricultural Protection Council to 
"join*- Applicants 021022 motion for extension of time to 
answer Council petition to intervene Ten-day extension 
Should be granted Certificate of Svc end 

QERUINp Affiliation Unknown 02/10/36 Atomic Safety and 
Licensing Hoard Panel 6pp 15853 160 24X Fiche SO-SSB. 82/10/26* 

8210290297 


8210200262 Order granting Joint Applicants 821032 motion for extension 
Of time to answer West Valley Agricultural Protection 
Council Inc 021014 petition to intervene Joint Applicants 
have 5 *rks after svr of complete petition to file answer 
LA20.R ti Atomic Safety and Licensing Board Panel 02/10/27 
Joint Appl Lcanfs-Pa lo Verde 2pp 15037 310 24X 

Fit he 50-526.82/10/27.0210280362 


ti Antitrust correspondence 


6210040292 Forwards page inadvertently omitted from first response to 
reguirenents contained in Req Guide 9 3 

van GflUWT.E E Ariiona Public Service Co 02/09/20 Office of 

Nuclear Reactor Regulation. Director 2pp 15507 136 34X 

F-iche 50-528. 03/09/20.0310040292 


-•0210040305 Forwards Sail Rivei Project AgrtcuKural Improvement ^ Power 
District ^ AZ Public Svc Co revised responses to 
requirements contained in Reg Guide 9 3 Corrected copy 
VAN DRUMf* F E Artiona Public Service Co Q2/05/10 Office dI 

Nuclear Reactor Regulation. Diiector 9p p 1558/ 140- 24X 

Fiche 50-52Q, 02'O9/20. 8210040293 


a Inspection reports. IE Bulletins c ot reap ondence 


8310070210 Piovides corrected supplemental responac to IE Dulleiin 
61-02. "Failure of Gate Typo Valves to Close Against 
Differential Pressure No Wostinghouse Electro Motor Dlv 
gate valves used in plant design Twenty-five ntanhours used 
VAN BRUNT. E E Ariionei Public Service Co 63/10/01 ENCELKCN. II II 
Region 5. Office of Director 2pp 15634 264 24X 

f lefe 50-538. 83/10/01 . 831 007021 0 


8203190233 IE Info Notice 00-35. Suppl 1. "Leaking S* Dislodged l-lfiW 
Iniplant Seeds ' Svc list end 

COElO* L I Division of Fuel Facilities* Materials & Safeguards 
92/10/06 Consolidated Edison Co of New York 66pp 15761 12 IjO 
24X Fichp 50-000 03 M 0/06. 0200190233 


0310250351 Foruai ds lE Insp Repts 50-528/02-25*50- 529/92- 09 & 
S0-530/G2-IO on 030030-0903 f/ notice of violation 

STERNBERG. D M Division of Resident, Reactor Project Engineerinfl 
Programs 63/10/00 VAN DRUNT. E C Ariiona Public Service Co 
2pp 15790 026 a4X Fiche 50-520*63/10/00.8210250351 


— B3I0250375 IE Insp Repts 50-520/82-25* 90-539/B2>-09 A 50-530/02-10 on 
820850-0903 None amp 1 1 anc e noted 29 inches of weld metal 
found missing from control room panels & defective 
instrument repts not prepared 

ECKWARDT.J K * HERNANDEZ, 0 * YOUNG. T Division of Resident. 
Reactor Project it Engineering Programs 95/10/07 6pp 
15790 030 24X Fiche 50-520*02/10/00*0210250351 


8210200360 Forwards IE Insp Repts 50-528/02-26* 50-529/81- 10 U 
50-530/82-11 on B207 13-0903 No noncompUante noted 

STeRN3ER0i*D M Division of Resident, Reactor Project it Englneei inq 
Programs 83/10/13 VAN BRUNT, E E Arizona Public Service Co 
2pp 15045 1S5 24X Fiche 50-528.02/10/13*6210280360 


— 8?i02a037a IE Insp ftepts 50-528/02-26,50-529/62-10 it 50-530/02-11 «ii 
820713-0903 No noncamp I 1 anc e noted Major areas inspected 
const activities associated w/grouting of temporary 
underground piping i> containment post-tens i oning 
VORDERBRUEGOEN, YQUNOi T Division of Resident. Beactor Project 
Engineering Programs 82/10/07 12pp 15643 137 24X 

Fiche 50-520.62/10/13.8210280360 


8206190238 IE Bulletin 02-03* "Stress Corrosion Cracking in Thick- 
We 1 1. Large-Di ame ter* Sta in 1 esi Steel * Rec ireu lati on Sys 
Piping at BUR Plants " Svc list enc I: 

DEYOUNG, R C Director's Office. Office of Inspection and 
Enforcement 02/10/14 Consol idatod Edison Co of New York 

U5pp 15810 125 24X Fiche 50-000.82/10/14*0209190230 


R Periodic Operating reports L related correspondence 


0210120264 forwards biweekly status rep t of independent QA evalwotion 
of Palo Verde Nuclear Generating Stations Units J,2 & 3 for 
period 020911-24 

SIMON. W A Torrey Pines Techno logy 62/10/04 TURLEY, K L Arijonn 
Public Service Co I5pp 15652 276 24X Fiche 50-528,02/10/04. 

0210(20264 


6210220190 Forwards "Independent GA Evaluation of Palo Verde Nuclear 
Generating Stations Units 1,2 Sc 3*" Biueekly Status Rep t 7 
for period ending 021008 

SIMON, W A Torrey Pines Technology 62/10/18 TURLEY.K L At i iohm 
P ublic Service Co Ip 15776 2ll 24X Fiche 50-326*62/10/10. 
0210220198 


— 8210220244 '’Independent OA Evaluation of Palo Vorde Nuclear Generating 
Stations Units 1.2 h 3," Biuieaklv Status Rept 7 for period 
ending 621000 

e Torrey Pines Technology 62/10/18 I4pp 15776 312 24X 

Fiche 50-520, 02/10/10, B2J022019B 


S Reportable occurrences, LERs & related correspondence 


0210070219 Interim Deficiency Rept HER 82-44 re ITE-Gould load c kr s 
w/improperly crimped ampere termination lugs Initially 
reported on 020013 Bechtel pursuing matter u/Gould nroun 
Dover! to determine disposition Next rept by 621207 

VAN BRUNT. EE Arizona Public Service Co 03/09/09 aTERNBERG* 0 M 
Division of Resident, Reactor Project & Engineering Programs Spp 
15637 163 24X Fiche SO- 530, 82/09/09 * 62 10 0702 19 


8P10070229 Reqi/fsts add! time to submit Final Deficiency Rept OER 02-9 
re thermoue It s in diosel generator lube oil sys by Cooper 
Energy not procured to ASHE code Tnitially reported on 
6203(6 Info should be flnaliisd by 9211(6 

VAN DRUNT, E E Arizona Public Service Co G2/09/15 STERNBERG, D H 
Division of Resident* Reactor Project l« Engineering Programs 2pp 
15634 201 24X Fiche 50-320. 02/09/15, 0210070229 


0210070320 Final deficiency rept re w«ld procedure not preyualifled 
by Amete Ic-Straia for reactor hot leg pipe stops Initially 
reported on 820514 Review of d Dcum«hta t ion revealed no 
further deviations Item not reportable per lOCFRSO 55{e> 

VAN BRUNT, E E Arizona Public Service Co 02/09/1 S 6TERNBEH0, IJ H 
Division of Resident, Reactor Project tt Engineehlng Programs 3pp 
15634 114 a4X Ficho 50-520,82/09/15.6210070320 


8210070337 I nte r im Def ic loncy Rept DER 02-45 re unqualified motor 
operators installed ui/C-E/Porg-Warner safety injection sgs 
valves Initially reported on 620026 Motor operators returned 
to mfg for mod Next rept expected by 02U 17 

VAN BRUNT. E E Ariiona Public Service Co 62/09/15 STERNDERO.D » 
Dlvisinn of Resident, Reactor Project Engineering Programs 3p p 
15634 066 24X Fiche 30-520,82/09/15.8210070339 


8210130446 Final Deficiency Rept DER 01-55 re const svc water line leak 
under auxiliary bldg Initially reported on 820J05 Foundation 
of auxiliary bldg not adversely affected All temporary air. 
water (c gas lines near Category 1 bldgs taken out of svc 
VAN BRUNT. £ E Arltona Public Service Co, 92/09/29 BTERNDERG, Ik M 
Divislan of Resident. Reactor Project Etig inesr Ing Programs 4pp 
15602 015 24X Fiche 50-530,02/09/29.6210130446 


0210130491 Interim deficiency rept re Pullman 24-inch pipe spools 
ui/lnternal surface indications violating min wall thickness 
Initially reported on 820031 > Dech tel Engineering 
investigating cause Pinal rept will be submitted by 821119 
VAN DRUNT, E E Ariiona Public Service Co 62/09/30 BTERNGERG, D M 
Division of Resident. Reactor Project h Engineering Programs Qpp 
15602 US 24X Fiche 50-530.92/09/30.8210130491 


6210130544 Revised Interim deficiency rept re Pullman pipe for main 
feedwater lines si/multiple linear indications or 
laminations Final rapt will be submitted by 021123 

VAN BRUNT, E E Arizona Public Service Co 82/09/30 9TERNDER0. D M 
Division of Resident* Reactor Project «< En g ineering Programs 4pp 
I5£,e2. 203 24X Fiche 50-529.82/09/30.0210130544 
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DOCKET 50-537 CLINCH RIVER DREEDER REACTOR 


A Apt>l icdt 1 on/c-onsfcruc fc i on staQO documents fe corresponderce 


9210120103 Addl rrspon^e to FDIA retiueat for nine categorieK of records 
generated dy present NRC Convni ssi oner 5< primari 1 y Chairman 
Palladino h Comnii 35 i on»r Roberts U White House roruiards 
App 13 documents 

FELTONi J 11 Division of Roles and Records GS/07/12 UDELL > R A 

Critical Mass Energij Project 3pp 15690 117 2AX 
Fiche 50-000, 62/07/12, 0210-120103 


— 8210120140 Agrees ui/recomniendat ion that Commission adopt modiFied DUL 
schedule circulated at 811216 meetlrvgi Forii^ards changes to 
tchedu-le for Commission reviem of Section 50 12 request for 

ROBERTS. TM Commissioners BI/12/31 PALLADINO,N , GILINBKY.V, 
ORADFORO, J Commissioners 2pp 15690 133 24X 

Fiche 50-000,82/07/12,8210120103 


--8210120143 Objects to action outlined in C o dim ss loner Ollmsiiq 8H3,J| 
memo re CRBR licensing exemption 

ROBERTS. T H Commissioners BI/12/22 PALLADINO. M , GlLfNbKY.V, 
DRADFQRDfJ Commi ss i c ners 2pp 15690 135 24X 

Flche 50-000,02/07/12.0210120103 


&210070029 Partial response to FOIA request for documents re CRDR Elb I, 
all comments, eva 1 uati ons t documents from BNWL re EIS 
Foru/ards documents listed in App A 

FELTON. J H Division of Rules and Records 62/07/16 WEISS. E R 
Harcnoa 4< Weisi flpp 15648 004 24)i Fiche 50- 537,62/07/16. 

B2 100 70029 


--0210070039 Forwards updated schedule for CRBR environ review 
HURT. 0 NRC - Detailed Affiliation Given 02/04/29 
HULLEN. S . OASKIM. C , JONES. B NRC - No Detailed Affiliation 
Given 2pp 15640 014 24X Ficfie 50-537. 62/07/16. 8210070039 


—0210070070 Discusses lead ofc responsibilities for CRBft fuel cycle 
environ review Overall schedule should be established for 
NHS5 for inclusion u/executive operating plan 
DAVIS. J 0 NRC - No Detailed Affiliation Given B2/02/1S 
CUNNINGHANi R E NRC - No Detailed Affiliation Given Spp 
iS640 028 24X Fiche 50-537.82/07/16,0210070029 


— 6210-070071 Advises that continued delay of DOE environ input will 
result In schedule compression for CRBR fuel cycle environ 
review 

OAVrs. J G Office -of Nuclear Material Safety & 

Saf eguards. Di rector 82/02/12 OENTOM. H R Office of Nuclear 
Reactor Regulation, Director Jp 1 564B 030 24X 

FtchP 50-537,62/07/16.0210070029 


— 62100700B6 Requests c-ontentions fur CRDR licensing which have 
implications in areas of fuel c yc le. safeguards 6 waste 
mg t discussed during 610906 meeting 
LOWENDERO. H Office of Nuclear Material Safety ?, 

Safeguards. Olrec tor 01/10/09 CHECK, P S Clinch River Breeder 
Reactor Program Office 3pp 1564S 033 24X 

Flche 50-537.02/07/16,0210070029 


— 0210070089 Ack receipt of 811020 merno re CP review schedule Severt’ 
problems in meeting deadlines anticipated due to time 
constraints Ic personnel limits 

LONENBERO. H Office of Nuclear Material Safety & 

Safeguards, Director 61/10/23 CHECK. P B Clinch River Brpedi*r 
Reactor Program Office 2pp 15646 036 24X 

Fiche 50- 53 7.02/07/16,621 0070029 


review of CP application activities, in response to 
iate schedule dates impossible 
“"structure -of internal 

led Affiliation Given 01/11/02 
filiation Given 2pp 15640 03B 
0029 


)7 


— 8210070103 Advises that R Drowning will be contact for Div of Haste 
Hgt t T Johnson & R Doyle will provide technical review far 
low level 6 high level waste matters re CRDR fuel cycle 
review 

martin. J D NRC - Mo Detailed Affiliation Given 02/02/10 
CUNNINOHAH, fl NRC - No Detailed Affiliation Given |p 
15648 047 24X Flche 50-537,02/07/16.8210070029 


— 8210070118 Provides info re resources allocated to CRDR as of 83,'0 (ii 
in response to 820511 request 

DROHN.R S Program Support Branch 82/05/12 WINNINGHAM, J 
Resource Analysis Branch Ip 15648 052 24X 

Fiche 50-537.82/07/16,0210070029 


— 0210070151 Provides guidance to standardiie resumes of sta^f mrnibt 
consultants who may participate in environ review heatings 
J Doe educational 6 prof qualifications encl 
LONENOERO.H Office of Nuclear Material Safety & 

Safeguards, 01 ret tor 82/03/26 DROUlNlNGiR E Division of Wu" I 
Management DUDE, R J Division of Safeguards MAmONAl D, < 1 

Transportat ion Branch 2pp 15640 194 24X r iche 50-5 17. 

02/07/1 6. 02 10070029 


—0210070157 Discusses resource utilization for CRDR fuel cycle- i tivi 
review Projected ai pond i tures for remaizidor of Fy02 
provided 

LDNENOERO, H Office of Nuclear Material Safety h 
Saf eguards, Di rector 02/07/02 DAVIS, J G Office of Neele, jr 
Material Safety fc Saf eguards, Di roc tor 2pp 15640 198 J4X 
Fiche 50-537, 02/07/16. 8210070029 


— 8210070163 Provides highlights for wk ending 820618 re CRBf? ftJi l i 
environ review Minor conections to FES update submitted to 
CRBR program ofc 

LaNENDERG, H Office of Nuclear Material Safety V 
Safeguards. Director 82/06/24 DAVIS, J G Office of Nuc I e,»T 

Material Safety t, Saf eguards, Di rec tor Ip 15648 200 24 X 

Flche 50-537,92/07/16.0210070029 


—8210070179 Provides highlight items for CRBR fuel cycle environ ii 
for uk ending 820604 Discovny items requiring input 
received on 820604 

CUNNINGHAM. R E Division of Fuel Cycle Sc Hatori.il Safety 
82/06/09 DAVIS, J O Office of Nuclear Material Safety Sr 
Safeguards, Director Ip 15648 232 24X Fiche 50-537. «J/07/|/ 

0210070029 


—8210070182 Provides highlight items re CRDR fuel cycle environ res 
for wk ending 020521 Collection & resolution of NRC commeniti. 
scheduled for 820601 

CUNNINOHAM, R E Office of Nuclear Material Safety 
Safeguards. Di rector 82/05/27 DAVIS, J G Office of Nuc 1 i/,)f 
Material Safety & Saf eg uards, Direc tor Ip 15648 233 24 X 

Fiche 50-53 7.02/07/16,8210070029 


— 82(0070222 Provides highlight items re CRDR fuel cycle environ r 
for uk ending 020423 Final version of GRIGEN 2 Code 
received from ORNL 

LORENOERO, H Office of Noel ear Material Safety 6 
Safeguards. Director 82/04/29 CUNNINOHAM, R Of f ic o of Nu. 1 e. 

Material Safety €, Saf eguards, Dir ec tor Ip 1S64B 248 24 X 

Fiche 50-537,02/07/16,8210070029 


— 8210070225 Submits schedule for CRBR fuel cycle environ review 
LatiENBERO, H Office of Nuclear Material Safety it 
Saf eguards, Dl rec tor 82/04/27 ROUSE, L C Advanced Fuel Sr t-p 
Fuel Licensing Branch MACDONALD, C E Transportat ion Branch 
DUBE.R J Division of Safeguards 2pp 15648 250 24X 

Fiche 50-937,82/07/16,0210070029 


— 0210070251 Forwards revised ORTGEN 2 outputs for CRDR 
LOMENDERO. H Office of Nuclear Material Safety «< 

Safeguards. Director 82/04/23 RQUSE.LC Advanced Fuel lilip 
Fuel Licensing Branch MACDONALD. C £ Transpur tation Branch 
PAGE. R 0 Uranium Fuel Licensing Branch Ip I964B 252 J4X 
Fiche 50-537,02/07/16.8210070029 


— 0210070253 Forwards revised ORIOEN 2 output for CRBR Averaging 
procedures altered for agreement between flows 6 physical 

mass 

CROFF.A 0 Oak Ridge National Laboratory 82/04/20 uaHENULR 
Office of Nuclear Materia) Safety 6 Saf e guar ds. Direc tor JJpp 
15640 293 Z4X Flche 50-537.02/07/16.8210070029 


— 8210070256 Forwards backup calculations for Table D 4. CRBR fuel < 
suppl Related info encl 

HILL.O F Battelle Memorial Institute. Pacific Northwest 
Laboratory 02/06/09 LOUENDERG, H Of f ice of Nuclear Ma t ei la 

Safety U Saf eguards. Di rector 06pp 15640 266 24X 

Fiche 50-937. 82/07/16, 8210070029 
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- ' I Q07025‘# Proj'idfls highlights re CRQR fuel cgclo environ review for 
~ jt endiTig e20*lJii Revised ORIOEN 2 Code prepared bg QRNL 
LO:<ENQ£fl<j» H Office ot Nuclear Naterial Safety 

Safeguai-ds. Director 02/04/22 DAVIS^J G Office of Nuclear 
KateTial Safety ^ Safeguards. Di rec tor Ip 1 5640 352 a4X 
FitM 50-537. G2/0 ■»/!£>. 0210070029 


--02 1007026 fa Clarifies responsibility for dose assessment calculatidn foi 
CR&R ac ti ^ 1 1 1 es 

LDI*EUE£R0 H Office of Nuclear halerial Safety ^ 

S*r E g u ar d 5 . D i r ec tor 02/04/12 CONiSEL# T J Radiological 

A-ssessriont Branch MIUIS.W A Human Factors Engihoeiing Branch 
R0L>3E L- C Advanced Tuel V Spent Fuel Licensing Branch Ip 
15649 087 24/ Fiche 50-537. QLV07/ 1 6. 02 1 0070029 


-"E2IC070273 Provides clarification of OQE Amend XllI submittals pei 
e2032T telcon Full R'J ' throughputs used as basis for 
radioactive release >al'ulaiions for conseivative estimation 
i>f elf Juen ts 

it] fNEERC.H Office of Nuclear Material Safety *• 

5 a I e j uard s . D» rt c to r B2/03/25 ROUSE. L C Advanced Fuel 1 bpint 
Fuel licensing Branch MAC DONALD > C E Transpoi tat ion Dram h 
C'icEpR J Division of Safeguards tp 15649 009 24X 

Fiche 50-537, Q2/0-'/16.Q2l0070029 


“■’riQ'0702/fa Notiiication of 020414-15 meeting ui/BNUL in Beihesdu.M)! ic) 
discuss contract under FIN B-247 ' Discussion will include 
preliminary source term data i initial ORIOEN 2 data 
L □NENDERG M Office or Nuclear flaieriaJ Safety A 

?aregeardSi Direc tor FlNB-217/ 02/03/25 R0U5E, L C Advam ed 

Fuel ' Spent Fuel Liiensing Oianch MACDONALD. C E Trangp orfcat i un 
Branch DUBF. R J Division of Safeguards ip 13647 090 «'*4X 

Fiche 50-53 7. 02/07/ U> 0210070029 


' -P 2 lOCi 70 JP »2 Advises that pioposal submitted by UNWL meets object) /i 6 of 
tia*onent of work for rcsiew t assessment of CRDR environ 
tnp ac t 

t OL^ENBEKGi H Office or Nuclear Material Safety *< 

Safeguards. Director FIN 11-2477 02/03/19 OREaMAH, J OiviBiun 

of Fuel Cycle ♦. Material Safety Ip 13649 092 24 X 

Fiche 00-5J7. 02/0’^/ 16. 0210070029 


-0210070=05 Pr ov ides guidance for designation of specialists fo? Oivii un 
review prorpedmg Li-^t of exports followed by individual 
stato'ent of qual i f i ' at i ons must be prepared 
I CiENDFRO. fi Office nr Nuclear Material Safety h 
Sacegeards Director 02/03/19 BROWNING. R C Division of Waste 
Hdnayrment DUKF . R ) Division of Safeguards MACDONALD. C C 

fTansportaf ion Bi anch 2pp 15649 093 24 X Fiche 50—537. 

02-0/. 16 0210070029 


--02I Oi)/Os'9J *lulimits -■pthedule of meetings w/techni ca 1 assistance 
contractor h DOF re lRBH environ review 
UORENrFRC.H Dlfite or Nik lea? Material Safety *, 

Safeguards. Di rec tor B.'’/0?/23 ROUSt. L C Advanced Fuel 6 bpi nt 
Fuel Licensing Ur inch MACDONALD. C E Ti an&portal i on Brancli 
D’jBt.R J Division of Gareguards Ip 15649 100 34X 

Fiche 50-b3 02/07/ 16. BJ10070029 


- -El! 10070298 Centir.Tis 620222 meeting w/DClF to review 020219 draft input 
10 CRQK fuel cycle review 

LOI ENBERC. H Office ot Nuclear Material Safety ^ 

Safeguards I Dirflc tor 6J/OJ>/23 ROUGE. L C Advanced Fuel & bptnt 
Fuel Licensing Branch MACDONALD. C E Transpoi tat i on Brandi 
EUBE.R J Division of Safeguards ]p 15649 101 S4X 
Fictie 50-537,82/07/16.8210070029 


-0210070701 Provides broad assessment of CRBR fuel cycle envlrnn 
effects Amend XII fairly represents 50-'yT dose commitmcnta 
froffl fuel fabrication 3- reprocessing 

fiQUSC.L C Advanced Fuel I Spent Fuel Licensing Branch 0.>/O2/O5 
LOWENBEROi H Office of Nuclear Material Safety *. 

Safeguards. Director Ip 15649 102 24 X Fiche 30-537,02/07/16. 

B2I0070029 


--•6210070306 Provides results of review of DDE draft Amend XIH to CRlIli 
fuel cycle environ review Add I mfo needed re data used as 
basis for DC]E determi na 1 1 on of environ impact 
AVER.J E NRC - No Detailed Affiliation Given 02/02/20 
LOirENBERO, H NRC - No Detailed Affiliation Given 2pp 
15649 LOB 24X Fiche 50-537. 02/07/ J 6. 821 0070029 

--051OO7O31O Forwards resumes of UE Ayer 8< AT Clark for CRDR fuel cycli 
environ review 

RDt^GEi L C Advanced Fuel I Spent Fuel Licensing Branch 02/03/31 
LOWENIJERG. H Office of Nuclear Material Safety & 

Safeguards. Direc tor 5pp 15649 105 24X Fiche 50-537. 02/07/16. 

63 10070O39 


£20711-0033 FOIA reiiuest for documents by Science App 1 icat i one. Inc for 
CRB-R project including FES. site suitability rept tt SER 
WEISS. E R Harmon Weiss 02/07/26 FELTON, J M Division of 
Rulis and Records Ip 15597 264 24X Fiche 50-537.02/07/26, 

0207110033 


820B270699 Summary of S20723 meeting w/util.DOE U Project Hgt Cnrp m 
Bethesda. HD re revi eui of CRBR probabilistic risk assessment 
in areas of success criteria for shutdown heat removal sgs. 
logic U event trees & fault trees 

STARit. ft M Clinch River Breeder Reactor Program Office 82/03/i3 
Clinch River Breeder Reactor Program Office 4pp 14693 045 P4y 
Fiche 50- 537. 82/08/ I 3. 8209270699 


B210040343 Responds to FOIA rei)^uest for all dncumenits re work p er formed 
by Scionre Ap p 1 icat 1 ons. Inc -f-or CRDR pi ojoc t Faruiards 
documents listed in App A 

FELTON. J H Division of Rulos and Bacords 02/08/20 WEISB.E FI 
Harmon «< Weiss 2pp 15597 265 24 X Fiche 50-537.02/08/20. 

0210040343 


— 8210040346 Foruarris draft Itr repts far CRDR Tasks 1-A, I -D t< 
probabilistic risk assessment review plan Coirments 
reques ted 

U0HN5GN.D 8c I ence App 1 i cat I ons, fne Nnc-03-02-096 82/05/26 
SILVER, H NRC - No Detailed Affiliation Given 4pp 15597 26/ 
24X Fiche 50-537.82/00/20.9210040343 


— 0210040349 Advises that answers to NRDC interrogatories for CJlLR review 
will be completed per 020609 telcon Plan & schedule 
submi t ted 

vOHNSON. B Science Applications. Inc NRC-03-'&2-096 82/06/10 

SILVER. H NRC - No Detailed Affiliation Given 2pp 15597 27J 
24X Fiche 50-537.02/00/20.0210040343 


— 8210040350 Confirms action item re risk reduction per 020609 tojeon 
Info re diversity of CRDR heat transport sys encl 
liner. HT Selene e App J icati ons. Inc NRC-03-Q2-096 02/06/11 

NRC - No Detailed Affiliation Given 2p p 15597 273 24X 

Fiche 50-537.82/00/30.8210040343 


— 8210040351 Forujards comments on applicant 020618 proposed probabilistic 
rise assessment plan Itc.ns addressed include content, 
resource allocation 6 phenomenological tasks 

JOHNSON. B Science App I Icati ons. Inc NRC-03-BS-096 02/07/07 

SPANG. A NRC - Wo Detailed Affiliation Oivon 3pp 15597 075 
24X Fiche 50-537. 82/00/20. B21 0040343 


— 0210040355 Fortuards questions for applicant re frequency of 
simultaneous loss of thiec mam cooling I oops, d i scussed 
during 620715 meeting 

liner* R . ATEFI.B Science Applications. Inc NRC~03-a2-096 
02/07/16 SWIFT. J NRC •* No Detailed Affiliation Given f?pp 
15597 270 24X Fiche 50-537. 82/08/20. 821 0040343 


0210060442 Responds to FQIA request for input to Chapter 7 &< Ap p J of 
FES f* suppl to CRDR Documents listed In App A available in 
PDR App D documents completely withheld advice 8. opinions 
(ref FDIA Eiomption 5) 

FELTON. J « Division of Rules and Records 82/08/24 WEI3S.L H 
Harmon Weiss 4pp 15636 040 24X Fiche 50-537.02/08/24. 

B210060442 


— 0210060451 Forwards list of transients uilthin JO miles of CRDR per 
020.217 request 

FERREIL.C NRC - No Detailed Affiliation Given 62/02/17 

THADANI.M NRC - No Detailed Affiliation Given 3pp 15636 111/ 

24X Fiche- 50-337.82/08/24.8210060442 


— 8210060453 Submits r epresontat i ve meteorological data for input intn 
CRAC computer code for CRDR site 

8PICKLER. I Accident Evaluation Branch □2/04/13 FA6EDAQ. W 
Accident Evaluation Branch Ip 15636 130 24X 

Fiche 50-537,02/09/24.0210060442 


“-8210060455 Forwards site description of CRDR per 020513 request 
FEBREUL/C NRC - No Oefcalled Affiliation Given 92/05/13 

THADANI.M NRC - No Detailed Affiliation Given I9pp 15636 134 

24X Fiche 50-537.02/00/24,02 100 604 42 


— 9203V900i6 F&ruards draft statement of work for technical assistance 
contract re probabilistic assessment it reliability program 
for comment by 820305 Detailed breakdown of FV02, FV03 U FV94 
time required for each suhtask forthcoming 

THADaNI.A Reliability L Risk Assessment Dranch 82/03/03 
BPETS.T NRC - No DatalUd Affiliation Given I3pp 15636 152 
24X Fiche 50-537.82/00/24.0210060442 


8210150186 Forwards r-osponse to NRC 820409.05 14 & 0609 I trs re requust 
for addl info Responses ta Questions CS 421 26. 43. 51 ^ S3 6 
C8 760 162.164 6 176 will be incorporated into future FOAR 
amend 

LONOEMECKEft. J Energy, Dept of, Clinch River Breeder Reactor Plant 
82/08/24 CHECH. P 8 Clinch River Breeder Reactor Program Office 
39pp 15707 195 24X Fiche 30-537.82/00/24,8210150106 
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82O82'?0Oa6 FOfA request tor rept to EPA.. *'Pu i* Human Tissues re 
Smoking- Age i Residence Near Rockq Flats & Eastern CQ " 
JOHNSQNiC Affiliation Unknown 62/09/01 Office of 

Administration Ip 15626 207 24X Fiche 50“537i 02/09/01 « 

8200290006 


8210060454 Sumnary of G2091S meeting u/applitants in Dettvcsda- HD re 
revieu of thermal margin beyond design basis & seismic 
margin beyond design basts issues 

BECKER- R A Clinch River Breeder Reactor Program Office 62/09/20 
CLtnch River Breeder Reactor Program Office 4pp 15626 221 24/ 

Fiche 50-537.82/09/20.3210060454 


9210050477 Comments on CRDR probabilistic risk assessment piogram plan 
submitted in B20621 Itr Plan responsive to NUR £0-07161 I tern 
Ilf S B requirements Details end 

CHECK. P S Clinch River Dreeder Reactor Program Office 62/09/2,1 
LOHOEHECKER. J Energy. Dept of^ Clinch River Breeder Reactor Plan! 
6 pp 1S626 2 57 a4X Fiche 50-537.82/09/23-8210050477 


6210120445 Notification of 821006-00 meetings w/DOE. Pro jec t Mgt ( urp 6 
TVA in QethesdIa.MD to discuss direct heat lemoval sgt 
STARK- R M Clinch River Breeder Reactor Program Office 02/09/2/ 

CHECK. P S Clinch Biv«r Oreedei Reactor Program Office 3pp 

15671 103 24X Fiche 50-537^62/09/27.8210120445 


8310040251 Confirms that microfiche containing CACECO Input/output tor 
extreme sodium-concrete penetratio-n case t* eip 1 anatorij info 
has bean delivered to CR 6 R program ofc 

LDNQENECKER. J Energy. Dept of 62/09/23 CHECK. P S Clinih 
River Brteder Reactor Program Office Ip J5581 357 24X 

Fiche 50-937.82/09/26.6210040251 


9210040304 Foruiards TN Histonca! Commission 020908 Itr to TVA 
concurring that archelqglcal 2 , historical field survey is 
not warranted prior to transmission line touer const 
LQ^^CENECKERt J Energy. Dept of. Clinch River Breeder Reactor fMant 
02/09/26 CHECK. P 8 Clinch River Breeder Reactor Program Office 
2 pp 15587 149 a 4X fiche 50-537-92/09/29,0210040304 


9210130069 Notification of B2j005 meeting w/OPE.Pro ject Hgt Corp Sc IVA 
in Rethesda. Md to discuss working structure! b seismic 
review 

STARK, R H CUncK River Breeder Reactor Program Office 02/09/26 

CHECK. P S Clinch. River Breeder Reactor Program Office 3pp 

15696 264 24^ Fiche 50-537,02/09/20.9210130069 


0210040167 Forwards Itr rept in support of CRDR thermal margins beyond 
design base instrumentation deve l-opment, per DOE 020514 
submittal re future info fqr review of CRBR 

LOMOENECKEft. d Energy. Dept of. Clinch River Breeder Reactor Riant 
02/09/29 CMECKiP S Clinch River Breeder Reactor Program Office 
llpp 15582 034 24X Fi Che 50-537, 02/09/29. 0210040167 


8210060426 Respond* to FOIA request for rept to EPA. "Pu & Human 
Tissues re Smoking. Age^ Resldenc e Near Rocky Flats b Eastern 
GO*' it related documents No info available Forwards request 
to EPA for response 

FELTON. J t1 Division of Rules and Records 82/09/29 JOHNSON.C J 
% Affiliation Unknown ip 18636 208 24X Fiche 80-537.82/09/29, 

821006042^^ 


0310060217 Forward* responses to Queitions CB 421 27.30.31,34 «< 80 re 
ESP. instr union tation t. control drawings for safety-related 
sys it adequacy of reactor vessel level gauges, per 020409 
request Responses will be incorporated in future P 8 AR amend 
LONOENECKERi J Energy. Dept of. Clinch River Breeder Reactor plant 
62 / 10/04 CHECK. P S Cl inch River Breeder Reactor Program Qfficf- 
Fiche 50-337.82/10/04.8210060217 


02iOl3O3ll Summariies 920928 meeting w/NRC rp CRBR leak Ottectioii 
for primary coolant boundary Test results end 

LONCENECKER, J Energy- Dept of 02/10/07 CHECK- P S C U nt h 
River Breeder Reactor Program Office ip 15670 135 24X 

Fir he 50-537.02/10/07.0310130311 


--021O13O31 5 "Liquid Mletal to Oas Irak Detection Insliumcnts '* 

HATLIN.E . WrTHEnsFDON, J . JOHNSON- J L RcJclfwoll Internal imiu | 
Corp 02/10/07 I5pp 18670 136 24 X Fiche 'jO -"FJ?- H i*/ 10 /O/ 

6210130311 


9210220023 Notification of G21019 meeting ui/DOE, Pt o j ec » Hg I ('nrp b IV 
in Qethesda-MD to review control room design 

STARK. R H Clinch River Breeder Reactor Program Office HJ/Ui/jl 

CHECK-P S Clinch Rjvar Breeder Reactoi Program Office *<np 

15786 306 24X Fiche 50-537,02/10/14.021022002 3 


9210210022 Forwards summary of 020917 ASME Code camparisan workli.q 
meeting w/CRBR project ofc . L ASL. Wos tl nghous e f- WLUCO 
in Dethetda-MD ta rcsoBve concerns le uliliialion of ]9/4 
ASK^ Code for design of containment vessel 

LONOENECKER. J Energy. Dept of 92/10/15 CfiCCK, P 'i (liiur, 

Rwer Breeder Reactor Progiam Office J 6 pp 15765 .PiB ,’4X 

Fiche 30 '537. 02/10/15. 0210210022 


0210210273 Forwards summary of CRIIR/NRC hypothetical core [lisiiipii 
accident energetics 620921 meeting re plenum fission gas 
coenpac t inn. ro le of structures in energetic teimination 6 
fuel removal 6 energetic potential 

LONOENECKER. J Energy. Dopt of 02/10/iV CHECK, JM. (Iimri 

River Breeder Reactor Program Office Dlpp 15766 i /N i'AK 

Fiche 30-537,02/10/13.0210210273 


B21026030? Forwards addl info resulting from Mechanical Tny iiinirr ni g 
Branch 020908-09 meetings 6 response to Homs 17.19, U. J. 60 
Responses to Items 3,4.34.49.51 A 54 will be provided by 
621025 

LONGCNECKER, J Energy. Dept of 02/10/20 fHFCK |> I, Mm, h 
River Breeder Reactor Rrogrem Offico 6 pp 16092 29/ ,’ 4 k 

Fiche 50-537. 62/10/20. QS10260J02 


0210260160 Summariies 021019 control room philosophy i>ichaii{je merUiq, 
Vieugraphs end 

LONGCNECKER. J Energy. Dept of OJ/iO/21 CHECK, P0 iJiiiili 

River Breeder Reactor Fiogram Office 30pp 13C104 276 J4X 

Fiche 50-537.63/10/21.8210260160 


0210260401 Forwards summary of Decay Heat Removal Ihetmal klyd 1 a.< 4 . 1 1 , v 
021020 meeting w/NRG re resolution of items t-oiicerning 
CRDR project 

LONOENECKER. J Energy. Dept of 02/10/21 CMCCK.I'h 
River Breeder Reactor Program Office 5pp 19005 P»}i’ »'4S 

Fiche 50-537.02/10/21.9210260401 


0210200436 Notification of 621020-29 meetings w/uli],D(H 6 J'rfijeit rij 
Corp In Dethesde.MD to discuss matls L mechanlc. 1 l iiiups, 

Including leek bsforo break U leak detection 

6 TARK..R N Clinch River Breeder Reactor Program CJffite lU/ Ilk/ J,.- 

CHECK.P S Clinch River Breeder Reactor Program Clfflre Jjjp 

18060 082 24X richo 50-537,02/10/23.0210200436 


B Utility Preliminary Safety Analysis Report, amends 


8209306383 Forwards Amand 71 to P 8 AR Amend includes reipohers 
requests for addl 1 nfq. revisions to Chapter 7. 

"Instrumentation Controls," Sections 17E U 171 it other 

updates Ik revision* Certificate ef Sve end 

LONOENECKER. J Energy. Dept of. Clinch River Breeder RsAstnr 

02/09/30 CHECK.P B Clinch River Breeder Reactor Prugr*.* fliirK*. 

4pp 13560 197 24X Fiche 80-537.62/07/30,0209300353 


—8209300355 Amend 71 to PEAR 

e Clinch River Breeder Reactor Program Office 02/09/^10 
J8560 201 24X Fiche 80-537,02/09/30.0209300353 


8210130246 Forwards Certificate of Sve confirming ditkribulku^ oi 
71 to PSAR 

LONOENECKER. J Energy. Dept of 02/10/07 DENTON, H R UfMs* 
Nuclear Reactor Regulation. Director 2pp 15676 010 24x 

Fiche 80-537,02/10/07,8210130246 


C Utility Environmental Report (ER), amends S. correspond *nc • 


8210070029 Partial re*pan«e to FQIA request for document* re 1 ^ 

all comments, tvaluations i. documents from BNHL rt EIS 
Forwards docu/nentt listed in App A 

FELTON. J M Dlvlsiosi of Rulie and Rtcords 02/07/16 iwEtlJiy, | ^ 
Harmon Me its Spp. 1864B 004 S4X Fiche 80-537,82/07/16. 
8210070029 
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-6210070120 FoTuards draft Amend XIII to CRDft environ rep t/ c on si stinp dI 
.'iror editorial changes 

LO^E»J0eWC H Office of Nocjedr Material Safety & 

Director BV/Q2/2<\ ROUSE* L C Advanced Fuel t. Spent 
fuel Licensing Branch MACDOfJALD C E Transportation Or^nch 
0'JC£< R Division of SafegoerJs 48pp 15648 136 S^X 

F iche 50-537, 02/07/ I o* B21 0070029 


--8210070131 Foruiards add! input to Amend XII 1 to CRDR environ rept tp 
s eic i o e c Q non 1 c impact U/o enc 1 

LOU'EMIERO'H Office of Nuclear Material Safety & 

Satf^vards, Director 82/04/26 ROUSE, L C * MACnONAUD* C E » 

D'JJBE R J NRC - No Detailed Af filial ion Given 2pp 15640 1U4 
Firhe 50-537.02/07/16 8210070029 


0210070144 Requests rftviouj of DOE revised environ rept* Section b / 1 re 

fuel cycle Revision includes detailed explanation of metliod 
u 5 e(j to calculate doses from transportation W/o ends 
Lai>EMDERCr« H Office of Nuclear Material Safety U 

Safeguards, Director 82/03/15 ROUSE, L C Advanced Fuel Sprnt 
Fuel Licensing Dranth MACDDNAUD* C E Transpoi tat ion Dranch 
CJOEi F? J Division of Safeguards 2pp 15648 186 24X 

FicSe 50-537. 82/07/ 16. 8210070029 


6510070138 Outlines revised Amend XIII to Fuel cycle environ rept 
Updated version contains supplemental safeguards info, 
estimated costs 7* modified Kt -65 disposal scheme 
LOLENOCPO,(^ Office or Nuclear Material Safety ** 

^ar€^t/a*-ds Di'edor 82/03/23 Advanced Fuel Spent Fuel 

licensing Dranch MACDOtMLD. C E Transportation Branch 
CJDE.R J Division of Safeguards 2pp 15640 IBQ 24)f 
Fiche 50-53/ 82/07/16 0210070029 


--0210070142 Requests revieui of Amend X I V. con fca ining revised environ ript 
Section 5 7 1 re fuel cycle N/o enc I 
LDNENDEHG.H Qffire of Nuclear Material Safety Ji 

Safpg uaris. Direc toi 02/05/04 ROUSE. L C Advanced Fuel 8< bpint 
Fuel Licensing Branch MACDONALD. C E f raiispor tati on Dranch 
0U3E. ff J Division ot Safeguards Ip 1564B 190 24X 

nche 50-537 82/07*16.0210070029 


- 6210070146 Requests levieiw of Amend X lU. Inc lud ing Section 3 B ?< *» 7 J 
to environ ropt Comnents affecting final versions of Apps 
D J' E Sections 7 2 . 7 .1, 5 7 2 6 7< 5 7 2 7 should be 
transmitted by 0206/6 

LOLvENDERO.H OfFUe Of Nuclear Material Safety «< 

Safeguards Director 02/06/09 CLARK, A T . AYER. J * LONG, J NH<: 
- No Affiliation Given Ip 15646 I7l 24X 

Fiche 50-53782/07/16,8210070029 


--0210070170 Advises that DOE has been notified of omi ss ions., or rots It 
J n on s i s ten c i es found in Amend XIV to environ rept 
lOUENDERO-H Offire of Nuclear Material Safety 6 
Safeguards, Director e?/06/l6 CHFCK. P S Clinch River Breeder 
Riac tor Program Office 2pp 15640 S39 24X 

Ficbe 50-537 82/07/16,3210070029 


--02100701/4 Provides highlight items re CRDR fuel cycle environ review 
for uk ending 820611 Amend XIV tfl environ rept under review 
lORENBERO H Office or Nuclear Material Safety i< 

Sa f eg uards, Di I ec tor 82/06/16 DAVIS, J 0 Office of Nuclear 

Material Safely V Saf eguards. Oirec tor Ip 15640 234 24X 

Fiche 50-537 82/07/16.8210070029 


-'£21007019& Discusses status t< changes to Amend XlV ta environ rapt, 
per e20’5l4 lelcon w/DDE Rept will be modified to cover 
protection for rail shipments 

LOirENDERO, M Office or Nuclear Material Safety 

Safeguards. Dir ec tor 82/05/14 ROUSE. L C Advanced Fuel 8c Spunt 
Fuel Licensing Dranch flACDONALD. C E Transportation Dranch 
PAOE.R 0 Uranium Fuel Licensing Branch 2pp 1364B 230 P4X 
Fjehe 50-537.82/07/16.8210070029 


-8S1007026D Forwards revision to Amend XIII to environ r ep t ■ p r 0 vi dc d by 
DOE on 620415 

LOUENDER-Oi H Office of Nuclear Material Safety & 

Sateguerd s, 0 I rector 02/04/20 ROUSE. L C Advanced Fuel 8/ Spirit 
Fuel Licensing Branch MACDaNALO. C E Transportation Branch 
DUBE,R J Division of Safeguards aip p 15648 353 24X 

Fiche 50-537,02/07/1^.8210070029 


*•-8210070262 Provides highlights of CRBR fuel cycle environ review for wk 
ending 820413 DOE plans to submit draft Amend XIII to 
environ rept during wk of 020419 

LOWENBERIG, H Office of Nuclear Material Safety & 
aafeguards, Direc tor 02/04/13 DAV 1 S, J 0 Office of Nuclear 
Materia] Safety 6a f eguerds , Direc tor 2pp 15649 077 24X 

Fiche 50-537,62/07/16,8210070029 


— 6210070280 Discusses radiological -dose assessment for licenslnp of 
CRDR DOE will submit environ rept on fuel cycle used to 
fabricate, reprocess, transport S safeguard fuel 
LOWENUERO, H Office of Nuclear Material Safely 8. 

Safeguards, Oirector 82/03/19 CONOEL, F J Radiological 
Assessment Dranch Ip 15649 09i 24X Fiche 50-537,02/07/16, 

0210070029 


— 0210070291 Forwards corrected pages to Amend XIII package of LfiDli 
environ rept 

LQRENBERO, H Office of Nuclear Material Safety U 

Safeguards. Dlrec tor 82/03/16 ROUSE* L C Advanced Fuel it Spent 
Fuel Licensing Branch MACDONALD, C E Transportat i on Branch 
DUBE, R J Division of Safeguards 5pp 15649 093 24X 

Fiche 50-537,02/07/16,0210070029 


D NRC DraPt/Final Environmental Statements, suppU l« correspondence 


0210070029 Partial response to FOIA req.uest for documents re CRBU EIS *■« 
all comments, evaluations 6 documents from DNNL re E18 
Forwards documents listed in App A 

FELTON, J fi Division of Rules and Records 02/07/16 MEISB.E H 
Harmon & Ne i s s Bpp 15640 004 24X Fiche 50-537,02/07/16. 

B2 I 0070027 


--0210070037 Provides Info rc revision tn CRDR fuel cycle environ rovmu 
schedule FES contributions due 620614 Review 
responsibilities identified 

EVANS,L J NRC - No Detailed Affiliation Given 02/03/23 
MCCORKLE, G , BHERR^T , ERICK8CN, 0 NRC - No Detailed Affiliation 
Given 2pp 15648 012 24X Fiche 50-537.82/07/16,0210070029 


— 8210070043 Discusses plans for 020400-09 meeting w/BNWL in Silver 
Spring, MD to discuss CRBR environ review Draft updates of 
EfB sections on transportation t* fuel fabrication will be 
provl d ad 

HURT, D NRC - No Do tailed Affiliation Given S2/03/2S DUDE, ff 
NRC No Detailed Affiliation Given ip 15640 016 24X 

Fiche 50-537.82/07/16,0210070027 


— B210070047 Discusses plans for 620512 it 13 meeting w/DNWL re draft 
update of safeguards portion of £18 

HURT.D NRC -No Oetailetf Affiliation Given 03/04/21 
QA6K1N»C . MULLEN, 8 , BAKER, P NRC - No Detailed Affiliation 
Given Ip 15640 017 34X Fiche 90-537, 02/07/16. 8210070029 


— B210070050 Advises that BNUL contractors will be available on B204D/-0U 
to discuss CRDR environ review Transp orta 1 1 on section of Et° 
will be reviewed on 020407 

HURT, D NRC - No Detailed Affiliation Given 02/03/31 D 
NRC - No Detailed Afflliatlun Given Ip 15649 O10 24X 

Fiche 50-537,02/07/16.6210070029 


— 8210070300 Forwards socioeconomic impact portion of environ rept for 
me lu « I on u/Amand XIV 

LOlicNDERG.H Office of Nuclear Material Safety 6 

Sa f eg uards, Dir ec t or 02/05/07 ROUSE. L C Advanced Fuel 6 Spent 

Fuel Licensing Branch MACDONALD, C E Transportatl on Branch 
PAGE, R J Uranium Fuel Licensing Branch 3pp 15640 240 24X 

Fiche 50-537.82/07/16,6210070029 


--5210070206 Advises that DOE failed to meet schedule of milestone for 
safeguards info S< revised CRDR environ rept New target date 
scheduled for 030511 

LONENDERGiH Division of Fuel Cycle 1* Material Safety 02/05/05 
DAVIS. u 0 Office of Nuclear Material Safety it 

Sa feguard s. Di rec tor Ip 15640 246 24X Fiche 50-537,02/07/16. 

8210070029 
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-021OO7OOi.7 Adv.s« that h.orl tast sh«l u.M s.rve f®'' “f P'®" 

supttrttng .nvlpon «f»ort Saf.a<iaP«» portion oP DOE 

environ rop t ohoul'i he Tevietoed to deterftlioe if sufficient 
infn has b<en included for conf J rmaterij review 
DURNETTf R F Division of Safes I'^f'ds B2/02/17 LDWENDERO/ 

Office of nuclear Material Safelg t. Safejuards, Director 2pp 
]56dS 03i 2hX Fiche 50 - 537 i S2/07/ia<D2l 0070D29 

-8210070084 Reiuests that 8MWL handle all safegoards-related arra. of 
eis h interrogatoni updates e.c.pt tho.e ""'f 
fj clandestine fission e iplosi vesi in response to Q20303 niemo 
MCCORKLEaC NRC - No Detailed Affiliation Given 
EV’ANSf 0 NRC ~ No Detailed Affiliation Given Ip 1364B 03*:' 

24 X FicAe 50-537f 33/07/ 1 6. 831 0070029 


-8310071)?33 No tif IBS that DNWL ui i U be available to r evi eui HiDH 1] * 
an 820513 

LOWENDERCd H Office of Nuclear Material Safety t 
SaPeQuardSf Direc tor 02/04/26 ROUSEi L C Advanced luel i "ji"' 
Fuel Licenslns Dranch MACDONALD- C E Transportal id ri Hrjuiii 
PAOE.R G Uranium Fuel Licensing Branch tp I5/)4II J4'/ 4J 
Fiche 50 - 537f 32/07/16. 8210070029 

-0310070313 Submits responses to Contention 6. In t err oga I op i p i II p^) 
61<63. 63 * 64 on CRDR hearing re EIS update 

AYER- J e f CLARK. A T Advanced Fuel t Spent Fuel 1 Keritimj II 14 - 
82/06/09 LOWENQERO. H Office of Nuclear Material 'ijiftflg t 
Saf « g uar ds. Direct or 4pp I 5649 110 24X Fiiho ‘K) 'P|/ n.'^ii^rit 

8310070039 


-8310070101 Advises fcbat B20305 deadline for draft 

cannat be met due to delay in receipt of info from DOE 
L.ORENDERO-H Office of Nuclear Material Safety *. 

Ea f eguard s I Dl r e c tor 02/01/13 CHECK. P 
Reactor Program Office 2pp IS648 043 
Fiche 50-537.62/07/16.0310070029 


Clinch River Breeder 
24 X 


-3210070315 Discusses patential need for add 1 funding 1 I r, 

update project 

NEESONi I Dattello Memorial Institute- Pacific Norlhunt^t 
Lehoratory 02/06/24 LOtfENOERGi M Office of Nuch'.ii 
Safety ft Sa f eguards. Di rec tor 2pp 15649 114 t’4X 
Fiche 50-537 . 82/07/16.0210070029 


-0210070119 Forwards safeguards portion of FES upda te. me I udin q 
Section 7 3*' App E , „ x * 

LQWENBERO.H Office of Nuclear Material Safety t- 

Safeavarrfs, Director 02/06/09 CHECK-P S Clinch River Breeder 
Reactor Program Office 20pp 1 564B 053 24K 

Fiche 50 - 537 . 82/07/16- B2 10070029 

'-021OO7O123 Foruiards updated responses to camments on 1976 DES* 
NURE0-0I39 re safeguards ^ fuel cycle Info re radwaste 
shlpmenterd Isposal site 4< licensed burial site included 
LQWENDEHOi H Office of Wuelear Material Safety & 

Safeguarda. Director 02/06/15 LEECHu P Clinch River Breeder 
Reactor Program Office iSpp 1564S 073 24X' 

Fiche 50-53 7 - 03/07/ 1 6. B2 i 007002 9 

-82I0070IS6 Forwards update to FES. including App D. ^'Environ Effects uf 
CRBR Fuel Cycle t. Trans p orfcat i on of Radioactive Matls" 4c 
Section 5 7 2 7. "Fuel Cycle letpaefcs ^ . 

LOHENBERO. H Office of Nuclear Material Safety 4. „ , 

SafeouAT-ds. Director 32/06/19 CHECK. P 3 Clinch River Dreedi'V 
Reactor Program Office 50pp 15640 000 24)C 

Fiche 50-537.83/07/16.0210070029 

--3210070163 Provides highlights far wk ending 620610 re CRPR fuel cycle 
environ review Minor corrections to FES update submitted to 
CROR program ofc 

LOWEMBERO. H Office of Nuclear Mat 
Safes uardsi Oirec tor 82/06/34 DAVIS. J 
Material Safety 4- Sa f eg uarda. Di rector 
Fiche 50-537.83/07/16.8210070029 


FES update Pages correct minor errors 
LOMENDERO. H Office of Nuclear Material Safety 4( 

Safeguards, Director 02/06/21 CHECK. P 8 Cl Imch River Dreodir 
Reactor Program Office 2Spp 15640 201 24X 

Fiche 50-537.82/07/16,6310070029 

— 8210070186 Provides highlight Item* re CROR fuel cycle environ review 
for uk ending B205M Draft fuel cycle portion of EIS in 


Safe 

ty S> 




0 

Office 

of 

Nuc 1 

eor 

ip 

15648 

200 

24 X 

fuel 

eye le 

p ort ion 

of 


progre* 5 
LONENDERO.H 


Office of Nuftear Material Safety 


Safeguard*. Direc tor 02/05/20 DAVIS. J 0 
Material Safety 4c Safeguards, Direc tor Ip 
Fiche 50-53 7.02/07/16.0210070029 


Office of Nuclear 
15648 S3 5 34 X 


--0210070318 "CRDR EIS Update." monthly progress rept foi ftiy iVi^ 
nelson. 1 C Dattelle Memorial Institute. Pacific Noi tCiw<»s I 
Laboratory 03/06/17 LONENDERG-H Clf P l c e of Nuclu,}i lUlBiii. 1 l 

Safety & 5a f eguards. Oirec tor 3pp 15649 116 lMX 

Fiche 50-53 7.82/07/16.0210070029 

--8310070333 Foruiards final draft submittal of CH8M ( iipthitr |. < !l< 
Section 5 7 ? 6, 5 7 2 7. 7 2 6 7 3 W/o one 1 

r.ELSON. I C Oattolle Memorial Institute. Pacific Nnithuesi 
Laboratory 83/05/21 1 0UEN8ERG. H Office of Nuileni 

Safety fr Sa f eguards. Oirec tor Ip 15649 119 .'dX 

Fiche 50-537,82/07/16.0210070029 

--8310070337 Confirms changes to final CRDR EIG dr.ifl iipdiiU r*i 
telcon w/NRC safeguards staff 

NELSON. 1 Dattelle Memorial Institute. Pacific Niirthwv^'l 
Laboratory 82/05/18 LQWENDERO. H Office of Nm lear 

Saeoty 4. Sa feguards- Di rec tor Ip 15649 120 P4X 

FKhe 50-537.82/07/16.8210070029 

— 8210070333 "CRBR EIS Update,’* monthly progress repL foi Apr IM. 
NELSON. I C Dattelle Memorial Institute, P.iciflr Nr.itlii.psl 
Laboratory 82/05/17 LafENOERO. K Office nf Ninjenr 

Safety 4- Sa f eguards. Oirec tor 3pp 15649 121 i'4X 
Fiche 50-537.82/07/16.821007002? 

— 0210070335 Forwards second draft of CRDR EIS update, int hid mi ’et 
5 7 2 6. "Transportation of Radioactive Matl," H«c i mn 
5 6 3 7 "Fuel Cycle Impacts" b Section 7 3. "Jia PuyunT il s 
Gonsiderati ons " W/o end 

NELSON. I G Oattotle Memorial Institute. Pacifii. Ntn ltmp«l 
Laboratory 02/05/07 LOWENDCRO. M Office nf NuiIb.h 

Darety L 8a f eguarda. Direc tor Ip IS649 124 J4X 
Fiche 50-53 7,02/07/16.8210070029 

— 8210070347 ’*CRDR EIS Update-" monthly progres rept fnr H 41 1 
NELSON. I C Dattelle Memorial Institute. Pacific Nnrlhwesi 
Laboratory 02/04/12 LOWEMDERO.H Office of NuiJear 

Safety 4' Sa f eguards. Oirec tor 3pp 15649 125 »'4x 

Fiche 50-53 7, 82/07/16. 0210070029 

— 8210070465 Forwards back-up notes 6 refs for fuel cycle pf.Mi » 
update Related info end 

NtLSON. I Dattelle Memorial Institute, Pacifli. Nnrlhwe*» 
Laboratory 82/06/24 LaJENDERO. H Office of Nuclear M4I»- i, « 

Safety V Sa f eguards- Direc tor 57pp 1! 

Fiche 50-53 7,02/07/16,8210070029 


tQ CRBR 

WEISS. E R Harmon b Weiss 02/07/26 
Rule* and Record* Ip 15636 039 2 

0207110034 


12U 

24 X 

App 

J of M', L 

f, J M 

Ol 1 1 uri 

SO- 

537. 


B210060442 Responds to FQIA request for input to Chapter / b p 
FES t> suppl to CRDR Document* listed in App A available m 
FDR App D document* completely withheld advice It opinion* 

(ref FQIA Exemption 5) 

FEUTOM. J M Division of Rule* and Records B2/00/24 Mll^i fc 
Harmon 4< Weiss 4pp 15636 040 24X Fiche 50— 837. OW/ Oil ^-#4 

8210060442 


“0201150176 Forwards Accident Evaluation Branch input In US- 
for facility Section 7 requires suppl to address NRC I 

itatement of interim policy Info presented in Beclioru Y J* «- 
11 7 require* no update 

KREGER.W E Assistant Director for Radiation Prolecllion 
01/12/18 CHECK, P 8 Clinch River Breeder Reactor PrCi**^ 
9pp 15636 044 24X Fiche 50-537.02/00/24.82100604 4..* 
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•0206030467 Forcjards Accident E/aloalion Branch input to final environ 
itatement update re Class 9 accidents 

HCII^STDH, fl W Assistant Director for Radiation Protection 
02/05/90 ChECKi P S Clinch ftiver Qreeder Reactor Program Office 
9 pp 15636 049 24/ Fiche 50-537,02/08/54,0210060442 


B2O714OI30 Forujards Accident Evaluation Branch revised evaluation of 
^faur classes of core disruptive accident, included as App J 
to proposed FES addendum, per B Morris verbal request 
Caicul«ited risks of accidents not different from CWR risks 
HOUSTCN.R U Assistant Director for Radiation Protection 
R'^/07/01 check, P S Clinch River Breeder Reactor Program Uffite 
42pp I5b36 05B 24X Fichc 50-537.02/08/24,0210060442 


— 8210070067 Advises that work task sheet Dill serve for basis of p 1 Ein 
supportin-g environ revleu effort Safeguards portion of DDE 
environ rept should bo revleued to determine if sufficient 
info has been included for confirnia tnrg revieuj 
BURNETTrR F Olvlsion of Safeguards 82/02/17 UaWENDEfiO.H 
Office of Nuclear Material Safety & Baf e g ua rd s, Di rec t Or 2pp 

1S64S 096 24X Fiche 50-537,82/07/16,8910070029 


— 8210070094 Requests that BMWL handle all sa f e g uar d s-re I a ted areas of 
EIS Zi interrogatory updates except those concerning threats 
t' clandestine Fission e xplos i ves, i n response to 620303 memo 
MCCORKLE, 0 NRC - No Detailed Affiliation Given 02/03/04 
EVANS. B NRC - No Detailed Affiliation Oiven Ip 15640 033 
24X Fiche 50-537,02/07/16,0210070029 


--6210060447 Draft input to Class 9 accident analysis for CRBR Ff8 
ramble, E Science Applications, Inc 82/06/3l> NRC - No 
Detai 1 ed Af f 1 1 lafclon Given 20pp 15636 100 94X 

Fiche 50-537.82/08/24.0210060442 


—9202240446 Forwards population data input for DCS Sectipn 5 9 4 3 3 f or 
vt 2010, per request 

REGAN. H H Siting Analysis Blanch 02/OS/lO HULflAN, L 0 
Accident Evaluation Branch 3pp 15636 124 24X 

Fl Che 50-537, 82/08/24. 8210060442 


-■e20Ll500B7 Pro/ides description of aspects of liquid pathuay for update 
*'of accident analysis section of TEb suppl Liquid pathway 
consequences small due to absence of large water stores 
LEAR.O Mydrolnyic Oootech hi cal Engincoring Branch Dl/l3/.2.i 
HCIUSFOn. R H Accident Evaluation Branch 2pp 15636 132 24X 

Fiche 50-537,82/08/24.0210060442 


— 0203050073 
probab 1 1 1 
supp 1 
hulman, l 

Re] lab I J I 
Fiche 50- 


ConFirms tentative srhedul 
Stic risk assessment study 

C Accident Ev«iluation Or 
ty It Risk Assessment Dranc 
537 82/00/24.8210060442 


e for 
to bo 

anch 
h I p 


review of CRQR program 
included in FES 

02/02/17 THADANI.A 
15636 165 24X 


6210060458 Forwards comments on drait niatl for FES update per 820501 

request Section 7 2 should include brief discussion on U 
heiarluondc Related info enc 1 

CHECK, P S Clinch River Breedoi Reactor Program Office 02/05/at] 
LOWENDERC, H NRC - No Detai led Affiliation Given I4pp 
15636 166 24X Fiche 50 '51/, 02/00/24, 8210060442 


■02JOO7OOB6 Requests contentions fur CRDR licensing which have 
implications in areas of fuel c yc le, saf eg uards ti waste 
mgt discussed during 810906 meeting 
LOHENDERO.H Office of Nuclear Material Safety S 

Safeguards, t>irec tor 81/10/09 CHECK, P S Clinch River Breedi-i 
Reactor Program Office Opp 15648 033 24X 

Fnibe 50-537,02/07/16.8210070029 


— 0210070119 Forwards safeguards portion of FEg u p date , i nc 1 ud in 9 
Section 7 3 In App E 

LOMENBERO.H Office of Nuclear Material Safety & 

Baf eguards. Dirac tor 02/06/09 CHECK. P S Clinch River OruDdor 
Reactor Program Office 20pp 15640 053 24X 

Fiche 50-537.02/07/16.0210070029 


--6210070123 Forwards updated responses to comments on 1976 DES . 
NUREO-0139 re safeguards fuel cycle Info re radwaBta 
sh i pments. d isposa 1 site (. licensed burial site included 
tONENDERO.H Office of Nuclear Material Safety 6 
Safeguards. Dir ector 82/06/15 LEECH, P Clinch River Dreedoi 

Reactor Program Office (Spp 15640 073 24X 

Fiche SO--937. 82/07/16, 0210070029 


— 0210070138 Outlines revised Amend XIII to fuel cycle environ ropt 
Updated version contains supplemental safeguards info, 
estimated costs C. modified Kr-S5 disposal scheme 
LONENPERO/M Office of Nuclear Material Safety 6 
Gafeguar ds, Di rector 02/03/23 Advanced Fuel It Spent Fuel 
Licensing Branch MACDONALD, € E Transportation Drench 
DUBE. R J Division of Safeguards Spp 15640 180 24X 

Fiche 90-537,82/07/16,8210070029 


—8204290406 Forwards morked up Tab Id 7 3 of FES Revisions ref I or t 
differences in current site almosphoiic disporsioti values 
tram reg guide values used for original F'ES calculations 
HQliSTON.R W Assistant Director foi Radiation Protection 
82/04/07 CHECK. P S Clinch River Drouder Reactor Program Pflico 
2pp 15636 109 24X lirhc 50-517.82/00/24,0210060442 


— 8210070140 Forwards updated list of staff 
personnel ufie may bo called to testify 
safeguards issues at CRBR hearings 
LOWENSERO.H Office of Nuclear Materia 
Safeguards. Director 82/05/06 TREBY. 

Executive Legal Director 2pp 15648 

Fiche 50-937.02/07/16.821007 0029 


mombere ^ contractor 
an fuel cycle or 

1 Safety U 
SA Office op the 
195 a4X 


6203220512 Advises that schedule for loviow of probabilistic risk 

assessment proposed in 020217 memo no longer applicable 
Input to review will be provided upon roquest 

HULHAN. U G Accident Evaluation Branch 02/03/09 THADANI.A 
Reliability 6 Risk Assessment Branch Ip 15636 192 24X 

Fiche 50-537, 02/08/24, 0210060442 


— 88 i0070i 54 Bubffli ts Imt of staff members & canlractors who may provide 
testimony an CRBR fusl cycle safeguards 
LQHENBERO.H Office of Nuclear Material Safety & 

Safeguards, Director 82/03/16 JONES, □ NRC - No Detailed 
Affiliation Given 2pp 1564Q 196 24X Fiche 50-537,02/07/16. 

82 1 0070029 


10080053 Ac k receipt of 020900 Itr commenting on draft suppl to SLh 
Com^sents will be considered in FES 

check, P S Clinch River Breeder Reactor Program Office 02/09/23 
CH0AI0,L fi Affiliation Unknown Ip 15669 319 24 X 

Fiche 50-537,02/09/23,0210080053 


--6310030055 Comments on draft suppl tp FES re decommissioning of CRBR 
CKONO. L R Affiliation Unknown 02/09/00 NRC - No Detailed 
Affiliation Given 2pp 13669 320 24X Fiche 50-537,02/09/23, 

8210060053 


F Security, medical, emergency (. fire protection plans 


0210070027 Partial response to FOIA request For documents re CROH EJb 
all comnents, eva luations 6 documents from DNWL re EIS 
Forwards documents listed in App A 

FELTON, J M Division of Rules and Records 82/07/16 WElSB.h R 
Harmon t Weiss Spp 15640 004 24X Fiche 90-537.02/07/16. 

0210070029 


--8210O70047 Discusses plans for 020512 U 13 meeting w/BNWL re draft 
update of safeguards portion of EIS 

HURT.D NRC - No Detailed Affiliation Given 02/04/21 
GASKIN, C . MULLEN, S , BAKER. P NRC - No Detailed Affiliation 
Given ip 19648 017 24X Fiche 50-937, a2/07/l6» 0210070029 


—0310070206 Advises that DOE 
saf^eguards info it revised 
scheduled for 830911 
LONENOERO, H Division of 
DAVIB. J Q Office of Noc 
Safeguards. Director Ip 
8210070029 


failed to meet schedule of oiilestone far 
CRBR environ rept Mew target date 


Fuel Cycle & 
lear Material 
15649 246 


Material Safety 02/05/09 
Safety 

24X Fiche 50-537,02/07/16, 


— 0210070264 Forwards addl info re add 1 safeguards cast info for CHUR 
fuel cycle environ review 

LOWENBEROiH Office of Nuclear Material Safety it 

Safegvardii Director G2/03/26 ROUSE, L C Advanced Fuel & Spent 
Fuel Licensing Branch MACDONALD, C E Transpor bat 1 on Branch 
DLIDE,R J Division of Safeguards Ip 19649 079 24X 

Fiche 50-53 7, 02/07/16. 8210070029 


—B2 1 0070269 Provides weekly rept on CRBR fuel cycle environ revlou, 
activities for wk ending 020326 DOE subini tted supplemental 
info re draft Amend XEIt concerning request for safeguards 
costs 

UaHENDERO, H Office of Nuclear Material Safety i 
Safeguards, Director 02/03/31 CVNNINGMAN. R Division of Fuel 
Cycle «« Material Safety ip 15649 000 24X 

Fich9 50-937*02/07/16,8210070029 


— B2I0070064 Provides update of EIS review Document r 
matl on reactor safeguards interrogator i e » may be 
clarify or constrain issues 

EVANS, L J NRC - No Detailed AfftJiatiiin Given 
MCCORKLE.G NRC - No Detailed Affiliation Given 
24X Fiche 50-537.82/07/16,0210070039 


equires updated 
issued to 

83/03/01 
2pp 1364B 024 
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0 Ad judi catori^ corTsspondence 


82l0l20i03 AddI response to FQJA request foi nine categories oF records 
generated by present NRC Commi s sioner** pr imari J g Chairman 
Pairarfino C ommi s s loneT Robert* «< White House Foruardt 
App D documents ^ ^ 

FELTONi J rt Division of Rules and Records 02/07/12 UDEtLrR A 
Critical Mass Energg Project 3pp 15690 117 24X 

Fiche 50-000.92/07/12.0210120103 


S210120123 Forwards nnenorandum i order re Council of NC obiection to 

util request for eiemption to perform certain site 

preparation work Memorandum addresses eiemption question U 

sets out history of Commission regulati on. Sec t i on 50 12 

ROOERTSi T M Commissioners 81/ 12/09 PAtLADIND. N ♦ Oll.IN*»KV>V 

BRADFORD. J Commissioners Ip 15690 124 24X 

Flcbe 50-000. B2/07/l2i 8210120103 


0208290094 FDIA request for CRAG 6 CRAG 2 analiiSes for facilities 
CURRAN. D Harmon S. Weiss 02/09/10 Office of Administration 

Ip 15626 239 24X Fiche 50-000.02/09/10.0209290094 


8210010064 Motion for summary disposition of NRDC & Sierra Club 
Contentions 6 «< 7a i 1) No factual issues requiring 
adjudication eiist & dismissal of contEntlons warranted as 
matter of law Hatl facta as to whtcfi there is na issue end 
JONES. D W . SWANSON, D T Hearing Branch I 02/09/29 Atomic 
Safety and Licensing Board Panel I2pp 13565 274 24X 

Fiche 30-537.82/09/29.6210010064 


— 8210010079 Affidavit of K Lawenberg on Cantentlans 61a) 6 <li) Concern 
that fuel cycle analysis be CRQR-ap ec i f ic Fully addressed by 
environ rep t U draft FES supp 1 Analysis will be detailed in 
final FEa suppJ Prof qualifications end 
LOWENDERO, H Office of Nuclear Material Safety 6 
Safeguards, Director 62/09/29 4pp 15363 256 24X 

Fiche 50-537,52/09/29,8210010064 


—0210010082 Affidavit of P Leech on Contention 7(a)()l Concern re Cf<UI< 
achieving objectives of LMFBR program impact statement 
suppl superseded by timing changes given in suppl Prof 
quail f icafri ons & Certificate of Svc end 

LEECH. P Clinch River Breeder Reactor Program Office e2/09/.Jli 
5pp 15565 290 24X Fiche 50-537.02/09/29,5210010064 


6210050184 Corrected notification of pending 1 1 1 iga tion. includi ng 
omitted sentence from 020924 notice Certificate of Svc end 
EDOAR.O L Project Management Corp BEROHOLZ. W £ Energy. Dept 
of EDOARiO L Edgar, 0 L 82/09/29 24pp J 5604 001 24X 

Fiche flO-537. 82/09/29.8210050164 


0210050582 Responds to FOIA request for CRAG 6 CRAC 2 analyses for 
facllUles No analyses eilst for Shoreham Nuclear Plant 
Analyses for CRDR furnished under FOIA 62-344 

FELTONf^r M Division of Rules and Records 52/09/29 CORRAN. D 
Harmon b Weiss Ip 15626 240 24X Fiche 50-000,02/09/29, 

8210050552 


0210060163 Answers to twenty-seventh set of 1 ntarrogatorJ es Certificatr 
of Svc end 

SWANSON. D T , JONES, B W , MIZUNQ. O S Hearing Branch 1 62/10/01 

Natural Resources Defense Council 176pp 15613 001 24X 

Fiche 50-537.52/10/01.6210060183 


B210060185 Siith set of interrogatories Certificate of Svc end 
EDOAR, 0 L Project Management Corp BEROHaLZ, W E Energy. Drpt 
of EDGAR. 0 L Edgar. 0 L 82/t0/04 Natural Resources Defense 
Council 14pp 15613 198 24X Fictie 50-537.82/10/04,8210060185 


8210060195 Preppsed findings of fact on Contenttons 1,2 It 3 re site 
sui tab i I i ty 

FINANOREj D A , TOUSLEYi 0 R Natural Resources Defense Council 
TOUSLEYrD R Sierra Club 82/10/04 77pp I S6 13 293 24X 

Fiche 30-337.52/10/04,8210060195 


3210060200 Second set of admissions 6 seventh set of Interrogat or ice, 
per AQLD 020031 sdiedultng order Certificate of Svc end 
EDQARrO L Project Management Corp BEROHOLZ. W E EnergV* 
of EDOAR. 0 L Edgar. 0 L 02/10/04 Natural Resources Defense 
Council 6pp 1S6I4 t70 24K Fiche 50-537. 02/10/04, 6210060200 


6210070192 Informs that time provided for Commission to act to review 
ALAB-6G6 expired Commission dec lined review Decision became 
final agency action on 821004 

CHILK, 8 J Office of the Secretary of the Commission 02/10/05^ 
Office of the Executive Legal Director tp JS637> 195 24X 

Fiche: 50-537. 82/10/05, 0210070192 


0310120302 Confirms 021005-06 di scuss ions, 1 1 s ting NRC personnej ta it 
deposed on various contentions on 831012-13 
FINAMORE.B A Natural Resources Defense Council 02/10/0/ 
SWANSON, D Hearing Branch 1 3pp 15653 03B 24X 

Fiche 50-537,52/10/07.8210120302 


8210120327 Withdrawal of 821004 proposed findings op foci on 
Contentions 1.2 6 3 re site suitability Intervenors failed 
to note ASLB 820531 withdrawal of request for filing 
proposed findings Certificate of Svc end 

FINAMDRE. B A . WEISS. E R Natural Resources Defense Council 
WEISS, E R Sierra Club 02/10/07 5pp 15653 020 24)f 

Fiche 50-337,82/10/07.0210120327 


8210130435 Notice of pending litigation Certificate of Gvc enf 1 
EDGAR. O L Project Management Corp DEROHOLZ, W E Energy- i>i p I 
of 82/10/07 9pp 13681 171 24 X Fiche 50-337,82/10/07, 

82)0130435 


8210130260 Conf irms 821007 d i scussi on. I 1 s ti ng addl NRC perLonnel la be 
available for deposition re Contentions 5<a) 6 7(b> on 
821013 

FINAMORE, B A Natural Resources Defense Council * Fji>n.ii 4 jre u * 
B2/i0/0G JONES, D Hearing Branch 1 2pp 15670 290 ..MX 
Fiche 50-537,82/10/00.8210130268 


6210130343 Answer supporting NRC 820929 mation for summary di sp ci<si 1 1 
of intepvonor Contentions 6ia> 6 (b) 8- 7(a)<I> No genuine 
Isfue of mat) fact exist* Certificate of Svc end Related 
corre sp ondenc e 

DEROHOLZ.W E Energy. Dept of EDGAR, 0 L Project Managemn.t 
Corp 62/(0/12 Atomic Safety and Licensing Board Panel Upp 
15652 038 24X Fiche 50-337,02/10/12 . 8210130343 


8210200080 Confirms 021005 t. 06 telcons NRDC will have no uaintt'es fi- 
LWA-l hearing* other than TD Cochran NRC considers failure 
to update discovery to be affirmative statement that 
previous responses still correct 

SWAMSQM. D T Hearing Branch I 02/10/15 riNAMORi:. 3 A Nature! 
Resources Defense Council 3pp 15753 001 24X 

Fiche 50-537,02/1:0/15,8210200000 


8210200047 Answer bo 020917 third request for production of diiM"^iii.(v 
Certificate of Bve end 

SWANSON, D T Hearing Drench I 02/10/10 Natural Nosnurcei 
Defense Council 6pp 15755 080 24X Fiche 30-537. 112/ 10/ 111. 

8210200047 


8210200092 Supp J erne ntal responses to discovery requests Frcif 
quallflcat Ians 6 Certificate of Svc end 

HIOQlTrs.H U Joint App 1 1 cants-Cl inc h River Oreedop Rent lor 
82/10/10 Natural Resources Defense Council 27pp ■ I'. 

24/ Fiche 50-537,02/10/10.0210200082 


8210210357 Response to 021004 siith set of interrogatories R»Jeii.d 
correspondence 

FfNAKOREiB A • WEISS, E R Natural Resources Defense Counul 
WEISS, E R Sierra Club 02/IO/IS Atomic Safety und I Uiiisiru 
Board Panel 26pp 15763 346 24X Fiche 50-537. 02/ 10/ )(J. 

8210210357 


B210210453 Response to applicant 821004 seventh set of inter ruga 1 1 < r 
if second set of admissions Related correspondence 
FINAMORE, D A . WEISS. E R Natural Resources Defense Council 
FINAKORE.D A Sierra Club 82/10/10 Joint Applicant! Cliruh 

River Breeder Reactor 0pp 15763 065 24X Ficbo 50 53/. liJ/ III/ It! 

8210210453 


0210210232 Answer to NRC motion for summary disposition of Nf^DC/Sheir^ 
Club contentions Motion should be granted for Conlentlont 
6ia> 6 6{bH2} 6 denied for Contentions 6.6(01(1). O) 6 (4) 

& 7Ca)(l) No matl facts at issue Related correspondence 
TQU8LEY, D R i FiNAMOREr B A Natural Resources Defense Council 
FINAMORE.fl A Sierra Club 82/10/19 Atomic Safety and licen^,. 
Board Panel I7pp 15766 264 24X Fiche 50-537,02/10/19. 

8210210232 


— 8210210240 Affidavit of TD Cochran re environ analyses for fuel -tytt 
6 timing objective Prof qualifications Certificate of II^^c 
eticl Related correspondence 

COCHRAN, T D Natural Resources Defense Council 02/]0/1'9 JJej- 
13766 281 24X Fiche 50-537. 82/10/19, 821 0210232 


6210220260 Motion for qual 1 Picati on of TD Cochran as expert 
interrogator, allowing Cochran to cross-examine on 
Contentions 1 . 2, 3, 4. S<b ), 6, 7(«) . 7<b ) , 8 & Jljexdudjng 
Contentions l(fa)r3(a) It ll(a) 

FINAMORE, B A . T8t/SLEV, D R Natural Resources Defense Cou'nci I 
TOUBLEYrD R Sierra Club 02/10/20 5pp 15775 051 24 X 

Fiche 50-537,82/10/20,0210220260 



Arfida^^it of ER Weiss UCS scientist R Pollard allourd tu ,jtl 
as expert witness fur UCS as c r os «-eif am I n er of other 
ujtnesises during TMI restart hearing 

NEISS'^ R l^atural Resources Defence Council WEISSiE R Union 
of Conierned Scientists WEIS5>E R Harmon ?< Weias 02/lO/SO 
2pp‘ i'5775 056 24X Fiche 50-537,82/10/20*0310250260 


—9210270056 Advises that listed mods made to CDNTAC fir CONCEPT CDfnputoi 
codes to improve iisafulness t< accuracy of CONCEPT code 
HUDSON, C R Oak Ridge Natloria] Laboratorij 31/07/02 BOWERS, H 3 
Oak Ridge National Laboratory 2pp 15021 017 24X 

Ficfte 50" 537, 82/10/22,0210270015 


B21 02202 7'? Affidavit of 
considered as expert i 
COCHRAN, r D Natural 
15775 05B 24X Fithe 


Tfl Cochran listing qualific 
n terrog ator 

Resouries Defense Council 
50-537 02/10/20*8210220260 


ations to 
02/10/20 


br 


5pp 


— 9210270060 "Energy Economic Data Base (EEDBI Program, ” Phase 4 final 
rep t fic fourth update 

ALLEN,R E United Engineers & Constructors, Inc (subs of 
Raytheon Co ) UEfi.C-AML-a 10730 01/09/30 421pp 15021 019 

24X Ficbe 50-537* 92/10/23. S2I 027001 5 


-d 2 


1,0230203 At 
hearings Sh 
explosion t 
CaCHRAri T H 
15775 063 


fida^lt of in Cochian clarifying tpstimony at B20B26~2 / 
ock u»a,e production not required for nuclear 
o occur 

Na''ural Resources Defense Council 02/10/20 Jpp 
24X Fiche 50*537,02/10/20 0210220260 


0210220203 Request deter 
831313-17 portion of LWA”l 
be in US during B21I16-17 
P£ISS. E R * FINAMORE. U A 
lit I5S, E fl Sierra Club 
Hoard Panel 3pP 15775 


cross ezamination oF C Johnson un 
hearings Johnson uitll not 
portion of hearings 
Natural Resources Defense Counc i 
03MO/2O Atomic Safety and Li 

066 24X Fiche 50-537.02/10/20, 


til 


I 

cunsinq 


0210220263 


-“0210230295 Motion to regulate conduct of cr oss-ciami nat ion Util & NRC 
'^shoulO t ros 5 -eiaminfl uiitnesses fust Util & NRC used 
cross- eiaminatinn lor r ehab i i i tat ion Certificate of Sve 


rOUSLEY-D R - FINAMBRE, D A 
rOUSLry.DR sierra CJub 
Licen-sifig Ooaid Panel 7pp 
827 10/20, B2 10220260 


Natural Resources Defense Counc) 1 
02/10/20 Atomic Safety and 

15775 069 24X Fiche 50-537. 


— B2I0270064 Computer runs For 400 MW, BOO MW & 1.200 MW PWRs 
■* NRC - No Detailed AfFiilation Given 82/06/03 24pp 
15022 000 24X Fiche 50-537* 92/10/23* 821 027001 5 


-B21027006B Provides info re verification of reasonab leneie of applicant 
cost estimates for CR&R Applicant cast estimate may be lou 
due to law escalation rate it inadequate contingency 
ailauance For design fix regulatory evolution 

Q0WER5,H I Oak Ridge National Laboratory FIN D-0741 83/06/15 

T0ALSTQN, A Antitrust fi< Economic analysis Branch (Utility 
Finance) 7pp 15632 097 24X Fiche 50-337.02/10/22.6210270015 


— 0210270069 Computer printout for l.OOO-yr dose 

EC KERMAN, K F NRC - No Detailed AfPiliation Given 75/10/01 
2Bpp 15022 106 24X Fiche 50-537* 02/10 /22, B2 103700 IS 


6310260361 Corrected Page 4 to applicant 021018 supp 1 ementa 1 response^ 
to NROC & Sierra Club discovery requests Certificate oF Sve 
enc I 

EDGAR, 0 U Project Management Corp 62/10/23 Natural Resuurces 
Defense Council 5pp 15799 358 24X Fiche 50-537,83/10/25. 

0210360361 


5210250353 Forw 
kRDC 7' Sierra 
I nterr ngator i 
V.WAN5CN.D T 
Natural Hesou 
Fiche 50“537> 


aids NRC signed notarized af 
Club 021001 twenty-seventh se 
hs 

Hearing Dranch I 02/10/30 
rces Defense Council 21pp 
03/10/20 0210250353 


PI davits re 
t of 

FlNAMDRE.n 
13790 343 


ansuicrs tu 


, WE 160* L' H 
24X 


8210270170 Order ruling on NRC 620927 motion for summary disposition 
Contentions 6ia) & 6(b)(2) dismissed, b ut Contention 7(a)(l> 
retained Portlans of Contentions 6(b}{3> & 6(b)(4> deleted 
LfNENOEROER, 0 , MILLER, M E Atomic Safety and Licensing Board Papel 
82/10/36 Office of the Executive Legal Director lOpp 

15833 025 24X Fiche 50-537,63/10/36,0210270170 


0^.10260397 Supplemental response to second set of admissions & seventh 
%et of inierr ogator I PS 

FfNAMORE DA . WEISS, E R Natural Resources Defense Council 
FIP'AKORE, □ A Sierra Club 02/10/31 Joint Ap p ) icantf~CI inch 

Rjstp Breeder Reactor 4pp 15003 331 24X Fiche 50-537,82/10/^1, 

0210360397 


-0210260404 Statement of qua 1 1 f i ca ti i»n for intervenor expert wltnosse*- 
TO Cochran C Johnson |/rof qua 1 1 P i cation s h Certificate of 
Ss c enc J , * A 

FIflAhQRE.,Q A , WElSb 4 C R Natural Rosources Dofense Council 
riNAllORE, 8 A Sierra Club B3/10/21 Bpp 15803 333 24X 

Fiche 50-537.82/10/21,0210260397 


8210270015 Forwards documents to be placed in POR Documents respond to 
NRDu 8« Sierra Club 820917 third request for production of 
documents i Sierra Club 2/th set of interrogatories 
SWEErJEY.l1 F Office of the executive Legal Director 02/10/22 
scon. S Document Management Branch 4pp I SQIS 093 24X 

Fiche 50 000 , 82/10/22, B2I02700J 5 


--82I0270020 "Greater Commitment Needqd to Solve Cohtinulng Problems ,it 
THI. '• rept to Congress 

4 General Accounting Office EMD— 01-106 81/00/26 I22pp 

1 58 16 096 24 X Fiche 50 000,82/10/32,0310270015 


--6210270033 ^‘INEL as Site for Large LMFQR " 

» Idaho, State of 01/01/31 ‘75pp 150IB 210 24X 

Fiche 50-537.82/10/22,8210270015 


0 InspGctioTi reports. IE Dullotins &< corrosp andance 


0308190233 IE Info Notice 60-35* Suppl I* 
Implant Seeds Sve list encl 
COBB. L I Division of Fuel Facilities, 
82/10/06 Consolidated Edison Co of 

24X Fiche 50-000*02/10/06,8208190233 


"Leakin-g & Dislodged t-126 

Materials & Safeguards 
Noui York 66pp 1S761 250 


8508190230 IE DuHetin 02-03, ''Stress Corrosion Cracking in Thick- 
Wall , Large-Dl ametar, Sta in le as Steeli Rec iTCulation Sys 
Piping at BWR Plants " Sve list encl 

DEYOUNO.R C Director's Office* Office of Inspection and 

Enforcement 82/10/14 Consakidated Edison Co of New York 

115pp 15010 125 24X Fiche 50-000* 83/10/ 14. B20B190238 


r Hearing tranicripts on nan--ant i trust matters 


B210040257 Transcript of ACRE CRDR Working Or oup on Sy s Integration 
830930 meeting in Washing ton# DC Pp 1-242 Vieiugraphs enc I 
e ACRS - Advisory Caminitte« an Reactor Safeguards B2/07/30 
35?pp 15574 001 24X Fiche 30-537.62/09/30,0310040257 


8210280133 Transcript af ACRS CRBR Thermal Hydraulic Working Group 
821026 meeting in Wa shing ton, DC Pp 1-276 Supporting 
documentation encl 

* ACRS - Advisory Committee on Reactor Safeguards 02/10/26 
456pp 15839 307 24X Fiche 50-537,02/10/26,0210300133 


““0210370035 "AIRDOS " Computer Code for Estimating Population & 
Individual Doses Resulting From Atmospheric Releases of 
Radionuclides From Nuclear Facilities " 

M30RE, R E Dak Ridge National Laboratory aRNL-TM~46a7 
/5/0l/3i 80pp 15019 317 24X Fiche 50-337,02/10/22*0210270015 


—8210270041 "ALLDOfi - Computer Program for Calculation of Radiation 
Doses From Airborne Waterborne Releasee " 

STRENOEiD L * NAPIER, D A , PELOQUIN, R A Dattelle Memorial 
Institute* Pacific Northwest Laboratory PNL-3524 80/18/31 

153pp 15020 034 24X Fiche 50-537,82/10/22,0210270019 


--9210270052 "CONCEPT S - User Manual " 

HUDSON* C R Oak Ridge National Laboratory ORNL-5470 79/01/31 

l9Spp 15020 106 24X Fiche 50-337*02/10/22*0210270013 


0210290104 Transcript of ACRS Subcommittee an CRBR 021027 meeting in 
Wash Ington* DC Pp 1-233 Supporting documentation end 
« ACR8 - Advieary Cemmittee on Reactor Safeguards 82/10/27 
OOBpp 13855040 24X Fiche 50-537*82/10/27*0210290104 


DOCKET 8TN-50-546 MARBLE HILL NUCLEAR STATION. UNIT I 


A Ap p I Ication/construction stage documents corr etpondenee 


8210120348 Forwards NURE(J-OB06i "Steam Oetieratar Tube Experience," per 
telephone r«4,«est M/m end 

YOUNO0LOOD* B. J Licensing Branch 1 62/09/13 PILALIS.L Public 

Service Co of Inifiara, Inc ip 13690 300 S4X 
Fiche 50-346,02/09/13*0210120340 


326 


UUUIN.C: 1 CU I I CIVIO 


8210210023 Summary af 830917 netting u/ut » 1 , Dec h tc 1 t Sargent «. Lundy 
in BBtheadJiMD Tt BRP c qnforitianc* revleia> required bg 

DOOLITTLE. E L Licensing Branch I 82/09/27 Licensing Branch 1 

5pp 15732 203 3AX Fiche 50-546.02/09/27.3210310023 


6210290000 Provides info on procedures for tefitfering OL application. 
F5AR i< environ rept TuJO copies oT FSAR should be * 
directly to E040. who will perfor/n acceptance revietu NRC 
will perform acceptance review of environ rept 

YOUNOHLOaDi D J Licensing Branch I 82/10/06 SHIELDS.8 W Pub 
Service Co of Indiana. Inc 6pp 15877 073 24X 

Fiche 50-546.82/10/06,0210290000 


SHIELDS. 8 U 
24X 


Q Inipoction reports, IE BuMotins & correspondence 

8210080019 Addl response to FDIA request for W categories of info re 
nuclear reactor events 6 safety problems Forwards documents 
listed in App A Documents in Ap p B completely withheld (ref 

FELTON. J M Division of Rules and Records 02/07/12 UDELL. R A 

Critical Mass Energy Project 9pp 15665 027 24X 

F I c he 50-000. 62/07/ 1 2 . 02 1 OOBOO l 5 

— 82100Q0159 Systematic assessment of licensee performance notes re 
fact li til evaluation for Jul 1979-June 1980 
^ _ Mq Detailed Affiliation Given 60/06/30 9pp 

1S660 062 24X Ficfie 50 - 000 . 02/07/ 12. 821000001 3 

8210130231 Forwards IE Insp Repts 50-546/82-15 t< 50-547/82-15 on 
a20827"2a No noncompliance noted 

KHOF.R C Division of Project & Resident Programs 82/09/21 
SHIELDS, a W Put He Service Co of Indiana, Inc 2pp 15674 145 
24/ Flcbe 50-546,02/09/21.0210130221 

--021O13O222 IE Insp Repts 50-546/82-19 ?< SO-547/02-15 on 620027-20 Hu 
none ompl lance noted Major areas inspected Unit 1 reactor 
vessel installation activities h 10CFR21 reportable Items 
PEL^^E. P R . KONKHN. J E Division of Project & Resident Programs 
82/09/20 Spp 1S674 147 24X FicAe 50-546. 02/09/21, 8210 130321 

620019-0233 IE Info Notice 80-35, SuppI J. "Leaking << Dislodged 1-139 
Implant Seeds " Bve list end . ^ « 

CODB.L I Division of Fuel Facilities. Materials 6 Safeguards 
82/10/06 Consolidated Edison Co of New York 66pp 15761 250 

24X FI Che 50-000,02/10/06,8208190233 

8200190230 IE Bulletin 02-03, '^Stress Corrosion Cracking in Thick- 
Wall, Larg e-Diameter, Sfea in I ess Steel. R frc treo latlon Bys 
Piping at DWR Plants " Sve list end 

DEYOUNG. R C Director's Office. Office of Inspection and 

Enforcement 02/10/14 Consolidated Edison Co of New York 

U5pp 150JO 125 24X Flche 50-000,82/10/14.8208190238 

S Reportable pccurrences. LERs U related corresp ondenc e 

8210250130 Interim deficiency rept re incorrect fabrication of several 
pieces of structured steel Initially reported on 620610 
Procedures established to inspect for def ic lenc i as t to 
repair rarnaining steel Meet rept expected by 030210 
SHIELDS, S W Public Service Co of Indiana, Inc 02/10/15 

KEPPLER. J 0 Region 3, Office of Director 2pp 15767 016 24X 

Fiche 50-546,02/10/15.8210250130 


DOCKET STN-50-547 MARBLE HILL NUCLEAR STATION. UNIT 2 
A App H cat lon/c onstruc t Ion stage documents I, correspondence 


O Inspection reports. IE Bulletins t correspondence 


0210090015 Addl response to fOlA request for 19 categories of Info re 
nuclear reactor events & safely problems Forwards documents 
listed In App A Documents in App B completely withheld fref 
FOIA Exempt ion 5) 

FELTON, J M Division of Rules and Records 82/07/12 UDLLLNC 
Critical Mass Energy Project 9pp 15665 027 24X 

Fiche 50-000.62/07/12.0210000015 


0210060159 Systematic assessment of licensee performance notes re 

facility evaluation for Jul J979-June 1980 

•i NRC - No Detailed Affiliation (?iven 60/06/30 9pp 

1566B 062 24X Fiche 50-000,02/07/12.0210080013 


8210130221 Forwards IE Insp Repts 50-546/82-15 h 50-547/Q2-15 on 
620827-36 No noncompliance noted 

KNOP-n C Division of Project %> Resident Programs 02/09/21 
shields. S M Public Service Co of Indiana, Inc 2pp 14j 

24X Fiche 50-3 46,02/09/21.8210130221 


—6210130222 IE Insp Repts 50-546/02-15 t. 50-547/82-15 on .H N 

nomconpliance noted Major areas inspected Unit 1 reockor 
vessel installation activities I- 10CFR2I reportable licmi 
PELKE.P R . KONKLIN, J E Division of Project Resident Priigrc**-!. 
62/09/20 Spp 15674 147 24X Fl c he 50-546. 82/09/3 I . (^2101 (0 'Jl 


820019-0233 IE Info Notice 00-35. Suppl I, "Leaking Dislodged 1 IJ . 
Implant Seeds " Sve list end 

CODB.L I Division of Fuel Facilities, Materials U Safiguards 
Q2/I-0/06 Consolidated Edison Co of New York 66pp 15/61 .W 

34X Fiche 30-000.82/10/06.8200190233 


8208190230 IE Dulletin 02-03, "Stress Corrosion Cracking tn Thiib 
Wall . Large-Diameter, Stainless Bteel, Rcc ircu lation By s 
Piping at BWft Plants " Sve list end 

DEYOUNO.R C Director's Office. Office of Inspection anil 

Enforcement 02/10/14 Consolidated Edison Co of New Yuri 

llSpp 15810 125 24X Fiche 50-000, 82/10/ 14. 02001902 JB 


5 Reportable occurrences, LERs U related correspondence 


8210250130 Interim deficiency rept re incorrect fabrication of le-krxaj 
pieces of structured steel Initially reported on 620610 
Procedures established to inspect for deficiencies L to 
repair remaining steel Next rept expected by 830210 
SHIELDS, 3 W Public Service Co of Indiana, Inc 02/S0/I5 

KEPPLER. J 0 Region 3, Office of Diroctor 2pp 137117 016 •'4X 

Fiche 50-546.02/10/15,8210350130 


DOCKET STN-50-553 PHIPPS DSHD NUCLEAR STATION, UNIT 1 
0 Inipectlon reports. IE Dulletlns L correspondence 


620B190233 IE Info Notice 00-35, Suppl I, "Leaking «< Dltlodgtd 1 If. 
Implant Seeds " Sve list end 

CODD.L I Division of Fuel Facllitiet, Materials Safeguards 
62/10/06 Consolidated Edison Co of New York 66pp 1*>76I 
24X Fiche 50- 000.82/10/06,0200190233 


6206190230 IE Dullatln 92-03, "Stress Corrosion Cracking in Thi s I 
Wall, Large-Di ameter, Stainless Steel, Rec ircu iatlon Byi 
Piping at OWR Plants " Sve list end 

DEY0UN(?,R C Director's Office, Office of Inspection and 

Enforcement 82/10/14 Consolidated Edison Co of New Vor 1 

lISpp 15610 125 24X Fiche 50-000. 02/10/ 14. 0200190230 


8210120340 Forwards NUREO-0006, "Steam Generator Tube Ejeper 1 enc e, " par 
teJaphone request M/o enc I 

YOUNGBLOOD. B J Licensing Branch 1 B2/09/13 PILALI8, L Public 

Service Co of Indiana. Itic Ip 13690 300 24X 

Fiche 50-346.02/09/13.8210120346 


0210210023 Summary of 020917 meeting w/utl I, Bechtel Ic Sargent & Lundy 
in flethesrfafMD re SRP conformance review required by 
lOCFRSO 35 

DOOLITTLE, E L Licensing Branch 1. 02/09/27 Licensing Branch 1 

Opp 19702 203 24X Fiche 50-546.02/09/27.0210210023 


0210290008 Provides info an procedures for tendering OL application, 
fear & environ rept Two copies of F8AR ihoul-d be ssnt 
directly to EG$tO«uha will perform ecceptance review NRC 
will perform ecceptance review of environ rept 

YaUNOBLOQD. B, J Licensing Branch 1, 82/10/06 SHIELDS, 5,M. Public 

Service Co of Indiana. Inc 6pp 15B77<073 24X 

Fiche 50-546, 02/ 1 0/06, 02 1 029000 B 


DOCKET BTN-50-554 PHIPPS BEND NUCLEAR STATION, UNIT 2 


0 Inspection reports, IE Bulletins & correspondence 


8203190233 IE Info Notice 80-35. Suppl 1, "Leaking & Dislodged 1 IflS 
Implant Beads " 8v< list end 

COBB.L I Division of Fuel Facilities, Materials Baftguaeds 
02/10/06 Consolidated Edison Co of New York 66pp I9/&1 

24X Fiche 50-000,02/10/06,8200190233 


0206190238 IE Bulletin 82-03, "Stress Corrosion Cracking In Thict- 
Wal l,Large~Di ametenStainless Steel, Rec ircu lation 8ys 
Piping at BWR Plants " Sve list and 

DEYOUNO.R C Director's Office, Office of Inspection antf 

Enforcement 02/10/14, Consolidated Edison Co of New Yarl 

llSpf 15810 125 24X Fiche 50-000. 02/10/14,0200190230 



CaCKCT STU-SO-SSb DLACR FOX STATION- UNIT I 


ft App 1 1 cation/c iins truction stage docuinents Sc correspondence 


E2l0ia0595 Informs that implementation of erosion control plan uiill 
a<3e<ivatelg stabiliie soil in areas found to be eroding 
dur mg site visit in May 

f/OVAK- T M Assistant Director for Licensing 02/09/24 WEST-J Q 
Public SerMCe Co of Oklahoma ?pp 15692 341 24X 

riche 50-556 82/09/24,0210130595 


i) Inspeckion reports. lE Uulietms correspondence 


320fll9t>233 IE Info Notice 80-35. Suppl 1. ''Leaking t Dislodged 1-125 
l-nplant Seeds " Svc list end 

C03Q»L I Division af Pud Facilities, Materials & Safeguards 
02/10/06 Consolidated Edison Co of Neu York 66pp 15761 250 
24/ Fiche 50-000.82/10/06.0200190233 


a20ai9023G IE Dglletin 02-03, "Stress Corrosion Cracking m Thick- 
'U.il li Large-Di ameter. bta in 1 ess S bee I , Rec ircu lation Sgs 
Piping at DWR Plants ” Svc list end 

DEYOUNC.n C Director % Office- Office of Inspection and 

Enforcement 02/10/14 Consolidated Edison Co of Neur York 

IJ5PP 15010 125 Fiche 50-000.02/10/14,0200190338 


DD:HET STN-50-557 DLALk FOX STATION, UNIT 2 


A ftpp J i c a tion/c onstruc ♦ i nn stage documents X- correspondence 


0210130595 Informs that implementation of erosion control plan will 
adequately stabiliie sail in areas found to be eroding 
during site visit in Mag 

r;aVAK, T M Assistant Director for Licensing 02 / 09/24 WES P. J 0 

Public Service Co of Oklahoma 2pp 15692 341 34X 

Fiche 50-556,02/09/24.0210130595 


0 Inspection reports. IF Dulletins & correspondence 


D2O0i9OS33 IE Info Notice 0O'35, Suppl 1. "Leaking Dislodged 1-125 
ImpUnt Seeds " Svc list end 

CD3D.L t Division of Fuel Facilities, Materials U Safeguards 
02/10/06 Consolidated Edison Co of New York 66pp 15761 250 
24X Fiche 50-000.03/10/06,8208190233 


C-2uQ190238 IE Dullctin 82-03, "Stress Corrosion Cracking in Thick- 
Ue M , Large-Di amoter, Stain 1 ess Steel , Kec Ircu lotion Sys 
Piping at DWF? Plants " Svc list end 

CEYOUNO. 1? C Director’s Office, Office of Inspection and 

Enforcement 02/10/14 Consolidated Edison Co of New York 

lISpp 15810 125 24X Fiche 50-000. 83/10/ J 4. 0200190238 


DOCKET STN'50-566 YELLOW CflCEK NUCLEAR PLANT, UNIT I 


0 Inspection reports, IE DuMetlns 6 correspondence 


B3v9l?0233 IE Info Notice 80-35, Suppl 1. "Leaking it. Dislodged 1-135 
Implant Seeds “ Svc list end 

COSD.L 1 Division of Fuel Factlitics, Materials h Safeguards 
02/10/06 Consolidated Edison Co of New York 66pp 15761 2S0 
24 X Fiche 50-000,02/10/06.8208190233 


6208190238 IE Dulletin 83-03, "Stress Corrosion Cracking In Thick- 
Wall. Large-Di ameter. Sta in less 8 teel . Rec Ircu lat ion Sgs 
Piping at DWR Plants " Svc list end 

DEY0UNC,R C Director's Office. Office of Inspection and 

Enforcement 02/10/14 Consolidated Edison Co of New York 

M5pp ISeiO 125 24X Fiche 50-000,82/10/14.0208190330 


S Reportable occurrences, LERs E related correspondence 


02lflOBO247 Third b final deficiency rep te re resolution of 
unanticipated vibratorg loading concerns Initlallg reported 
an 011228 Program developed to insure piping sgs operate 
within design parameters Next repl provided bg 021217 
KILLS, L M Tennessee Valleg Aufchontg 82/09/24 O^REILLY, J P 
Region 2, Office of Director 3pp 15630 104 24X 

Fiche 50-000,02/09/24.021000024 7 


02IOO5O2S5 First interin deficiency rept re failure to consider eeismir 
Ic inertial loadings on ladders, p lat forms & walkwags 
Initiallg reported on 820826 Const activities deferred until 
decision re const completion reached 

HILLS, LM Tennessee Vallog Authorltg 02/09/27 O'REILLY, JP 
Region 3, Office of Director 2pp 15611 176 24X 

Fiche 50-566,82/09/27.021005020 5 


0210050293 First interim deficiencg rept re six sheared motOT pinion 
kegs in Llmitordue Nodel SD-0-25 motor oparatora Initiallg 
reported on 020830 Valves w/rnutor operators being tabulated 
Next rept will be submitted bg B21122 

HILLS, L M Tennosoee Valley Authority 82/09/20 □'RCILLY. J P 
Region 3. Office of Director 2p p 15609 070 24X 

Fiche 50-000,82/09/23,8210050293 


6210290320 Second interim deflciencg rept re use of none o n serva ti ve 
c a Icul a bional method to evaluate General Const Spec 0-32 
spacing violations Initially reported on 820520 Next rept 
XiTill be sent bg 830S38 

HILLS.LM Tennessee Val leg Authorltg 02/10/12 O'REILLY, JP 
Region 2, Office of Director 2pp 13053 064 24X 

Fiche 50-000.89/10/12,0210290320 


8210290197 Interim deficiency rept re deferral of const activities 
Initially reported on 020623 Commitments made in rept, audit 
findings 8. response to violations deferred until restart of 
design tt const 

MILLS, L M Tennessee Valley Authority 02/1O/J4 □ 'REILLY, J P 

Region 2. Office of Director ip 15053 312 S4X 
Fiche 50-000, 02/10/14,0210290107 


6210290236 Third interim deficiency rept re potentially overs tr e ss ed 
embedded plates Initially reported on 820412 Investigation 
continuing tt const activities deferred until sufficient info 
gathered to determine completion of project 

HILLS.L M Tennessee Valleg Authority 02/10/14 0 'REILLY, J P 

Region 2, Office of Director 2pp 1SB53 229 24X 

Fiche 50-000,02/10/14,8210290236 


8910260350 First interim deficiency rapt re addition of locking devicei. 
to handuheel operated valves Initially reported on 620916 
Const activities deferred Analyses of locking devices 
continuing Neitt ropt will be sent by 020310 

MILLS, t M Tennessee Valley Authority 02/10/10 O'nEILLY. J P 
Region 2> Office of Director 2pp 15009 339 24X 

Fiche 50-000,02/10/18,9210260320 


9210290274 Final rept for Dc-f tc i anc i es D A E seventh Interim rept fqi 
Deficiencies A & D re control of procurement activities 
initially reported on 010316 Final corrective actions noted 
Next rept expected bg 930428 

MILLS. LM Tennessee Va I ley Authority 05/10/51 O'REILLY, J P 
Region 2, Office of Director 4pp 15853 1 43 94X 

Fiche 50-000, 62/10/21. 0210290274 


DOCKET STN-50-567 YELLOW CREEK NUCLEAR PLANT, UNIT 2 


Q Inspection reports, IE Bulletins L correspondence 


8208190233 IE Info Notice 00-35, Suppl I, ’"Leaking t. Dislodged 1-125 
Implant Seeds " Svc list end 

CODDi L I Division of Fuel Facilities, Materials I. Safeguards 
82/10/06 Consolidated Edison Co of New York 66pp 15761 200 
24/ Fiche 30-000,82/10/06,0200190233 


9208190238 IE DuUetin 92-03. "Stress Corrosion Cracking in Thick- 
Wall, Large~Di ameter. Stain less Steel , Rec ircu 1 atl on 8ys 
Piping ai DWR Plants " Svc list end 

DEYQUNQ.R C Director's Office, Office nf Inspectitin and 

Enforcement 82/10/14 Consolidated Edison Co of New York 

llSpp laeiO 125 24X Flchi 50-000,02/10/14.8208190238 


9 Reportable occurrences. LERs t< related cor retp andenca 


9210080247 Third (< final deficiency repts re resolution of 
unanticipated vibratory loading concerns Initially reported 
on 011228 Program developed to insure piping sys operate 
within design parameters Next rept provided bg 821217 
MILLS. L M Tennessee Valley Authority 82/09/24 Q'RErLLYiJ^ 
Region 2. Office of Director 3pp 15630 1 04 24X 

Fiche 50-000. 82/09/24.8210060247 


0210050285 First interin deficiency rept re failure to consider 
& inertial loaiflngi on lad ders, p I atforms & walkways 
Inlttallg reported on 920826 Const activities deferred until 
decision re const completion reached 

MILLS, L M Tennessee Valley Authority 82/09/27 P'REJLLY, 
Region 2. Of f ice of Dlrec tor 2pp 15611 176 24X 

Fiche 50-566 , 02/09/27,8210050283 


0210050293 First interim deficiency rept re six sheared motor pi 
kegs in Limltorque Model 80-0-25 motor operators Initially 
reported on B30B30 Valves w/motor operators being tabulated 
Next rept will be submitted by 92112S 

MILLS, L M Tennessee Valley Authority 82/09/28 O'REJLLY. v 

Region 2, Office of Director 2pp T 5609. 070 24X 

Fiche 50-000,82/09/28,0210050273 





UKJK^fKC. I C.U J I CIVIO 


0210290320 Second interim deftciencii rept re u»e or nonconserva t ivo 
1 Ctrl 0 1 1 ana t method to evaluate General Const Spec 0-32 
tpacing violations Initially reported on B2052B Neit rept be 
lent by 83OS20 

MlLLSiL M Tennesiee Valley Authority 82/10/12 O'REILLYi J H 
fleplon 2. Office of Director 2pp 15053 064 24S< 

Fiche 50-000* 82/10/13, 021O29O32S 


B210290167 Interim deficlencii rept re deferral gf const activities 
Initially reported on 820623 Commitme nte made In repttaudit 
findings te response to violatione deferred until restart of 
design & const 

lirLL9«L M Tennessee Valley Authority 02/10/14 O'REILLY, J P 
Reyion 2i Of f i c e o f Di r e c tor Cp 15953 312 24X 

Flcfie 50-000,92/10/14.0310290107 


0210290236 Third interim deficiency rept re potentially overstressed 
embedded plates Initially reported on 920412 Investigation 
continuing It const activities deferred until sufficient info 
gathered to determine coinplotian of project 

MILLS, L M Tennessee Valley Authority B2/10/14 O'REILLY* J P 
Region 2, Office of Director 2pp 15053 229 24X 

Fiche 50-000. 02/10/14*8210290236 


9210260320 First interim deficiency rept re addition of locking devicer 
to hatiduheel operated valves Initially reported on 820916 
Const activities deferred Analyses of I-ociiing devices 
continuing Next rept uiJl be sent by 020310 

MILL9.L M Tennessee Valley Authority 02/10/18 O'REILLY. J P 
Region 2* Office of Director 2pp 15002 359 24X 

Fiche 50-000. 02 / I 0/ 1 8 . 82 1 Q36033Q 


82I0S90274 Final rapt for Deficiencies D 6 E 6 seventh interim rept foi 
Deficiencies A 6 D re control of procurement activities 
Initially reported an 010316 Final corrective actions noted 
Meet rept expected by 930428 

MILLS. L M Tennessee Valley Authority 02/10/21 O'REILLY* J P 
Region 2* Office of Director 4pp 15853 143 24X 

Fiche 50-000.02/10/21.0210290274 


DOCKET 0TN-5D-5B4 OIBDSAft. OlOflS 6 WILL 


A App 1 i cat lon/construc t ion stage documents & correspondence 


9210270124 Foruardt QA program. Top i cal Rept OIQSAR 17-A.Amcnd 6 
KEDDlSrM N Oibbs & Hill. Inc Isubs of Oravo Carp ) 02/10/25 

HAASS.WP Quality Assurance Branch Ip 15027 115 24X 

Fiche 50-584. 82/10/25. 821 0270124 


— 0210270129 Amend 6 to QA program Topical Report OIBBAR 17-A 

e Oibbs Hill, Inc isubs of Dravo Corp > orBSAR-17-A A06 
88/08/31 Iispp 15827 116 24X Fiche. 50-SB4. 92/10/25. 

0210270124 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 

DOCKET 70-0007 ICN FHARMACEOTICALS. INC i IRVINE. CA 


0210060225 Fnruiarde IE Lnep Rept 70-0007/02-01 on 820505-0605 No 
noficompl iance noted 

KINNEMAN. J D Division of Engineering ic Technical Programt, 
d2/0?/30 QAIETri.A L ICN Pti armaceutical s. Inc * ICN-CS<R 
Development 2pp 15620 048 


—0210060227 IE tnsp Rept 70-0007/02-01 on 820505-0605 No noncompllance 
‘ ''acility dec ontamination surveyed St sita closed out 
cense 37-00345-03 terminated 

H t KINNEHAN, J D. Division of Engineering 6 Technical 
1^2/08/02 lOpp 15620.050 




f or 


— 6210060356 IE Safeguards Insp Rept 70-0025/82-00 on 820913-16 Ha- 
nancomp 1 lance noted Major areas inspected measurement 
control program 8, independent insp safeguards effort Details 
ujithhelrf <ref 10CFR2 790) 

NELSON, 0 8 Division of Radiological Safety 6 Safeguards Praa»as 
82/09/27 ip 15615 193 


DDCKET 70-0027 OAQCQCK & UILCDX CO . LYNCHBURG. VA 


8210270232 Foruards mods to B&N upgrade physical security plan, made 
during implementation Mods withheld (ref 10CFR2 790) 

KELLY. J W Dabcocii 6 Wilcox Co 62/06/10 EVANS. L J Fuel 

Facility Safeguards Licensing Branch 2pp 15036 070 


0210010353 Forwards IE Safeguards Insp Rapt 70-0027/83-19 on 820iJ73-7 
No noncompliance noted 

OtBBON.A F Division of Engineering & Tochnicaj Programs 02^09/1 
ECKERT. J P Babcock 6 Wilcox Co 2pp 15569 233 


— 8210010361 IE Safeguards Insp Rept 70-0027/02-19 on G20D2D-36 No 
noncompt lance noted Major areas inspected MC 05206D 
measurement control & statistics Details withheld 
(ref 10CFfl2 790) 

9ABAD0S, J W t MCALPINErE J Division of Engineering !< Ter-hniiLal 
Programs 82/09/iO Ip 15569 235 


fl2i0l50229 Forwards IE Insp Rept 70-0027/03-20 on 02(3830-0901 No 
nancomp 1 lance noted 

OrOSDN.A F Division of Engineering 6 Technical Programs GP/09/I 
ECKERT. J P Babcock 6 Wilcox Co 2pp 15701 356 


—8210150239 IE Insp Rept 70-0027/82-20 on 820030-0901 No noncomp In- 
noted Major areas Inspected review of lab QC program, 
radiochemistry procedures S. records 6 liquid 6 gaseous 
sampling & ac countabi 1 1 ly 

EVANS. C D . MONTGOMERY. D M Division of Emergency Preparedross • 
Operational Support 82/09/16 4pp 15701 358 


S2I0220497 Forwards page changes to radiological contingency plarv tp 
clarify procedure for notifying NRC. state i. locality of 
declared state emergency Provisions for aasessing offsite 
rad lo log ical impact of radiological emergency also revised 
KELLY..; W Babcock 6 Wilcox Co 02/09/29 PAGE. R 0 Uranium fu 
Licensing Branch 4pp 15706 317 


8210210341 Forwards IE Safeguards Insp Rept 70-0027/82-25 on 
820927-1001 No noncompliance noted 

GIBSON. A F Division of Engineering 6 Technical Programs DS'/lt)/ 
ECKERT, JP Babcock 8t Wilcox Co 2pp 15764 307 


— B210210342 IE Safeguards Insp Rept 70-0027/02-25 on B30927-1001 
noncompl iance noted Major areas inspected security plan Cr 
implementing procedures, records L repts, I oc ks. kegs h 
detection aids Details withheld (ref 10CFR73 21) 

GOODE. R M . MCGUIRE, D R Division of Engineering it Technical 
Programs 02/10/14 Ip J5764 309 


DOCKET 70-0033 TEXAS INSTRUMENTS. INC , ATTLEBORO. MA 


8210070239 Forwards IE Insp Rept 70-0033/82-04 on 820901-03 No 
noncomp 1 iance noted 

STAROSTECKI, R Division of Project 6 Resident Programs 02/0'J/::; 
GOETZ. W K Texas Instruments. Inc 2pp 15637 146 


--8210070240 IE Insp Rept 7O-(X)33/02-O4 on 020901-03 No noncomp j i am 
noted Major areas inspected review of operations , clos eoul 
surveys. environ programs & 1 1 censee/1 iceniing meeting 
ROTH. J . KEIMIO.R R Division of Project Resident Programs. 
SHUMi E Office of Nuclear Material Safety it 8af eguar ds. Dire e tm 
02/09/21 4pp 15637 146 


8210290238 Forwards IE Imp Rept 70-0033/82-03 on 82003 J-09O2 No 
noncomp I lanc e noted 

MARTIN. T T Division of Engineering it Technical Programs 02/10 
OQETZi W H Texas Instruments. Inc 2pp 15853 1 98 


—8210290241 IE Insp Rept 70-0033/82-03 on 820831-0902 No nancampM 
noted Major araat inspsetsd licensee closeout lUTvey rept, 
independent measurements in general mfg area, chemlca 1 it 
metal lagraph I c labs & roof exhausts 

JOHANSEN, J . LADUN.R . KINNEMAN.J D Division of Eng inter! no V 
Technical Programs 82/10/12 Upp, 15053 200. 



I CLL/ 1 1 i::ivio 


tCj.iiET 70-0036 CDMBOSTIDN ENGINEEftlNO, INC . WINDSOR* CT 


6ill02l05&3 Providps schedule for review of license rencual application 
CoTf-inits t rccommendat i nna on app 1 tea tl on* n ot i f icai i on of 
scheduled insp & action required to meet schedule requested 
CROW/ W T Uranium Tual Licensing Branch 63/tO/Ol hILLER* J R 
Dwision of Engineering <c Technical Programs app 15702 360 


a2l0ie(>316 Requests transfer of C-E fee funds from deferred revenue to 
ratli revenue account per review of amend to License SNM~33 
MILLER* IV 0 License Fee Management Branch B2/I0/06 KANfONilJ b 
Financial Operations Branch Ip 157^6017 


DDChET 70-0135 OADCOCI^ WILCCJX CO * APOLLO. PA 


£■110130303 AeV receipt of 220720 Itr informing NRC pf steps taken to 
correct violations noted in IE Insp Repts 70-0135/02-07 & 
70-0364/Q2-06 

5 TAR 0 STECKI. fl Division of Project & Resident Programs 02/10/06 
CAflLSONiR V Babcock h Wilcox Co tp 15670 101 


— 021O13O3OQ Responds to NRC 820901 Itr re violations noted in IE Insp 
Repts 70-0135/02-07 70-0364/02-06 Corrective actions 

afrnaniun diuranate drying belt one I adjusted 6 more 
effectivelg designed reflector installed 

AUSriN.M A Babcock fy Wl Ico* Co 02/09/28 STAROSTECKI . R 
Division of Project 6 Resident Programs 2pp 15670 102 


CCCKET 70-01 4 3 NUCLEAR FUEL SERVICES* INC , ERWIN. TN 


S210S70235 Application for amend to License 8NM-124 to allow use of 
hjnishing unit for tinishjiig highly enriched U in 0ldg 110 
MJCHEL.C J Nuclear Fuel Services* Inc (subs of Oettg 0*1 Cn > 
B2/04/14 NIXON* W A Division of Fuel Cycle *< Material Safety 
2pp 15076 073 


03lO2aO57| Forwards Revision 0 to physical safeguards plan 
incorporating personnel seaich to detect 3 g unshielded U* 
enriched to 907. U-235i to allow wider range of flexibility 
Revision Withheld (ref tOCrR73 21 > 

H1CHEL»C J Nuclear i uol Services* Inc (subs of Ootly Oil Co ) 
B2/06/O1 EVANS. I J Fuel Fnc 1 1 1 ty Safeguards Licensing Branch 
Ip 15814 350 


0210150061 Confirms 020721 commitment to submit groundwater 
nonitoring program to NKSS by 02IOI5 

KAhSER* N C Nuclear Fuel Sorvices* Inc (cubs of Getty Oil Cn ) 
02/07/27 GIBSON. A F Division of Engineering 6 Technical Programs 
Ip 15701 264 


0210010164 Ack receipt of IE Insp Rept 70-0143/B2-SQ No proprietary 
into 

MANSER* W C Nuclear Fuel Services* Inc (subs of Getty Oil Cu 1 
02/08/30 CIBBON/Ar Division of Engineering & Technical Programi* 
Ip 15968 090 


02IO26O569 Forwards Page 3-2 to application for renewal of Certificate 
of Compliance 5492 for Model RflO-JBl-I inad vertantl y omitted 
froii original 

HlCHELiC J Nuclear Fuel Services* Inc (subs of Getty Oil Cn ) 
02/O8/3D MACDONALD* C E Transporta ti on Branch Ip 15014 G55 


~D210260S69 Page 3-2 to application for renewal of Certificate of 
Compliance 5492 for Model RMG-10I-I 

imCDONALD.C E Transp o r tat i on Branch 02/00/23 Ip JS014 336 


8210010162 Concurs w/decision to terminate use of environ impingors in 
conjunction u/environ samp 1 es* based on review of 020527 
remits of environ impinger air measurement s for Jan-Nar 
1902 

GIflSPM, A F Division of Engineering << Technical Programs 02/09/03 

HANSEBiU C Nuclear Fuel Services* Inc (subs of Getty Oil Co ) 

Ip 15567 273 


0210010364 Forwards IE Insp Rept 70-0143/02-32 on 020023-27 No 
noricomp] jance noted 

CIBSOM.AF Division of Engineering & Technical Programs 02/09/10 

MANSER I W C Nuclear Fuel Services* Inc (subs pf Getty Oil Co > 

2pp 1 5569 236 


— 02JOOJO371 IE Imp Rept 70-0143/02-32 on 020023-27 Na noncomp Hance 
noted Major areas inspected facility operations* storage 6 
internal control it records repts Details withheld 
(re# 10CFfi2 790) 

TODD..O A I MCALPINE. E U Division of Engineering Technical 
Programs 02/09/10 Ip 15969 238 


0210130197 Forward* IE Safeguards Insp Rept 70-0143/02-33 on 030006- 
0903 No noncomp L lance noted 

GIBSON, A F Division of Engineering «c Technical Programs 82/09/M 

MANSER, W C Nuclear Fuei Services* Inc (subs of Getty Dll Co > 
2pp 15715 273 

— 0210150204 IE Safeguards Insp Rept 70-0143/82-33 on 020006-09(^3 Nn 
none omp 1 *an c e noted Major areas inspected licensee action 
on previous insp s* nonrout ine events facility operation 
Details withheld (ref lOCFRa 790) 

LEE. T D . MCALPINE.E J Division of Engineering U Technical 
Programs 02/09/14 App 15715 275 


0210040040 Ack receipt of check in payment of civil penalty proposed on 
B20B09 Corrective action -discusaed in 020903 Itr will be 
examined during future insp 

AXELRAD.J A Director's Office* Office of Inspection and 
Enforcement 02/09/21 MANSER* W C Nucloar Fuel Services. Inc 
(subs of Getty Oil Co ) 2pp 15577 200 


0210010092 Denies 020127 ?« 0507 requests that IE Insp Rept 
70-0143/81-04 not be placed In PDR 

O'REILLV, JP Region 2. Office of Director 02/09/22 MANSER* W C 
Nuclear Fuel Services* Inc (subs of (Jetty Oil Co- ) Ip 
19569 009 


82100-10313 Forwards IE Safeguards Insp Rept 70-0143/02-34 on 820907-10 
No noncompl lanc e noted 

GIDSON.A F Division of Engineering Technical Programs B3/09/93 
MANSER. W C Nuclear Fuel Services, Inc (subs of Getty Oil Co ) 
2pp 15560 203 


— 0210010317 IE Safeguards Insp Rept 70-0143/02-34 on 020907-10 No 
none omp 1 lance noted Major areas Inspected shipping 
receiving of SNM Details withheld (ref 10CFR2 790) 

JONES, D W * RICHARDS, D L * MCALPINErE J Division of Engineering it 
Technical Programs 02/09/22 Ip 15560 205 


0210150473 Ack receipt of check for 42,500 sent in payment of civil 
penalty proposed on 020009 Cor rec t ive action specified in 
020903 Itr will be examined at future irtap 

AXELRAD.J A Enforcement Staff 62/09/82 MANSER. W C Nucloar 
Fuel Services, Inc (subs of Getty 01 I Co > 2pp 15714 172 


— 0210150477 Responds to NRC 020009 Itr re violations noted In IE Insp 
Rept 70-0143/82-23 Corrective actions withheld (ref 
IOCFn2 790) Payment of civil penalty end 

MANSER, W C Nuclear Fuel Services* Inc (subs of Getty Dl i Co > 
02/09/03 Director's Office. Office of Inspection and 
Enforcement Ip 19714 174 


e2l0O4'0OB5 Order establishing add I extensions of time Parties mag 
submit questions to be posed in oral session by 02110? Oral 
session ul M be held between 821215-030115 

CHILK.S J Office of the Secretary of tha Commission 88/10/01 
2pp 15501 039 


0210080179 PNO- 11-82-106 on 021 003* e»P 1 os ion occurred in caldner 
area of scrap recovery (ildg , cau s 1 ng tuio to three times max 
airborne radi oac 1 1 vl ty release Caused by introduction of 
volatile matl to calciner (small furnace) 

WRAY, J R , OI080N.AF Region 2. Office of Director 02/10/04 
2pp 15640 165 


02f 
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— B2101 50376 Forwards IE Safeguards Insp Kept 70-0143/82-29 on 02OBO2-O6 
^ notice of violation Details t notice of violation 
withheld (ref 10CFR73 21) 

OLSHJWSKI.J A Division of Engineering & Technical Programs 
62/0Q/25 hfAr(SER/U C Nuclear Fuel Services. Inc (sut>s of Gutty 
□il Co 1 2pp 15704 273 


— 0210150380 IE Safeguards Insp Rept 70-0143/82-29 on 820002-06 
Nonconp 1 iance noted failure to review 6 audit safeguards 
contingency plan Details withheld (ref I0CFR73 2l> 

PERNY, C D , TILLMAN, A , MCGUIRE, D R Division of Engineering «< 
Technical Programs 82/0B/24 2pp 13704 275 


0210130393 Motion for Commission to direct DOE to make available to 
NRDCiUnder suitable protect ions, class if aed info covered by 
enc I FOIA requets Deadline for filing testimony should be 
suspended Certificate of Svc end 

UElSSrE R Natural Resources Defense Council UEISS, E R Harmon & 
Ueiss 02/10/08 Commissioners 12pp 15680 324 


8210130281 Advises that organiiation will appear at hearing but will 
not present direct oral testimony Comments provided on 
Issues Aifi & C 

MISDRENER.J M Oil. Chemical & Atomic Workers Inti 82/10/12 
CHiLKiS J Office of the Secretary of the Commission 3pp 
15678 27fl 


8210150472 Order denying KRDC 821012 motion to suspend deadline for 
filing testimony until NRDC FOIA requests resolved Motion 
would be unnecessary if NRDC had filed FDIA request on more 
timely basis Commissioner Ahearne separate views end 
CHILHiS J Office af the Secretary of the Commission 02/10/14 
Natural Resources Defense Council 3pp 13703 040 


0210180103 Submittal of R Durnett 020930 testimony representing 
consolidated testimony of all NRC ofcs 

FONNER.R L Regulations Division 82/10/14 2pp 19718 025 


— 8210180107 Testimony of R Gurnett Present safeguards program adequate 
to protect public health 6 safety License should be revoked 
if amend not sustained H/Cert 1 f icate of Svc 

BORNETT, R F Division of Safeguards 82/09/30 30pp 157J8 02/ 


8210200001 Forwards memorandum of law re license amend process i< JD 
Cochran testimony Testimony 6 Exhibit 28 withheld 
SCHERR, 6 J Natural Resources Defense Council 82/10/13 
STOCKY, a H Docketing it Services Branch Ip 15755 104 


— 8210200004 Memorandum of law on license amend process Amend vnlacufuLly 
substitutes "reasonably achievable" std in place of 
legislatively ordained std of protection of public health 6 
safety Certificate of Svc end Exhibit 28 withheld 
HEISS. E R Natural Resources Defense Council 82/10/15 
Commissioners 240pp 19755 lOS 


0210200057 Response opposing NRDC motion for Counmlsslofi to direct 
production of documents FOIA process cannot be used as 
substitute for discovery Commission has no authority to 
order production of DDE documents Certificate of Svc end 
L6IKEN, L t DERGHOLZ, H E Energy, Dept of 82/10/10 
Commissioners 8pp 157S6 040 


DOCKET 70-0278 DOW CHEMICAL CO , MIDLAND, Ml 


021O1BOO2B Responds to FOIA request far seven catogoiKu of documeris I 
re Dow Chemical Co 6 incineration of low level radwaste I 

Request for fee waiver gi anted Forwards listed documents 
FELTON. J H Division of Rules and Records 82/00/20 A H 1 

Affiliation Unknown 2pp | 


— 8210180424 Provides info re use of Dow Chemical Co radiiaiioii prolrir, 
manual.per AEC 5B1219 1 tr Requests info on licensiii 9 
irradiated U 

BEAMER/W H Dow Chemical Co 58/12/24 JOHNGDN, L Atomu kr<>^| 
Commission 2pp 1574Q 331 


DOCKET 70-0364 DAflCOCK ^ WILCOX CO , APOLLO, PA 


0210280452 Forwards corrected Page 8 of Amend 17 to I i cense * (,H -*14 
issued 820831 License Condition 36 C should rcfloci 
conditions contained in Amend 12 issued 010225 

ROUSE, L C Advanced Fuel & Spent Fuel Licensing Granch it,v<J / ‘•.J 
AUSTIN, M A Babcock 6 Wilcox Co Ip 15059 011 


— 8210280453 Corrected Page 8 to Amend 17 to License LiNfl '4 14, rr v a 
License Condition 36 C 

ROUSE, L C Advanced Fuel tt Spent Fuel Licensing OrAnrh I'-i 

ip 15859 012 


6210070307 Forwards IE Insp Rept 70-0364/82-05 on 02072 1 it niitM r ^ r 
violation 

MARTIN, T TT Division of Engineering «< Technical PTogram* ILUhj^ .'I 

CARLSON, R V Babcock & Wilcox Co 2pp 15634 IJI 


— 0210070312 Notice of violation from insp on 020723 

a Division of Engineering fr Technical Programs nikVOV/fc'4 
15634 125 


— 6210070316 IE Insp Rept 70-0364/02-05 on 020723 Nontomp I lane • mi lei 
excessive dose rate at external surface of vehicle A failure 
to label package correctly 

CLEMONS, P E , 6REENMAN, E 0 Division of Engineering & teihuiiel 
Programs 02/09/21 7pp i5634 127 


8210130303 Ac k receipt of 820928 Itr informing NR(,' of siepi taken i 
correct violations noted in IE Insp Repts 70-0135/01' Of I 
70-0364/82-06 

STAROSTECKIi R Olvtslan of Project ^ Resident Programi I u/<.’6 

CARLSON, R V Babcock i> Wilcox Co Ip 15670 lUl 


—8210130308 Responds to NRC 020901 Ur re violations noted in tl !■ 
Repts 70-0135/02-07 4t 70-0364/02-06 Corrective actions 
ammonium diuranate drying belt end adjusted it more 
effectively designed reflector installed 

AUSTIN, H A Babcock it Wilcox Co 03/09/20 SrArNlliTECKl . M 
Division of Project it Resident Programs 2pp I56/{1 18/ 


DOCKET 70-0371 UNC NAVAL PRODUCTS • INC . UNCAEVILLH, CT 


B2102S0060 Forwards Page 50 of written testimony filed u/Commi i sioti on 
821015 

LEIKENrL Energy, Dept of 82/10/21 CHILK,6 J Office of the 
Secretary of the Commission Ip 19707 090 


— B21025006I Page 90 of testimony filed w/Commi ssion on 821015, 
inadvertently omitted Certificate of Svc end 
^ Energy, Dept of 82/10/21 3pp 19787 091 


8210040392 Issues Amend 10 to License 8NM-36Q, authori i Ing new skuraas 
shelves l< new fuel handling criteria for raw fuel storage 
room, in response to 020510 application I, 820604,0709 h 
0812 fuppls 

PA<3EiR O Uranium Fuel Licensing Branch Q2/09/0V HIRK.H f 
United Nuclear Corp 2pp 15597 214 


6210040397 Safety evaluation supporting Amend 10 to Ulrenie 'i«rt 
PIDINGER,C H , CROW, W T Uranium Fuel Licensing Branch 
2pp 15597 216 


DOCKET 70-0223 CALIFORNIA. UNIV OF, LOS ANQELES, CA 


8210290023 Partial response to FOIA request for document* rt UCLA Lab 
research reactors Forwards documents listed In App A 
FELTON, / M Division of Rules and Records 82/09/03 HJR8CH, D 
Government Accountability Project 2pp. 15064 195 


«i/lhori.,d un,.r Lion,, R-71 t, 
SNM 974 on 790520 No noncomp 1 lane « noted Major areas 
inspected control of SNM it selective exams of procedu 
personnel interviews 


dures & 


^ Region 5, Sati Francisco, Office of the Director 
79/04/J0 BROWN, HV C.Mforn,*, Unlv cf. L», AngJl,. iT 
15064 262 24X Ficha 90-142,82/09/03,0210290023 ^ 


0210250016 Forwards revised fundamental nuclear mail control promra^ 
H/o end 

COLLOPY, r J United Nuclear Corp 82/09/07 EVANS. L J* fuel 
Facility Safeguards Licensing Branch ip 15608 259 


8210220168 Forwards IE Safeguards Insp Rept 70-0371/02-10 on 8201^1 
No noncomp Hanes noted 

MARTIN* T T Division of Engineering & Technical Prograxai 
AflYiO a United Nuclear Corp 2pp 15770 055 


—8210220172 IE Safeguards Imp Rept 70-0371/02-10 on 020816- IV PT- 
noncompl iance noted Major areas Inspected security plan 6 
impU/nentlng procedure* lighting it review of open itsAS 
Details iiflthheld (ref 10CFR73 21 > 

SMITH, 0 C , GODYi A T, Division of Engineering b Technical 
Programs. 02/10/07 Ip 19776 097 



eSlOiSSOl?? Forwards IE Safeguards Insp 
No none omp I » a n c e noted 

rTi^SrtN. T T Dwision of Fngineering 
0 United Nuclear Corp 2pp 


Rept 70-0371/82-09 oti 820009“ I J 

U Technical Rrogrants 02/10/14 
15777 304 


--3210220179 IE 
none onp I i an 
cantrol pro 
ZrSULSKY, H 
f>rograms 


Safeguards Insp Rept 70-037 1 /02“O9 on 02O0O9~13 No 
ce noted Major areas inspected tneasurement 
grain Details withheld Cre-f lOCFRS 790> 

, flGDY( A T Division of Engineering ^ Technical 
82/10/07 Ip 15777 30* 


— 0210000311 IE tnsp Rapt 70-0794 /e2-04 on 820910 h M Hajor arB,aa 
inspected ua 1 1 Si f 1 aors< pipe 1 i ne s €< fixture Pu contamination 
levels in Advanced Fuels Lab 81dg 102 Surfaces uiithin 
guidelines for release of area for unres t r iic ted use 
RIEDLINOER, D A i PANO« J F « ZURAKQtl SKI > P R Division of 
Radiological Safety & Safeguards Program 09/09/20 19pp 
15*38 023 


8210190473 Forwards IE Insp Rept 70“0754/a2-0 4 on 920910 Zt 14 Ha 
moncomp L lanc e noted 

DQOKiH E Division of Ra d lo ] og i-ca 1 Safety tt Safeguards Program 
03/10/05 DARMITZE-L^R W General Electric Co 2pp 15740 220 


OSCltET 70-039S COMMERCE* DEPT OF* WASHINGTON. DC 


32iC060i3a Att receipt 020917 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repfes 70-0390/02-03 * 

MARTIN*T^T^ Division of Engineering «c Technical Programs 82/09/30 
PEVEV* L E C ofliftior c fl 1 Dep t ofi 

15*14 304 


National Dureau of Standards 


IP 


82J02000S7 Notice of ASLB reconstitution JH Frye, cha i rtnan L H Foreman 
* <JA L 1 nenb er ger. membors 

COTTER. D P Atomic Safety and Licensing Doard Pane] 89/10/14 
2pp 15753 19* 34 X Fiche 50-070. B2/1 0/ I 4 . 0310200087 


docket 70-0820 UNITED NUCLEAR CDRP , WOOD RIVER JCT . Hi 


--B310060147 Responds to NRC 820908 Ur re violations noted in It Insp 
Repts 7O-O39a/02'O3 I 30-OJ91 8/02-03 Cot rec live actions 
instructions issued re Spec /A container reuse t. laheiing 
* PCS ting of containers for C f-203 source 

PEVEV. L E Commerce. Dept uf. NationaJ Dureau of Standards 
02/07.17 nARTIN. T T Division of Engineering * Technical 
Programs 2pp 15614 305 


docket 70-041* COiriRADO ‘?TATE UNIV . FT CtlLLINb. CO 


0310230004 IE Insp Findings t Licensee Act dtd 030921 of Licensi? 
*^SL*1-3B0 Insp findings no violations observed 
SPSTZDEfiG.O 0 Region 4. Office of Director 83/09/31 13pp 
15770 226 


8210370210 Forwards well results - Sr-90{ pCl /L). Apr 19a0-rtar 1783 
HELGESON. K A Uni ted Nuc > ear Corp 82/0*/ 17 CROW. W T NRC - NU 
Detailed Affiliation Given 3pp 15836 041 


8210250013 Forwards corrected copy oP ferttliier analysis performed Sr 
reported on 000718 Analy s 1 s consistent w/r"ture of crushed 
apa 1 1 1 e fer 1 1 1 1 1 or 

MELCESDN, K A Wnited Nuclear Corp 82/06/22 CROW. W T Uranium 
Fuel Licensing Branch 2pp 1 SBOB 181 


021027020* Forwards corrected copy oP Controls for Environ Pollution* 
Inc 0OO710 fertiliier analysts. per 820511 request Fluoride 
concen trati on analysis consistent w/nature of crushed 
apatite fer ti 1 1 1 er 

HEL0E8DN. K A United Nuclear Corp 02/06/23 CROMi W f Uranium 
Fuel Licensing Branch 2pp 1583* 031 


OIICHET 70-0633 PAN AMERICAN WORLD AIRWAVS, INC , PATRICK AFD. FL 


0210010116 IE Jnsp Findings 6 Licensee Ac k dtij 820901-02 of License 
Er,H-575 Insp findings no none omp I lanc o noted 
FRAIWLIN. I Region 2. Office of Director 82/09/02 Ip 
15567 219 


rXKET 70-0687 UNICIN CARD IDE CDRP . TUXLDO. NV 


StlOSTOOby Forwards iniegratod site 
Agreement S tr s encl 
ruilCKA. W G Union Carbide Corp 
Division of Fuel Cycle 6 Material 


undo emergency preparedness plan 

82/07/03 CUNNINGHAM. R E 
Safoty ]p 15836 128 


0210200104 Forwards "Water Solubility Test Performed an Botli" used 
by analytical vendor 

NELOESON. K A United Nuc Lear Corp 83/00/18 CROW. W T NRC - Nu 
Detailed Affiliation Given Ip 15767 307 


— 6210200106 ''Water Solubility Test Performed on Soil." for United 
Nuclear Cor p . Woodr iver Junction. RI 

MUELLER. J J controls for Environmental Pollution. Inc 02/0//I4 
NHC - No Detailed Affiliation Given 9p p J 5767 300 


0210350014 Foruordt response to NRC comments on licensee 930413 
detailed sail decontamt nat i on plan Revised plan will not be 
p resen ted. but comments wt I ] be in-corp orated Into plan 
OREGO. R J United Nuclear Corp 02/ OB/31 CRDW. W T NRC - No 
Detailed Affiliation Given 6p p 15808 253 


— 8210770070 Nuclear fac i 1 i iy emergency plan 

.* Union Carbide Coi p 02/09/03 OSpp 15836 129 


Q21022D260 Forwards IF Sareguards Insp Rept 70-0607/83-06 on 020907-10 
ro nontompi lance notod 

MARTIN. T T Division of Engineering it Technical Programs 02/10/13 

KCCOVERN. J sf Union Carbide Corp 2pp 15776 325 


--021O22O264 IE Safeguards Insp Rept 70-0607/02-06 on 020907-10 No 
noncompl lan CO noted Major ^reas inspected nucloar mafcl 
conlrol A a ccounfc I ng. inc 1 ud mg measurement statistical 
controls Details withheld (ref 10CFR2 790) 

ZtOULSKViM . RATTA. A D . CODY. A T Division of Engineering 
Technical Programs 02/10/07 ip IS776 32/ 


taCKliT 70-0753 WHEATON COLLEGE. WHEATON. IL 


eaiO2Z0343 Memorandum & order directing OE to file rept on intention to 
submit appMcations to renew PL 6 SNM 1 Iceme* wi th in 15 days 
of s\c of order 

FRYE. JH Atomic Safety and Licensing Board Panel 02/10/21 
General Electric Co 3pp 13776 265 24X Fiche 50-070. 82/ 1 0/21. 

Q210220343 


DOCKET 70-0754 GENERAL ELECTRIC CO . PLEASANTON. CA 


0210080302 Forward! IE Insp Repti 70-07 54/82-03 on 820B12 U 
70-0754/02*04 on 820910 it 14 Excessive Pu c ontamina tlon 
Levels found in Advanced Fuels Lab Bldg 102 6 asement* front 
Lab L sodium room areas in 820812 insp 

BOOK.H E Division of Radiological Safety * Safeguards Program 
02/10/05 ROGSE. L C Advanced Fuel it Spent Fuel Licensing Bronch 
2pp 15630 008 


8210360108 Forui a r (is response to NRC comments on 020412 detailed soil 
d econtarnlnati on plan Conduit to river will be surveyed per 
required criteria Site charac ter i sa t i on survey will be 
foruarded under separate cover 

GREGG. R J United Nuclear Corp 02/00/31 CROW. W T NRC - Nu 
Detailed Affi 1 Lallan Given 6pp 15008 353 


8210370313 For( 4 iards response to NRC Comments 1-13 on 820412 ’'Detailed 
Soil Decontamination Plan ’’ Revisions (Jill be Incorporated 
into final survey rept 

GREGG. R J United Nuclear Corp 02/00/31 CROW. W T NRC - No 
Detailed Affiliation Given 6p p 15036 035 


B21026003G Forwards site character £ la ti on survey w/addendum re dose 
commitment data for Lagoon A area soil sample analyses 
HELGESON.K A United Nuclear Corp 02/09/02 CROW, W T NRC - No 
Detailed Affi nation Given Ip 15009 001 


— 02*0260041 Exposure table* for D-eC 1901 

« Control* for Environmental Pollution. Inc 01/13/31 4lpp. 
15009 002 


— 0210360049 "Macadam & Soil Statistical Analysis & Evaluation of 
Analytical Data for Decomm-i ss 1 oning of Woodrlver Junction 
Facility " 

# Controls for Environmental PolJutiant Inc 01/07/14 443pp. 

1580? 042 


B21 0270 1 73 Pro V Ides info on jus t i f ica tton for two imperative actions 
to be taken as preventive meint re roof over main processing 
bldg it ofc areas U steelwork In process area 

OREGO. R, J United Nuclear Corp. 03/09/07 GROW. W T NRC - No 
Detailed Affi nation Given 3pp, 15035 32? 


332 


DOCKE I tU 1 1 civio 


5210290211 Reiiuest* surveij repfc ^or tnaii^t to be performed on 

roor hi ttce I hfar ks ■ me 1 uding nap thou^ing grid <(iei Ic 
locations fc survey- results for each grid Time should be 
scheduled to Region 1 can conduct survey prior to painting 
CROW. H T Uraniun Fuel Licensing Branch 02/^09/25 CREGO-R J 
United Nuclear Carp Ip 15076 257 


DOCKET 70-U13 OENERAt ELECTRIC CQ , WILMINGTON, NC 


G21022O51B Advises that groundt»iab«r /nonitoring program ,jjil bi 
inip lamented before 821101 

WAKILD.C North Carolina, State of 82/09/15 CROM. w T UT-ioi 
Recovery Licensing Drench Ip 15786 085 


QOCKET 70-0324 BABCOCK ^ WlLCOX CO * LYNCHBURG, VA 


6210220231 Rospotnit to NRC 1 tr re violations noted In IE Insp Rept 
70-0824/32-04 Corrective actions cutting uolding permit 
form revised w/o encl 

OLSEN* A F Babcock L Wil CD* Co 02/03/10 TrdUP. 0 L Region 2, 
Office of Director Ip 15775 130 


B210150130 Fort^ards IE Insp Rept 70-0324/62-03 on 920901-03 No 
noncojnpl i anep noted 

GIBSON, A F Division of Englneermg & Technical Programs 92/09/16 
EN0EL0ER*T C Babcock & Wilcox Co 2pp 1S698 310 


—9210150136 IE Insp Rept 70-0924/02-05 on 920901-03 No noncomp 1 lance 
noted Major areas inspected external L Internal radiation 
c ontr 0 1 , copi ta/nina 1 1 on surveys 6 source leak testing 
KAKLE*J a . METZGER, J R . DaRR. K Division of Engineering & 
Technical Frograms 92/09/15 4pp 1S69B 3B0 


8210010389 Forioards IE Safeguards Insp Rept 70-0924/82 **06 on 920909 l< 
17 No noncemp 1 lance noted 

GIBSON, A F Division of Engineering tt Technical Programs S2/09/£>a 
ENGELDER, T C Babcock Sc Wilcox Co 2pp 15372 299 


0BIQ1SOO64 Foruards l£ Safeguards Insp Rept 70- 1 1 1 j d DJijVuf-S' 

No noncomp 1 la nee noted ' 

OlDSON.A F Division of Engineering 6 Technical Praftrntni (],^/09,.-p 
LONG, J A General Electric Co 2pp 15715 270 


-"SSlOlSOOh/ IE Safeguards Insp Rept 70-1113/92-10 on f)a090/-l0 r.^ 
noncompliance noted Major areas inspected measurement 
control program U followup of previpus insp flndmto Bcijii*. 
withheld (r«f 10CFR2 7901 ^ 

dates, J W * SADADDS,J W , MCALPINE, E j D, vis ion of fTig inarr j r, i 

Technical Programs 82/07/24 Ip 15715 271 


8210270425 Noli ficat ion of contract e«ecutj on , Hod ? to ’'MAHe vi 
License SNH-1097 Contractor Science Applications, Irti 
FLEEN0R,C H Adnin 1 stra t i ve Contracts Branch FIN B / n/ i 
02/09/30 DAVIS* J , LDYSEN, P Office of Nuclear Materui I 

Safeguards , D1 rec tor Ip 1SB33 357 


— 9210270429 Mo d 2* dt ob 1 iga t ing uneipenried balance of lonUaii Kirq, 
issuance of no cost settlement after term Inal 1 on. to ’HA rr 
QE SNM License SNM-1097 " 

ARCHER, C D Science Applications, Inc HAGAN, T f UchniiKib 
Assistance Contracts Branch FIN 0-7337-1 02/09/ i(i Jaa 

13033 3SB 


—9210010390 IE Bafeguards Insp Rept 70-0894/02-06 on 920909 4. W Nn 
none empl iartcc noted Major areas inspected hC-B5206 
measurement control program (scrap/waste) Rept details 
wifrhAaJd fref I0CFR2 790) 

CLAV'. E L , MCALPINE,e J Division of Engineering 4< Technical 
Programs 02/09/22 Ip 15372 271 


9210210194 Forwards IE Safeguards Insp Repts 50-013/82-03 
70- 0024/ 02“ 10 on 620930-1001 No noncompliance noted 
OIPaON»A F Otvliion of Engineering U Technical Program* 02/10/15 
ENOELDER. T C Babcock ^ WlUot Co 2pp 15763 304 24X 

Fi Che' 90-013, 02/10/15,8210210194 


0310210314 Foruiards draft license conditions re effluent L anj>r,,r, 
nonradiological monitoring requirements Conditions Include 
stack monitoring of fluoride release U groundwoter 
monitoring on nonrad lolag ical parameters 

CROW, W T Vranium Recovery Licensing Branch D2/tO/(Jl1 WAK U S^ ( 
North Carolina, State of 6pp 1S7B2 301 


9210220209 Ack receipt of IE Insp Rept 70-1113/02-20 an HWOVI ( 1/ N 
proprietary info 

VAUGHAN, C M General Electric Co 02/10/12 OIBIIDN. A I Iksvii 
of Engineering 8, Technical Programs ip 19/76 353 


— 02VO21O2O6 IE Safeguards Imp Regts 50-013/02-03 Sc 70-0924/02-10 on 
620730-1001 No noficompl ianc e noted Major areas inspected 
physical protection of licw enriched ShM Detalli withheld 
(ref I0CPR2 790> 

0000^, , MCGUIRE* D ft OlvlBion of Englnttring S* Technical 

Program* 88/10/19 Ip 19763 306 24X Flehe 30-013,82/10/15, 

0210210174 


DOCKET 70-1100 C0MDU3TI0N ENO INKER 1 NO, INC , WINDSOR, CT 


8210220440 Forward* typical American Nuclear Insurer* Insp rept, 

8 KEEP AN, ft E Combustion Engineering, Inc 02/09/16, NRC - No 

Detailed Aff I nation Given 9pp 13796 2M 


8210060365 Poruiard* IE Safeguards Insp Rapt 70-1100/82-07 on 
020824-27 No none amp 1 lane e noted 

MARTIW, T, T Division of Engineering 6 Technical Program* 62/09/20 
LKHTENOEftOER Combustion Engineering, Inc 2pp 19613,160 


0210220420 Ack receipt of Q207I4 Itr informing NRC n# lUp* ialim \ 
correct violations noted In IC Insp Rept 70-llin/P2 j/, 

OLBHINSKI.J A Division of Engineering 6 Technical Proara^s 
82/10/12 LONG* J A Oaneral Electric Co Ip S97fJO yi i 


’82 1 0220427 Respond* to NRC 020920 Ur re vioUtluns noted In tl 
Rept 70-1113/82-16 Corrective actions meeUngi between 
supervisors U radiation technicians conducted 6 new suTve^ 
equipment ordered 

VAUOHANiC H General Electric Co 02/09/14 1 . t A 

Division of Enginaerlng & Technical programs 3pp 15/110 .dU 


—8210220430 Forwards IE insp Rept 70-1113/02-16 on tl20/iJ6 10 I* hH 
notice of violation 

OLSKINBKliJ A Division of Engineering 8« Technical Prikifa^mt 
62/08/20 LONG, J A General Electric Co 3np Ufflf) 


— 0210220437 Notice of violation from insp on 020726 IK) l Oif-Jl'Cil 
4 Division of Engineering G Technical Program* 

19790 217 


— 081OO6O37D IE Safeguards Imp Rept 70-U00/82-07 on 820024-27. No 
non comp 1 1 an ce noted” Major areas In* pectarf, faci 1 1 ty 
or g an 1 la 1 1 on, op era 1 1 on 4i mgt of matU control syi Details 
withheld <ref I0CFR2, 7901 

DELLA RArrAfA. , QQOYt A T Divlilon of Eng dtiier (no G Technical 
ms, 82/09/21 Ip 19619.190 


—0210220442 IE Imp Ropt 70-1113/02-16 on 020736-30 t> ORfH 04 
NoncompUance noted contamination limits eiceedtd for 
release of matl to restricted area 

HOGEY,C M # DARR.K P Division of Engineering L Technseai 
Programs 02/09/19 lOpp 15780 210 


:tipt of 880910 Itr Informing NRC of step* taken to 
'M* noted In lE Insp ffept 70-1100/02-06. 

■ Project ft Riildent Prooramt, 82/09/29 
'iplng, Inc. Ip 15603 ipo 


8210220300 Ack receipt of 820930 Ur Informing NRC Of Stepi 
correct violation noted in IE Insp Rapt 70-1113/02-17 
GiBBDNiAF Division of Englnttring Technical Rro»re«s 
LONOfU A, General Electric Co Ip J9778 304 


Bi 


t violation* noted in IE Imp 
adjuftablf wlndoini for 
chemistry labs tit at 

Inc 02/09/10 
Resident Prygran* 2pp. 


■821Q220320 ftespondi to NRC 820902 Ur re violation neUa lf^ I a 
Rapt 70-1113/02-17 Corrective actions withheld <r*I 
lOCFRa 790) 

Vaughan, c M oaneral Electric Co 02/09/30 j j 

Divlilon of Enginearlng ft Technical Programs ip 157/0 


DOCKET 70-1143 WE8TINGHQUBE ELECTRIC CORP , PITTSBURGH. pA 


0210180433 Advises that portion of fee for Amend 7 to Ulseret ej 
will be refunded 

MILLER, W.O LIttnss Fee Managemint Branch 82/10/07 MAfiDk 
WiStlnghouae Electric Corp Ip 15719,360, 



III— i«iw 


IjOCHET 70“ UM WESTINCHDUSE electric CQRP , PllrSBURGH, Pft 


cSlOOlOlB*? AC receipt of tE Safeguards Ir\bp Rapt 70-1 15l /Sa-lfa im 
0'2O3j'5-1*? No proBriefctJry itifo 

Westinghause Electric Corp 82/09/10 O'REILLY.J P 
2, Office of Director Ip i^5h7 312 


52iu270434 Afrcrd 11 to License SNH- U07, au th o r 1 1 mg disposal of matl 
CQTitainlhg trace quantities of enriched U as of 820B1Q 
pftoE.fl G Uranium Recovery Licensing ftranc h 02/10/12 NflRDl.A J 
iJpst j ngh Duse Electric Corp Sp 15033 281 


-'8210270434 Safety evaluation supporting Amend 11 to License StJM-l>0/ re 
disposal of trace quantities of enriched U 

0tD[NGER>G H . CROW. W T Uranium Recovery Licensing Branch 
0a/SO/j2 Ip 15033 282 


COCl^ET 70-1201 BADCOCR WluCOX CO , UVNCHBUHO. VA 


€<2l00l0l2i Forwards IE Insp Rept 70-1201/89-13 on 820030-0901 No 
i^ontomp I lanc e noted 

OlQSOrLA F Division of Enginoering ^ Technical Programs 82/09/10 
ALrO.R A Babcock Wilcox Co 2pp 15567 2S0 


' 0210010127 H Insp Rept 70-1201/62-13 on 020030-0901 No hancnmp 1 lance 
no^ed Major areas inspected health physics prorodures. 
eiternal internal radiation control si ms trumpn I raJlbr/ 

( ontars) rati on surveys' leak testing i radiation uork permits 
KAHLE'J P . BARH'K F’ Divjsion of Engineering i. Technical 
Programs B2/09/10 bpp 15567 222 


&21015G215 Forwards IC Insp Rept 70-1201702-14 on D20901-02 No 
rOTicomp I laPce noted 

CiBSONi A F Division of Lnginooring Technical Programs 02/09/1/ 
AUrO' ff A Dabcoc k A Wl 1 coi f t> 2pp 15721 316 


-8210150219 IE Insp Rept /y *1201/82 14 on 020901-02 No nonconip 1 i am e 
noted Majnr areas inspected review of lab QC prygiam & 
rad lothemis try procedures tt records 

Cs/ANS.C 0 > AfONfOONLRr, 0 M Division of Emergency Preparedness t 
Operational Support 62/09715 ^p p 15721 318 


DOCKET 70-1510 NUCLEAR ASSURANCE CORP . ATLANTA. OA 


6207110093 FQtA t equest Tor com* spondenc e betuiean Nuclear Assurance 
Coip <« NRC re 1902 irradiated fuel shipments hetioeen Chalk 
River. Ontario 4 Savannah River. NC 

RESNlK-OFF/h -Council on Economic; Priorities 82/06/93 Division 

or Rules and Records Ip 15049 109 


6210050430 Responds to FDIA request for c onrespondrnce between Nuclear 
Assurance Corp 4 NRC re 1902 Irradiated fuel ShlpAeiit^ 
befuren Ontario & NC Forwards App A documoTits App D 
documents withheld (ref FOIA EjiempLion. 3) 

FELTON, j M Division of Rules and Records 62/06/17 REBNI KQFF. M 
Council on Ecanemic Priorities 3pp 15626 172 


— 0204200405 Forwards decontrolled version of route for transport of 
sprnt Fuel route requested in B11113 Itr Bubmittal meets 
10CFR73 37 requirements for shipment 6 Is app-roved 
8HERR. T 8 Material Transfer Safeguards Licensl-ng Dranch 
02/04/02 DANESEiF U Nuclear Aesurance Corp 14pp 15626 20/ 


— 6210050446 Requests revision to route from Alexandria Bay. NY to 
Savannah Rl ver • NC. approved by NRC on 820402 Route change 
necessary ( n Syracuse. NV 

DANESE, F L Nuclear Assurance Corp 03/05/25 Division of 

Safeguards Ip 15p26 221 


— 8210050451 Forwards “Spent Fuel Route Survey. Syracuse, NY Bypass. “ 
approving detour around const per 020593 request 
SHERR. T 8 Office of Nuclear Material Safety fc 

Sa-f eguards. Di rec tor 09/06/03 DANESE. F L Nuclear Assurance 
Corp Ip 15626 222 


—8210050456 "Spent Fue) Route Survey. Syracus e. NY Bypass 
7 S OFFlce of Nuclear Material Safety & 
Safeguards. Director 02/06/30 2pp 15626 223 


0210270423 Add! response to FOIA request for correspondence betuieon 
Nuclear Assurance Corp 4 NRC re 1982 fuel shipments Forwards 
documents listed in App A App B docurrents partially Withheld 
(ref FOIA Exemption 3J 

FELTON. J M Division of Rules antf Records 02/09/23 RESNIKOFF.M 
Council on Economic Priorities 3pp 15049 110 


8210510216 Forwards IE Bafeginirds Insp Rept 70-1201/03-1/ on 02O929‘-3D 
r^o none omp ) lanc 0 notrd 

035S0N. A F Divisign of Bnginuonng V Technical PrografFis 89/lO/lb 
ALTO.P A Babcock h Wilco* Co 2pp 15765 301 


--6210210223 IE Safeguards In^p Rept 70 1201 / 03 - 1 / on 820929**30 Nu 
none ompl lante noted Mojot areas inspected general 
requirements For physical protection of low enriched 
SNW De'tJJls Withheld Ire/ I0CFR73 3t f 

OODDE R W . MCOUIRL.D P Division of Eng mooring t Technical 
PrograiTis Qj/lO/lS Ip 15765 303 


— 8210270427 Confirms 030616 telcon re indefinite delay of six spent 
fuel shipments from AECL Chalk River facility to DQE 
Savannah River facility 

DANESE. F L Nuclear Assurance Corp 02/06/16 GQDY. A Region I. 
Office of Director Ip 15049 I 13 


--0210270429 Confirms 020616 telcpn re route approval for reactor fuel 
shipments between AECL Chalk River facility DDE Savannah 
River facility Eight shipments planned w/poasible Increase 
to 1 1 

DANESE. F L Nuclear Assurance Carp 02/08/17 HILLMANiC 
Division of Safeguards 2pp 15049 114 


\ 

1 


I13CKET 70-1257 EXXON NUCLEAR CO . INC . fllCMLAND. WA 


1 

I 



6Z1033002S Advises of issuance of Amend 7 to License BNM-120V, 
duthoriiing seuer discharge jf process liquids ?< changing 
environ itionitonng requirements 

PAGE.R 0 Uranium Fuel Licensing Branch 82/09/29 HAUODY, C W 
Etmn Nuclear Co . inc (subs of Exxon Corp ) 2pp 15706 30i 


--D21O22OO20 Safety ev'aluation supporting Amend 7 to License BNM-iai*/ 
deleting License Ccrrtdl C i arts iS-l? revising Section 3 re 
liquid effluent i monitoring controls 

BIDINGER-O H , CROW. W T Uranium Fu^l Licensing Dranch 02/09/29 
IP 15706 303 


82102603a? Forwards IE Safeguards Insp Rept 70-1257/02-10 on 620920-24 
rid none omp 1 lanc e noted 

MOilDERWAUO, L R Division of Radiological Safety 6 Safeguards 
Frogrant 82/10/18 NtLSDN.R Exxon Nuclear Co . Inc (subs of 
Eiron Corp ) Spp 15003 322 


5210360403 JE Safeguards Insp Rept 70-1357/82-10 on 020920-24 No 
fionfonp J urtce noted Major areas inspected follobiup action* 
ror closing out notice of devi atlon. records U r^pt audit* << 
independent insp Details withheld (ref iOCFR2 790) 

WIEDEr.a V - NORDERKAUO.L R Division of RadlolagicaJ Safety U 
Safeguards Program 82/10/10 Ip 15803 326 


— 8204200409 Forwards decontrolled version of route for tTaii^hort of 
spent fuel route requested In 011113 Itr Submittal meet* 

IOCFR73 37 requirements for ahlpmont «♦ is approved 
Jnfo partially wlthbaJtf (ref FOIA Exe^nption 3) 

SHERR. T S Material Transfer Safeguards Uicensinij Dranch 
es/0^^t3 OANESEiFt- Nuclear Assurance Carp 24pp 15949 116 


— 0204220144 Advises that B11113 request for spent fuel route meets 
IOCFR73 37 raquiremente 6 is approved Data re initial 
arrangements ui/lau enforcement agencies t< approved route 
end Safeguards info withheld fref FOIA Exemption 3) 

T 0 ffatrrial Transfer Safeguards Clcen&inQ Branch 
02/04/14 DANESE. F L Nuclear Assurance Corp 32pp 15949 130 


— a2l'027O437 Notifies of plans For senes of spent fuel abigmenta from 
AECL Cballi River Facility to DOE Savannah River facility 
Schedule end 

DANESE, F L Nuclear Assurance Corp 02/06/03 (JODY. A Region 1. 
Office of Director 2pp J5S49 17i 


— 8210270439 Forvards schedule for- add 1 spent fuel shipment* 

DANE9E, F L Nuclear Assurance Corp 02/08/13 OODV, A Region 
Office of Director 2pp 15B49' 173 


DOCKET 70-1621 DU0UE8NE LIGHT CO / PlTTSELROH# PA 


8210060020 Foruardt Endorsements 59 51 to NELIA policy NF-226 4< 

MAELU Policy NF-a/, rospec tlv# 1 y 

BARNETT, JE Cqnover S< Associate*. Inc Insurance, 02/09/30 
DINITZ. I Antitrust & Economic analysis Branch (Utility Finance) 
3pp 15615 0 1 0 



334 


DOCKETED ITtivib 


I>OC>^ET 70-1739 TUl'-BTME ttOtOR TRANSIT CO . JQPLIM. MQ 


6ai0l50/>(i5 Forward* route av/ervi.ew re planned theck call frequencij for 
»M(nneot of quanfcjfv SMH W/o encl 

RUTElMRQGERj E Trl-Stato liotor Transit Co isubs of Ge-orgia Pacifir 
Corp > ea/09/Dt HfLLNANiC NRC - No Detailed Affiliation Qlvon 
ip 1 5716 334 


DOCHET 70-2943 HARPER-GRACE HOSPB . DETnoiT- MI 


0310050204 Ack receipt of 020922 Ur infotmitig NRC of steps taVfei t 
correct vioUtions noted in IE insp of License* 21-0412^ nj ' ’’ 

21-04127-06. 2 1-041 P7-0?, 2 1-04 127-00 15 , SNM-JgSl 
SRENlAHSKItD J Region 3. Office of Director 02/10/01 {'Ah/si 
Harper-Orac e Hoaps Detroit.fll ip 15609 040 ’ 


— 021O1SO6O9 Submits revieui at 020901 application for matls safeguard 

ameit^ 

HILLMAN. C R Division of Safeguards 82/09/16 MILLER, W 0 
License Fee Manapement Branch Ip J9716 335 


— 02IOOSO213 Respond* to NRC 02O9OB llr re violations r^oi*ri ,n n i 
of Licenses 21-04127-06 21-04127-08 Corrective actlen* 

timer accuracy determination made L included in spot ih-rt. 
CARALISpO P Harper-Oracp Hosp* Detroit, HI 0al/CJ9/i* ^ 
SRENIAWBKi.D J Region 3. Office of Director ip 


DOCKET 70-2116 LAWRENCE GENERAL HdSP . LAURENCE, HA 


8210210437 Act receipt of 020924 Itr informing NflC of steps taken t« 
correct violations noted m IE ln«p Repfcs 30-01070/82-01 8< 
70-2116/82-03 

MARTIN,? T Division of Engineering t, Technical Program* 02/10/14 
NGVESvA W Lawrehce General Ha«p Lainrence.MA Ip 15762 256 


--Q210S1044B Responds to NRC 820026 Hr re violations noted in Ib Insp 
Repts 30-01078/32-01 L 70-2116/82-01 Corrective action* 
personnel uill he manltored follouiing 1-131 therapy & 
elution L preparation area will be surveyed on dally basis 
NOVESjA W Laurence General Ko«p Laurence. HA 82/09/24 
Reg-lon 1. Office of Director 2pp 15762 237 


DDCHET 70-2944 DUKE POWER CD . CHARLClTfE, NC 


G210150617 Application to renew License SNM-l 035. renup stina 
extension to 031231 * 

TUCKER. H D Duke Power Co 02/09/07 DAVIS.J 0 Offue «f Nutle 
Material Safety 6 Safeguard s. Di rec tor CUNNINGHAM. H i nw*».r„ , 
TueJ Cycle 6 Material Safety Ip 15716 099 


8210290393 Issues Amend t to License 5NM-1QD5. cbong mg H-rpnie 
expiration date to 031231 or upon convertion of CPPH-iM 
to OL 

PAOE.R 0 Uranium Recovery Licensing Drench GP/iO/l,’ Nii 
HifYe Pouter Cf> 5pp 15065 264 n i niir H 


DOCKET 70-2650 ST JOHN'S MERCY MEDICAL CTR . 8T LOUIS. MO 


6210250190 Discusses l£ insp -of License* 24 0 0794-03 L 5NM-17S3 on 
620927 Mo noncomp I kan-ce noted Mag-or area* inspected 
radiation saf ety. proc edures & representative records, 
observaiions. independent measurements & interview* 

UIEDEMAN. D 0 Division Of Project U Resident Programs 02/10/13 
FARRELL. J T 8t Johns Hercy Medical Hosp St Louis. HO Ip 
15707 342 


DOCKET 70-2740 BClOTiQ MEMORIAL HOSP , PaRTSMOUTN, OH 


0307070319 Act receipt of 850621 Itr informing NRC of step* taken to 
correct violations noted in IE insp of License* 34-1 &93B''DI . 
34-15938-02 tt eNM-1783 

SRENIAUSKI.D J Division of Engineering (< Technical Programs 
92/06/30 CASS, K Scioto Memorial Hcsp P or t smooth . OH Lp 
13734 170 


—9210290392 Review* 020907 appilcatloh for Amend 1 lo iKense ‘ fi.H 
requesting expiration dato be oxtonded tu aDljJi Citehiion 
shouid he granted 

KErJLrtCK, N * CROiriiU T Uranium Recovery L icon* mg llrnntb 
02/10/1? Uranium Recovery Licensing Qranch ij, ,'a/ 


DOCKET 70-2946 LOUISIANA POWER f, LIGHT CO , NCW URU ANS, I A 


0210260003 Forward* Revision I to physical protection plan for I kci 
SNfl-1886 Revision consists of change* made to plan based 
on agreements reached during 020624 tolton Reviomn 
withheld (ref 10CFR2 790) 

WULLER.OE Illinois Power Co 02/06/20 BUftNlTT,R I iiiws^k, 
Safeguard* ip |S014 251 


8207150432 Forwards updated page* to SNM application ie p,r*i.nne| 
changes 

MAURINiL V Louisiana Power L Light Co 8 2 /<>?/*» f (Iflii* « 

Nuclear Material Safety L Saf eg gard *. Di roc t or ip Hli'H) I/'#" 


— 82-0'7070324 Responds to NRC 650512 Itr re yialatlons noted in IE insp 
of License* 34-10938-01,34-15930-02 L SNM -1700 Corrective 
actions implemented procedure to survey doses U sstes of 
Injection* outside of hasp 

EMflERT.RM Scioto Memorial Hosp Portsmouth. OH 02/06/21 
SRENIAWSKI.D j Division of Engineering L Technical Programb 
app. J3734 17J 


DOCKET 70-2789 MlSSaURl, UN IV OF. COLUMBIA. MO 


6210080593 Discusses IE insp of License* 24-00513-35 |i SNH'-1799 on 
a2D9V5 tf forward* notice of violation 

WIEDEMAN. D 0 Region 3^ Office off Director 02/10/05 TOLAN.J 
Missouri. Univ of, Col-unbia 2pp 15638 311 


— 8210060299 Notice of violation from insp on 020915 Noncomplianr e 
noted Parfiatlon monitor not functional in battery mode 
WIEdEMANi D O Region 3, Office of Director 02/09/29 lp 
15639^313 


•8209150436 Updated page* to SNM license app 1 ica t mn 

* Louisiana Power b Light Co 82/07/23 lOpp IdHvii 


-0209150430 Application to extend BNH license until Witerruva 1 
received 

MAURIN, L V Louisiana Power S. Light Co D2/0I/04 III I 1 c » 
Nuclear Material Rafety L 8of oguar d s. Di roc tor i>pp MH/ik 1 


DOCKET 70-2949 ARl?QNA PURLIC SERVICE CO . PliaENIX. A/ 


security pUn Amend 2 in support of 010817 applunlion 
SNM license Amend withheld (ref iOCFR2 790) 

ANOOONINI.O C Ariiona Public Service Co 05/0H/]|| 
Nuclear Material Safety 5 Saf eguards, Direc tor |p l4Hia 


DOCKET 70-2955 EDLOW INTERNAf lONAU CO , WA8MINOTQN, Dt 


DOCKET 70-2792 LOWER BUCKS HOSP , BRISTOL, PA 


9210000306 IE insp Findings tr Licensee Ack did 030916 of Licenses 
QNrt-ieoD & 37-06872-02 Insp findings, nq nDncompUance noted 
a Region J. Office of Director 62/09/16 Ip 15630 123 


DOCKET 70-2873 PUERTO RICO, UNIV OF, MAYAQUET, PR 


8210210939 Forward* responses to 020520 request far adil 
application for 6NH license 

SHAW, A Ed low International Co 02/06/21 feEHlNl.R J 
Fuel Licensing Branch 0pp 15782 220 


It ll‘ T* 


Mu-' *. 


8210210543 Application fpr license to store U hexaflvuriea 

K 

EDLDW. J Edlaw International Co 82/03/ U pAOl . R (i 
Fuel Licensing Branch □4ph 15782 220 


* n 

Ur 


0210010231 IE Insp Findings ^ Licensee Ack dtd 020901 
8NI1~’l836 In»p finding* ho violations observed 
BROWN, R A Region 2, Office of* Director 02/09/Ql 


of License 

Ipv 1596B 247 


DOCKET 70-2957 FLORIDA POWER LlOHT CQ , MIAMI, Ti 


0210200415 Forward* License BNM-l 902, Amend 7 to 
B-76 U safety evaluation 

PAOE,R 0, Uranium Recovery Licensing Branch 
Florida Power it Light Co 2pp 15859 339 


Indemnity 

02/10/14 


*•5'^ n I 



WWWixft* a 


--fi?l02e34l7 License 5NM-t*?02 for FL Pouer h Light Co« au thor i z > nq 
rece ip t* p 09 seas 1 on, insp b storage of U-235, Po-SOB. 239» 2^0 
2 ^ I, U-235, Cs-137, Pu-a3a, 239 5, Afli- 2^ I 

py^-GErifl G UrdniOfF) Recovery Licensing Uranch 02/10/14 3p|> 

15Q&9 341 


*-■0210235421 Safety evaluation re re^ieui of 020319 license application t 
suppis for matls license Application accciptablo 
5 E 9 lMtiO L < CROW- W T Uranium Recovery Licensing Oranch 
e 2 /lO/J 4 Ijpp 13359 344 


DGCKEr 70 - 29^0 CLEVELAND ELECTRIC ILLUNINATINC CO . CLEVELAND, Oil 


6,510260009 Foruards application for SNTl license for storage only of 
unirrad lated reactor fuel ^ associated radioactive ma t I 
DAViDSCri D R Cleveland Electric Illuminating Co 02 / 00/30 
DAVIS. J 0 Office of Nuclear llaterial Safety &t Sa Peg uards, Di r oc tor 
Ip 15014 252 


~-B2l02600U Application for SNM license for storage only of wn i rrad lat nl 
reactor fuel b associated ladtoactive matl 

DAVJDSQN li ft Clevel=ind Electric IlJurntnating Co 02/00/30 
52pp ISGH 253 

packagii^g of radioactive material for transport and 

TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER CERTAIN 
CONDITIONS 

D0;KEr 71-0&30 GENERAL ATOM I C CD 


8210270107 Suppls 020623 request foi HRC consent re acquisition by GA 
Technologies- Inc of licenses hold by OA Co GA Toe hno 1 og les, 

(nc adopts GA OA program - 1 op i co 1 Rept OA-Al 3010 Ap A mend 6 
AG NEIL H M GA Techna log i es- Inc /Geni»ral Atomic Co 02 / 00/30 

Office of Nuclear Reactor Regulation- Director Ip 15835 27 *> 


DDCKET 71 - 04 B 1 NDNRQL K-RAV CD . INC 


0210010005 Forwards OA progiani Pot pending license, in accordance 
u/requirement s qf lOCfR 71 

HEAD- T U Monroe X Ray Co - inc 02 / 07/09 MACDOMALD. C E 
Transpor iaiiori Branch Ip 15577 221 


--G 2 IOOIC 024 OA program for pending license in accordance u/req uii aments 
of 10 CFR 71 

s Honroe X-Ray Co . Inc 02 / 07/09 3 pp 15577 222 


DOCAET 71-5908 MODEL D 0 T- 6 t 1 TYPE R. liADCOCK t* WILCOX CO 


6210120331 Forwards Revision 9 to Certificate of Compliance 5908 for 
Model D 0 T- 6 M Type tl 

MACDONALD, C C transportation Hranch 02 / 09/13 AUSTIN. M QabcoeV 
UllcQK Co 3 pp 15609 279 


■Bai 0 l 203&4 Certificate of Compliance 5900 , Revl sson 9 , for Model 
DDT- 6 M. Type 11 

MACDONALD- C e Transpor tat ion Dratich 02 / 09/13 4 pp 15609 P 02 


DQCl<ET 71-5926 MODEL GE-IOO. GENERAL ELECTRIC CO 


0210150348 Submits revised certification drawings for OE Model lOD. per 
82 G 716 Itr Notes consistent w/Modc) 700 drauilngs Cask 
weights listed on drawings should be used to correct weight 
on Certificate of Compliance 5926 

CUHHINONAM, 0 E General Electric Co 82 / 09/07 MACDONALD, C C 
Fransportation Oranch lOpp 15715 343 


DOCKET 71-5939 MODEL GE- 1500 , GENERAL ELECTRIC CO 


0210270057 Forwards revised certification dratuings for OE Model 1500 
per @20722 itr Changes listed Three aperture cards available 
in PDR 

CUNNIN 0 HAK ,0 E General Electric Co 02 / 09/00 MACDONALD. C E 
Transportation Qranch 8 pp 15036 113 


DOCKET 71-6115 MODEL ft 1010 - 0032 , ENERGY, OEPT OF 


0310205343 Forwards Revision 1 to Certificate of Compliance 6115 for 
Model RlOlO -0032 

MACDONALD, C E Transportation Branch 82 / 09/21 BAUER, R H 
Energy, Dept of ip 15059 193 


— 0210280345 Certificate of Compliance 6 113 , R ev i s i on 1 , f or Model 
R 1 O 10 -OD 32 

MACDONALD, C E Transportation Branch 02 / 09/21 Gpp 15059 194 


DOCKET 71-6346 MODEL FBU-l, GENERAL ATOMIC CO 


6210230122 Requests registration as user of Model FSV -1 
MATHIS, C J Boston Edigon Co 82 / 07/22 MACDONALD. C E 
Transportation Branch Jp 15790 361 


0210200322 Forwards Revisinn 6 to Certificate of Compliance 6346 for 
Model FQV-l 

MACDONALD, C E Transportation Branch 02 / 10/01 MOWftY. W R OA 
Teclinol og les, Inc /General Atomic Co Ip 15059 046 


— @210280326 Certificate of Compliance 6346 , R ev i s i on 6 , fur Made 1 FBV- I 
flACDONALD-C E Transportat i on Branch 02 / 10/01 4 pp 15059 04 / 


8210150653 Notification of registration as user of Model FSV -1 in 
response to 820922 request 

MACDONALD, C E Transportat ion Branch 02 / 10/13 MATHIS, C V 

Boston Edison Co tp 15713 30 S 


DOCKET 71 -*6347 MODEL FSV- 3 , GENERAL ATOMIC CO 


B 210120146 Fortuards Revision 4 to Certificate of Compliance 6347 for 
Model FSV -3 

MACDONALD, C E Transpor t atlon Branch 02 / 10/01 HOWRY. W H OA 

Technologies, Inc /Genera) Atomic Co 2 pp 15692 17 ) 


— 0210120150 Certificate of Compliance 6347 , R evis ion 4 for Model FSV -3 
MACDONALD, C E Transportation Branch 62 / 10/01 4 pp J 5692 173 


oaCKEf 71-6574 MODEL HN- 200 . HITTMAN NUCLEAR ?< DEVELOPMENT CORP 


0210290438 Requests registration as user of Models GE-l 600 , CNS- 1600 . 
CNS- 6 -Q 0 - 2 . CNS-B- 120 , CKS- 14 -I 90 H. CNS-Sl -* 300 , HN- 60 Q. HN -200 6 
KN- 100 , Series S. 1 , 2 8 t 3 

MAURIN. L V Louisiana Power It Light Co 02 / 09/07 DAVIS, J 0 
Office of Nuclear Material Safety 8 , Safeguards, Dir e c tor ip 
15063 107 


DOCKET 71-6601 MODEL CNS 0 - 120 , CHEM-NUCLEAR SYSTEMS, INC 


0210280300 ftevponiis to 82072 / Itr r-e cause of defects in cask lid bolts 
of CN 8 -B-tS 0 shipping cask Preliminary Inve s tigat i ans 
determined defects caused during bolt mfg 

POPPE,L K Chem-Nuclear Systems. Inc 02 / 00/25 MACDQNAUD, C E 
Transportation Branch 3 pp 15859 259 


0210290438 Requests registration as user of Models 0 E- 1600 < CNS- 1 600 , 
01 ^ 9 - 6 - 00 - 2 . CN 8 -B- 1 20 , CN 8 - 14 - 195 H. CNS- 3 i- 300 , HM- 6 aO, HN -200 & 

HN-IOO. Series 6 . 1,2 b 3 

flAURlN, L V Louisiana Power Light Ca 82 / 09/07 DAVIS, J 0 
Ofi-lce of Nuclear Material Safety & Safeguards, Dlrec tor Ip 
15063 107 


DOCKET 71-6639 MODEL MH-IA, ARMY, DEPT OF 


0210270074 Forwards '' 8 AR for Packaging of TRIOA It MTR Irradiated Fuel 
Acoemb-kles in MH-IA Spent Fuel Shipping 
C«»k '* 

PRICHARD.R P Energy, Dept of 93 / 09/07 MACDONALD, C E 
Transportation Branch 4 pp 15040 109 


— 0210270079 Certificate of Compliance 6639 , for Model MH-lA 

ROEDERrV R Energy, Dept of 02 / 06/16 Spp 15046 113 


— B 2102700 B 5 “SAR for Packing of TRIOA it MTR Irradiated Fuel Afiaembliei 
In MK-IA Spent Fuel Bhippinp Cask “ Fourteen ovar«i<e 
drawings *ncl Aperture cards available In PDR 

# Rldlhalgh. Eggers 6 Associates 82 / 05/31 354 pp 15648 115 


DOCKET 71-6677 MODEL LP- 12 . ENERGY, DEPT OF 


8210280334 Forwards Revision 3 to Certificate of Compliance 6677 for 
Model LP -12 

MACDONALD, C E Transportation Branch, 02 / 09/17 STETSON, N 
Energy, Dept of- Ip 15059 129 
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DOCKETED ITEMS 


— 82I02BQ'337 Certificate of Cootplunce i6d>77. ft«vi»ion 3i for Model LP-lJ? 
MACDONALD* C E Trahspor tafcion Branch 02/09/17 3pp ISQ59^ 130 


DOCKET 7l'AA7a MODEL LP-30, EMEROV* DEPT OP 


02102.00330 Foruards Revision 3 bo Certificate of Contpliance &67B foi 
tiodek LP-^50 

MAC DONALD I C E Transportation Dranch 85/07/17 STETSON* N 
Energy^ Dept of Ip 1 SB5-9 133 


— B21D2QD342 Certificate of Conpl lance £67B« R evislon 3* for Model LP-50 
MACDONALD* C E Tr.anspoT tatioti Blanch 82/09/17 3pp I58l)9 131 


DOCKET 7t-A69Q MODEL MFS~1 , NUCLEAR FUEL SERVICES, INC 


651-0290155 PoruArds page-s inadvertently omitted from 920720 responsru 
to NRC Itr W/o end 

jahNSOM. C R Nuclear Assurance Corp 02/09/02 MACDONALD, C L 
Transportation Branch Ip 15B76 223 


DOCKET 71-6703 MODEL RG-l. GENERAL ATOMIC CO 


0210120100 Forwards Revision 3 to Certificate of Compliance 670 J foi 
Model RG-1 

MACDONALD, C t Transportation Branch 82/ f 0/01 KOURY, U E DA 

Technologies. Inc /General Atomic Co 2pp 15692 511 


—8510150192 Certificate of Compliance 6703, Revision 3, for Model RO-l 
MACDDNALD.C E Trantp ortati on Branch 82/10/01 3pp 15692 tilJ 


DDCKET 71-6745 HODEU FSV-2, GENERAL ATOMIC CQ 


8210200329 Forwards Revision 3 to Certificate of Compliance 6745 for 
Model FSV-2 

MACDONALD. c E Transportation Branch 82/10/01 MOWRV. W R GA 
Technologies, Inc /General Atomic Co Ip 15859 (25 


— 0210260333 Certificate of Compliance 6745, Revi sion 3, for Model FBV-2 
ilACDDNALD, C E Transportation Branch 82/10/01 3pp 15059 126 


DOCKET 71 *'9001 MODEL IF-30O. GENERAL ELECTRIC CO 


8210120150 Forwards Revision 14 to Certificate of Compliance 9001 for 
Model IF-300 

MACDONALD, C E Transportation Branch 82/09/30 DAWSON, D M 
General Electric Co 2pp 15692 187 


— 0210120166 Certificate of Complian-ce 9001, ftevi slon 14, for Model IF-300 
MACDONALD, C £ Transportation Branch 02/09/30 Bpp 15692 189 


DOCKET 71-9010 MODEL MLl-l/2. NL INDUBTRIES, IMC 


8310280448 R«<iueats revision to malnt manual covering NLI-l/2 sprnt 
fuel shipping casks to further define maint schedule 
JOHNSON, C R Nuclear Assurance Corp 02/09/09 MACDONALD, C E 
tation Branch ip 15059 121 


wards Revisian 0 to Certificate of Compliance 9010 Poi 

ation Branch 82/09/24 JOHNSON. C R 
15690 182 


‘ 9010, Revision 8, for Moifel NLI-1/2 
n^h R2/09/24 6pp 15690 104 


82l0tSt>426 Advises that licensing action for amend of Certificate of 
Compliance 9010 terminated on 820826 No add! foes required 
MILLER, W □ License Fe* Management Branch 82/10/07, JOHNSON, C R 
Nuclear Assurance Corp (p 15715 358 


DOCKET 71-9034 MODEL TftlOA-i, GENERAL ATOMIC CD 


5210120169 Forwards Revision 4 to Certificate of Compliance 9034 for 
Model TNTGA-l 

MACDONALD, C E Traniportation Branch 02/10/01 MOWRY, H E OA 
Technologies, Inc /General Atonic Co 2pp 19692 197 


-^8210120174 Certificate of Compliance 9034, R evi a ion 4, for Model TRlSS'i 
MACDONALD. C E Transportation Branch Q2/10/01 qpp 1569? 19,^ 


DOCKET 71-9037 MODEL TRlGA-2, GENERAL ATOMIC CO 


6210120339 Forwards Revision 4 to Certificate of Compliance 903J foi 
Model TRlOA-2 

MACDONALD, C E Transportation Branch 02/10/01 MOWRV.WR Lfl 
Technologies, Inc /General Aiomic Co 2pp 15690 177 


— 8210120340 Certi ficate of Compliance 9037. Revis i on 4, for Model UilCjs 
MACDONALD, C E Transportation Branch 02/10/01 3pp 156VO I /V 


DOCKET 71-9044 MODEL GE-1600. GENERAL ELECTRIC CO 


821029043B Requests registration as user of Models GE-t 600, CNQ- I6i}0, 
CNS-6-80-2, CNS-a-120, CNS- J4-193H, CNS-2J-3Q0, HN-600, HN-aOO 6 
HN-100, Senes S, 1, 3 5 3 

MAURIN, L V Louisiana Rower it Light Co 02/09/07 DAVr>. J 0 
Df+ice of Nuclear Material Safety t Sa f eg ua rd s . Di roc tor Ip 
15863 107 


8210280302 Requests registration as user of Model OE-itOO 
BORST.F J Public Service Co of Colorado 82/09/00 
MACDONALD, C E Transportation Branch 3pp 1SHS9 2S7 


0210150691 Notification of registration as iisoi of Model 0E-l6(3U \ii 
response to 820900 request 

MACDONALD, C E Transportation Branch 02/10/13 UDRSr, f J Pub 
Service (o of Colorado Ip 15715 Ji9 


DDCKET 71-9057 MODEL FPD-100, GENERAL ATOMIC CQ 


821O2B0311 Forwards Revision 3 to Certificate of Compliance 900/ fc.i 
Model FPD-iOO 

MACDONALD, C £ Transportation Branch 02/10/01 MOWRY.W fl ir^\ 
Technologies, Inc /Oenaral Atomic Co Ip 1505? 042 


— 8210280316 Certificate of Compliance 9057, Revis ion 3. for Mndel F <■' 
MACDONALD, C E Transportation Branch 02/10/01 3pp 1 DU’.V 


DOCKET 71-9079 MODEL MN-lOO, SERIES 2 L 2A, lUTTHAN NUCl EAR 


8210260023 Requests Teg istr aiioti as user of Mhdel HN->100 Ueriei t 
SCOTT. D J Commonwealth Edison Co 82/0Q/03 MAGDONAl Q. <' 1 
Transportation Branch ip 15008 360 


0210290438 Requests registration as user of Models 0C-|6O0,CN'i l/,0 
CN3-6-80-2,CNS-8-l20, CN3-M'-195H,CNS-21-300. HN-600, HN-2O0 6> 
HN-100, Senes 3, 1, 2 6 3 

MAURIN, L V Louisiana Power i> Light Co 82/09/07 DAVltl, J* O 
Office of Nuclear Material Safety it Sa Feguards, Di rector tp 
15B63 187 


DOCKET 71-90B0 MODEL 9080, HITTMAN NUCLEAR DEVELOPMEMT CtiHP 


8210290430 Requests registration ns user of Models GE-l600,CNll- !<,' 
CNB-6-0O-2i CNS-0-120. CN8-14-19SH, CNS-Sl-'aCO. HN-600, MN-flOO *• 
HN-iOO. Senes S. 1,2 3 

MAURIN, L U Louisiana Power h Light Co 82/09/07 DAVlfij. J £3 
Office of Nuc lear Material Safety & Safeguards, Di rector ip 
15063 187 


DOCKET 71-9081 MODEL CN8-1600, CHEM-NUClEAR BYBTEMS, iNC 


0210290438 Request* registration as user of Models OE- 1600, CHIS- Id 
CNS-6-e0-2,CN8-B''l20,CNS-l4-l95H, CNS-ai-300, HN-600, hN -2 00 I* 
HN-lOO, Series 8, 1,2 %t 3 

MAURiNiL V Louisiana Power it Light Co 02/09/07 OAV|G. j Q 
Office of Nuclear Material Safety St Safeguards, Director Jp 
15863 187 


DOCKET 71-9086 MODEL, HN-lOO, SERIES 1, HITTMAN NUCLEAR I, c 


821029043B Requests registration as user of Models OE-160CI, Cf/9 -' 1 
CN8-6-BO-2,CN8-0-12O, CNS- 14-1 95H, CN8-a 1-300. HN-600, HN-200 K 
HN-100, Series S, 1,2 h 3 

MAURIN, L V. Louisiana Power S. Light Co 62/09/07 DA\/iB» j 
Office of Nuclear Material Safety it Safeguards, Di rector i& 
15063 107 ^ 



■-'V/WIXIm I I I ^IWIVJ 


;i- 90 B 9 MDUEL Htl-lOOS, HllTMAU WUCLEAfI DEVELOP CORP 


DOCKET 71-9150 MODEL PAr-S. ENERGY. DEPT OF 


r 0f)i5tr.jtit»n os user Qf ModeU GC-lijOO CNS-IAOO. 
° cS't-'BO-a- Cha-f3-taO.CNE3-M-17‘>K- LNS-.2 1-300. HN-600, HN-aOO i 
Ser i 0 s S. t ' a J 

h 1 \/R!N. L V LOUMUJIIO power r tight Co 82 / 09/07 DAVIS. J 0 
of 111 .' c tear Matorjol Sdfetg 5 of egua rds. Di i ec tor ip 
15061 1E17 


S 2 I 0070409 Requests relief fron or nod to operational controlt O" air 
carriers Mew evidence provides reasonable tet^niral 4 
economc basis for relief PAT -2 package safe by all 
definitions in ang onboard location 

CAUOte.fi E Energy. Dept of 02 / 09/10 riACODNALO. C E Division 
of Fuel Cycle fc Material Safety Bpp 15637 223 


COLi^fcl^ ; I '909 1 MODEL JO A ' :iOD, OULF fJUCtEAR CQ 


— ^ 021 OO 7 OA 1 D "Operational Conditions for Pu Air Transportable Packages 
PAT - 1 tf PAT -a " 

e Eolow International Co 02 / 04/22 33 pp 15637 233 


Uequosta rogiatiation as usot of Models Qf-J 600, CMS- 1600. 
(11^600-2. ('NS-fJ 120, LN9-H-195H.CN'> -21-300. HN-600.HN-200 h 

Lnui Puwot tight Co 82/09/07 DAVIS, J 0 

Ofttte of NiJtU.ir riAtoTiOl t^nfety * Saf egua r rfs. Di rrc tor Ip 
iDf/b i IH/ 


— 0210070^13 "Analysis of Crush Environ foi Light Weight Tranj p or tab i e 
Accident Resistant Containers " 

MCCLUtt€>J D Sandia Laboratories SAND 0 O-O 763 0 Wl 2 / 3 i 29 pp 
15637 272 


DdCrttf n WM MQDEI CNJ U l 95 -iL CllEM-NUdEAR SYSTEMS. INC 


'GQ 037 Rottuc-s t s i ag i sti at ion 05 usei of Model Crj& 14 - 195 -H 
afH.ii 1 Sacronier.to Municipal Utility District ^^B0/13/SA 
— In 15000302 


a2ic«" 

liflCOCliJ'M f). C L Transpor » at io« Dranrh Ip 


DOCKET 71-9151 MODEL HM- 100 , SERIES 3 . HITTMAN NUCLEaH t DEV ( DfiP 


8210290430 Requests registration as user of Models G 6-1600 CNS“ 1600 . 
CNS- 6 - 00 - 2 , CNS-B- 120 . CNS- 14 'l 95 M. CNS > 21 - 300 . HN- 600 , MN -200 »/ 
Mll-lOO. Series S, 1,2 I' 3 

MAUrIN, L V Louisiana Power t. Light Co 03 / 09/07 DAVIS. J G 
Office of Nuclear Material Safety t Safeguards, Direc tor Ip 
13863 107 


go^ytT 7l>V0';fj ri(!Dfl- 


( N') 


2\ 300 . emit NUCl EAR SYSTEMS. INC 


f.'’ ID' 9 04 30 Retiuoits rag 15 1 rat ion as U5ei of Models GL'-1600. CN&- 1600. 

.“‘.’6-00 2 C«‘i-B-120,<.Nr,-f1 19D)I.CN0’.‘1-3OO,HN-6OO,HN-2OO >. 

6 1.91.1 0.. 02/0’//07 DAVIS. JO 

Ivnc, l.f ,16. ui. ’ RA."9uara..DH,elor Ip 

iLiPM HI/ 

uikHi n 9on) mm oil 2 vwl-£j i 

k'lUHlODS/ lQruhii 4 llovioicin 3 to (’ctificaio of Cocnpliance 9090 fur 

rSn,Vnfc‘T“= VOTH.MH uni«n 

C.rbid, 06. p Ip l*>£)'jV ..OO 

.-aaio.doa'jv 6».Hr..At0 of . O/PP 1.01.0 VOVaHov.s.on 3. for Mof.ls 

hACnKl‘vcV^'‘'Tr'"»«P“^Al‘.>.' HS/0'/,16 3pp ISOVV .!0l 

I 'tscpim VI II IIODE. <;•«'' 1--- 

l!AWm;?''"“L6LlMA'.o'no6,or Il9.>t Co OafOW BAVIS. J « 
SJfi,, U Nuc lpor Mat... 01 C,..fol.j » Sofogoorda. D.. oclor Ip 
15063 tfl.*' 


8210150697 Notification of registration at user of Madel UN -100 Series 

3 In response to 020914 request hadcmai i J H 

MACDONALD. C E Transportation Branch 02 / 10/13 MARSHALL. 

ArVansas Power i Light Co Ip 15715 318 


DOCKET 71-9167 MODEL TVPE B. AHERSHAM CORP^ 

8210080225 Appl.cat.dn for tart.f.c.td of J° m'cI''"' ” 

keg design containers for storage L ^ 

Ameraham mfg Am-S 4 l ?. beryllluie approved special form 

IaS 5 v*^' A^orabo. cor. 82 , 08/25 J«COO«ALO. C «RC - No 

Oetal led Affl nation Given 2 pp 15663 141 

-8210080232 F<.r.«rd. pa 9 »»n« ‘o r.pUc. 

?or .10..,. » 

^Mjplng Of op '"i|?Ss!‘D'’'7lci«. f 

OaOBYpL a Amersham Corp 
Manageihent Branch 2 pp 15663 142 

-821008023? "SAR R.9 ^15663 


docket 


71-9964 MODEL LP- 12 -l. 


8210120349 F.r..rd. Rov.*.." 2 to Carl.f.r.t. of Oo.pUaoo. 9964 fo. 

Modal LP-ia- 1 Oranch 02/09/24 STETSON. N 

MACDONALD. C E Transportation Branch 

Energy. Dept of Ip 1^690 173 






NONDOCKETED ITEMS 


lOCPft CGMMI5SIDN MEETING RECORDS 

B2100-50435 Unofficial tranacrlpt of 820910 public ftaating w/ACR9 in 
WaiMngtonii DC Pp 1-52 

■* CoiT'flni < » I on tr » 82/09/10 39pp 13622 164 

8210060070 Transcript of B2091B a f f lrmatian/<} 1 icos* ion session in 
Washington! DC Pp 1-3 

« Commi SI ionars B2/09/IB 7pp 13636 237 


92100SO327 Staff raquirBrnents /nemo informing that Commission was 
btlrfad on ORNL rapti "Potential Precursors to Saver* Core 
Oenage" on 620731 

CHCl.S/8 J Office of the Secretari| of the Commission MB20721A 
62/07/22 DlRCKBiW J Office of the Executive Director for 
Operations ip 19663 272 


B210120381 Transcript of 020918 public meeting in 14ash Ing ton« DC re 
FEHA briefing on offsite appraisals program Pp 1-63 
Viewgraphs end. 

t Commlisloners 02/09/ IS 07pp 15689 232 


6210180599 Staff renulrements memo re FEMA 020917 briefing on offalto 
appraisals program for commercial nuclear poufer plants FEHA 
ihoold provide NRC u/lnfo re avAllabllltg of emergency plans 
i. public broadcasts in foreign language 

CHLLKiS J Office of the Becretary of the Commission, M8207l7n 
03/09/24 BICKWIT*L Office of the Executive Director for 
Operations DIRKS, W J Office of the General Counsel Ip 
15672 349 


6210220507 Unofficial transcript of 021007 briefing by Regulatory 
Reform Tasir Force re legislative proposals in Was h i ngton* DC 
Pp 1-72 

* Commissioners 82/10/07 73pp 15706 129 


62 10300402 Add I response to FOIA renuest for SECY-Q3-232 8« SECY -82-202 
Dccumints listed in App A available In PDR 

fEUTDNi J h Division of Rules and Records 02/09/30 QUCKLEBrR 
AfflUation UnInown 2pp 15059 101 


—0210190193 ataff rang! rements memo re B30701 affirmation session 
concerning 6ECY 02-202 on amend to 10CFR140 9» ^'Financial 
Protaction Rac^ulrements & Indemnity Agreements ■' Objections 
to publication of apps as reg guides due by 820719 
ChllLKiS J Office of the Secretary of tha Commission MB20701 
82/07/06 DIRCKSfVJ J Office of the Executive Director for 
Operations 8pp 19099 106 


0210290393 Transcript of 620929 public meeting on 8ECV-82-392 re QA 
In Wash Ington, DC Pp 1-09 MarVed-up SECY-02-352 end 
PALLADINO.N i OILINSKY, V < AflEARNEr U. Comm its lonars 82/09/29 
t46pp 15065 260 


6310290400 Unofficial transcript of 020930 public affirmation/ 
dlscvfilon b vote in Wash ington, DC Pp 1-3 
e Commissioners 32/09/30 6pp 19866 329 


ACR8 ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 


0207100066 Forwards edited version of draft on pressurixed thermal 
shock w/subitantlve changes proposed 

KQUTS/H Srookhaven National Laboratory KQUTB, H ACRE - Advisory 
Connitte* on Reactor Safeguards 82/08/10 IONE« E AGR8 “ Advisory 
Coh-sltiee an Reactor Safeguards 22pp iSBSS'OiS. 


6207160000 Comments on util group position par 620630 rei^uest ATWS 
isius remains unresolved because of difference between NRC 
estlfflite of ATW6 risk risk preferred by industry 
DAVIB.p R Affiliation Unknown DAVIBpP B ACB0 - Advisory 
Committee on Reactor Safeguards. 02/08/24, BDEHNERT,? ACRB - 
Advisory Committee on Reactor Safeguarde 9pp, 19092 043. 


8208290011 Comments on ACR3 Subcommittee an Human Factors 82090/ 
meeting Planned research program lacks in basic genertc 

research 

SALVENDYi 0 ACR9 - Advisory Committee on Reactor Safeguards 
SALVeNOY,0 Purdue Unlv 82/09/09 FlBCHER. D ACRS - Advisory 
Conifnittea on Reactor Safeguards 4pp 15D52 034 


8208290012 Comments on ACRB Subcommittee on Hurian Factors Safety 
integrated program plan Approx levels of effort to areas 
A at major units within areas need to be clearly shoun 
BUCK, J R lQwa» Unlv of DUCK, J R ACRS ~ Advisory Committee on 
Reactor Safeguards 82/09/13 WARD, D ACRS - Advisory Commitlee on 
Reactor Safeguards 3pp 15852 009 


020B290017 Summarlxii 269 th ACRS meeting on 0 20909-11 in Wash in g ton, D( 
re proposed safety goa Es , radloac t ive mat! packaging for 
transpor t, tes ting requirements for diesel generators 6 
integrated human factors program plan 

8HEWMQN, P ACRB - Advisory Committee on Reactor Safeguards 
SL-027e 02/ 09/21 PALLADINO. N J Conni s s i on er s 3pp 15649 236 


6208290019 Forwards comments nn util group response to NRC propooal for 
reducing ATW8 sequences Meeting planned for B21O01 
HUEULERtC J Argonne National Laboratory MUELLER, C J ACRS - 
Advisory Committee on Reactor Safeguards 03/09/14 DQEHNERT,P 
ACRS - Advisory Committee on Reactor Bafeguards 8pp 19Q52 001 


8200290036 Outlines two approaches for evaluating seismic margins 
available to accomplish safe shutdouin folloxving earthquake 
of greater severity 6 lower llkllhood than 89E Assessrnent of 
margins in terms of risk singularity recommended 

71IDAN6, Z Franklin Institute/Franklin Research Center ZUDANB, 7 
ACRS - Advisory Committee on Reactor Bafeguards 02/09/24 SAVICJ, Ft 
ACRB - Advisory Committee on Reactor Safeguards 6pp 15851 356 


8210010464 Transcript of ACRB Subcommittee on Reactor Operations 020929 
meeting in Wash ington, DC Pp 1-268 Supporting do-cumentat i an 
end 

e ACRS - Advisory CommUtee on Reactor Safeguards 02/07/29 
370pp 15571 000 


8210040080 Transcript of ACRS Metal Components Working Group 020930 
meeting in Wa sh ington, DC Pp 1-368 Supporting documentation 
end 

a ACRB - Advisory Committee on Reactor Safeguards 82/09/30 
34-4PP 15583 195 


8210050435 Una f ficlal transcript of 820910 public meeting W/ACR6 in 
Washington! DC Pp t-S2 

a Commissioners 83/09/10 55pp 15622 164 


8210120149 Trenscript of 270th ACRS general netting on 021007 in 
Washington, DC Pp 1-267 Vleugraphs end 

« ACRB - Advisory Committee on Reactor Safeguards 02/10/07 
4t6pp 15656-083 


8210150157 Transcript o-f ACR9 270th general meeting on 831008 in 
Wash ington, DC Pp 268-399 Supplemental Info end 
a ACRB - Advisory Committee on Reactor Safeguards 82/10/08 
I94pp 15697 -087 


8210210324 Ack receipt of B20914 views on SEC Y-82-OOiAr "Proposed 
Cnmmieslon Policy Btatement on Severe Accidents it Related 
Views on Nuclear Regulat 1 on, ■< 

D1RCK8,H J Office of the Executive Director for aperations 
BS/09/27 8HEWM0N,P ACRB - Advisory Comniittae on Reactor 
Safeguards 4pp 15774' 315* 


8210360119 Transcript of ACRS Subcommittee «n ATWS 821022 meeting In 
Washington, DC Pp 1-332 Supporting documentation enci 
e ACRS - Advisory Committee on Reactor Safeguards. 82 / 10 / 22 , 
404pfi. 19800:001 


339 



340 


NONDOCKETED iiEivid 


0210270210 Transcript of ACf?S Subcommittee on Extreitke External 
Phenomena 821022 meeting In Santa h[)nlcat.CA Pp SSa-yoa 
• ACRS - Ad/isorij Coirmitt^e on Reactor Safeguards 82/10/22 
350pp 15826 03*1 


0210270217 Transcript of ACRs Subcommittee an Eitreme External 
Pheromena 821021 meeting m Santa HanicaiCA Pp 1-C331 
* ACRS ^ Advjsorg Committee an Reactor Safeguards 83/10/21 
□S^pp J5D25 O'lO 


8310270'371 Summarg of ACRS Subcommittee on Reactor nadioLogical Effect*! 
820720 meeting in Washing ton* DC re methods for reducing 
radiation e i poiure* exposure histones at PWfts fit status of 
NURE<J~0761, ''Radiation Protection Plans for Ivicensees " 

* ACRS - Adviaori^ Committee an Reactor Safeguards 82/09/17 
ACRS - Advisory Camtruttee on Reactor Safegoaids I7pp 15B35 006 


521DS70375 Summary of ACRS Subcommittee on Reactor Radiologtcal Effects 
t Site Evaluation 330623 joint meeting in Washing ton* DC re 
status op rei^ision fcu iOCPRSOi "Stds for Protection Against 
Radiation “ 

* ACRS - Advisoig CoBnirvittee on Reactor Safeguards 82/08723 
ACRS - Advisory <ommittee or Reactor Safeguards IRp? 15035 237 


8210270376 Summary of ACRS Subcommittee on Safety Research Program 
020707 meeting in Wash mg ton# DC re research progiamlc budget 
for PyB4-e5 

* ACRS “ Advisory Committee on Reactor Safeguards 83/06/11 
ACRS Advisory Commlfetee an Reactor Safeguards I9pp 15835 256 


0210270395 Summary of ACRS Subcomnni t bees on Reactor Radiological 
Effects tc Site Evaluation Q30&09 joint meeting In 
Wash i ng tohi DC re proposed fY 6A-*65 research programs U 
budg et 

* ACRS “ Advisory Corrmittae on Reactor Safeguards 02/08/09 
ACRS ~ Advisory Committee on Reactor Safeguards I4pp 13033 343 


0210270404 Summary of ACRS Subcommittee on Waste Mgt 020608 meeting 
in Wash ingtom DC to review "DDE Public Draft of Natl Plan 
for Siting High Level Haat© Repositories It Environ 
Assessment Revlecu *’ 

a ACRB - Advisory Cpirimittee on Reactor Safeguards 63/00/09 
ACRS - Advisory Committee on Reactor Safeguards I7pp 15633 251 


0210270420 Summary of ACRS Subcommittee on Safety Research Program 
020602 meeting in Wash i ng toni DC re research program & budget 
ror FYa4-a5 

* ACRS - Advisory Committee on Reactor Safeguards 02/07/23 
ACRS Advisory Committee on Reactor Safeguards 20pp 15033 312 


0210270424 Summary of ACRS Subcommittee on Human Factors B20706 meetino 
In Wash ing ton, DC re FY84-85 research program It budget U 
comments on long range research plan 

a ACRS - Advisory Committee on Reactor Safeguards 82/09/13 
ACRS - Advisory Committee on Reactor Safeguards 39pp 15034 263 


6310200044 Summary of ACRS Ad Hoc Ketal Components Subgroup 020511-12 
meetings In Washing toni DC re prsisuriiad thermal shod 
pr ob lem 

* ACRS - Advisory Committee on Reactor Safeguards 02/07/27 
ACRS - Advisory Committes on Reactor Safeguards I9pp 15862 336 


6210200069 Transcript of ACRS Sub c otnmit tee on SEP 821026 meeting in 
Washing torn DC Pp 1-292 Supporting doc umenta 1 1 on enc I 
* ACRS - Advisory Committee on Reactor Safeguards 02/10/26 
453pp 15841 043 


G2l029001t Transcript of ACRS Subcommittee on SEP B21027 hearing in 
Mash I ngton, DC Pp 293-5D9 Supporting d acumen tat ion end 
» ACRS - Advisory Committee on Reactor Safeguards 82/t0/27 
335pp 15853 356 


— 0206060015 R*<iuosts joint program to resolve approval of nuds to 
Westinghouse liodel D-3 steam generators li followup 
evaluation during operating conditions 

HARTINEZ.F P Spain 02/05/27 PALLADIND.H J Commi tiioterf 
2pp 15624 050 


0206200091 Responds to 020629 inquiry re discussions betueen WRC & DOE 
on requireniBti for site characterization of potential high 
level waste repositories No negotiations to relax 
requirements have taken place 

PALLADIN0,W J Commissioners 02/07/29 MATHESON. S M Utah. 
of 4pp 15624 052 


— 82062700-16 Requests verification as to occurrence of informal 
negotiations u/DOE to relax uaste repository requirements of 
I OCFRciO 

MATHESON*B M Utah, State of 82/09/29 PALLADlhlO. N J 
Commissioners 2pp 15624 056 


0206200097 Responds to B20602 Itr proposing extension of current 
preliminary design approvals for nuclear pouer plant dssig^n 
until reactivation under neiu guidelines 8ta ndard 1 z a t i on of 
designs is vital component to viable program 
PAULADINO, N J Commissioners 02/07/29 WAL0 KEi C Atomic 
Industrial Pofom 2pp 15512 302 


—6206060013 Requests that NRC develop fii implement new guidelines re 
preliminary design approval extensions L take action to 
extend administrative approvals that hav# expirad until 
activation of n»u guidelines 

WALSKEfC Atomic Industrial Forum 82/06/02 PAl.LAQtMO. H J 
Commissioners 2pp 15512 303 


—620927037? Discusses extension of applicability period for previo 
Issued preliminary design approvals Resources already 
expended should be preserved L standardization program used 
effectively THI'-related safety issues must be addressed 
OlOBS^DC Atomic Industrial Forum 61/05/28 DIRCKStW 
Office of the Executive Director fbr Operations 2pp 155L2 3 


0206270053 Forwards Science Hgt Corp/DRNU interim rapt# "Ff-asibilit 
Licensing Nuclear Util Managers Ic Officers " Licensing 
requirements shovld not be established for managers it iinlor 
officers W/o «ncl 

PALLADINO. N J Commissioners FIN R-0764-1 02/10/04 

O^NEILL.T P House of Rep , Speaker of the House 6pp 15076:: 


'—8210290003 Forwards summary of selected US govt agency Ucenilna 
programs it Science Mgt Corp/ORNU, "FeailbiUtg of Licensing 
Nuclear Util Managers fit Officers " Licensing requirements 
should not be eetablished for menagars h senior officers 
PALLAOINO.N J Commissioners FIN B-0764-1 Ba/lO/04 BUSH 
eenatti President of the Senate 9pp 15076 335 


— 8210290006 "Feasibility of Licensing Nuclear Util Managers If Off 
Interim rep t 

DOWERIND, D Scienca Management Carp BELBYi D , DARTiNCtD E 
Ridge National Laboratory FIN 8-0764-1 81/12/17 

FERSENSKY. J, J Division of Human Factors Safety 9Dpp 
15876 344 


8206270059 Accepts invitation to ttrve as chairman of 1903 comb I ^ 
federal campa Ign, u/PO Norry as vice-chairman 
PALLAOINOiN J Commissioners 02/09/16 LEWlBi D 
Fransp ortatlom Dept of Ip 15722.251 


83101306S9 Requests opportunity for members of public to can«nenL 
following full-scale joint izerclses involving licensee* 
state fit local agencies 

AHEARNEiJ F Commissioners 02/09/14 0IUFFRIDA,L 0 Tadar 
Emergency Management Agency 2pp 15716 340 ^ 


mic Safety Margins Research Program Review 
ter presentation provided good 
involved u/corre 1 atlng earthquake 
aiiigriimenti 

lAXWELL.J. C ACRS - Advisory 
/OS/16 OKRENTfTD ACRB - 
erdt 7pp 15677 306 


I establishnint of joint 
proposed mods 
ugg vst 1 ons 

MARTINEZ*FP Spain Ip 


8210290423 Public version of uitikly info rept for wk ending 
REHM*T, A Office of the Executive Director for Qaeratlons 
82/09/30 49pp. 15063 1 90 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


8210040001 Notification of contract execution "LA Offihora 
Radiological License Survey,*' luarded to LA Dept of Natural 
Raeourcei 

MCNULTY, A Purchasing Section FIN 0-8703 NRC-OS-BS-ass 
82/09/23 DLAHArJ . YACZKOiC Program Support Branch Irv" 
15577' 246 


^-8210040002 Contract "LA Offshore Radiological License Burv* 
to LA Dept of Natural Resources. *V 

SiMONEAUXi F, P LouiiUna, 8tate of SMITH, P A Admiral, l 
C ontracts Branch. IN B-0703 NRC-05-82-252 82/09/23 

15577, 247. S 



NONDOCKETED ITEMS 


€2lQ-DtOO-03 NdtifUation of contract: execution *'Maint S< Operation of 
Local Public Document Booma <LPDR»>i'' awarded to PhoonleiAZ 
Public Llbrarv 

LlTTLEiM Purchasing Section NRC-1 0 - 8 a-ii 97 82/09/22 

PCLTONt j ft i GOUDGRf J Divielon of Rules and Recorije Ip 
15577 252 


9210070153 Moti flea t ion oP contract eiecuti on. Mod 3 to "Fuel Cgclp 
Analgiii — Spain " Contractor Nuclear Assurance Corp 
MCNULrv*, A Admini etrati ve Contract-a Dranch FIN B-7374^2 
NRC-Oa-0S-O49 82/08/13 BROWN, fl 8 , 'mOMAS, 0 H Proeraffi Support 

firanelt in nnA ¥ > r-*- 


--82100400(54 Contract ''Halnt U Operation of Local Public Document Rooms 
ttPtfls)," awarded to Phoenix, AZ Public Library 

COLLEY, d A phoenix, AZ SMITH, P A Administrat'ive Contracts 
Branch NRC-iO-82-697 82/09/22 9pp 15577 253 


funds, to "Fuel Cycle Ahalusis ~ Spam " 
SMITH# R L Nuclear Assurance Cqrp REBELLO# J E Division of 
Contracts FIN B-^73?4-S RRC-02-82-04a 82/00/13 io 

19M5 005 ^ 


0310040410 Moti flcation of contract execution , Mod 5 to "Technical 
Assistance in Support of NBC Reactor Licencing Actions 
Program 2 " Contractor Science Applications# Inc 
FLYHWrtt Technical Assistance Contracts Branch NRC'03-B2-096 
B2/&9/15 EISENHUT, D 0 , SlUVERrH Division of Licensing Ip 
15597 232 


--0210040412 Mod 5, incorporating award fee earned for period Mar-May 
j 982. to “Technical Assistance in Support of NRC Reactor 
Licensing Actions Prograot 2 *' 

■» Science Applications, Inc HAGAN# T F Technical Assistance 
Contracts Branch NRC-03-62-096 82/09/15 2pp 15597 233 


8210050901 Notification of contract execution # Mod 3 to "Unaaturated 
Flow U Transporl Through Fractured Rock re High Level Waste 
Repositories " Contractor Unlv of AZ 

JACOBS, A Research Contracts Branch FIN D-7291 NRC -04-01 -224 
82/09/20 BATBQN, W , NICKOLSDNiT J Office of Nuclear Regulatory 
Research# Director Ip 15626 234 


— &2100SOS09 Mod Srchanging reporting requirements# to "Unsaturated Flow 
& Transport Through Fractured Rock re High Level Waste 
Repoiitories " 

CARRi& E Ariiona# Unlv of 0U5TAVEiR P Research Contracts 
Branch FIN NnC-04-Ql-2a4 82/09/20 4pp 15626 235 


5210G5D516 Notification of contract execution » Mod 6 to "Memphis Area 
Regional Seismic Network " Contractor Memphis State Univ 
JACOBS# A Research Contracts Dranch FIN B-6276 NRC-04-7B-200 

82/09/13 FOREHAND. W , MURPHV. A Office of Nuclear Regulatory 
Research# Director ip 15626 354 


-'•0210050521 Ltr contract, NRC-O4-7Q-200i "Momphis Area Regional Seismic. 
Netuork," Mod 6, increasing amount of funds Receipt ack bg 
TO Car per ter on B2O03O 

0U3TAVE#R.P Research Contracts Branch FIN D-6276 
NR 0-04-76-2 00 02/00/19 TRENA. N 8 Memphis State Univ. Ip 

15676 359 


0210050525 Notification of contract execution# Mod 3 to "NOS Callbr 
Heanirement Assurance Program to Support NRC Third Pilot 
Stuig Test of Personnel Dosimetry Processors " Contractor 
ND3 

CUSTAVEiR P Research Contracts Dranch. FIN D-7103 NRC-Ol-00-023 

82/09/14 FOREHAND, W , DEWia, N Office of Nuclear Regulatory 
Reef arch# Dlreetop ip 19626 356 


— 0210050530 Mod 3i«*tending period of performance to 830731 at no add 1 
colt, to "MBS Cali6r Measurement Assurance Program to 
Support NRC Third Pilot Study Tost of Personnel Dosimetry 
PToeeisors •' 

^SKREVEiDD Commerce# Dtp t of# National Bureau of Standards 
OUSTAVEift P Research Contracts Dranch, PIN B"7103 
WSC-Gl-flO-023 02/09/14. Ip 10626 397 


8210060420 Notification of contract execution "Const Calibr bf Br''?0 
Irradiator for Multiple Dosimeter Irradiations#” awarded to 
Univ of Ml 

MAGEY, H Research Contracts Drench. FIN 0-0205 NRC-04-Q2-024 

82/09/20 FOREHAND, W # DENNIS. N Office of Nuclear Regulatory 
Rrtfarchf Director Ip 15636 243 


8210D70456 Notification of contract execution 
Afsletancai " awarded to Dept of Air Force 
MILES. E B Technical Assistance Contracts 
NRC^a;3-e2-32i Q2/09/l7 FHDST.A Qffice 

DJractor Ip 15644 325 


"ADP Planning 

Dranch FIN D-BBlO 
of Resource Management, 


”'"6210070459 Contract "ADP Planning Assistance," 
Force 

RVPP, W A Air Force, Dept of MATFIA.M J 0i 
FIN D- 8 B 10 NRC-33-Qa-32l 02/09/17 I5pp 


awarded tp Dep-t of Air 

vision of Contracts 
19644 326 


8210080006 Notification of contract e x ecu-tion, Mod 3 to "Resolution of 
Shipper-Receiver Differences " Contractor PNL 

W0LLeTT#S Research Contracts Dranch FJN D-ai03 NRC-Ol-ai-GlH-0 
83/OV/St FOREHAHOi ift • DRAWSCOMC, i/ Office of Nuclear Reg u lot or u 
Research, Director Ip iS669 351 


-0210000009 Mod 3„a<|ding tio-cost extension from 020753 to 0033 to# 
'"Resolution of Sh ipp er'-Rece i ver Diffarencea •' 

HAVERFIELDiA j Dattfllle Memorial Institute, Pacific Northwest 
Laboratory GUSTAVE, R P Research Contracts Branch FIN D-ai03 
MRC-Ol-ai-Oia-O 05/09/21 Ip 13669 352 


8210080012 Notification of cantrect o x ecuti an , Mod 4 to "Seismic ity 8e 
EerthquaJes Ha xard Research in Northern AL " Contractor 
Geological Survey of AL.Univ of AL 

Hot LETT# 8 Research Contracts Dranch FIN D-6674 NRC-O4-a0-2ao 
85/09/21 BATSON.M . MURFHV, A Office of Nuclear Regulatory 
Research# Director tp 1S669 353 


0210000052 Mod 4# adding funding for eq^uipment purchases for use undei 
previously approved scope to. "Betsmlcity 8# Earthquake 
Hfaiard Reeearch In Northern AL " 

tlANCtNl.E A Alabama, Woiv of. OC/STAVE# ft Research Contracts 
Dranch FIN D-6674 NRC-OA-QO-SSO 82/09/21 Ip 15669 354 


0210150351 Notification of cpntract e x ecut i on. Mod 8 to "Devtlopmont te 
Implementation of Flow Analysts Sys Dased on Synthetic 
Aperture Ultrasonic Imaging Technique " Contractor SHRt 
H0LLETT#8 Research Contracts Dranch FIN D-5605 NRC-04-77-149 

85/09/15 F0R6HAND#U , MUSCARA# J Office of Nuclear Regulatory 
Researchr Director Ip IS692 218 


—D5 10120330 Mod S.extendJng pwriod of perPorffrance to Q30930 ^ 
increasing funding, to "Development L Implementation of Flow 
Anaiyeis Based on eynthefcic Aperture Ultranmonle tmagioa 
Technique. " 

8PRENCEL# vl F Southwest Research Institute GUSTAVE# R P 
Research Contracts Dranch FJN D-5A0S, mc-OA-??- J 45 02/09/15 

4 pp 15692 519 


0210120338 Notl f {cation of contract execution# Mod 5 to "Habash Ualley 
Seismic Profile " Contractor Purdue Research Foundation 
WOLLETT.B Research Contract* Dranch FIN H-7223 NRC-OA-eO-sa#! 
92/09/52 BATSON, W # ZURf LEUH, E Office n f Nuclear Regulatory 
Reitarch# Director Ip 1569 1 051 


—8210120342 Mod 2#ext»ndlng parlod of performance to 03O9O7# to "Wabash 
Valley Bel snrJc PrefJle '» 

OREENKORN, R A Purdue Research Foundation GUSTAVE. R P. Research 
Contracts Branch FIN D-7223 NRC-04-BO-224 02/09/22 In 

15691 052 


— &210060424 Contract- "Const & Callbr of Sr-GO Irradiator for Multiple 
Dosimeter Irradiations# " awarded to Univ of Ml 

MATTHEWB.C H Michigan# Univ of MDRT0N#K \f Research Contracts 
Irene h FIN B-02a9 NRC-04-02-054 02/09/50, 9pp 15636; 244 


3210070017 Notification of contract execution. "Reviewing Hydrologic 
Invistigetlons of Basalt Waste Isolation Project (0WIPJ# 

Project B# " awarded to Oolder Associatea# Inc 

MILE9, E B Technical Assistance Contracts Branch FIN 0-'7373-2 
NRC-02-02-045. 02/07/20. DAVIS. J.# JOHNSON, R Office of Nuclear 

Material Safety I# Safeguarde# Director . Ip 15646:304 


-*'0210070021 Contract* "Reviewing Hydrologic Inveetlgations of Dasalt 
Neste Isolation Project (BHIP > , Pro jac t B# " awarded to 
Colder Assoc latesr Inc, 

HEBTrL J Oolder Atioclatei, MATTlArM. J Technical Assistance 
Contracts Branch FIN B -“7373-2 NRC -02-02-045 82/07/20. 36pp 
19646 305. 


0210120347 Notification of contract execution- "Rrviawino Hy drogeolng 1 c 
Investigatiane of NV Test Sit* INTSi -Projac t D, " 
auiarded to GeoTrans# Inc 

WIGGINS, E Technical Assistance Contracts Branch FIN B-7377-2 
Nnc-05-02-047 82/09/29. DAVIS, J., VERMA, T Qffice o# Nuclear 

Material Safety I< Bafeguer da, Di rec tor ip 15691 06£ 


— 8210120350 Contract “Raviewlnj Hy drog eolog tc Investigations of NV Tost 
Site INTBl-projec t D« " awarded to OaoTra-ni# Inc. 

MERCER# J Irl Qeotrans# Ine MATTIA# M U Division of Contracts 
FIN 8-7377-2 NRC-02-02-047 82/09/29. 37pp 15691.062 
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&2101S03S4 Notification of contrfict « ie«cuti an> I^Dd 2 to "t/a Iub-I mpact 
Analv^la of R Btommend-a t ion* r» SteAtn OeoBrator Tube 
Degradations & Rupture Events " Contractor Science 
App 1 1 cations I Inc 

FLYNNi N Technical As^sistance Contracts Branch FIN D''Q622 
Nnc-03-Ba-13L aa/09/28 ei SENHUT. D O . silver, H Division of 

Licensing Ip 15/>'90 G40 


— a2lDia0357 Mad 2. redefining ta% k»> extending delivery date of draft 
technical evaluation rept fir increa-sing contract amount to, 
"Value-Impact Analr^sis of Recommendations re Steam Generator 
Tube Dxpradations fi; Rupture Events " 

FINDLETi D £ Science Applications! Inc HAOAN, T F Division of 
Contracts FIN 0-8622 NRC-D3-8a- 131 aa/09/2B 2pp 

0690 341 


G2O120361 Notificatian of contract c tecution i Hod 3 to ''Economic 
Assistance in Connection u/Anti trust Hearings " 

Contractor JM Kuhlman 

MCLEAREM/ T Technical Assistance Contracts Branch FIN B-5494 
NRC-03-75-097 82/10/05 DENTON. H R Office of Nuclear Reactor 

Regulation, Director Ip 15690 247 


--B210120362 Mod 3. deob I i ga t ing fundi.to "Econornic Assistance in 
Connection ui/Antitrust Hearings " 

KUHLMAN.J H Hulhman, J M FIN B-5494 NRC-03~73-097 B2/10/05 

Ip 15690 34B 


S2t0lS0363 Notification of contract execut i on* Mod 7 to "Study of 
Paieoiolc Stratigraphy in Neui Madrid Area of MS Gmbayment " 
Contractor Un iv of KV Research Foundation 

SILVIS.R M Research Contracts Branch FIN 0-3972 NRC-04-76-a2i 

62/07/20 DATSONi W . STEUER* N Office of Nuclear Regulatory 
neseatchf Director Ip 13690 245 


—8210130364 Ltr Contract NRC-04-76-a2l. Hod 7 > deobJ 1 gating fun if •» to 
‘‘Study of Paleoioic Stratigraphy in Neu Madrid Area of 
NS Embay monk '* 

GUSTAVE* R P Research Contracts Branch NBc-04-76-3ai B2/0h/0B 

•CARTER^R Kentucky. Unlv of Ip 156 9D 246 


02IO12O36S Notification of contract eiecution "Purchase of BSAM-100 
Assay Meters for Region 2," awarded to IRT Corp 
EDGEWORTH. P J Administrative Contracts Branch NRC-27-03-721 
02/09/16 STOHRr J P * KONTGaMEHY. D H Division of Emergency 
Preparedness Operational Support Ip 13690 222 


— 6210120366 Contract "Purchase of DSAN-lOO Assay Meters for Region 2," 
awarded to IRT Corp 

s IRT Corp MATTlAiM J Administrative Contracts Branch 
NRC-29-d2-7St 83/09/16 5Spp 1 S670 223 


3210120391 Notification of contract execution "RevieLiilng Hydrogeologlc 
Investigations of NV Test Site (NT6)-Projec t C, " awarded to 
Wi 1 1 lam-Rob in ette fic Assoc lates* Inc 

WIOOINS.E Technical Assistance Contracts Drench FIM D-7377'-2 
NRC-02-82-046 02/09/30 DAVIS, J. VERMA, T Office of Nuclear 

Material Safety & Safeguards, 01 rector Ip 13699 242 


*‘^9210120401 Contract "Reviewing Hydrogeologlc Investigations of NV Test 
Site (NT8)**prD J rc t C. ” awarded to MilHani-Rob inette 
Assoc late Si Inc 

WILLIAMS, R E Mi I 1 lams-Rob i nette it Associates, Inc MATTIA, K J 
Technical Assistance Contracts Branch FIN B-7377-a 
NF1C-02-B2-046 02/09/30 36pp 15689 243, 


\ of contract execution’ "Malnt & Operation of 
Rooms iLPDRi).” awarded to Appling 

itive Contracts Branch NRC-iO-e3-714 
' SOUDER, U Divlilon of Rules and Records 


' of Locel Public Document Rooms 
Ibraryi OA 

A Admi iii strative Contracts 


9210120427 Notification of grant execut i on, Mod 2 to "Aerospace-* 
Electric Power Workshop Conference on Commercial Nuclear 
Power " Grantee American Inst of Aeronautics b Astronautics 
MCDERMOTT, D Research Contracts Branch FIN 0-1005 
NRC0“04-ai-0O2 02/09/29 RIQiL Office of Nuclear Regulatory 

Research, Director Ip 15671 199 


— 0210120432 Mod 2* extending no-cost period of performance to G21231, t 
"Aerospace-Electric Power Workshop Conference on Commercial 
Nuclear Power " 

BRUCe.W R American Institute of Aeronautics l< Astronautics 
HORTON, K V Research Contracts Branch FIN O-IOOS 
NRC0-O4-ai-002 02/09/29 Ip 15671 160 


0210120436 Notification of contract execution "DiDas$ays Using 
Resource loni latlon Spectrotcopy. " awarded to Atom Bciences, 

Inc 

HAOEY, H Reseerch Contracts Drench FIN D-B122 NRC-04-a2-D2 1 

92/09/27 FOREHAND. W , NEEL. R Office of Nuclear Regulatory 
Research. Director Ip 15671 167 


— 8210120440 Contract "Bioassays Using Resource lonliation 
Spec troscop y, ■’ awarded to Atom Sciences. Inc 

SCHMITT, H W Atom Sciences, Inc NORTON, KV Research Contract' 
Branch FIN 11-0122 NRC-04-a3-021 02/09/27 I5pp IS671 1 60 


62101204-94 Notification of contract execution. Mod 1 to "Reviewing 
Hydrologic Investigations of Basalt Waste Isolation Project 
IDWIP 1 1 Pro jec t B " Contractor Oolder Aisociatfs, Inc 
FLEENaR.C Technical Assistance Contracts Drench FIN 8-7373-2 
NRC-02-Ba-045 82/09/22 DAVIS.J, VERMA. T R Office of Nuclier 

Material Bafety !< Saf eguards, D1 rector Ip 15671 207 


— 8210120458 Mod 1, Increasing funds, to "Reviewing Hydrologic 
Invcttl get! one of Basalt Waste Isolation Project (BWIP). 

Project D " 

WE8T.L J Oolder Associates HAGAN, T F Technical Assletanci 
Contracts Branch FIN D-7373-2 NRC-02-02-045 92/09/22 2pp 

19671 200 


6210120467 Notification of contract execution. Hod 4 to "US Arriy Carpi 
of Engineers Geotechnical Assistance " Contractor U8 Army 
Corps of Engineers 

FLeEN0R,C Technical Assistance Contracts Branch NRG-02-D1-D36 
02/09/24 DAVIS, J , PRESTHOLT, P Office of Nuclear Material Safa I 
fi( Safeguards, Director Ip 1S672’001 


— 9210120471 Mod 4, revising reporting reauirements, ex tending period > 
performance to 830930 4« changing project officer, to "U9 Army 
Corps of Engineers Geotechnical Asiletanee " 

KAVANAUOH, P F. Army. Dept of. Corps of Engineers HAOANi T P 
Technical Assistance Contracts Branch NRC-02-01-036 02/09/24 

3pp 19672 OOS 


6210120483 Notification of grant execution "Workshop on Skrong-Orov 
Motion Simulation fit Engineering Applications," awarded to- 
Earthqoahe Engineering Research Inst 
MCDERMOTT, D Research Contracts Branch FIN 0-1030 
NRC-0-04-82-007 02/09/29. BATSON.W , MURPHY. A Off ice of Nude 

Regulatory Research. Director Ip 15672 053 


— 9210120469 Orant; "Workshop on Strong-Ground Motion Simulation t. 
Engineering Applications." awarded to Earthquake Engineering 
Research Inst. 

8CHOLL,R E Earthquake Engineering Research Institute. 

MORTON, K V Research Contracts Branch. FIN 0-1030 
NRC-0-04-a2-007 S2/09/29 2pp 1S672 094. 


6210120490 Notification of contract execution "Malnt Operatloh of 
Local Public Dacument Rooms (LPDRsI" awarded to Joseph Minn 
Library 

LITTLE, M Administrative Contracts Branch WIC- 10-02-707. 

02/09/27. FELTON, JM , SOUDER. J Division of Rules and Recorrfm 
ip 15672 096 


— 8210120496 Contract "Malnt fit Operation of Local Public Document-o 
Rooms (LPDRs)" awarded to Joseph Mann Library 
HEITKEMPER, E M. Two Rivers, WI SMITH.P.A Administrative 
Contracts Branch NRC- 10-92-707. 62/09/27 9pp 13672 0&7 


8210120497 Notification of contract exacutlon, Task Order 25’’ "TaePim 
Aaslatenci to Support NRC IE Personnel in Investigations of 
Incidents,” awarded to Parameter. Inc 

WOLLETT, 8. Research Contracts Branch FIN B-1302. NRC-03-Qa-a*' 

02/09/10 BLAHAiJ, LAUDAN.W Director's Office, Office of 
Inspection and Enforcement. ip 15672*072. 


-8210120908 Ltr Contract NRC -OS- 08-249. Task Order 23. "Technical 
Assistance to Support NRC IE Personnel In Investigations 
of tneidents, ” awarded to Parameter. Inc 
GUSTAVE, R P Research Contracts Branch. FIN B^13C2 
NRC-0 3-82-2 49. 02/09/07. LOFY.R A Parameter, Inc 2pp 

13672.073, 



NONDOCKETED ITEMS 




G31CDI205J0 KQtvfic«tian of contract execution "Mdvnt *< Operation of 
1_oejl Public Document Room* (UPDReJ," awarded to Exeter^NH 

MTTLE. «*^^Admini«trative Contract* Branch NRC-lO-a2-7l2 
Ba/09^30 FELTON^J M * SaUDER, Division of Rule* and Records 
If 1 3672 081 


8210130096 NotiflcafeJon of contract execution "Haint ^ Operation of 
Local Public Document Room* <LPDRi)'* awarded to SoUthport- 
Qruntulclt NC County Librarij 

LITTLE. M Adrtiinlitrative Contract* flrjTich HFiC- 10-92-705 
62/09/26 FELTON, vf H , SOUDER. J Dv vision of Ru-Ie* and Records 
Ip 15692 274 


“"92 to 120 51 7 Contract ’'Maint t Operation of Local Public Document 
Roiiins (LPORe)*" aufarded to ExotenWK Public Librarg 
ojETTOM.P Exeter. NH SMITH' P A. Administrative Contracts 
Branch rmC- 10-02-7 12 82/09/30 7pp 15672 002 


— 8210130061 Contract "Mamt A Operation of Local Public Document Rdo/rs 
(LPDRtl.*' awardeii to Southpor t^Qrunsiui<.k NC Countg Library 
HARPER. M T Southport, NC BMJTH, P Adml ni i trati ve Contracts 
Branch NR C- 10-02-702 B2/09/2B 9pp 13692 275 


Q21O120534 Notification of contract execution "Maint L Operation of 
Local Public Document Rooms itPOR*).'’ awarded to Ocean 
Ccuntu LitraTg.Hd 

L iTTLEi K Administrative Contracts Oranch NRC-10-82— 713 

02/09/30 FELTONiR R . SQUDER. >J Division of Rules and Record* 
ip 15672 206 


B210130071 Notification of contract execution "Maint L Operation of 
Local Public Document Huoms iUPORsl." awarded to Samervell 
County Public Library on Sttuart 

little# M Administrative Contract* Drantb NRC-J 0-62-666 
82/09/28 FELTON. J H . SDUDER, J Division of Rule* and Record* 
ip 15696 293 


— 8210120341 Contract "Maint *. Operation of Locol Public Document 
RDomt (LPDRs).'* awarded to Ocean County Library. MJ 
UUDlltl.J J Ocean County, NJ SMITH#n A Administrative 
Contrect* Branch NRC-1O'-02-713 92/09/30 7pp 15672 507 


B210120540 Noti f Ication ef contract a locution. Mod 7 bo "’Peer Review of 
High Level Waste Site QuitabUity Criteria " Contractoi TRW. 

rtCLEAREN.T Technical Assistance Contracts Branch FIN D-613/-3 
NRC-02’-77-1A3 02/09/27 DAVIS# JO Office of Nuclear Material 
Safety & Safeguards, Dir ec tor Ip 13672 217 


— *8210130074 Contract "Maint it Dperation of Local Public Document Rooms 
(LPDR*)." awarded to Somervell County Public Library on 
Square 

WHITWORTH, F Somervell County, TK SMITH# P A Administrative 
Contract* Branch NRC-10-a2-686 03/09/28 9pp 15696 254 


8510130587 Notification of contract executiDn Task Orders 21,52.53 U 
24# to "Technical Aeslstance to Support NRC IE Personnel m 
Investigations of Incidents#" awarded to Parametir/ Inc 
WOLtETT. S Research Contract* Branch FIN 0-1302 NRC-05-8a-249 

02/09/08 BLAHA. J . LAU0AN#M Director's Office, Office of 
Inspectio-n and Enforcement Ip lS692 339 


— 0210120550 Mod 7# incorporating final indirect rates for FV77 6 FV7S. io 
“Peer Review of High Level Waste Bite Suitability Criteria " 
MCDOHNELLiE j TRW# Inc HAGAN. T F Division of Contracts FIN 

B^6ia7-3 NRC-02-77-143 82/09/27 Ip 15675 510 


8210150549 Notification of contract execution "Maint t< Operation 
"Local Public Document Rooms {LPDRsli " awarded to Ban 


Clemfnte.CA Public Library 
little, H Administrative Contract* Branch 
62/09/30 FCLTONrJ M # SOUDCR# J Division 
ip 15672 236 


NRC- 1 0-02-708 
of Rules and Records 


of 


— 8210120556 Contract "Maint it Operation of Local Public Document llooms 
|U*IJR*h‘‘ awarded to Ban Clemente/CA Public Library 
SMITH<E M Ban Clemente. CA SMITH, P A Administrative Contracts 
G ranch NR 0-10-03-708 82/09/30 7pp 15672 227 


8310120607 Notification of contract execution "Maint «< Operation of 
Local Public Document Rooms iLpDRs)" awarded to Kewaunee# W1 
Public Librarg 

LlTTLEfH Administrative Contract* Branch NRC- 10-03-694 
82/09/27 FELTON# J M # SOUDGR, J Division of Rules and Records 
\p 15694 199 


—8210120613 Contract "Maint it Operation of Local Public Document Hooms 
ILPDRs)" awarded to Kewawnee# Wl Public Librarg 

CRQSSHUESCH# 8 Kewaunee County# WI SMITHiF. A Administrative 
Contract* Branch NRC-lO-ea-694 02/09/27 9pp 13684 200 


B210l3000a Notification of grant • xecut ion# Mod 2 to "Study of Faulting 
in L Near Surface 4« Underground Mine* of 6outhuio«tern IN " 

OrantM iKUniv. 

MCDERMOTT# D K Research Contracts Branch FIN 0-1019 
NRC-0-04-ai-0l7 82/09/22 SCHMirT#T, Offica of Nuclear Regulatory 

Research# Dir actor IP 15692 333 


—0210130014 Mod 2i incorporating renewal prop oial# ex tending period of 
performance to 830930 8# increasing funding# to "Study of 
Faulting in I# Near surface s« Underground Mina* of 
Southwester n 

MyLKDLLANO# J. D Indiana UnlV MORTON, K V ftesearch Contract* 
Branch FIN 0-1019 NRC-Q-04-01-017 62/09/22 Ip 15692:334 


8310120^52 Notification of contract execution* "E/part Opinion During 
Melting* of NRC Advanced Reactor Subcommittee of ACRB 
Concerning LMpBRi# " awarded to Rockwell Jntl< 

TOWNSEND # B L Admlhl s tra 1 1 Vi Contracts Branch FIN B-lS-s? 

hfiC-Il'02-433 02/09/23. OASKE# M, C , BOEHNERT# P A ACRE - Advisory 

Committee on Reactor Safeguard*. Ip 15696 277. 


—0210130392 Ltr contract executing Task Ordere SI, 25,23 b 24# to 
"Technical Aaslttance to Support NRC JE Personnel in 
Invaetigatl on of Incident* " 

OUSTAVE.R P Research Contracts Branch FIN 0-1302 
NRC-05-B3-249 82/08/31 LOFTY. R A Parameter. Inc 5pp 

15692 339 


8210150328 Notification of contract ax * c ution . Mod 11 to "Study oF 
Seiimlcitg Tactonice in New England '* Contractor Boston 
College 

JACQDSiA Research Contract* firanch FIN A-4086 NRC'-04-74-23a 

82/09/23 DATBON.W . KURPHViA Office of Nuclear Regulatory 
Research. Director Ip 15715 337 


— 0210150350 Mod 1 1 # Increa* ing funding, to "Study of Seismicitij 8# 
Tectonic* in New England " 

SHITHiJ.R Boston 8tat» College OUSTAUe# R P Research Contract* 
Branch FIN A-40S6 NRC-04-74-23B Q2/09/23 5pp 1571 5 33B 


8210180327 Notification of contract e «e cutiom Mod 22 to ‘'Beview fc 
Evaluation of Approx 900 Pending Operating Reactor* 

Licensing Action* " Contractor Franklin Inst 
FLYNNiM Technical A**lstanc* Contract* Branch FIN n-6S90 
NRC-03-79-nB 82/09/26 EI8ENHUT, D G # BAJWA. B Division of 

Licensing Ip 19746 003 


— DS 10180332 Mod 22# ob 1 Igating funds, to "Review l< Evaluation of Approx 
500 Pending Operating Reactor* Licensing Actions " 
atOVERiJR Franklin In* ti tute/Frank 1 In Rasearch Center 
HAGAM#TF Division of Contract* FIN 0-6S9O NRC-03-79- J J n 

82/09/20 3pp 004 


0210180329 Not 
it Re( 

Inc. 

BAZIN, J P Adminiftrative wonvi^..v- - - . 

82/09/30 8E8AWrW J ■ 8KQGZLA8#J * BCQTT#8 Division af Technical 
Information It Document Control Ip 15745:339 


— B21O10O33B Contract "Microfiche Verification k Retrofit#*' auiardtd tn 
DBA Oubcontractor Labe t-Andereon, tne, 

HILL, D, Bmall Bueinsi* Adml n Utrat i on e Labat-And anon, Inc 
SMITH# P A Administrative Contracts Branch hlHC- 10-02-425 
82/09/30 2pp 19745’ 340, 


— 0210180348 Contract. "Microfiche Verification it Ratrufit#" awarded to 
Lahat-Andereon# Inc 

LABATiVJ Lebat-Andar son, Inc HiLLiD Email Du«in*se 
Administration. NRC-10-B2-425 62/09/30 23pp 15745 342 


'’-8210130054 Contract "Expert Opinion During Meatings of NRC Advanced 
Riector Subcommittee of ACR8 Concerning UMPBRe," awarded 
te Rockwell Irvtl. 

OQHNBONi R A Rockwell International Corp rEBEULQ# J E 
Afainfstratlve Contracts Branch FIN 8-1957 NRC-1 1-B2-433 
62/09/23. 4pp. 156961 27Q 


8210180357 Notification of contract e xt qutioni Mod 9 to "Se Ismot ectoni c 
Study of New England 8# Adjacent Areas " Contractor Boston 
Co liege, 

JACOBS# A Research Contract:* Branch PIN 8-5961 NRC-04-76-291 

82/09/23 BAtbON, N * MURPHY# A Office of Nuclear Regulatory 
Reiearch# Director Ip 15745. 302 
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— B21O10O362 Morf funding FVBG jicbianito "Se ismatcc tonic Studg n# N«u 
England U A-djAcent 

SMiTHi J R Boston Colloge <iUSTAVF, R P Dlvi-iion of Contracts 

FIN D-S?&i NRC- 04 -' 76 -a 7 l 02 / 09/93 Bpp J 5745 303 


62)018036^5 NotiFication of contract »ivcutton "Maiht !< Operation of 
Local Public Doctjin.e-rit Rootns (LFDRs)*" ati>ard»d to Calvert 
CdunbgihD Librarg 

LITTLE/ M Ad mm n brat 1 VB Contracts Branch NRC-lO-8a-704 
Ba/09/29 FELTOM. J H . SOUPeR, J Division of Rules and Records 
Ip 1574S 31 1 


'-'"82 1 DI8037 1 Contract "Kaint & Operation of Local Public Document Raqms 
<LPDRs)/" auarded to Calvert CGUntg«MD Library 
KURREV/K C Calvert County/ MD REDELLOi J E Division of 
Contract* NRC- 10-02-704 82/09/29 9p p 15745 312 


8210180304 Notification of contract eiec ution* Hod S3 toj *'Revieiii & 
Evaluation of Approx 500 Pending Operating Reactors 
Ulcsnting Actions " Contractor Franklin Inst 
PLYNMiH Tecbfiical Assistance Contracts Sranth FIN fl-6590 
NRC-03-79-nQ 02/09/30 EISENHUT. D , DAJWA.S Division of 

Licensing tp 15745 321 


— 0210)00390 Mod 23/ ob I igat Ing fundsi ei tend Ing performance period to 
B30331 aS'Signitig neu) project manager* to "Revieu & 

E/aluation of Approx 500 Pending Operating Reactors 
Licensing Actions " 

ZUDANSi Z Franklin Ins t itute /Prank H n Re search Center 
MATTIA. H J Division of Contracts FIN B-f»590 NRC-03-79-UB 

82/09/30 3pp 13745 322 


G2)QI0D3?5 Notification of contract eiecgtion ^^'Haiiit; L Operation of 
Local Public Document Rooms (LPDRtV' awarded to Lawson 
McOhee Public Library 

LITTLEi M Administrative Contracts Branch NRC- 1 0-02-701 
□2/O9/20 FELTONi J M • SDUDGRi J Division of Rules and Records 
ip 15745 S90 


— e2l0ifi04't>l Contract "Maint ti Operation of Local Public Document Rooms 
(LPORs)/" auiarded to Lauson KcOhee Public Library 
BARTOUINI.R P KnoivilU/ TN BMITK.P A Adminlstra 1 1 v« 

Contracts Branch NRC- 10-02-701 02/09/20 9pp 15743 291 


6210100411 Notification of contract eiecutioni "Haint Operation of 
Local Public BociKnent Rooms iLPDRs)^^' awarded to Emporia 
State Univ 

LITTLE. M Adfoin-istratl ve Contracts Branch NRC-lO-SB-ABT 
82/09/20 FELTONrJ K • SQUDCR. 0 Dlylsian of Rules and Records 
Ip 1 374 5 325 


— 0aiOlBO4li» Contract "Haint V Operation of Local Public Document Rooms 
(LPDRt)*" awarded to Emporia State Univ 

ViSSEfti J E Emporia State Univ SHITHiP A Division of 
Contractu NRC- 1 0-82-4i07 02/09/20 8pp 15745 320 


8210190001 Notification of grant eiecution "Chapman Conference on 
Fault Behavior & Earthquake Generation Process*" awarded to 
American Geophysical Union 

HCDERM3rr* D K Research Contracts Branch FIN Q-IOS? 
NRC-D-04-82-OOB 02/09/29 BATGON* if * MURPHY.AJ Office of 

Nuclear Regulatorg Research* Director ip 13760 kV4 


— C21019000'2 Grant "Chapman Conference on Fault Behavior U Earthquake 
P'^oecssr** awarded to American Geophysical Union 

American Geophysical Union MURPHV.A J Research 
ich FIN G-1039 MFIC-O-O4-02-CO8 82/09/29 2pp 


8210190018 Noti fication of contract execution* Mad 7 bo "Technica) 
Assistance In Support of Reactor Licensing Action* PTOgrom 
2 “ Contractor Science Ap p 1 icat ions* I nc 

FUYNNi M Technical Assistance Contracts Branch Fift B-SAO? 
NRC-03-e2-096 02/07/30 EIBENHUT.D * SILVER, H Division 

Licensing ip 1576D 342 


— 0210190025 Hod 7« providing incremental funding* to "Technical 
Assistance In Support of NRC Reactor Licensing Actions 
Program 2 " 

a Science Applications* Inc HAOAN* T F Technical Asiiitancs 
Contracts Branch FIN D-8609 NRC -03-02 -096 02/09/30 2pe ’ 

157&0 343 


B21019DD30 Notification of contract execution* Mod A to "Technical 
Aislstanct in Support of NRC Reactor Licensing Actions 
Program 2 " Contractor Science Appl Ications * Inc 
FLYNNrM Technical Assistance Contracts Branch FIN D-B609 
NRC-03-a2-0?6 82/09/20 ElSENHUT* D 0 * SILVER* H Aseistuni 

Director for Licensing ip 15761 031 


--8210190037 Mod 6* substi tuting members of performance evaluation bni.*i 
h providing incremental funding* to "Technical Asslsbance in 
Support of NRC Reactor Licensing Actions Prograim 2 " 

FINDLGY*DE Science ApplUations* Inc HAOAN* T F Taehn^cal 
Assistance Contracts Drench FIN 0^0609 NRC-03-02-096 

02/09/20 2pp 15761 032 


8210190057 Not 1 ficat ion of contract execution "Tornado Nlndipied j 

Docudientetlon* " awarded to Univ of Chicago I 

WA0EV*H Research Contracts Drench FIN D-0tO0 NRC-O4-02-Oa4 5 

62/09/22 BATeaN*W . GRENIER. D * ADOEViR Office of Nuclear | 

Regulatory Research* Director Ip 15761 049 


— 8210190063 Contract "Tornado Klndspetd Doc umentatlon* " awardeq to 

Univ of Chicago j 
SIOAL*DB Chlcegoi Univ of MORTON*K V Research Contrails 1 
Branch FIN 8-0100 NnC-04-D2-004 02/09/22 iDpp 15741 t^5^ , 


0210190076 Notification of contract execution* Mod 2 to "Degraded ^ 

Piping Program " Contractor 0HI ' 

U0LL£TT«B Research Contracts Branch FIN B-7027 NJ1C-04'‘I^I-I70 / 

82/09/24 FOREHAND* D * 9TR0BNIDER*J Office of Nuclear Ragulalaie 
Research* Director Ip 15761 090 i 


-”’0210190007 Mod 2* increasing funding 8» extending period of pe r f or«ai>[| 
to 030531* to "Dsgradad Piping Prograjs " 
a Dattelle Mimorlal InstltuW* Columbus Laboratories 
OU8TAVE1R.P Research Contracts Branch NRc-OA-Ql-l 70 Q2/Q9/:i 

3pp 15761 099 


6210190102 Notl ficatlon of contract execution* Mod I to ^^Hydrological 
Engineering Coastal Review of Operating Factors fIJ ♦+ 

Contractor ODD. 

FIELD81UA Technical Assistance Contract* Branch FIW a-DOO& 
NRC-03-01-132, 02/09/30 VOLLMER* R H * LEAR*0 Dlvlalon of 

Engineering Ip 15761 223 


— 0210190105 Mod 1 1 deobl Igatlng balance of FY81 travel fui>dl cbllulr. 
FY02 travel funds* to "Hydrological Engineering Coastal ^ 

Revlaw of Operating Factors (11 " 

♦ Arffly-fDapt of FIN B-0006 NRC-oa-Bl- 132 82/09/30 2pp 

15761 224 


8210190102 Notification of contract axecgtlon* Mod 9 to "Uii J I ra I /an 
BWR PWR Simulator Activities " Contractor TVA 
JAC0na*A Reaaarch Contracts Branch NRC-05-76-357 03/09/33 

BLAHA* J « FOX»E Program Support Branch Ip, 15761 237 


' — 021OI9D141 Mod 9> increasing funding* to "Utlliiation of DiJR A staja 
Simulator Activities. " * 

JOHNSON* R. A Tennessee Valley Authority OUBTAVE, R p Ra e.iiri 
Contracts Branch NRC-05-76-357 B2/09/23 Ip 15761 230 


8210190149 Notification of contract execution* Mod 4 to "O'li-'CaLl t- 
Scheduled Monthly Preventive Melnt on ECLIPBE B/230 Conpvttr 
5ys " Contractor Computer Sys Support Corp 

atllTH.P A, Division of Contracts FIN 0-1671 N«C-lD-flti>-7AA 
82/09/3D DORIE.W M , JOHNSON* C Office 0# Admliil stra Upn s. 
15761 244 


— 0210190156 Mod 4* dtobllgating balance remaining* to "Dn-Call a. 
Monthly Preventive Melnt on ECLIPSE 8/230 Computer age " * 

ROOTiL.E Computer Systems Support Corp BMlTMi P. A . 1^. , 

Contract* FIN B-1671 WC- 10-00-706 02/09/30 Ip laJi^ 3I 


8210190162 Notification of contract execution* Mod 1 to "Partita 
Contractor. Aspects* Inc ti em 

SMITH* P. A Division of Contracts. NRG-i0-62-4OL 03/D9yn/% 

FETROH.O Division of Facilities Operationa ip ibqm 



IMONDOCKETED ITEMS 


''-82iOl‘J0!&7 Hod li dffobligating b*lanc* T«raaining« to "Partitions " 
LEO/F A Aipactii Inc SMlTHiP A Division □# Contracts 
KflC-lO-02''4CH 02/09/30 Ip 15730 040 


&210190172 Notification of contract exacutioh *'Nsar Ground Tornado 
Wird Flalds#” awarded to TX Tech Unlv 

ilAO'EVp H R»i torch Contracts Branch FIN 0-0099 N0C -04-02“ 002 

82/09/21 DAT80N, W r ABBEY, fi Office of NucUar Regulatory 
Rtftarch. Director Ip 15750 049 


3210190177 Contract "Near Ground Tornado Wind Fields." awarded to TX 

r»cli Univ 

li^ESi j K Texas Tech Untv MORTON. K V Research Contracts 
sTanch B-B099 NRC~04-B2-002 02/09/21 iSpp 1&75B 050 


B2101901T9 Notification of contract execution "Presentation of General 
i Refresher Courses >n Nondestructive Examt " awarded to 
floctwell Inti Corp 

KAOETi H Research Contracts Branch FIN B-1303 NRC-05-B2-246 

82/09/21 FOX.E Program Support Branch Ip 15750 114 


--B2101901B2 Contract "Presentation of General & Refresher Courses m 
Nondestructive Esam. " awarded to Rockwell Inti Carp 
JDHNSONiJl A RacVweU Internationa I Corp MORTDN. K V Research 
Contracts Branch FIN Il“t303 NRC-05-B2-246 02/09/21 3pp 

15738 115 


6310190210 Notification of contract execution "Malnt «* Operation of 
Local Public Document Rooms iLPDRsJ" awarded to Charlevoix. 

Ml Public Library 

LITTLE.N Administrative Contracts Branch. NRC“lO-02***99 
B 2 / 09 / 3 G FELTON. J H < SOifDER. J Division of Rules and Records 
tp 15759 141 


-'8210190215 Contract "Haint !< Operation of Local Public Document Roo«ts 
iLPDRsl" awarded to Cherlevoi k> MI Public Library 
WALLICK.M E Char Jevol X. MI REDELLO.JE Administrative 
Contracts Branch NRC“lO-02-A99 02/09/30 9pp 15750 M2 


0210210147 Notification of contract e x ecutl on . Mod 1 to "Maint & 
Operation of Local Public Document Rooms {LPDRl 
Contractor R i chland. WA Pub 1 ic Library 

LITTLE, rt Administrative Contracts Branch NRC-1 0-Q2-70A 
aa/09/29 FELTON. J M . SDUDER. J Division of Rules and Records 
Ip 15774 299 


— QSiQSlQtiti Mod I»increaslng monetarg value of contracts to "Ma mt b. 
Operation of Local Public Document Rooms (LPDRl " 

* Richland. WAi SMITH. P A Administrative Contracts Branch 
NRC- 10-02-7 Ob 03/09/29 Ip 15774 300 


0210210174 Notification of grant eiscutlan "EvaLuotion of Benefits of 
Response Time In Situ Testing of Neutron Bensqrs Used in 
Nuclear Powar Reactor Protection Egs " Awarded to OH State 
Univ Research FouniSatlon 

MCDERMOTT. D Research Contracts Branch FIN G-1044 
Nnc- 0 -O 4 -a 2 -on 02 / 09/20 HINTZE.A office of Nuclear Regulatory 
Research. Director Ip 15772 361 


— 0210210170 Grant **Evaluation of Benefits of Respone Time in bitu 
Testing of Neutron Sensors Used in Nuclear Pouer Reactor 
ProtvCtion 3gi " 

SLOAM. K M Ohio State Univ MORTON- H V Research Contracts 
Branch FIN 0-1044 NRC-C-04-02-OM 02/09/20 2pp 15772 363 


8210210430 No ti ficat 1 on of contract execution "Facilities 
Documental (on h Update Projeci:*" awarded ta 5BA 
Subcontractor Bryant Bryant 

EDGEWORTH. P Administrative Contracts Branch NRC-lO-a3-420 
B2/O9/20 CORLEY. J H . FlfiHER^L Divtalon of Facilities I. 
Operations Ip 1S773 273 


— 0210210444 Contract "Facilities Documentat i an & Update Project. “ 
awarded to SBA L Bryant U Bryant* ( subcontrac tor > 

BRYANT. R E Bryant Bryant AlA DEft^tSTQN, S F Small Business 
Administration MATTIA.M J Administrative Contracts Branch 
NRC- fa-82-420 02/09/20 2lpp 15773 274 


0310)90219 Notification of contract executian "ftadici Frequency 
Surveillance Receiver Accessories." awarded to Micro-Tel 
Cerp 

COLEHAR.R Administrative Contracts Branch NRC“lO-0a“6Q2 
B2/09/3O BRADY. R . FINDER. R Division of Security Ip 
19799 151 


8210210502 Notification of contract execution "Maint tt Operation of 
Local Public Document Rooms (LPDRsl." awarded to Richland. WA 
Public Library 

LITTLE. M Adminlitratlvfl Contracts Branch NRC-lO-02-706 
82/09/29 FELTaN,«7M. SOUDER. J Division of Rules and Recoriie 
Ip 19782 273 


—6210170223 Contract "Radio Frequency Surveillance Receiver 
Accss series I " awardsd to Micro-Tel Corp 

s Micro-Tel Corp SMITKtP.A Administrative Contracts Branch 
MRC-10-8a-6fl2 82/09/30 aipp 15750-152 


— 8210210505 Contract "Matnt tc Operation of Local Public Document 
Rooms (LPDRs)." awarded to Ri ch land . WA Pirbl 1 c Library 
ROBERTS. 0 E Richland.WA. SMITH. P A Administrative Contracts 
Branch NRC-10-B2-706 02/09/29. 9pp 1 5702 274 


B21019023Q NotlficatUn of contract execution. Mod 1 to "Reviewing 
Hydrogiologic Investigations of NV Test Site (NTS) - Project 
D." Contractor Oeotrent.lnc 

mCOINa.E Technical Assistance Contracts Branch FIN A-7377-J) 
WC-02-e2-047 02/09/30 DAVIS. J. VERM A. T. Office of Nuclear 

MtUrla) Safety Sc Safeguards. Director. Ip 15758 177 


"8210190339 Mod i. Correcting accounting L appropriation data, to 
■Riviiwing Hydrogedlogic Investigations of NV Test Site 
INT8) - Project D “ 

a Oeotrinsi Inc. MATTIA.M U Technical Assistance Contracts 
Branch FIN B-7377-2 NfiC-02-02-047, 02/09/30 Jp J5758 170 


0210210564 Notification of contract execution "Transient Prototypical 
8team Generator CMB-2) Research Testing Program." 
awarded to Wcstinghouse & EPfll 

DAlSDENiL Rs search Contracts Branch FIN I1-0252 NrtC-04-82-020 

02/09/30 BATSON. W . HOPENFELO.J Office of Nuclear Regulatory 
Research. Director 2PP 15784 SOG 


““8210210570 Ltr Contract NRC-04-B2-020. "Transiant Prototypical Steam 
Generator (HB-S) Research Testing Program " Accepted by 
BO Rqtfconen on BZ0929 L U Moore on 820924 
MORTON. K V Research Contracts Branch FIN D-0852 
NRC-04-a2-020 02/09/28 FEROUSON.KL Wettinghouse Electric 

Corp. BYTKONEN. B B Electric Power flestarch Institute llpp 
13704.205 


0210210036 Notification of grant execution. Mod 2 to ♦'Development of 
Kelhodolpgy for Systematic Probabilistic Risk Assessment of 
Nuclear Power Plants, “ Grantee. IEEE 
HCDERMOTT. D Research Contracts Branch FIN 0-1007 
MlC-0'04-81-005 02/00/30 BATSON, W. . JOHNSON. C Office of Nuclear 

RtguUtory Research. Director lp> 15773.271 


"B2102I003B Med 2. providing addl fundi.to "Development of Methodology 
far Systematic Probabilistic Risk Asaeesment of Nuclear 
Power Plants. " 

e Institute of Electrical L Electronic Engineers MQRTQNi K V, 
Rfiearch Contracts Branch FIN G-iOQ7. NRC-G-04-Q 1-005 
02/00/30. Ip 15773 272 


d2lO2l0O6i Noti f ication of contract axecutlon. Hod 7 to ''Sealing RoCb 
Hifits " Contractor, Univ of AZ 

JACOBS. A Restarch Contracts Branch FIN B''6627 NRC-04-78-S7II 

B2/O9/20 BATSON.VI. , DOVLEiL Offica of Nuclear Regulatory 
Hiiearcb. Dir«etar Ip> 15774:123. 


■B21021CO6A Mod 7. adding govt propertyito "Sealing Rock Hasses " 
CASK. 9 E Arliona. Univ of. GUSTAVE. R P Research Contracts 
Branch. FIN B-6627. NRC-OA-TS-G/l 82/09/20. tp 13774 124 



346 


IMONDOCKETED ITEMS 


321026-0S37 Ko-ti f I catKin oF ^rar>t eiacution " Th erma 1 “Hyrfrau 1 1 c 
TranMcitt Behavior <J f Coolant ir Simulated Reactor Loop*” 
auardad to On i v of hO 

MCDERMOTT* D K nesearch Contracts Dranch FIN 0~1043 
rJRC-0-04-B9-0 I 3 62/09/27 VQI/NG. K Office of Nuclear Regulatory 

Rt&earchi Director Ip 15930 143 


— 02102^0240 Grant " Therifla 1 -Hydr au I ic Transient Dehaviar of Coolant 
In Simulated Reactor Loop*" awarded to Univ of MD 

CASHllftM* D C Marijland, Univ of MORTON* K U Research Contracts 
Branch FIN 0-'l043 NRC'-G-04-’B2-0 1 3 62/09/27 2pp 13830 Mi 


62102*0276 Notification of contract * x ec ution « Mod U to "Technical 
Assistance to Support NftC IE Personnel in investigation of 
Incidents " Contractor Parapet er» Inc 

KOLLETTiB Research Contracts Branch FIN B-1013 NRC-05-eO-25l 

Q2/C9/S4 DLAHA. J t * LQFY*R A Program Support Branch Ip 
13030 140 


— 92102*0233 Mod 11 . increasing telling L changing billing ofc 4* address 
far submission of lnvoicei*fco "Technical Assistance to 
Support NRC IE Personnel in Investigation af Incidents " 

LOFY* R A Parameter. Inc oDSTAVE.R Research Contract* Branch 
FIN B-lOlO NRC-OS- 80-251 02/09/24 Ip 13830 149 


0210260262 Notification of contract eie cutf on* Mod 4 to "Pretentation 
of CE DlfR/* Design tf Operation Courses " Contractor GE 
JACOBS* A Research Contract* Branch FIN B-1224 NRC --05-00 -203 
aa/09/Z9 BLAHAi J I PIERCE. R Program Support Branch Ip 

1S03O ISO 


■'-32102*0204 Mod 4 j changing order re price & funding action, to 
“Presentation of OE BMH/6 Design 8< Operation Courses " 
AVERITT.D D General Electric Co CU3TAYE.R P Division of 
Contracts FIM 13-1224 Nfi 0-05-80-202 9S/09/29 2pp 

1S&30 151 


BSt02*0SI* Notification Of contract execution "Halnt L □perablon of 
Local Public Docuirerit Raacns (LPDRs)*" auarded to 
Chattanooga-Hami Iton County TN Bicentennial Library 
LITTLE. M Adniniitrat Ive Contracts Branch NRC-l0-a2-703 
03/09/28 FELTON. J M > SCUDER. J Division of Rules and Records 
ip 15030 150 


— 82103*0520 Contract "Malnt & Operation df Local Public Document Roams 
<LPDR<I*" auarded to Ch a ttanooga-Hami 1 ton County TN 
Bicentennial LibrAry 

ARNOLO.K Chattanooga* TN BlIlTH.p A Administrative Contracts 
Branch NRC- I 0-32- 703 02/09/20 9pp 15030 159 


8310260535 Notification of contract execution "Maint L Operation of 
Local Public DocutnBOi Roomt iLPORs).'* aiuardfd to Lacro-bse 
Nl Public Library 

LITTLE. H Atfmin i stra t iva Contracts Branch NRC- 10-02-605 
83/09/28 FELTON* J M * SOUDER* J Division Of Rules and Records 
Ip 15830 179 


— 0210360530 Contract *'Maint L Operation of Local Public Document Rooms 
(LPDRs)i" aufarded to Lacrosse NI Public Library 

NNITEf J W L*Crp*t^. NT SMITH. P A Administrative Contracts 
nt-*neh NRr.~lO-na-*85 62/09/20 9c n 16030 IfiO 


8210270199 Notifieation of contract execution "Maint DpirsUon 
Local Public Pocumant Rooms (LPDRs)." auarded to State 
Library of PA 

BAZIN. J P Adminiitratl v» Contracts Branch NRC-iO-82-*94 
B2/09/2a FELTONiJM * SDUOER* J Division of Rules and Berbrds 
Ip 1SS36 001 


—8210370203 Contract "'Maint & Operation of Local Public OotL^nent 
(LPDRs).'" au/arded to State Library of PA 

SHELKROT.E L Pennsylvania* State of MATTIA, M J DLvUien of 
Contract* NRC-10-B2-69* 03/09/28 14pp l3B3* 002 


0210270207 Notification of contract execution ""Availability of 
Trest^ent to Mlnlmiie Early Fatalities Post-Severe Reactor 
Accidents*"" auarded to SBA Subcontrac tor Andruli* Research 
Corp 

HlOOlNSiE Technical Assistance Contracts Branch FIN 
NRC-O3-a2-120 03/09/29 MATTSON, R J , WOHL* M Division of Dy'**'- 

Iritegratlon (post 811005) Ip 1SB3* 01* 


—6210270231 Contract "Availability of Medical Treatment to Minimi** 
Early Fatalities Post-Severe Reactor Accidents," auardfd to 
&8A Subcontractor AndruUs Research Corp 

ANDRULIEfM M Andrull* Research Corp DENNIBTON^ 0 r (]na J I 
Business Arfml nistration FIN D-8616 NnC-03-e2'*iao (12/09^5* 
2pp 15036 017 


—8210270223 Contract "'Availability of Medical Treatment 

Early Fatalities Post-Severe Reactor Accidents." awarded |p 
SBA Subcontractor Androlis Research Corp 

DENNIflTON.S F flfna 11 Butlneti Administration n AndruUe 
Research Corp MATTIA* M J Division of Contracts I IN D 0*1* 
NRC-O3-02-t2a 02/09/89 12pp 15036' 019 


821037022* Notification of contract execution "Fire PTatictton. I'rCiNi 
Ravlew Case Not*! Plant 1, " awarded to Oage-Dabcock St 

Asf oc latet 

NIOGINS, E Technical Assistance Contracts Branch FIN D llOlfC) 
NRC-OS-OR-IIB 02/09/20 VOLLMER. R H Division of Cnpintfrliif 
NOLAN* F Chemical Engineering Branch Ip 1503* DA* 


—0210270230 Contract "Fire Protsction Program Rovleui Cat* Wurl Flan. 
I." auiardfld to Oage-Babcock St Associates 

COHN, B M Oage-Babcoc k Associates, Inc MATTIA, rfJ Dlvlsicik si 
Contracts FIN D-fi080 NRC-O3-03-U0 03/O9/2fl 

15B36 047 


8210370393 Notification of contract execution, Mod 3 to "T uvir on 
Monitoring Program u/State of NO " Contractor State of Ni) 

MQLLETT.S Research Contracts Branch FIN 0-1839 NRC 05 DO SOI 
02/10/12 COBDtL I . COHENiL. V Director's Office. Of fin of 
Inspection and Enforcament ip 1SB33 3*0 


—0210870395 Mod 3, changing name of NRG billing ofc b addriis fur 
lubmlstion of invoices to ''Environ Monitoring Program 
w/State of NC 

a North Caraiina, Stata of, GUSTAVE, R P Research Contract « 
Branch FIN B-iaS? NRC-O5-0O-2e3 03/10/12 ip 1911 H 


8810370379 Notification of contract execution, Hod 7 to "H«Mphi,s Araj 
RogionaJ Boiinic Network " Contractor Memphis State Univ 
JACOBS, A Reaearch Contracts Drench FIN 1I-A276 NRC' 04 
82/09/13 BATSON, 0 * MURPHY, A Office of Nuclear Riguleioi v 
Research, Director Ip. 15032 36* 



NON DOCKETED ITEMS 


B2l03704i9 Hod 3i dtofa li^^t ing unexp«nd«d balance of contract funds by 
Issuance of no cost sattlaniant after terminatlani to “Environ 
Asfttimtnt of Raffinate Study Disposal at Kerr-HcQae 
Sequoyah Faei Hty < Dore* OK *' 

AR-CHERj C D Science Applications, Inc HADAN, T F Technical 
Aesiitancf Contracts Branch FIN B-7316 NRC-O2“0l -04S 
B2/O9/30 2p 1SB33 2Q5 


BZt 0200397 Had 1, rfeoh 1 iga t »ng funds, to "Establish Co 1 lab ora 1 1 ue 
Program Detueen State {< Commission to Provide Independent 
Measurements of Radioactivity in Effluents & Environ Around 
SvLvctvd Conim i s s i onad Licensed Activittea ” 

HEUBNER, A T Connecticut, State of CUSTAUE, R P Research 
Contracts Branch NRC- 05 - 73 - 0 J i SS/lO/t'i Ip 15959 237 


82l02a020& Notification of contract execution “U«h of PA Pish & 
Htldlife Data Base Sys in Environ Analyses for Nuclear 
pouacr Plant Licensing,'' aiiiarded to PA Qante Commission 
VKlYLE, A Administrative Contracts Branch PIN 0^8013 
fiRC-a 5-62-323 02/09/30 BASSETT, H 8 , JOHNSON, C Division of Data 

Automation 4< Management Information Ip 15050 353 


6210370104 Notification of contract e * e cut i d n , Mod 1, to “Use of PA 
Pish & (fiidltfe Date Base Syi in Environ Analyses for 
Nuclear Power Plant Licensing “ Contractor Commonuealth 
of PA 

HOYLE, A Administrative Contract* Branch FIN D-BQ12 
NRC-25:a2-3S3 02/10/10 BASSETT, H S , JOHNSON, C Division of Datu 

Automation t Management Information Ip 138A6 336 


— 0210200235 Contract "Use of PA Fish t< Uildlife Data Base Bys in 
Environ Analytes for Nuclear Power Plant Licensing, " awarded 
to PA Dami Commission 

SMITH, P A Penniylvania, Stete of 3rTLlNfiER,J I Administrative 
Contracts Branch PIN 0-0812 NRC -'25-02-323 02/09/30 5pp 

15050 356 


0210290131 Hod 1« adding statement that data base training will he 
conducted at game commi ss ion. Harr i s burg & deleting Reporting 
Requirement 2, to "Use of PA Fish l> Ulldlife Data Base Sys 
in Environ Analyses for Nuclear Power Plant Licensing " 

REBELLO.J E Pennsy Ivania, State of e Administrative Contrarto 
Branch FIN B-B912 Nnc-25- 82-323 02/10/10 ip 1 5066 337 


8210290299 Notification of contract execution, Mod 2 to "Environ 
Asiessmenti & EIS for Low Level Haste Disposal Facilities " 
ContrectoT Envlrosphere Co, 

FLEENOR.C M Technical Assistance Contracts Branch 
NHC-02-02-026-09 02/10/05 DAVIS, J , PANOQURN. O Office of 

Nuclaar Material Safety Si Safeguards, Director Ip 15059 036 


8210270396 Notification of contract execution "Safety Aspects 
Radiography Course," awarded to 0«mm« Industries 
COLEMAN, ff Administrative Contracts Drench NRC-O5-0a-a5l 
HLANAiJL . HASSELBERO.R Program Support Qranch 

ivnAA 054 


ip 


--8210280306 Hod 2, extending period of agreement to 030929 6 
incorporati ng administrative changes re billing, to "Environ 
Assessments 6 E2B for Low Level Haste Disposal Facilities " 
a Envlrospher# Co HAGAN, T P Division of Contracts 
NRC-02-8P-0 26-09 02/10/05 2pp 15059 037 


8210280310 Notification of contract ex ecution • Mod 8 to "Environ 
Assestmints 6 EI9 for Low Level Waste Disposal Facilities " 
Cohtrector Engineering-Science, Inc 

FLEENORfC H Technical Assistance Contracts Branch 
mc-02-e2-026-08 02/10/05 DAVIBr J , PANOBURN, 0 Office of 

Nuclear Material Safety It Safeguards, Director ip 15659 039 


— 0210280319 Hod 2, extending period of agreement to 030 927 I. 
incorporating administrative changes ra billing, to "Environ 
Aiseesments li ElS for Lou Level Waste Disposal Facilities " 
* Engineering Science HAOAN, T P Division of Contracts 
NRC-O2-02-O26-OB 82/10/05 2pp 15659 040 


■021 029037B Contract "Safety Aspects of Industrial 
awarded to Oamma Industries 

» Nuclear System SrtITH.P A Administrative C 
NRC-05-B2-2ai 02/09/28 S0pp 15866 055 


Radiography C 
ontracts Branc 


our 5 0 , 
h 


8210270420 Notification of contract execution, Mod 3 
Engineering Consulting Sves for Site Safety Reviei 
Contractor Ifaria Engineering Co 

MCLEREN»T Technical Assistance Contracts Dranch 
NRC-03-76-30B 02/10/09 DENTON, H R Office of 

Regulation, Director Ip 15Q63 239 


to "Hydrologic 
s '• 


FIN B'll23 
Nuclear Roactor 


—0210290422 Mod 3, deob Uga 1 1 ng unliquidated balance of contract 
to "Hydrologic Engineering Consulting Sve s for Site Safety 
Reviews " 

■* Harra Engineering Co HAOAN, T F Division of Contracts 
D-liaa NRC-03-76-300 82/10/00 Ip 1 5B63 240 


fund s, 
PIN 


0210280327 Motif Icatlon of contract execution, Mod S to "Environ 
Asiesiments 6 EIB for Low Level Waste Disposal Pacllltlei " 
Contractor Waste Mgt Group, Inc 

FLEEN0R,<! M Technical Assistance Contracts Branch 
NRC-0a-B2-‘026--06 82/10/05 DAVIS, U , PANOBURN, 0 Office of 

Nyclear Material Safety Safeguards, Dlrec tor Ip 15059 122 


--82102B0331 Mod 2, extending period of agreement to 030929 It 
(ncorparati ng administrat ive changes re billing, to "Environ 
Asiissmenti & EI8 for Low Level Waste Disposal Facilities " 
e Waste Management Group, Inc HAOAN, T F Division of Contracts 
NRC-02-B2-026-06. 82/10/05 Spp 15059 123 


FREEDOM OF INFORMATION ACT REdUEGTB AND RELEASES 


6206060002 Appeals dental of FQIA request for segrocabl* portions of 
draft NC/R£G-OG44r "Resolution of Unresolved Safety Issues 
A-3, A-4 6 A-5 Re Steam Genera tor Tube Integrity 

UDELL, R A Critical Mass Energy Project 03/06/04 DlRCKSiW J 
Office of the Executive Director for aperations 2pp 15668 333 


0207050075 ROIA request for seven categories qf documents re Dow 
Chemical Co A Incineration of low level raduaite 
WILSON. A K Affiliation Unknown B2/07/01 MALLETT Renion 3, 
Office of Dlrsctor Ip 15/40 OOl 


9210200354 Notification of contract execution, Hod 2 to "Environ 
Assestmentt fc EIB for Low Level Waste Disposal Facilities " 
Contractor Kaman Tempo 

FLEENOR.C M Technical Assistance Contracts Branch 
NR 0-02-02-026-05 02/10/05. DAVIS, J , PANOBURM, 0 Office of 

NvtUar Material Safety ti Baf eguards, Dlrec tor Ip 15BS9’ 177 


8207110026 POIA request for documents re 8t Joseph Hosp in ' 
NM A 2-125 seed incident » P m 

DAVIBiL 8, fllchardi. Brandt, Miller 6 Nelson 02/07/1' 
NUB8BAUMER,D A Assistent Director for State Agreement 
ip <3676 OOt 


— 82103B0356 Mod 2, extending period of agreement to 930729 Si 
incorporating admihlstrativf changes re bilUngito "Environ 
Aiteisments 6 £18 for Lou Level Waite Disposal Facilities *' 
0 Keman Tempo HAOAN, T, F Division of Contracts 
NRC-02'02-026-05 82/10/05. 2pp 15059 J7Q 


821D2B0370 Notification of contract execution "Monitoring Use of 
Equipment Purchased by NRC Under Contract NRC-04-74-i874 ♦' 
auarded to OARD, Inc 

MCDERMOTT, D Research Contracts Branch NRC-04’-92-0a3. 02/10/07 

BATSON. W , MU0CARA, J Office of Nuclear Regulatoru Research, 
Dtrectnr Ip 15059‘2a0, 


-'‘8210280374 Contract "Monitoring Use of Equipment Purchased by NRC 
Under Contract NRC-04-74-IB7, " awarded to QArD, Inc 
8AI0H,P A Gard, Inc MORTON, K. V Research Contracts Branch. 
m-04-82-023 B2/ 10/07. 7pp. 15859 229 


&2l02e0384 Notl f Ication of contract execution. Mod 1 to "Establish 
Collaborative Program Between State It Gontmleston to Provide 
infipendent Measurements of Radioactivity in Effluents U 
Esviron " Contractor CT Dept of Environ Protection 
SlLVISrR M. Admlnlstratl ve Contracts Branch. NRC-05-73-CH 1. 
83/10/15 COBS, L. I., ROBE, M Director's Office, Office qf 
inspection and enforcamsnt. Ip 13057:236 
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B2071800t0 FQIA requpst for documents Tfi KPC shutdoun flan mentionod in 
uieekli^ info rept for uk ending 810026 ^ SECY Bl~600 U 
SECV ei-AOOA . , „ . 

CQKNORj L Doc-S*arch Associates 02^OB/3l Dtvlston of Rules and 

Records Ip 1 575B 3il 


— B005270822 Discusses shortcomings In NURE0-O572 j "Revieu of LERs 
( 1976 ^- 1978 } " 

HOOREi R H Office of Kanagement and Program Analysis 80/03/2* 
KALLEPtiNM Office of Management and Program Analysis Opp 
iS727 C9B 


e307ieOOii FOIA request for documents 
NUREO-O7a7-. Item II F 2 
CGNNQRil. Doe-Search Associates 
Records Ip 15669 Q96 


re pre^implementat 1 on review of 
&2/09/01 Division of Rules an 


d 


— 8006300104 Forwards BL Cohen 800324 1 tr study re design adaqu-acy 
refueling water storage tank Requests views 
PRALEV, R F ACRB - Advisory Committee on Reactor Safeguard i 
80/04/16 D£NTCN«H R Office of Muclear Reactor Regulailon, 
Director ip 15727 104 


0207160064 FOIA request far "Initial Guidance for Performance of Syt, 
Interaction Analysis at Selected LifRs" "Initial Guidance 
on Dlagraph-Hatr > * Analysis for 5ys Interaction Studies at 
Selected LtjRa " ^ . 

FADRIZIQ. R F Doston Edison Co 92/0B/30 Division of Rules and 
Records Ip 15859 117 

0200290080 FQIA request for SECY 92-419 re us* of nonp I ant-sp ec i f ic 
sjmulatori for in 1 1 lal> r eplacement 8. requal 1 f i cati on esams 
for Jlrensed reactor operators tr senior operators 
ARMSTRONG! K A Debevolse Ct Liberman 02/08/29 FELTON. J M 
Division of Rules and Records Ip 15760 177 


B20Q290089 FQIA request for records re disposal of radwaste chemical 
U medical wastes at Bt Albans Hosp in QueensiNy 
FREEDBERO.L Youth News 82/09/07 Division of Rules and 

Records ip 15774 313 

5208290098 FOIA request for all declassified mail on Manhattan Project 
CHAIHEN. J A Affiliation Unknown B2/09/10 Division of Muieb 
and Record* Ip 15636 205 


— 8010240413 Submits evaluation of NUREO-O667i "Transient Reipontt cl 81 
Designed Reactors *’ Recommends related studies be combined 
6 specified Priority 2 items implemented by expanding an 
•listing task In TMI action plan 

MATTS ONi R DlYislon Of Safety Technology BO/O0/OB DENTON. I-I f* 
Office of Nuclear Reactor Regulation. Director 43pp 15/2/ 1*^"^ 


—8010240496 Forwards analyii* 6 recommendati ans re plants u/o selseiii*l 
qualified auxiliary feedwater sys Concludes that shutdown of 
non-s ei smlcal ly qualified syi would not s i gnl f icantly reduce 
risk t< proposes that more detailed study be initiated 
MATTBON.R Division of Safety Technology 80/06/00 
EI5ENMUT. D 0 Division of Licensing 17pp 15727 24| 


— 8103030076 Forwards revision to evaluation of automatic air h«ed*r d«. 
on DWRt transmitted in Q0i;20B memo Revision restructures 
analysis supporting proposed change to BNR scram discharge 
syt 

ERNST. ML Assistant Director for Technology Review 80/12/12 
OENTCN.H R Office op Nuclear Reactor Regulation. Director 1!5pp 
15727 307 


6208290105 FOIA request For info re each NBC licensee In States of PA. 
DE i( NJ 

FREDLAND. D R Affiliation Unknown 62/09/15 Office of 
Administration Ip 15646 006 


8209290108 FOIA request for RFP RS-OlE-32-251 ''Safety Aspects of 
Industrial Radiography Course" it related info 
WILLIAMS. 0 T Affiliation Unknown 82/10/01 Division of 
Contracts Ip 15677 071 


6209150056 FOIA request for lists of names 6 addresses of all NRC 
licensees in ME, VT. MA. OH. CT t. MV it appropriate ofes in 
Agreement States of NH.RI.NY L MD 

PARUlNSONiTH Interstate Nuclear Services 02/07/29 FELTON, J 
Diviiion of Rules and Records Ip 15063 310 


8209150057 FOIA request For NRC Annual Rept to Congress for 1901 

SCHVLKE.8 Affiliation Unknown B2/09/B5 FELTON. J M Division of 
Rules and Records tp 15758 307 


-*'8103050756 Forwards as part of NUREO-OSSl review, cost benefit ari^i k y a 
of radiation detectors on main steam lines to provide added 
diagnostic capability for PWR operator during steam 
generator tube rupture 

LODELiR r VANOERMQLEN. K Safety Program Evaluation Drarich 
90/IS/15 DAER.R Safety Program Evaluation Branch lOpp 
15727 322 


— 8103060003 Comment* on proposed change to STS re hatterni tys par IJ-OI 
request for review Operating plants Using battery sys not 
covered by 8T8 should submit for approval equivalent 
surveillance program Proposed STB It 601S30 memo end 
ERNST.H L Assistant Director for Technology Review 81/01/011 
SCHROEDER.F Assistant Director for Generic Projects Ip 
15727 332 


— 8103240292 Forwards summary of 010120 operating reactor events Aert 
Next meeting scheduled 010204 

LAlNA9i 0 C Assistant Director for Safety Assessment Ul/()«7/()4 
ElSENHUTiD 0 Division of Licensing 6pp 15720.003 


8209290168 Responds to FOIA request For documents prepared by NRC staff 
U consultants on lOCFRSO. App D re OA audita of testing 
facilities conducted within past tO yrs by NRC Related 
documents listed 

FELTON. J M Division of Rules and Records 02/00/26 PHILIPS. M H 
Debevoi se L Liberman 2pp 15564 002 


—8209290236 Forwards OA Program Jnap Rept 99900905/02-01 bn 011229-30 
No noncomp 1 ianc d noted 

HEISHMAN. R F Reactor Construction Branch 82/05/26 
BOOCHEV.O D Washington Public Power Supply System 2pp 
15564 060 


— ^8103310127 Summary of 810226 operating reactor events rneetliig r# 
which occurred since last meeting Next meeting scheduled 
for 3103U 

LAINAB.O C Assistant Director for Safety Assessment 01/0 1/04 
ElBENHUTrD. 0 Dlvltlon of Li censing 6pp, 1572B 255 


— 8104240059 Discusses reactor coolant pump seal failuri.in rstpemaa 
800612 memo Issue will be considered potential unresolved 
tafaty issue Potential failure during station blackout may 
be taken up under Task Action Plan A“44 
Hurley. T E Division of Safety Technology. 81/03/27 
EtSENHUT.D 0 Division of Licensing 13pp 15728 336 


— 8104290103 Difcuiias IE daily rept for 010406 re alternate 
louTce interlock u/emergency diesel generators at l/ni k i 
Licenses will propose mod to correct non-Class IE IntarHck 
preventing automatic operation of safety sys 

GHIRAMALiM Director's Office. 01/04/21 Direc tor 'i Uf f | c « 
3pp 15729 041 2451 FI Che 50-000.82/06/2010210010000 


— 0JO5J 10396 Forwards findings It recommendations for J El in 0|Ot|,S} ^ 
re requirements of preferred or offsite power sys 
A8HE.F, Director's Office. 81/04/29 MiCHELSONrC Olrteioe.*, 
Office 4pp 15729 070 


— 8106100362 Comments on pTobltm of flow blockage of coaling wa|«^ 
by asiatic clams (ref IE Bulletin 81-03). Frob lem conilderei 
potentially serious common mode fal lure. Outdance far 
proposed stepwise investigation provided 
BAERiR L, Safety Program Eva luation Branch IED-01-'O3 
MURLEY.T,E Division of Safety Technology 3pp J5729 ^ 


—0107070220 Discusses Ofc of Nuclear Regulatory Research cenwe-rxq. 
supporting conclusions uf Mar 1981 ofc rapt re safely * 

concerns associated w/pipt breaks ip PNR scram sya 
Shortcomings of analysis listed 

ORNBTEIN. H L, Director Of f Ice CF-'PSA 81/06/11 HICH£* 
Director's Office 3pp 15729.205 



NONDUUiV.bi tu M Eiivia 


‘-BtD70^i>355 Forwardf Muclaar Safety Analytis Ctr/INPO rept* "Significant 
Event Evaiuatipn St InfQ Network" & background info re review 
of tretning It preliminary evaluation program* for comment 
rtlCHELSOM, C Director'# Office CF-OS? 81/06/22 DENTON, H R 
Office of Nuclear Reactor Regulation, Director I5pp 15729 222 


gl07l6QiOS6 Provide! info af di«cui#ed at ACRS 010507 meeting re control 

iJi failure# that could cauee or accelerate nuclear power 
facility accident! Comment# from plant eye unit end 
ASHE.F Director*! Office AEOD/E114 81/06/24 HlCHeLBON, C 
Diricior*! Office 5pp 15729 231 


8105000041 Pi!cu!se! pri on ti la ti on of new rec^u irement! for PWR 

fefduater line crack! Remedial meaiure! development should 
be retponaibU ity of induetry w/approval of deiign changes 
recpontibility of NRR 

ERNST, H I- Safety Program Evaluation Branch 01/06/30 
tlURU'EY, T E Division of Safety Technology 26pp 15729 290 


--810B130604 Dl!Cuise» review of LER# re setpoint drift occurrences for 
Barton Model 2B0 initrument Provide! recommendations for 

ASHEi F Director's Office 81/07/20 KlCHELSQNiC Director*! 
Office 2pp 15730 054 


51082^0273 Forward* marked-up draft CommUsion paper re Integrated 
opirational experience reporting syi far concurrence Draft 
idv>ancf notice of propoeed rulemaking 6 Congres# lonal Itr! 

MJCHELSON, C. Director'! Office 01/07/15 DENTON* H R Office pf 
Nuclear Reactor Regulationi Director I4pp 15730 007 


B108270056 Forwards concurrence on NUReO-0803, "Generic Safety 
Evaluation re Integrity of DWR Scram Bys Piping " Any 
ligniflcant changes will be provided for consideration 
HICHEL80N.C Director ' s Of f ice 81/07/30 ElSENHUT. D 0 
Division of Licensing 3pp 15730 083 


aiDflOOO?? Advises that review of proposed draft suppl to IE DuUotin 
ai-Oa» "Failure of Gate Type Valves to Close Against 
Differential Pressure," yielded no substantive comments 
HELTEMEfiiC J Director's Office IED-81-02 8i/08/06 

JORDAN, E L Division of Resident U Rsolonal Reactor Inspection 
ip 15730 106 


61D9220-91 5 Recommends memo be prepared requesting Ofc of Nuclear 
Regulatory Research to initiate preparation of proposed rule 
change on high priority ba«ie for General Design Criteria 4 
HVRLEy* T E Division of Safety Technology ai/OB/26 
UQLLMERi R H Division of Engineering 2pp 15731 031 


•8109240007 Comments on NVREO/CR-1659 Vol 2, "Reactor Safety Study 
Methodology Application Program Qconee 3 PNR Power Plant " 
DEHNiNOiR L Director's Office 81/09/13 Director's Office 
2pp 65S&9-237 


-6109250504 Comments on proposed I£ circular re torque switch jumpers 
for tefeguardt sve motors More appropriate title could be 
’‘Torque Switch Jumpers for Safeguards 9vc Valve Motor 
Control Circuits " Marked-up circular enc I 
MrCfCLBON.C Director's Office 81/08/28 JORDAN. E L 
Director'* Office 4pp 13730’ 143 


-9110410073 Comment* on J Austin 810306 not* re purge 6 vent valve 
assembly operability during expected accident conditions !< 
potential problems should valve closure be delayed 
aR0«N,e J Director's Office 81/09/24 MICHELBON*C Director's 
Ofdici 4pp 15730 273 


''’8H0I95936 Discusses 810635 memo r* approach to sys interaction* In 
Lltflf No comments were developed which would need to he 
aisinilstcd into intarim guidance Author ofc will offer 
aisistance w/ute of sei^uince coding 6 search procedure 
M1CHEL80N,C Director's Office, 81/09/03 MURLEY, T E Division 
of Sefety Technology Ip 15730 308 


-811-0190933 Forwerdi background statement l< discussion of process U 
poUciei established for Ofc of Analysis b Evaluatlun of 
Operational Data rept«. Future repts sent for pser review 
ulU bi complete 6 include conclusions 6 recommendations 
HICKELSONrC Director's Office 81/09/02. DAV18, J 0 Office of 
Nucliar Material Safety St Safeguards, Dire ctor* Qpp 15730 1 99 


— 9UD230004 Forward* summary of activitte* re PWR primary sys vnidsi 
Initiated by Ofc for Analysis St Evaluation of Operational 

Data 

DIRCRB.W J Office of the Executive Director for Operations 
81/09/30 PALLADINO. N Commissioners 3pp 15730: 290. 


— G111030201 Responds to inquiry into status of DWR scram discharge val 
pip* break safety concerns NUREO-0803 contains guidance far 
resolving outstanding issues o-h plant by plant basis 
RUBIN,S D Director's Office Bl/iO/C2 LEWIS. M I Affilxatipn 
Unknown Ip 15730 336 


--Bll 1060130 Forwards draft proposed rule 6 rag guide re new LER sys. for 
review Comments should indicate whether improved sys will 
meet needs for aperatiDnaL safety data 

MICHELSON.C Director's Office 01/10/06 DENTON, H R Office uf 
Nuclear Reactor Regulation, Director 24pp 13730 337 


' — 8111160300 Responds to Q10B26 memo re draft rept, "Compressed Air h 
□eckup Nitrogen Sys in Nuclear Power Plants " Forwards 
comments re areas where add! work is suggested prior to 
final publication 

HELTEME8,C J Director's Office 81/10/07 ERNST. M L Assistant 
Director for Technology Review 3p p 15730 36t 


— B111180001 Recommends comprehensive assessment of plant operating 
conditions to determine specific predetermined time related 
sequences of occurrence to emergency buses BRP should be 
revised re design features 

ASHE. F Di rector '* Of fice Bl/lO/16 MICMELSDN.C Director's 
Office 4pp 15731 049 24X Fiche 50-000.02/06/28,0210010008 


— 8111240912 Requests Div of Sys Integration review SER section on leak 
rate & leak rate detection criteria Conclustons should be 
limited to tubj plants but general coirments would be 
apprec lated 

HVRLEV.T E Division of Safety Technology 81/10/09 

MATTSON.R J Division of Systems Integration (post BllOOSl 3pp 

13731 002 


— 8112020725 Comments on draft ORNL Q10930 rept, "Evaluation of Events 
Involving Bve Water Sys in Nuclear Power Ptants," per 
BU030 request Several recommendations made w/o sufficient 
justification to merit serious consideration 

MICHELSON.C Director's Office 81/11/10 MlNNERa.W Safety 
Program Evaluation Branch Ip 15731 117 


—0112030505 Provides info re better means of coordinating U reducing 
duplication in screening LERt & evaluation efforts 
Supporting info end 

ERNBT.M L Dlvi s ion of Safety TecAnoiogy Ql/ll/09 
HELTEMES.C J Director's Office 8pp 15731 107 


—6112100374 Forwards summary of NRR.NM8B U IE actions resulting from 
Ofc of Analysis of Evatuetlon 4. Operational Data activitie*. 
in responsa to rsc ammendation s contained in case studiei & 
engineering evaluations 

LANNINO.M Director's Office 8L/U/12 MICHELSON.C Director'f. 
Office 4pp 15731 118 


—8112310166 Recommends that proposed LER rule including eiisting U 
proposed reporting requirements 6 c oord i tiatlan plan be sent 
to Commission for consideration 

8TELL0, V Regional Operation* 4< Generic Requirements Bl/il/24 
DIRCIAS.W 0. Office of the Executive Director for Operations Ip 
15732 005 


—8112210193 Requests assistance of Ofc of Nuclear Regulatory Research to 
complete editorial It admlni strati ye activities ntcessary to 
issue end draft reg guide 

MlCHELBONrC Diroctor's Office 81/11/17 MINQOUE. R 0 Qrfice 
of Nuclear Regulatory Research, Director Ip 15731 202. 


— 6201060003 Comments on NRC evaluation of NCAP-9538 6 WCAP-9787. re 
excluding asymmetric blowdown loads in plant design based on 
leel-before-break acceptance criteria Safety evaluation 
using subj basis will require regulation change* 

ERNBT.M U Assistant Director for Technology Review Bl/ 
JOMNBTONiU V Aesistant Director for Meter lals 8, Oualif 
Engineering 21pP. 15731 315 


— 0201 130322 Provides background info re FIN B-0445, "Analy 
Rellebinty Data From Nuclear Power Plant* " Review of 
611113 In-plant data program <FIN n-0445> progress revi 
meeting encl 

DENNINIJ, R L Director'* Office FIN B-0445 01/12/02 

MlCHEUSONiC Director's Office 8pp 15731336 


— 0201190003 Foriiiapds Chairmen Palladiho 4< Abeam# 811110 6 
Commission briefing on NRC program for reactor operatio 
•xperience evaluation. 

HELTEME8, 0 J, Director's Office. 01/11/25 BERNERO, F 
Nuclear Regulatory Research, Director Ip. 15731 309. 
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--8201 150004 Re-sponds to 011105 memo tb ftinct lona n f Gfc for Analysis ic 
Evaluation of Operational Data CommissiDn briefing should 
tover NRC program for reacbor operational eiperiencB 
evaluation 

PALtADINO( fl J Commissioners 9l/lt/l0 AHEAlfNE. J 
Coinmj ss lone rs Ip 15731 310 

”"02-01150005 Suggests Commi asion be briefed -on current C< projected 
distribution, of Ofc of Analysis Evaluation of Operational 
Oata resources thru EVa4 

AHEARUE.J Comm i SSI one rs ai/ll/05 PALLADINQ. N J 
Commissioners App 15731 3ll 

— B201 190040 Forwards INPO 811110 Itr commenting on draft proposed riilr 
to modify -tc codify eiistmg LER reporting requirements 
Comment 1 should be considered during revieuj of reporting 
r equ I rement t 

fllCHELSDN C Director's Office 81/12/11 OEVOUNC. ft C 
Director's Officei Office of Inspection and Enforcement Ip 
15732 015 


— 8201190041 Comments on draft rolci 10CFR50 73 re LER sys Rule would 
significantly reduce number of LERs filed Only significant 
events would be reported 

ZEDftOSKhE L Institute of Wuclear Power Operations B-BI -0306 
ai/ll/IO MICHELSON. C Director's Office &0pp 15732 OJA 


--&201 1 90296 Concurs w/procedures for developing NRC research program, tr« 
response to NRC 811112 memo Requests that all research 
project! c o Ilec tion. s torage analysis or evaluation of 
operational safety data be sent for review & concurrence 
MlCHEtSCIN. C Director's Office Bj/U/24 PASBETT* H S Office 
of Management and Program Analysis tp 15731 246 


--8201270037 Endorses Committee t-o Review Oeneric Requirements 
recommendation that appropriate ofes coordinate outline of 
reporting requirements interrelated w/draft proposed LER 
rule Identifies documents re reporting requirements 
DIRCKS*H J Office of the Executive Director for Operations 
0|/ia/oa DAVIS^J G Office of Nuclear Material Safety «< 

Sa feguard s. Di rector 2pp 15732 003 


- Q202020441 "Evaluation of Events Involving Sve Water Sys in Nuclear 
Power Plantsi " draft 

HARIED.3 A Oak Ridge National Laboratory FIN D-0755 B2/01/31 

67pp 15732 107 


— B202030092 Forwards proposed Commission, paper requesting approval of 
proposed role which would modify i codify ettstfng LER sys 
MKHELSQN. C Otroefcor's Office BI/12/30 DIRCKSiH J Office of 
t6e Executive Director for Operations Ip 15732 106 


-”0203120016 Discusses repetitive failures of emergency feedwater flow 
value as reported in LERs due to valve operator hydraulic 
problems LERs enc 1 

IMEROrE V Director's Office AEOD/Eail 02/02/24 MICHELSON. C 
Director's Office 76pp 15732 308 24X Fiche 50-000,82/06/28, 

82100 1 0000 


—8203160333 ORNL/NB I 0-208 

"Evaluation of Events Involving Unplanned Boron Dilutions in 
Nuclear Power Plants " 

HAGEN, E W aak Ridge National Laboratory FIN 0-0755 82/03/31 

Office of Nuclear Reactor Regulatian, Oirectar 37pp 
13733 017 


— 8203170060 Requests that review be conducted on missile protectlan of 
saf etv^rela ted sys at plants to assure adequate protection 
«-«erator rotor retaining rings as missiles 

Director 's Off ice AEaD/E209 02/02/23 
Director's Office I5pp 15745 054 


t Removal 6ys in 

0755 02/03/31 

tOlpp 


ator 

t 


r Ip 


— 8204000171 Forwards "Recommendations for Improving NRC Incident 
Rtspanse Technical Assessment Capability " Recommendations 
consistent u/NRC B2O104 1 tr r e NUREO-oa45 List of 
rscoaimendat ions end 

HINNERS.M Safety Program Evaluation Branch 02/03/04 
DENT0N,H R Office of Nuclear Reac tor Regulation. Director 
DEVOUNOtR C Director's Office. Office of Inspection and 
Enforcement 3pp 15733 274 


— 0204000260 "Recommendations for Improving NRC Incident FJesponsr 
Technical Assessment Capability " 

CONOEL.F Office of Nuclear Reactor Rogulation, Dlrettcr 

82/02/28 77pp 15733 277 


--8204270464 Submits engineering evaluation re potential for *ir 
or degraded performance of DWR RHR sys pumps during iOCA 
recirculation phase Air bubble generation will not advenily 
affect RHR pump performance Gas release calculations one! 

RUBIN. S Director's Office AEaD/E21B 02/03/31 M ICMCi l.liN, C 
Director's Office Spp 19745 103 


— 0205070377 Advises that proposed circular, "Contamination of Air 
Serving Safety-Related Equipment," reviewed Followup to fi 
Notice 01-3Q or IE bulletin should be sent requesting info 
assessment of plant air supply sys 

DRNBTEIN, H L Director's Office AE0D/E217 02/04/01 

MICHELSON, C Director's Office 2pp 15743 263 


— 8210010061 Foruiards review of BLN Itr rept on effect of fuel md 
bowing on ONBR Proposed method acceptable for licensing 
ca Icula tions 

GRIMES, D K Division of Operating Reactors 77/07/29 VAffUA ■» A 
Assistant Director for Light Water Reactors 6pp 15/27 iJi'O 


— 8210010065 Notification of ACR8 LER Subcommittee 000422 meetino in 
Washington^ DC Schedule b background info end 
BATES, A ACRS - Advisory Committee on Reactor Safeguards 
00/04/14 MOELLER, D , MATHIS, W , CATION. I ACHB - Advisory 
Committee on Reactor Safeguards 3pp 19727 070 


—8210010067 Outlines IMPO S< Ofc for Analysis 6 Evaluation nf HperaSis^ 
Data 600311 & 20 reviews of nuclear plant operating data 
Related info end 

VOUNO, 0 0 ACRS - Advisory Committee on Reactor Safeguards 
80/03/26 ACRS - Advisory Committee on Reactor nafeguards App 
19727 091 


--Q210010068 "Status ReptrOfc for Analysis 6 Evaluation of ilper 4 1 1 ena k 
Data " 

MICHELSDN, C Director's Office 80/03/20 lOpp 19/J/ Oil/ 


— 8210010073 Advises that ACRB 000422 meeting uJ/LER Bubcommi Ui » l« rJRir 
will include discussion of status organization L planned « 

activities of Dfc for Analysis t' Evaluation of 0peraii»n4l 
Data 6 NRC program for col lection of data 
HICHELBON.C Director '» Of fi ce 00/03/21 DERNtflO, II 

Probabilistic Analysis Btaff (Pre 001117) CARTER, T P Olv(i*iii« 

of Fuel Cycle it Material Safety EISENHUTjB 0 Division ii f 
Operating Reactors 2pp 19727 101 


— 0210010076 Confirms telcon re 800422 presentation on INFO w/AIP>l lit- 
Subcammittee Member requested to make presentation on stai-uf 
of organization it plans for future activities re use %c 
evaluation of operational data from nuclear plants 
DATEB.A ACRB - Advisory Committee on Reactor Safeguards 
80/04/14 LAVALLEE, W Electric Power Research InstJ lull Ip- 
15737 t03 


— 8210010087 Discusses failures of HPCI RCIC sys subsaquint tfl 
•vent culminating in 770627 loss of both sys 
BOEHNERT.P ACRS - Advisory Committee on Reactor Qafsguirdi 
79/09/06 KERRi W ACRS - Advisory Committee on Reactor 
Safeguards 2pp 19727 MS 24X Fiche 50-000,02/06/2(1, 
S21001000B 


— 0210010119 Discusses problems w/LER data reporting t* rtcordhn^ sys 
Form is not designed for subsequent use of data for 
statistical analysts Draft notes oncl 

MOELLER, D M Harvard Unlv 00/07/01 BATES# A U ACRS - 

Committee on Reactor Safeguards Spp 19727 166 


— 9210010161 Discusses potential problem ra saquoyah reactor prassvri 
nor 1 1 e« supp lamenting 600222 memo Underclad cracks found by 
use of ultrasonic aqoipment, Addl items of recent origin 
discussed Related info end 

DENTONj H R Office of Nuclear Reactor Regulation, Diridor 
80/02/26 AHEARNErJ Comml isioner s 9pp 19727 170 24 Y 

Fiche 90-000,82/06/26,8210010000 


NONDOCKETED items 


I 


— 0210010169 Discusses evaluation of ap p I icab 1 1 1 tv of propoied neu 
reauiremant of Class IE station faatterias Dlv of Licensing 
fhouH ratain responsibility for further eiploration of 
matter in course of licensing reviews 

MATTSOHt R ^ Division of Systems Safety 80/02/2Q ClBENHUT* D 0 
Division of Licensing 2pp 15727 187 


5210510172 Foruards comments on HRC LER sgs M/o end 

BATES. A URC - No Detailed Affiliation Given 00/07/22 
M 1 CHELS 0 N,C Director's Office HALLER* N Office of Hanagoment 
and Program Analysis Ip 15727 189 


— a 2 l 00'^0368 DiScussB* NRC procedures for reviewing LERs. in response to 
request during 245th ACRS meeting on □00904-'06 Reporting 
requirements require levislon to eliminate unneeded mat! 
bates. A ACRE -* Advisory Committee on Reactor Safeguards 
80/09/23 ACRS - Advisory Committee on Reactor Safeguards 3pp 
J5727 266 


—0210050031 Speech entitled "Assessment of Qperationdl Safety l>uta m 
NRC” presented at 810427—29 Fourtb Sympasium on Training 
of Nuclear Facility Personnel in Gatl inburg* TN 

MTCHELSON.C . HELTEMES, C J Director's Office Q 1/04/27 24pp 
15729 046 


^-6210050035 Summary of 810422 operating reactor events meet my 
Related info end 

LAINAS. <3 C Assistant Director for Safety Assessment 01/04/29 
EJSENHUT, D 0 Division of Licensing iOpp 15729 074 


--8210050038 "Pouar Reactor Events • Jan-Feb l9Bli" V/o 1 3>Ni>mber 2 
MASSARO, S A Director's Office 61/05/31 16pp 15729 004 


• — 6210050064 Summary of 610506 operating reectur events meeting 

LAINAS.I G C Assistant Director for Safety Assessment B1/C5/IJ> 
El&ENHUTiD O Division of Licensing 9p p 15729 I5l 


-82|00'10371 Rfiponds to 000523 request re action by Dfc for Analysis 
Evaluation of Dperatlonal Data on two specific LERa Ofc 
currpnfcSij working on more significant safety Areas 
bates. A NRC - No Detailed Affiliation Given 00/09/23 
BENDERtN NRC "■ No Detailed Affiliation Oiven Ip 15727 271 


-8210040379 Submits review of IE insps of operating PWRs related to 
folldtiup actions identified in NUREO-0130 Sensitivity 

analysts recommendad 

butler, W H Plant Systems Branch 77/12/28 EISENHUT,D0 
Division of Operating Reactors 12pp 13727 205 


-0210040301 Notification of ACRS LER Subcommittee 001120 meeting in 
Uaihingtoni DC to discuss progress toward improving NRC use 
of operational data 

bates. A NRC ~ No Detailed Affiliation Given BO/U/lO 
MATHIS. W . LAWROSHI.S . RAY» J NRC - No Detailed Affiliation 
Givtn ip 15727 304 


— 8210040303 No t if icat ion of ACRS LER Subcommittee 801120 meeting in 
Washington. DC Schedule oncl 

bates, A NRC - No Detailed Affiliation Given 80/11/10 
HKHELSONfC Director's Office 2pp 15727 303 


B2tC04t>a96 Submits evaluation of recommendations contained in NURLG- 

0691f "Evaluation of Steam Oenerator Tube Rupture Events " 

Licensees should investigate other techniques to more 
rapidly determine damage 

BAER. R L Safety Program Evaluation Dranch Bt/02/17 MURLEV. T 
Division Of Safety Technology 26pp 13720-007 


6210040411 Summary of 010311 operating reactor events meeting 

Assignment of followup review responsibility discussed 
Related info end 

LAINAS.O C Assistant Director for Safety Assessment 01/03/13 
ElSENHUt.D 0 Division of Licensing 5pp 15720 263 


— 6210040416 Summary of 610310 operating reactor events meeting 

LAINASjO C. Assistant Director for Eafvty Assessment 01/03/24 
EI 8 ENHUT. D G Division gf Licensing 4pp 15728 32B 


— 9210040421 Summary af 810325 operating reactor events meeting 

LAINASrO C Assistant Director for Safety Assessment 01/03/26 
EEBENKUTrD 0 Division of Licensing 4pp 19726 332 


— 8210050075 Summary of 610513 operating reactor events meeting 

UAIKA 6, 0 C Assistant Director for Safety Assessment Ql/D‘i/Ui 
EISENHUT.D 0 Assistant Director for Licensing 6 pp 15739 S60 


— B21OO5OO02 Forwards IE Oultebin 01-03. "Flow Diockage of Cooling Natur 
to Safety Bys Components by Corblcula Sp (Asiatic Clam) it 
Mytltus Sp (Husself.'* for issuance on 010410 

SNIEZEK.J M Division of Resident It Regional Reactor rnspertion 
01/04/00 GRIER, D H Region I, Philadelphia. Office of fhe 
Director (01/03/011 D'REILLVgJP Region 2, Atlanta, Office of 
tha Director IBl/03/01 ) KEPPLER. 0 0 RegiDO 3. Chicago. Gffiru 
of the Director (01/03/01) Ppp 15729 169 


—6210050007 Summary of 810520 operating reactor events meeting 

LA I NAB I G C Assistant Director for Safety Assessment 01/05/2/ 

EISENHUT.D 0 Division of Licensing 7p P 15729 109 


— 6210050093 Summary of 010603 operating reactor events meeting 

LAINAB* 0 C Assistant Director for Safety Assessment 01/06/09 
EISENHUT.D 0 Division of Licensing 7p p J 5729 196 24 X 

Fiche 50-000,02/06/20.8210010006 


— 8210090116 Forwards comments & questions pe GE response to Ofc foi 
Analysis St Evaluation of Operational Data safety concerns w/ 
pipe breaks in DWR scram sys. In response to D Eisenhut 
010603 request 

MICHEU80M. C Director's Office Bl/06/i4 DENTON. H fl Office of 
Nuclear Reactor Regulation, Director Sp p 157S9 203 


--GS10050124 Eummary of 010610 operating reactoi events meeting 

LAtNAB.GC Assistant Director for Safety Assessment Qi/06/1/ 
EI 8 EWHUT. 0 0 Division of Licensing 9pp 15729 217 24X 

Fiche 50-000,82/06/20,0210010008 


—0210050139 Summary of 010617 operating reactor events meeting 

LAlNABiO C Assistant Director for Safety Assessment 81/06/23 
EtBENHUT. D 0 Division af Licensing 4pp 13729 346 34X 

Fiche SO-GOO. 02/0 6/20.8310010006 


— 0210090195 Forwards summary of NUREG/CR-'16B2, “Electrical ref 
Insulators in Reactor Accident Envlroh, “ used as ref in Ofc 
of Nuclear ftejulatory Reetarch comments on safety concerns 
rt plpo breaks in 0 WR scram sys 

EL-2EFTAWY, M Dlrpc tor ^s Of f 1 c e 91/06/26 Director's Office 
5pp, 15727 205 


— 9210050006 Forwards draft rept, “Potential for Hater Hammer During 
Restart of RHR Pumps for DHR Nuclear Plants '* 

HUANG, V S Director's Office Bl/03/31 MICHELBON. C Director's 
Office Ip 15729 008 


—0210050007 "Potential for Watar Hammer During Restart of RHR Pumps fnr 
BUR Nuclear Plants “ 

NUANO.J Director's Office 81/03/31 i4pp 15729 009 


—9210050010 Foruirdi preliminary rept. “Initial Cons ideration of 
Potential for Water Hammer in Steam Condensing Mode of RHR 
Syi Operation for BWR Nuclear Plants “ 

HUANOiY 6 Director's Office. 01/03/31 MlCHELSON.C Director's 
Office Ip 19729 023. 


—8210050011 "Initial Consideration of Potential for Hater Hammer in 
8 tean Condensing Hade of RHR Bys Dperation for DWR Nuclear 
Planti " 

HUANOiJ Director's Office 01/03/31, llpp 15729 024 


— 0210050164 Summary of 810708 aperating reactor events meeting Nei t 
meeting scheduled on 810715 

LAINA 8 .G C Assistant Director for Safety Ass«ssment 81/0//1C1 
EISENHUT.D 0 Division of Licensing 8pp 15729 355 247 

Flche 50-000.02/06/28.8210010008 


--8210050101 Discusses plans fur managing NRPD 8 per 01C7OB telcnn Dntu 
Ic repts from data base will cprtinue to be made available to 
NRC Meeting scheduled on 010721 

HILKIN80N.E P Institute of Nuclear Power Operations 01/O//OV 
DIRCKS.H J Office of the Executive Director For Operations bpp 
19730 018 


— 8210090190 Summary of 810723 aperating re-actor events meeting Next 
meeting scheduled for 81080S 

LAlNABiO C Assistant Director for Safety Assessment Bl/07/29 
EI 8 ENHUT. D 0 Division of Licensing 8 pp 15730 075 24X 

Flche 50-000,82/06/20.8210010009 


'0210090021 Summary of 81Q408 operating reactor events meeting 

LAINAB, OC, Assistant Director for Safety Asiessment 01/04/19 
EISENHUT.D (J. Division of Licensing 4pp 15729 035 24 X 

F Ic h • 80-000. 02/06/20. 82 1 00 1 0008 


— 0210050200 “Power Reactor EventSr Mar»-Apr 1961.“ Vol 3 . Number 3 
MABBARO, 8 A Director's Office 81/08/31 IBpp 1S730 0B6 


— 8210050209 “Operat iona i Safety Data Revlow. " Chapter 0515 
4 Director's Office, 81/00/12 Bpp 19730 107 
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NONDOCKETED ITEMS 


-''Q 2 1 0050 31 2 Surnfflarv of aiOBOA operating rtactor eveint* meeting Related 
info •nc> Next meeting scheduled ^or 020812 

LAlN/VSi G C As«i5tanfc Director for aafetij Assessment Bl/OB/lO 
ElSHMHUTfD 0 Division of Uicensmg V&PP 15730 115 24X 

Fiche 50 - 000 ^ 02 / 06 / 20 , 821001000-8 


— 0210050517 Summary of 010019 operating reactor events meeting Status of 
folJosijup review responsibility assignment* end 

LAlNASiGC Assistant Director for Safety Assessment 81/00/34 
EISEMHUTiD 0 Division of Licensing 5pp 15730 J23 24X 

Fiche 50-000,82/06/28,6210010008 


— 0210050403 Forwards draft rept entitled “Characteristics of LEH 
Reporting Sys ” 

RYDER, C ACR5 - Advisory Contnittee on Reactor Safeguards 
01/06/31 ACRS - Advisory Committee on Reactor Safeguards Ip 

15730 (46 


— 0210050409 Draft rept entitled “Characteristics of LER Reporting 
Sy * " 

RYDER, C P • ADPOTT, C C , rtCCRELESSr T O ACRS - Adviiory Committee 
on Reactor Safeguard* Bl/OB/20 ^3pp 15730 147 


— B210050424 Advises that SECY 01-494 uiLb be discussed at B109O9 
subcommittee meeting on evaluation of LER s 

QUITTSCRREI B£R ACRS - Advisory CortKnutfcee on Reactor Safeguard* 
Bl/09/02 HATHIS. W , WARDED • HOCLLER. D ACRS - Advisory 
Committee on Reactor Safeguards 2pp 15730 203 


— 6210050426 Provide* presentation schedule for 010909 subcommittee 
meeting for evaluation of LER* 

OUITTSCHREI 8ER ACRS - Advisory Committee on Reactor B^feguarils 
81/09/02 tllCHELEDN.C Director's Office 3pp 15730 SS7 


— 0210050434 Comment* on LER Subcodimi t tee 810909 meeting Ofc for Analysis. 
tc Evaluation of Operational Data could -benefit from 
analytical models used in other fields ie other stages of 
data analyele 

rVDERjC acre - Acfvifiory Committee on Reactor Safeguard* 

81/09/11 HATHIS>W M ACRS - Advisory Committee on Reactor 
Safeguards 2pp 1S730 338 


--8210050436 Discuises method* for preventing recurrence of LER* 
Attention should be given to matl supplier* (< architect 
engineers as LER originators 

MOELLER. D W ACRS - Advisory Committee on Reactor Safeguards 
Bl/09/06 MATHIS, 41 ACRS - Advisory Comnittaa on Reactor 
Safeguards Ip 15730 240 


--GS100S0473 Forwards draft proposed rule re integrated operational 
experience report itig, for comment 

MICHELSDN, C Director's Office ei/09/ID RQS5lN,D Affiliation 
Volhown 9pp 15730 251 


— B21OOSO470 Forward* SECV-BI-S05 re systematic astessmeni of I icanseo 
perf ormanc » , f irs t rept on licensee assessments W/o end * 

Contain* facility ratings for operating power reactor 
licensee* Ic CP holders 

MAJOR, R ACRS - Advisory Committee on Reactor Safeguards 
01/09/21 ACRS - Advisory Committee on Reactor Bafeguards Ip 
15738 36i 


laru of 010916 operating event* meeting List of 

setor for Safety Assessment 81/09/21 
Licensing 9pp 19730 SAD 


Zudans comments on LER sys 
tee on Reactor Safeguards 
Advltory Committee on Reactor 


— B210050496 Comments on LER reporting sys LER cover sheets contain 
misleading info re facility in <^u#s t ion LERe should not be 
grouped in packets ui/o appropriate subj heading 
hOELLERiD Id ACRS - Advisory Commit tee on Reactor Safeguards 
81/09/19 MAJOR, R ACR8 - Advisory Committee on Reactor 
Safeguard* ip 15730 270 


— 8210050500 "Power Reactor Events, Hay -June I99ir'' Vo I 3, Number 4 
KASBAROiS A . RtZZO.J Director'* Office 01/10/31. 16pp 
15730 319 


'-8210050514 Topical rept evaluations of Revision 2 to NCAP-955Bi, 
"Mechaniitl c Fracture Evaluation of Reactor Coolant 
Pipe " U HCAP“9787i "Teiifll & Toughnes* Profiapties of 
Primary iPlping Weld rtrtal for Use in ^ 

* NRC ^ No Detailed Affiliation Olven 02/06/28 26pp, 

15731 003 


—6210050920 Summary of 011007 operating reactor events meeting Blaiue 
of previous assignments end 

LAIMAS, 0 C Aisi»tant Director for Bafety Assessment 81/10/L3 
EISENHUT,D 0 Division of Licensing 9p p 15731 033 24X 

Fiche 50-000,02/06/20,8210010000 


— 8210050933 Surtiinary of 911021 operating reactor event* meeting list a* 
attendees, event* discussed tc assignment* end 

LAIMAS, 0 C Assistant Director for Safety AiseiSment 01/10/29 
EIGENKUT.D 0 Division of Licensing 6p p 15731 093 24JI 
Fiche 50-000, 62 /06 / 28, 0210010003 


— 8210050339 Discut«>^ proposed rule dealing w/LER «ys Featyni ullli 
include compatibility of *ys u/10CpR50 72 
major, R ACRS - Advisory Committee on Reactor Safeguard* 
01/11/02 hATHIBiVJ M ACRS ** Advisory Committee on ReacUr 
Safeguards Ip 15731 091 


— 8210050542 Forward* info re telectian of LER* worthy of AD rept 
HDELLGR, D W ACRS - Adviiorg Committee on Reactor Dafeouard* 
81/10/24 MAJOR, R ACR0 - Advisory Committee on Reactor 
Safeguards 2pp 1S731 092 


— 0210060001 Sublunary of 911020 operating reactor event* meeting I 1*4 o* 
attendees. ■ vents discussed & review assignments end 
LAINA8.0 C Asilstant Director for Safety Assessment Dl/ll/OJ 
EISENHUT. D 0 Division of Licensing Spp 15731 094, 


— 8210060005 Revised draft rept, “Compressed Air L Backup Nitrogen E)y>* 
Nuclear Power Plants " 

HAOEN, E W Oak Ridge National Laboratory. FIN 0-0759 
W'7403-EN0-26 01/11/13 NRC - No Detailed Affiliation Qkvrn 

BOpp 15731 122 


—0210060000 Foruards background mat! for G1I20B reector optratians 
subcommittee meeting on proposed rule U reg guide ro Ltll 
rulemaking 

MAJOR, R ACRS - Advisory Committee on Reactor Safeguards 
01/11/19 MATHIS, W M ACR8 - Advisory Committee on Reactor 
Safeguards Ip 19731 205 


—0210060009 Draft Reg Guide I XXX, Revision 3, "LER Syt “ 
a NRC - No Detailed Affiliation Given 81/11/16 82pp 
19731 215 


*-0210060026 Discuiee* Zurfans comment* re ACRS LER subcomni tlip t)|OVuf 
meeting Change in connectivity function of sequence coding 
proposed Fundamental change involved 

MAJOR. R ACRB Advisory Committee on Reactor Safeguard* 

Bl/li/20 H!ATHIQ,WM ACRS - Advisory Committee on Reailoe 
Safeguards Ip 15731.237 


— B21006004S Bummary of 011112 operating reactor event* mietling List i 
attendee*, events discuised tt review assignment* end 
LAtMASi 0 C Assistant Director for Safety Asssstment Ul/ll/,ZJ 
eiBENKUTiD 0 Division of Licensing 6pp 19731 240 


—8210060068 Di«cu*s«s 811107 Itr re LER* 6 AO rept* per OECV (11 
6ECY 81-602 Heating to diicus* proposed LER rule scheduled 
for ailSCD, 

MAJQR.R. ACRB ** Advisory Committee on Reactor SafeguerdS 
01/11/24 MOELLER, D.W ACRS - Advisory Committee on Rvattnr 
Safepuards. 2pp 15731 247 


*-“9210060079 Requeets info re notification of ACRB coneernlng 
rule changa for immediate notification of significant 
events per SECY 01-598 

MOELLER, D W. ACRS - Advisory Committee on Reactor Befeguarda 
ai/ll/07. MAJOR, R ACRB - Advisory Committee on Reactor 
Bafegu^rd* Ip. 15731 249 


— 0210060004 "Background Reading for Dlscoision of Program I, Methtieiia 
Screening L Analysis of Operational Info at NRC,*' preiinted 
to IAEA Advleorg Group on 811123-27. 

fllCMELBON.C Director's Office 61/11/23 25pp 15731 2€l4 


—0210060100 Summary of 011202 operating reactor event* Anting 1 ■ 
attendees, e vents discussed 1, status of prevlou* aselgnmenl* 
end. 

LAINAS, G C Assistant Director for Safety Assessment 
C18ENHUT,D 0, Division of Licensing. 0pp 19731 345 


— 82 1 0060363 8 umMaru of 011216 operating reactor event* neetirsB ( .. , 

attendees, events discussed It status of assignment* atiel 
LAlMABrO C Assiatant Director for Safety Assessment Wl/iaj.,., 
EI8ENHliTpJ> G. Dlviiian of Licensing. lOpp 15732 0»l 


— 0210060369 "Power Reactor Events, Jul -Aug 1901," VoJ 3, Number s 
MAasARO.SA. , RIZZD.J, Director's Office, 02/01/31 Hpp 
15732 091 



NONDOCKETED ITEIVJS 


--eaiOC^OGBl Zud»n« Input re cffi^uencg cgding Sc fie«rch «gs, per 

aLO 930 nto^o ImpUmentat ion of approach would require fnajor 
rtvUlon to fg« 

HE^TEHEB^C J Director'* Office Bl/lO/22 HAJQR^ R ACRS - 
Atfvitorg Comflilttf# on Reactor Bafepuarde Ip 15731 239 


-'-B21'OOb0427 Poruiariii comment! re potential coneequence* of load drop in 
LWflir provtd Inp underetandinp 8< background of scope of 
current regulatorg review for accidents 

EL-IEPTAWVf H Director's Office AEQD/E305 62/02/16 
Director's Office I3pp 15732 2Q1 


--S 2100 A 0449 flupond* te request for review of LERs on steam generator 
lealt Distribution of problems from 1976 to 1981 provided 
ftyDER*C-P ACR8 - Advisory Committee on Reactor Safeguards 
B2/03/05 MATHiarM ACR8 Advisory Committee on Reactor 
Safepuardi 3pp 15745 026 


— fi2lO060A52 Comments on "Learning Function in Nuclear Reactor Operation 
& Imp 1 icatt oni for Siting Policy '* Analysis does not support 
finding that adding reactors to esisting sites enhanced 
Learning 

nACEVOYi-J A ACR8 Advisory Committee on Reactor Safeguards 
G2/03/15 COTTRELL. U D Qak Ridge National Laboratory 5pp. 

15475 045 


--G21007000Q Responds to 620324 request for assessment of reactor coolant 
:pump studs Oeneral rept on all mechanisms of bolting 
degeneration in progress Visual imp of reactor coolant sys 
bolts recommended 

HAMAtlERi B H Division of Safety Technology 02/04/05 
ETBENKVTi D 0 Division of Licensing 5pp 15745 263 


621-0040357 '■Should Add! Independent Power Source Db Required for 
DHR 6y* ■» 

ATEFhB » LINER.R « KUOHESj A Science Applications. Inc 
iaiC-03-e2-096 62/07/15 lOpp 15597 280 


B310040'360 Respond! to FOIA request for aECy-*82-72D Si SECV-B2-72C ru 
coordilnated progrem for steam generators Documents 
available in PDR 

FELT OR, J M Division of Rules and Records 82/09/27 FORTINQ. K C 

t-ousnstilni Neuisan. Reis. Aselrad 8< Toll Ip 15597 29i 


■6204200390 SECY-e2-'072B 

RfSpondi te Chairman 820301 request for ■hort’-term actions 
re performance of steam generators Comprehensive water 
chemistry criteria for steam generators should be 
iapleAintid 

PIRCR6.U J Office of the Executive Director for Operations 
02/04/03 2pp. 15S97 292 


02OJ27O5O7 aeCY-02-O7SC 

Advlse-i Conmlssloh of results of 820428 meeting w/lndtistry 
re proposed coordlneted program for steam generators 
proposal in BECY-a2-’72A re formal structural organliation 
such as policy group (k steering committee rejected 
D1RCK9.HJ afflee of the Executive Director for Operations 
02/05/17 3pp 15597 294 


— 6210090467 Advises of plans for series of spent fuel shipments frun 
Chalk River to DOE Bavannati River Plant 

DANE BE. F L Wutlear Assurance Corp FLO/02/B4/ETS 02/07/02 

ODD Vi A Region 1. Office of Oirecbar Ip 15626 232 


-"62 10050471 Corrects 820702 prenotif ic at ion of planned series of 
irradiated reactor fuel shipments from. Chalk River to 
Savannah River Plant Port of entry is Derby Line. V/T 
DANE5E. FL Nuclear Assurance Corp FLD/82/G6/ETS 02/07/07 
OODYi A Region i. Office of Director ip 15626 233 


0210050512 Responds to FOIA request for map 8i enforcement records le 
accidents of F Lawson t< K Dillon at f ac i 1 i t y. 6n i on Else trie 
CP & other NRC safety matls or manuals Forwards two 
documents Remaining records available ir FOR 

FELTOM, J ti Division of Rules and Records 82/09/21 |00£, N V 

Igoei V li 2pp 15626 244 24l< Flc he 90-000, 82/09/21 . 0210050512 


— B21O05091B Region 3 daily rept for 780607 

e Region 3, Chicago, Office of the Director 78/03/07 Ip 
15626 246 24X Flche. 50-000, 02/09/21 , B21 00505 12 


^-0210050922 PND~I I I-'/B-062 on 760B04> two workers seriously injured whin 
hit by support girdsr for polar crane rail OSHA notifleiS 
BCHUEIQtiNZ. E R, Region 3, Chicagoi Office of the Dirfctor 
76/08/04 ip 15626 247 24X Fiche 50-000. 02/09/2 i . B2l00505iP 


6210050562 Responds to FQIA request for 8ECY-75-5a0, 5G0A. 50DD. 

SEC V-R-'74-64. SECY-01 “600 A U 6ECY-BI-622A Document review m 
progres s 

FELTQNi-J.H Division of Rules and Records 02/09/17 CGNNORiL 
Doc“6aarch Associates ip 15636 242 


8210060403 FOIA request for itrs from Ohmart Corp 6 TX blue 1 ear 
justifying proprietary claims rc FOIA 02-A-12 

COLLINS. P L Research Counsel of Washington 02/09/03 DIRCKQjW vJ 
Office of the Executive Director for Operations Ip 19636 235 


0210060406 Responds to FOIA request for Itrs from Ohmart Corp It 
Nuclear justifying proprietary claims re FOIA 62-A“l2 
Forwerds documents. 

FELTON, J rt Division of Rules and Records 03/09/23 COLLI N6, P L 
Research Counsel of Washington Ip 15636 236 


--0210060411 Responds to 820630 request far info re FQlA 88-263 All info 
contained in geaeral license rept considered proprietary Any 
rept did •arlier than Apr 1976 may be released u/o 
slg-niftcsnt competitive harm 

HENDRICK, M 0 Texas Nuclear Div (subs of Ramsay Eng Co ) 

03/07/09 FELTON, J K Division of Rules and Records 2pp 
15636 238 


— 8210060415 Responds to 030630 1 tr re Qhmart Corp quarterly repts 
listing devices distributed to general licenses Repts are 
always treated as confidential Disclosure would ham 
competitive position 

COOK, H L Ohmart Corp 82/07/13 FELTON, J M Division of Rules 
and Records. 2pp 15636 240. 


— 8205270526 Advises of legal difficulties r« coordinated steam generator 
research program propoecd In 8ECY'’02-7aA Reconsiderat ion 
of program organliatlon suggested in light of Federal 
Advisory Committee Act 

KALSCMiH 0 Office of the Oeneral Counsel 88/05/09 AHEARNE, J 
Coamisiioners, 4pp. 19997 897 


8210060419 ftaependt to FOIA request for 6ECY-82-72B It 8ECY-B3-78C Tu 
coordinated program for steam generators Document review xn 
progress. 

FELTON, H Division of Rules and Records. 82/09/17 PORTING, K C 
Lowenste in, Newman, Rele, Ax flrad 6 Tull Ip 19636 355 


9210040366 Ritpohdi to appeal r« denial of FOIA request for four 
affidavits concerning allegations of Improper const 
practices at facility Forwards requested info. Page 4 of 
E Orivs affidavit withheld (ref FOIA Exemption 7>. 

DlRCKBiH J. Office of the Executive Director lor Operations, 
82/09/84. BTEFTOEiP P, I sham. Lincoln & Beale. 2pp, 19997 303. 


9210050430 Ritponds to FOIA request for correspondence between Nuclear 
Assurance Carp NRC re 1988 Irradiated fuel *h iF'*'eftt;« 
bitwesn Ontario fc NC, Forwards App A documente, App 0 
documents withheld (ref FOIA Exemption 3). 

FELTON. >^.fi Division of Rules and Records 08/00/17, RE8NrK0FF,« 
Council on Economic Friorltiee 3pp. 19626 172 


—9201060245 Requests approval of alternate routes for planned Irradiated 
fuel shipments from Chalk River Nuclear Labs to DOE 
Bavannah Rivar facil ity. Date of arrival daletad. 

DANEBE,F. L Nuclear Asiurance Corp 19959. 01/11/13. Division 

of Bafaguardt Opp 15626; 801 


'921009C439 Provides addl info r* Initial ehipment of irradiated fuel 
per 011110 itr. Shipment will arrive at deetination on 
BLilSf. 

DANE8B,F L. Nuclear Aisurance Corp FLD/01/01/eTa. 81/11/17 

Dlviiian of Emargency Preparedness I* Operational Support ip. 
15626 a04 


8210060429 Forwards CJ Johnson FOIA request for rept to EPA» "Pu & 
Human Tissue* Re Smoking , Age, Residence Near Rocky Flats & 

Castarn CO “ Reeponse requested. 

FELTON, J M Division of Rules and Record* 02/09/27 OREEN* J, 8 
Environmental Protection Agency ip IS636 209 


8210060434 Raiponrft to FOIA request for all declassified matl On 
Manhattan Project NRC has no documents suhj to request 
FELTON, J M Diviiion of Rules and Records 82/09/15 CHA1KEN,J A 
Affiliation Unknown. Ip 15636.206 


0210060442 Responds to FOIA request for input to Chapter 7 a< App J of 
FEB 6 twppl to CRBR. Document* listed in App A available in 
PDR App a documents completely withheld advice I, opinions 
(ref FG(A Exemption 5) 

FELTON, J M Dlvialon of Rules and Records. 02/OB/24 WEISQ^E R 
Heraton fc Mel is 4pp. 15636 040. 


8210070007 Respond* to FOIA request for eight categories of ratorde re 
steam generator! tc steam turbine* App A documents provided 
in A Udell FOIA Request 81-313, Forwards documents listed in 
App B 

FELTON, 0. M Division of Rules and Records 02/OB/JO. LONG, D, J 
WInthrop, Stimson, Putnam fc Rob erts, 9pp 15649' 063 a4X 
Fi c hs ' 90 -OOOj 82/00/ 10, B2l 0070007. 



354 


NONDOCKETED ITEMS 


— 7812200205 Su (niT'^r * i es stfrara ger^arator tuba laak on 7fi092O S' insp 
Leak rate Tea^^^ed 560 gpd at 5 00 AM. caused bg two 
tube^ u3/cracks located w/in thiakness oP tube sheet Sc one 
tube ui/Ieaky plug General cause plant conversion to At/T 
<7 S Enginecrihg Oranch {Pro 79H>30> 70/12/12 

Gf?IMES>B Vy Assistant Director for engineers S* Projects (P»-e 
790625) 2pp 15645 244 24XFiche 50-000. 02/00/10, B2 100 70 007 


— 7909280105 Discusses stea/r generator tube leak & tnservice insg Steam 
generator caused by deep crevice cracking oP three tubes 
uithin tube sheet Hot leg tube tests indicated 52 tubes u/ 
deep crevice cracking in eicess aP 507. plugging limit 
NOONAN, V S Engineering Hranch (Pre 791030) 79/00/17 

FIEENhUT. D G Division oP Operating Deactors 3pp 15645 254 
24/ Fiche 50-000,02/03/10.0210070007 


— B201210107 Advises that utiU should be informed that impact of tube 
plugging should be evaluated Por all SAR Chapter IS events 
t results of evaluation submitted uhen ro-questing approval 
of neu steam generator tube plugging limit 

I'OVAK. T M Assistant Director For Operating Reactors 0l/ta/^*9 
Assistant Director for Operating Reactors 2p p 15645 281 


— 6203190034 Forujards State of IL Pollution Control Board 820127 Iti A 
delineates areas of responsibility re response 

LAIMAS. 0 C Assistant Director for Safety Assessment 82/02/09 
JDHNSTON.H Assistant Director Por Materials l< Qual i Pic a t tons 
Engineering Ip 15645 124 


—6203260003 Recotismends that STS limits for coolant activity & sampling 
requirements be incorporated into remaining operating plant 
Tech Specs w/other substantive change requests Iodine dose 
problems can be avoided by limiting coolant 
WDUSTOM.R H Assistant Director Por Radiation Protection 
02/03/04 NQl/AK. T Assistant Director Por Operating Reactors 
2pp 15645 235 


—6210070135 Devil r ep t input re Ginna 020125 steam generator tube 
rupture event MRC 16th monthly status rept to Congress re 
TMI"! restart end 

e NRC - No Detailed Affiliation Given 03/03/11 3pp 
1S645 128 a4X Fiche 50-000. 32/08/ 10. 63 1 0070007 


'•“8210070196 Discusses mservice itisp programs for PWH steam generator 
tubing to nonitor conditions of tubing in all PUR operating 
plants Licen-sees u/o steam generator tube surveillance 
program should be requn ed to suppl Tech. Specs 
SCHROEDER. F Division ok Technical Revteu (Nnn-1979 only^ 

7S/G4/21 GIAMOUSSD.A Division of Reactor Licensing (NRn-l9/l> 
only) 3pp 15645 2D7 


— 9210070190 Recommended Tech Specs 34 5ii445 re steam generatoi 
tubing surveillance 

* Division of Technical Review INRR~1975 onlgl 75/04/21 2(>pp 

15645 210 


•'-821007020S Submits summary of findings & comments re facility steam 
generator tube leak incident tr insp results contained in 
Ar>nual Operating Rept 1976 Recommends that licensee he 
requested to- submit snsp program foi nest scheduled insp 
shad. L C Engifieering Branch CPre 791030) 77/07/25 

EfSENHlLIT. D Q Division of Operating Reactors Ppp 15645 215 
24X Ft Che 50-000. 02/08/10.8210070007 


--6210070235 Agrees iii/001026 memo suggestions All assistant directors In 
Di^ of Licensing requested to follow same approach 
ElSENHUTrD 0 Division of Licensing 60/11/07 MARTIN, J D 
Division of Waste Management Ip 15645 290 


8210070029 Partial response to FDlA request for d-ocuments re CRDR CIS h 
all Comments, evaluations 8f documents from pNWL re EIS 
Forwards documetits listed in App A 

FELTOT, J M Division 0-f Rules and Records 62/07/16 UEl85i.E R 
Harmon & Cfe i s $ 8pp S 5646 004 


—0210070123 Foruarda updated responses to comments on 1976 DKSt 
NUREO-0139 re safeguards ^ fuel cycle Info re radwaste 
sh i pmentsi d i sp Dsa 1 site if licensed burial site included 
LQWENBERG. H Office of Nuclear Material Safety 
Safeguards, Director CRUR 82-69 02/06/15 LEECH, P Clinch 

River Dreed »r Reactor Praaram Office I5pp 15649 073 


— 0210070421 Notifies that no physical security concerns esiit re eipiort 
of toui enriched U ta Japan under export license application 
X6NM-1896 

SHERR,T 9 Material Control Accountah i 1 ity Development Branch 
01/12/17 DEVINC,J D Assistant Director for Eipor t/Impor t b 
International Safeguards Ip 15647 007 


— 8210070426 fiecommends that NMSS provide rop resen tat i ve to join Stats 
Dept entourage to Canada on 020112-14 to exchange technical 
info on application of IAEA safeguards to on-load reactors 
(fiRFSrL MRC - No Detailed Affiliation Given B2/01/07 
CHAPELL, 0 NRC - No Detailed Affiliation Given Ip *5647 008 


— 0210070426 Forwards summary of Interagency Steering Group 820106 
meeting w/Ofc of Inti Programs & NMSS re action plan 
activities, US program for technical assistance & resaurce 
allocation to IAEA 

DIRCJtS, W J Office of the Executive Director for Operations 
02/01/19 PALLADINO, N . OILINSKY, V , BRADFORD. J Comm 1 1 s I oners 
6pp 15647 009 

—0210070431 Requests that summary of Interagency Steering Group DSsJlCi 
meeting be forwarded to Commission No major decioiuns 
reached 

shea. J R Office of International Programs. Director 03/01/19 
DIRCKS.W J Office of the Executive Director for Operations Ip 
13647 0J4 


— 8210070434 Natl f i es that no physical protection concerns exist re 
export of highly enriched U to Japan Update on status of 
negotiations requested 

SHERRiT S Material Transfer Safeguards Licensing Branch 
62/32/09 DEVINE.J D Assistant Director for Ex por t/Inpor t *. 
Interna tional Safeguards Ip 15647 015 


— 8210070436 Notifies that no physical protection concerns exist te 
applications to export low enriched U to Japan under 
Licenses XSNM- 1923. 1925, 1920 «. 1896 

SHERR. T 8 Material Transfer Safeguards Licensing Branch 
82/02/25 PETERSQN, M R Assistant Director for Eitpor t/lmp or t C. 
Interna tional Safeguards Ip 15647 016 


— 8210070441 Forwards response to 011125 & 30 Itrs ru IAEA safeguards 
receives little specific info concerning Inll safoguardi 
Classified info received through briefings 

PALLADINO, N J Commissioners 62/03/02 OTTINGCR.R L Housa of 
Rep . Energy & Commerce I2pp 15647 017 


--B210070445 Forwards Inti Safeguards (c foreign physical security r»vL«e 
for comment U inclusion in draft Commission paper re 
proposed export of highly enriched D to Nest Oermany tn 
Swi ti er land 

ODRNETT.R F Division of Safeguards 02/03/06 gifEA. J R lliflce 
of Interna t lofidl Programs, Dlroctor 2pp 15647 036 


—8210070447 No ti fi es that no physical protection concerns eiisi re 
applications to export low enriched U to Japan, Info 
requested re status of facility attachment to FukushlhiA 1. 

Unit 4 

SHERR. T 8 Material Transfer Safeguards Licensing Branch 
62/03/11 PETERSON. M R Assistant Director for E*p*r t/lmpor 1 h 
{nternational Safeguards Ip 15647 036 


0210070448 Sp each entitled, "Nuclear Common Sense," presented xit D!20/. 
AIF fuel cycle conference 

KENNEDY, R T President of US & Executive Offices 02/03/2^. 

|3pp 15647 039 


— 8210070451 Forwards trip rapt of 620315-26 visit to Vi enna* Au i tr ia fc 
working consultants session on IAEA safeguards of f ec t ivenes e 
assessments 

ORACH, £ N Office of International Programs, Director 02/04/OD 
GREEN, L Drookhavan National Laboratory 6pp 15647 052 


— 8210070454 Forwards transcript of Bubtommit tees gn Inti Security h. 
Scientific Affairs !< tntl Economic Policy Trade Coxnmittem 
on Foreign Affair* 820318 hearing re IAEA safeguards 
Edited comments requested by 620402 

HAMMERER. C Office of Congressional Affairs 82/03/30 
PALLADINO, N * OILINSKY, V . AHEARNE, J CommlsBioners |p 
15647 057 


*—6210070456 Transcript of Subcommittees on Inti Becurity ^ Be I enttrii 
Affairs it Inti Economic Policy It Trade & Committee on 
Foreign Affair* 820316 hearing in Hashing ton. DC re lACA 
safeguard* improvements 

e House of Rep 82/03/16 llOpp 1S647 058 



NONDOCKETED ITEMS 


-'5^310070464 Di*cu4»e» plah established for fulfilling Ofc af Executive 
Director for Operations ret^ueit for info re NRC efforts to 
i<tipro.ve lAE^ safeguards Accuracy of info reported by states 
t« IAEA need* major Improvetnont 

WlRFSiL NRC ' No Detailed Affiliation Given 03/05/06 
B'JRNETT^Q NRC - No Detailed Affiliation Given 4pp 15647 171 


— 0210070467 Foruards draft IAEA guidelines for nuclear facility design* 
incorporating design features to facilitate implementation 
of Inti jafeguards Comments requested by 030531 
SHERR.T 8 ffateriaf Transfer Safeguards Licensing Branch 
6Z/05/07 ERICKSON* R A Power Reactor Safeguards Licensing 
Branch EVANS* L J Fuel Facility Safeguards Licensing Drench 
LORENiK Office of International Prngranis, Director 44pp 
13647 175 


8310070487 Notification of 020706-10 consultant meeting to discugs 
draft guidelines for design features to facilitate intl 
safeguards Draft guidelines end 

SANDERS* K E Office of Nuclear Material Safety 6 
Safeguards, Director 85/06/29 NOUCK-T NRC - No Detailed 
Affiliation Given SKERR, T Office of Nuclear Material Safetg I* 
Safeguards, Dir ector COhEN, K Office of International PragruniB* 
Director 60pp 15647 297 


0210070417 Responds to FOIA request for info re each NRC licensee 
in States of PAi OE 6 NJ Foruiards three computer printouts 
furnishing names 6 addresses of licensees. Info re licensee 
chief eiecutive officers iipt jna inta f tied 

FELTOM*JM Division of Rules and Records 82/09/29 TREDL ANO. 0 (1 
Affiliation Unknown Ip 13646 007 


— 0210070469 Forwards memo for Commission providing summary of 
significant NRC L Executive Branch efforts to improve IAEA 
safeguards U/o end 

SHE:Ai J R Office of International Programs, Director 82/05/21 
DIflCKS-W J Office of the Executive Director for Operations Ip 
15647 SS3 


'-EZtO07€47l Forwards draft Commission paper re application For license 
to eiport highly enriched U to France Comments & license 
conditions specified in End 3 should be included in 

U«en»e 

BURKETT, fl F Division of Safeguards 02/05/29 SHEA* J R Office 
of International Programs* Director 3pp 1564/ 234 


— &31007G473 Cofflfflfnts on DOE analysis re retransfer of spent fuel 
aifemblLes from Japan to United Kingdom & France for 
raprocessing Advanced notification required if fuel shipment 
enters US territorial waters 

Sh£RR* T 0 Material Transfer Safeguards Licensing Oranch 
03/06703 ZIMMERMAN, J V Assistant Director for Export/ Import & 
Internatl on a 1 Safeguards 3pp 15647 227 


— &21007047S Summariies 020607-00 meeting ui/lAEA in DetKesda*HD re IAEA 
safeguards agreement Problems associated ui/US reporting of 
nuclear matl Info to IAEA discussed 

EHERRd 8 Division of Safeguards 82/06/07 DAVIS* J 0 Office 
of Kucltar Material Safety 4i Saf eguards, D ir ec tor 2 pp 15647 227 


■-S21W17O470 Discusses corrective actions re reporting transactions t< 
invihtoriei for US facilities selected by IAEA 8 ys to 
provide correction data to IAEA in acceptable format should 
be developed 

SKERRi T 8 Material Transfer Safeguards Licensing Branch 
63/05/(0 DQYLEiG J Union Carbide Corp 2pp 15647 S31 


-'8210070400 Forwards inti safeguards U foreign physical security review 
sactiens for Inclusion in Commission paper re retransfeT of 
low enriched U fuel assemblies from Federal Republic of 
Oirmany to Peru 

SKERRiTS Material Transfer Safeguards Licensing Oranch 
02/06/16 ZIMMERMAN, J V Assistant Director for Evpor t/lmpor t l< 
InUrnatlonal Safeguards 2 pp 15647 233 


B210070433 Computer printouts listing names h addresses of Nf?(‘ 
licensees in States of NJ* DE PA 

a NRC - No Detailed AffiUafciop Divan 8*2/07/24 210 pp 

19646 008 


0210080010 Addl FOIA request re minor additions h deletions to 8 t? 0 /j 0 j 
request for 17 categories of info on nuclear reactor events 
6 safety problems 

UDELLjR A Critical Mass Energy Project 82/06/11 FELTflM, J 
Division of Rules and Records Ip IS665 022 


0210080015 Addl response to FOIA request for 19 cotegories oF init> xe 
nuclear reactor events it safety problems Foruiards dncuinpnts 
listed in App A Documents in App B complefeoly withheld (ref 
PQIA Exemptlan 5 ) 

FELTON* J M Division of Rules end Records 82/07/12 UDELL* R A 
Critical Mass Energy Project 9pp IS66S 027 24X 

rich* 30-000,83/07/12.0210000015 


•601 1060346 Discusses licensee responses to NRC request to ctjmmii to 
interim position re Generic Item D-24 venting it purging 
cantainments while at full power Plants meet interim 
position it existing TACs should be elnaed out 

REEVEB, 6 A Operating Reactors Orahch 1 80/00/25 Oper/iliun 

Reactors Oranch 1 JOpp J 5668 159 


— 0104080309 Std order for DOE work 
Proposed Safaty Requirements* '* 
Statement of work end 
0RENIER*B L Office of Nuclear 
A--645S-1 20-DI-165 01/03/12 


'Trograrri for Cost EstimntiQh 
Issued to JD Operations Ofc 

Reactor Regulaiipn, Diroclor 
6pp 1566b 103 


for 

r IN 


-0105200476 Requests that regions confirm licensee submittal of rent for 
satisfactory imf ) ementatlon of Item 4 of IE OuUetin 79-26. 

Rivition 1 

JORDAN, e L Division gf Resident 6 Regional Reactor Inspection 
IED-79-P6 81/05/18 GRIER, D H Region I, Ph 1 1 ad a I p h i a. Off lie 

of the Director 101/03/01) QEYFRIT.K V Replon 1* iMlJas* DFfice> 
of the Director 101/03/01) EN3ELKEN. R M Region 5. San 
Francisco, Office of the Director 101/03/01) ]p 15660 1 .10 
Fiche 50-000,82/07/12,0310000013 ^ 


'-BSIOO/0402 Submits summary of activities to support interagency efforts 
to strengthen IAEA safeguards during flret half of CY02 
BtRNETT,R F Division of Safeguards 02/07/13 DAVIS^J 0 
Office of Nuclear Material Safety U 8 af eg uardi* Director 29pp 
15647 235 


—0106220 1 57 Supports efforts In resolving purge vaJve 

operabiUty issues Incorporation of leak testing position 
into Tech Specs should assure leakage integrity of 
conta inment 

OAER, ft L Reactor Engineering Branch 81/06/09 BUTLCR, W R 
Containment Systems Branch 2pp 15668, 153 


—071OO7O484 Notifies that no physical protection concerns found re 
jppllcatlon for license to export tingle reload of low 
crrlchfd U to Japan 

SH£RR,r3 Material Transfer Safeguards Licensing Oranch 
B2/D6/23 ZIMMERMAN* J V Assistant Director for Export/Impart t< 
International Safeguards Ip 19647 263 


—0106220160 Forwards proposed fE bulletin identifying potential Hofetu 
concern re leakage of raector bldg purge vejvea ^ 

0'REILLV*J P, Region 2* Atlanta, Office of the Director 
t8l/O3/0n |EC-77“U 81/03/20 2NIEZEK, J Director's Office 

5pp 19660 167 


— B3100704B9 Forwards list of priorities activities for FVQ 3 per F Houcks 
BS0&Z4 memo, 

COHEN*K D Assistant Director for Export /Import it International 
ffa/sgwardi 02/07/13 Assistant Director for Expor t/Imp ort 8 * 
International Safeguards 3pp 15647 264 


•B107170126 Comments an proposed IE bulletin re leakage of reactor btdn 
purge valves Issuance not merited for reasons indicated 
Osntrlc Issues B~20 I* 0-24 provide assurance of increased 
surveillance testing it reduced excessive leaVage 
flNlEZEK-J H Director's Office IEC-77-n 0J/O7/O1 
O'REILLY, J P Region 2, Atlanta. Office of the Director 
(01/03/01) 2 pp 19668.151 


'021-0070406 Notifies that no special physical protection or inti 
tifiguardi contsrns idmtlfled re Amend 1 to application to 
fiport low enriched U to Malaysia 

BHERR 1 T 8 Material Transfer Safeguards Licensing Branch 
S2/06/28 ZIMMERMAN. J V Assistant Dlrsctor for Export/Import t* 
International Safeguards Ip. 15647’267. 


'02(0070400 Speech entitled "Nuclear Safeguards Ghallenges fc Realities, 
prsspntetf at 22nd annual meeting of Inst of Nuclear ffatls 
Mgt 

KRAFZERrM B International Energy Associates, Ltd 02/09/10 
2fpp 19647 260 


—6108210025 Forwards draft suppl to IE Bulletin 01-02* '^F^Hiure of Oat® 
Type Valves to Close Against Otffarential Pressure," for 
review I* comment 

JORDANiEL Director's Office 81/07/33 ORIER, 0 H Res J on 1 , 
Philadelphia, Office of the Dlrsctor <01/03/01 > D'REJLLy*JF 
Region 2* Atlanta, Office of the Director (61/03/011 KEPPLEft. J n 
Region 3, Chicago. Office qf the Director (8|/03'0J) Spp 
15668 101 ^ 
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1203040536 Consents Qn 611219 corrsctiOhs to facility assessment 
contained in NOREG'OB34 re -hearnigs h discussion of 
syilematic assessment of license ;>erfarmance Revision to 
HUREC inappropriate Issue closed 

MOSELEY.N C Systematic rtasessment of Licensee PorPormance Revieia 
Group 02/01/04 WESSMAN. R K NRC - No Detailed Affiliation 

Given ip 15669 256 24X Fictie 50-000.62/07/12.6210060015 

'203040533 Foruiard 5 perf armante element summary for Jul 1979-Jone I960 
in response to ASLB request for testimony on systematic 
assessment of license performance in yeneral *c facility 
assessment in particular 

WESSMANtR H Director's Office- Office of Inspection and 
Enforcement 61/12/19 hOSELEY. N C Systematic Assessment of 
Licensee Perfoimance Revieu Group 2pp 1 5669 254 24X 

Fiche 50-000,62/07/12-9210060015 


[204120467 Discusses problems u/siater in fuel ml tank Case does not 
have generic implications 

TREHAN- N K Oirectac's Office 82/04/06 hlCKELSON.C 
Director's Office 5pp 15663 036 24X Fiche 50-000,92/07/12. 

6210060015 


1205190423 Forwards engineering evaluation rept. "Inadvertent Lobb of 
Reactor Coolant Events at Sequoyah Nuclear Plant. Units 1 & 

2 •' Rept contains recommendations which should be 
incorporated m ongoing Task Interfere Agreement BI-15 
LANNING. U D Director's Office 92/05/11 NICHELSON. C 
Director's Office Ip 15666 095 24X Fiche 50“0O0< 92/07/1?. 

6210080015 


20519044) ‘'Inadvertent Lass of Reactor Coolant Events at Sequoyah 
Nuclear Plant, Units 1 K 2, " engineering evaluation rept 
LANNINO.WD Director's Office lEQ-80-12 D2/05/31 23pp 

15666 096 24X Fiche 50-000,92/07/12.8210090015 


3052B0490 Forwards diesel generator interim reliability program for 
operating plants t- proposed tech Specs 
HANAUER.8 H Division of Safety Techfiolngij 32/05/06 
EISENHUT. D G Division of Licensing MATTSON. R J Divis-lon of 
Systems Integration (post 811005) THOMRSDN- H L Division of 
Hunan Factors Safety 4pp IS666 031 


205230497 "Diesel Generator Interim Reliability Program fur Operating 
Plants •• 

a Division of Safety Technology 02/05/06 22pp 15666 037 


205200502 Proposed Tech Specs re electrical power sys 
* Division of Safety Technology 62/05/06 Mpp 15666 0!i9 


206040401 Forwards procedures for screening operational data, 
particularly LERs received after 920501 Submittal replaces 
procedures issued by 610429 h 920315 memos 

MICHELSON-C Director's Office 02/04/33 Director's Office 
ISpp 1S66S 265 


206070106 Operating Reactor Event Memo 92-01 re BlOBlO reactor scram 
w/uater hammer event Study of Unresolved Safety Issue A-1 
shows no other water hammer events in OWR isolation 
condensers 

EISENHUT, D 0 Division of Licensing aREH-a2-003 03/05/25 

VQLLMER.R H Division of Engineering 7pp 15665 150 24X 

Fiche 60-000,32/07/12,8210000015 


!2100800S4 Forwards “Cost of Upgrading Capability to Isolate LPUR Mam 
Feedwater 8ys In Event of Breaks Inside Containment." final 
rept, in response to statement of worl! in TE Hurley 61G616 
Itr re INEL technical assistaiice to NRR 

SAFFELL. 8 F EGfcO, Inc FIN A-6452 3AFr-l35-0a B2/04/14 

SOLECKIiJ E Energy. Dept of, Idaho Operations Office Ip 

15665 J67 


Upgrading Capability to Isolate UPMR Main Feedwater 
<eaks Inside Centa Inment ■ " final rept, per 
for DDE WorV Order 20''e 1-165. '^Program for 
Propased" Safety Reqgtrements " 

A-6452 RGB-2-B2 02/03/19 I5pp 


— 0210080106 Oral presentation of "New Trends in Evaluation 6 
Implementation of 8afety-Rela ted Operating Eiperience " 
M1CHEL80N, c NRC - No Detailed Affiliation Given 
lAEA-CN-39/a 2A 32/07/12, 13pp 15667 278 


— 82100B0107 Forwards draft IE bulletin on channel independence in tifi 
actuation sys for DKB clearance Specific items listed in 
Part II of app to draft NRC Manual Chapter 0213 ditcueted 
Evptdlted review & CMp clearance requested 

JORDAN. E L Director's Office 81/09/28 SCOTT, 8 Documint 
Management Branch 7pp 15660 144 


— B2i00a0196 Forwards IE Circulars 80-lS ti 8 1 -10. Qener i c LLr 111 31 ^ 1 
Info Notice 79-13. in response to 010630 requast re isiuaric* 
of IE bulletins concerning steam voids & events at foreign 
or domestic DHR 

STELLQ.V Director's Office. Office of Inspection and l-nforr a-etri 
OL-0i-21 01/07/29 LEWIS, M I Lewis, M 2pp IShhH 


— 8210080197 NRC operations ctr usage chart re events al facllli'** 
* NRC - No Detailed Affiliation Given 02/07/12 Ip 
24X Fiche 50-000.32/07/12,0210080015 


— 9210090302 Forwards questions on licensee performance rating proiri 
for use in preparing for systematic assessment of licensee 
performance briefing Draft response* dtd 010904 enc I 
r NRC - No Detailed Affiliation Given 01/08/20 lilU f*-'- 

Detailed Affiliation Given lOpp 15660 233 


—8210080206 Forwards 8J Chilk 010923 staff requirornsnit memo r* (Mil' 
briefing of' systematic assessment of licensee performance 
rept Eicerpts of 010922 briefing transcript re Commission 
guidance end 

ALL180N.D P NRC - No Detailed Affiliation Given fll/lO/OI 

MDSELEY.N C NRC - No Detailed Affiliation Given fpp 

JS666 240 


— 3210090207 Forwards Commission guidance for future conduct nf iMi 
assessment process per systematic assessment of licensee 
performance program Commission should be advised of 
progres s 

CHlUKiS J Office Of the Secretary of the Commission HiM-FJ' iJ 

81/10/20 OIRCKS, W J Office of the Executive Dirocinr for 

Operations 4pp 15668 250 


— 9310000213 Forwards revised description of respons ib 1 ) 1 1 1 t f 
of Div of Engineering QA 

JORDAN. E Division of Engineering & Quality Aesuranc* ti,//-i<.'j 
9NIEZEK,J NRC - No Detailed Affiliation Given 4pp llAf-lk . 


—02100G0215 Forwards revised IE or gani lational charts t« furirtikir-a, 
statements for review & comment Reorgani z ations of llJOliH b 
25 will be incorporated in NUREO-0325 

DLAHA, J t Program Support Branch 02/04/29 |.IC0lNHA}| i 
Enforcement Staff FOR TUNA, R Director's Office. Offlie e 
Inspection and Enforcement CODD, L I Division of luek 
Facilities, Materials V Safeguards 7pp 1S66Q S61 


— BS10080216 Forwards draft IE Manual Chapter OiOl re If i}rgai\s fal 
functions Comments requested by 850624 Chapter lel 1 1 be 
included in Jul quarterly issue of changes to IE manual 
DRACHi B Director's Office, Office of Inspection Alici 
82/06/10 CORBiL , GRIMES, D . JORDAN, E NRC - ffo Helailetf 
Affiliation Given 17pp 15668 272 


— 0210000217 Forwards new IE organization char t, f unc t I one k 
new organizational units & list of proposed personnei 
assignments within new organ! zation, per NJ PalledinQ 
memo Functional statements for reactor sys specialleis ei ^ I 
DEYOUNG, R C Director's Office, Office of Inspection ang 
Enforcement 81/12/14 Director's Office, Office of 
and Enforcement 32pp 15668 289 


e2{0080020 Responds to FOIA request for documents rq pr 1 1 mp | ,^ 0 %^ ,,,1 
review of MUR EO-0737, Item III p 2 Forwards documents I i tlq^i 
in App A 

FELTON, J M Division of Rules and Records 02/09/16 t f it 

Doc-Search Associates 2pp 15669 097 


— 810S270549 Requests addl Info through C-E owners group re A . ^ 1 
junction thermocouple reactor vessel level maasur eeienl 
Info should be submitted by 010901 * 

RUSENBTEIN, L 8 Assistant Director for Core b Contminm.p.. 

01/07/09 LAlNASiO C Assistant Director for flafftu 
5pp 13669.103 


— 0100190000 Forwards L8 Rubensteln 910709 memos requefttin-a a i 
from C-E Nestlnghouss owners groups re reactor v*ssei ^*3 
level measuriment sys, TMI Action Plan Item 11 F 2 3 
LAINASrO, Assistant Director for Safety Aisesimenl n- . 
CRUTCHFIELD, D Operating Reactors Branch 3 2pp 



.0lO9tiO47a! that licensee provide p Unfc-apec I f i t submittal rv 

InttJllatlon Wostinghause reactor vessel level 
Instrupien t 

PHILLIPS. L E Core Performance Qranch 01/00/13 SHEA. J 
Gperatlno neactors tlranch 5 2pp 6S569 309 


-6210120030 Advises that hosp rept re rniiadmini stration of f-l2S seed 
Implant therapg raises more questions than answers Related 
Info end 

HlOOlMQOTHAti, L Radiol ogicat Safety Qranth 02/OP/2O 
NUS86AUMBER I D A Assistant Director for State Agreements Programs 
llpp 15691 194 


-.fl|0WaO6O4 Renuast* that project managers transmit end sample Itr ry 
Hii ti nghows e reactor vessel level instrumentation sgs for 
tnonl toring tnadeiiuate core cooling, TMl Item II F 2 3. to 
ilcenstee far planes listed 

CRLPTCHF BCLD , I) Qporating Reactors Branch S 01/09/16 VAROA, 6 A 
Uperating Reactors Branch 1 5pp 15669 110 


.0210030032 Provides guidance for Commissiqn 011323 briefing on PWH 
vessel level indicators per BECY-Bl''502 Info requested re 
vend-DT contacti 6( appropriate order of briefing 

T A Office of the Eiecutive Director for Operations 
01/12/23 MATTSON. R J Division of SgRtems Integration <post 
0110031 2pp 15669 234 


--02JOO0OO34 Advises of Commission approval r* 
scNfdulh for NUnEO'0737, I tern 11 P 2, "Add 1 
for Detection of Inadequate Core Cooling ” 
ul thdraun 

IAINAOiQ C Assistant Director for Safetg 
EESENIIUT. D 0 Division of Licensing 2pp 


delay in implementation 

Instrumentation 

SECY-ai“32BA 

Assessment 03/02/10 
15669 836 


— 0210120055 Discusses review of hasp rept re misadmmis krati on of I-IJ5 
seed implant therapy Rept does adequate job of defining 
magnitude of ml sadministrat ion Contributing causes unclear 
Related info end 

HILLER.V L Licensing Management Branch 01/03/09 

MU5SBAUKER* D A Assistant Director for State Agreements Pragrams 

e2pp 15691 206 


— 0210120057 Forwards WR Hendee review of selected mails re 
misadrninistration of (-125 seeds at St Joseph Hosp 
Albuquerque R/o end 

NUSSBAUHERf D A Assistant Director for State Agreements Programs 
01/03/25 HIOOENDOTKAM.L Radiological Safety Branch 
miller, Y L Licensing Management Branch Ip 15691 289 


— B210120062 Forwards rept re investigation of St Joseph Hasp 1-125 seed 
incident Related info end 

TOPP.A A New Mexico. State of 81/11/13 NOSSSAUHER. D A 
Assistant Director for State Agreements Programs I2pp 
15691 290 


QjlOOQOODa MCAP~7070 
iicerpt frorti "Neutron Shielding Pads " 

« k injhou *0 electric Corp 72/05/31 4pp 15669 243 


--D200855412 fleiponds to 03O3S9 memo re broifen core barrel assembly 
thiraiei shield bolts at Oconee 1 It applicability to other 
Dttf plant* fIRR revi eu. doscr Ibed In and Task Interface 
Agreemont 61-19 did 01 lQ26r should be completed by 020901 
tiGtNillPTiD 0 Division of Licensing 02/07/19 OlBHINSKI . xl A 
Division of engineering & Technical Programs ip 15669 304 


— 6210120066 Statement of St Joseph Hosp president re treatment of 18 
prostate cancer patients by 1-126 seed implantation Related 
info end 

KOEBELjC St Joseph Hosp Albuquerque. NM 00/13/10 6Bpp 
15691 303 


—8210120068 "Radiation Dose Evaluation of 1-125 Implants at St Joseph 
Kosp " 

ANDERSON. L L Affiliation Unknown 01/00/10 30pp 15692 DOB 


lOODOOSO fleipondi to appeal re denial of FOIA request for segregable 
porlioM* of draft NUREO"On44r ''Resolution of Unresolved 
G«f«ty Issue* A“3'A-'I fc A-5 Re Oteam Generator Tube 
Integrity." Request denied (ref FPIA Exemption 5) 

CI/ICKS/W J Office of the Executive Director for Operations 
Q5/07/19. UDElUfH 6 Critical Mass Energy Project 2pp 
15660 331 


lOiaOOlS Partial retpoose to FOIA request for documents re St Joseph 
Hoip in Albuquerque. NH h 1-125 teed Incidant Forwards 
document* listed in App A ^ 

F-El TON. J H Division of Rules and Records 03/08/20 DAVIES. L B 
IllchsPdti Brandt. Hillsr U Nelson 3pp 15691 173 


— 6210130075 Forwards State of NM rept re investigation of incident 
involving overexposure of patients treated w/t'125 seeds 
AO rept will be included in next quarterly rept H/o end 
NUSSBAUM6R. D A Assistant Director for State Agreements Programs 
01/11/24 CUNNINGHAM. R E Advanced Fuel S. Spent Fuel Licencinq 
Branch Ip (5692 040 


6310120090 Addl response to FOIA request far 19 categories of 
documents Forwards "Summary of Events Discussed At Operating 
Reactors Events Meeting During 1981," "Most Significant 
Events of 1901." It “Less Significant Events of 198! " 

FELTON. J Division Of Rules and Records 02/07/26 UDELL. R A 
Critical Mass Energy Project 5pp 15692 041 


■QO1210O3A2 PNA-00-039 on 001201. StAte of NM Informed NRC of 
qvereipoiur «» of paiiant* recotving 1-125 seed therapy for 
treatment of prostate cancer Causodby computer dose 
conversion factor error Dtale request hosp rept 
LuilENAU. J D. Office of 0lat# Programs. Director 00/12/02 
15691 176 


ip 


•^210130018 Olscustes PNA-00-039 re overtxpoeure* of patient* receiving 
]-l29 seed therapy for prostate cancer at 8t Joseph Hoep. 
Albvqtierqu* . NM Computer program error cited as contributing 

LUBENAU. J 0 NRC - No Detailed Affiliation Given 

WEHrt. T NRC - No Detailed Affiliation Givan Ip J5691 i70 


6210120112 Advises that questions re T Moffett 610017 memo on efforts 
to expedite licensing of new nuclear power plants should be 
answered by Chairman 

ROBERTS. T M Commissioners 01/09/25 HALLER. N Commissioners 
Ip 15690 12 1 



remains effec 
plan should 1 
ROBERTS. T M 
E 


■0210130021 Confirms 001220 telcon w/LW Huppert r* mlsadmlnistratlon of 
I-I25 seeds used in prostate cancer therapy Definitive 


reol will b a provided by 010202 Related info end 
tSpP.A A Sew Mexico. State of 80/12/31 KOEBEL, C 
Hoep Albuquerque, NM I4pp 15691,100 


et Joseph 


'0210I2'0023 llaquists assislnnce in independent technic^ 
reel from Qt Joseph Hosp re mUadmlnistratlon of 1- 
Implant Utr delineating info required l< article froi 


technical review of end 
125 seed 
from 


Assistant Direetqr for Btat# Agreements Programs Ip 15691 192 


-0310U0027 Forwards rept to 9t '^o**P*' J' to 
mlsadmlnistratlon of 1-125 *etd tii ^ 

personnel error !< lack of communUation betwyn computer 
dah diveloears t ueere Comments requested by 8(0227 
D A DIt.cUr 

82/02/23 HlOQINBOTHAM. U Radiological Safety Branch. 
CUNNiNOHAMrR E Advanced Futl U Spent Fuel Licensing Branch P 
19691 193 
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NONDOCKETED ITEMS 


1 0 1 ?01 70 Camnaents on SECV 83-74 ipraptiaed rul^ttidkin^f i0CFR50 
"Codes ft- Std5 '• First full sentence on Pag* 7 of Enel I is 
rrisstatemont of f^ct Requests B Oircks response 

RGBeRTS. T H Commissioners 02/03/04 CKlLK.S Office of the 

Secretary of th* -C omm i 9 s i on Ip 15&90 13d 


— 8103160366 fla-tl/Ogproduct License 31-00362-13 for Dow Corning CiOi^^ 
amended per 001032 Itr Amend 3 changes Condition 12 ft,- 14 ^e 
userSf posse ss i on use of licensed matl 
OUlNNiP R Licensing Management Branch 01/03/17 in 

15749 107 ^ 


— 020*1010046 Comments an Commissioner -Roberts statement in SECY-B3'-/4 on 
Page 7 of End 1 re estimated casts applicant companies 
incur uhen applying for ASHE approval Statement applies only 
ta ASME charges made to company applying for N stamp 
ftfNQOUE- R D Office of Nuclear Regulatory Research* Director 
03/03/ia DlRCKSity J Office of the Eiecutive Director far 
Operations Ip lS6?a 155 


— B310I20176 Forwards Qfc of Nuclear Regulatory Research memo ciplansning 
concerns re proposed rulemaking. ’'Codes & Std s " Section of 
rule in question not intended to upgrade or douingrad* 
basic quality of product 

DIRCK8.U J Office of the Executive Director for Operations 
83/03/24 ROBERTS,! H Commi itioner s Ip 15690156 


— 0210120191 Requests that R PansiO Iruin & Q Coop er. exp erts »n fr-acture 
mechanics field. Pe invited to Coonmlssion Q80504 briefing re 
pressunted thermal shock 

ROBERTS. T M Commissioners 02/04/31 PALLADINO.W 
Commi ssiQiie rs ip 15690 1S9 


-'-0210120196 Re commands approval of SECY Ql-570* p ropased amend to 
10CFR50. App E mod to emergendi preparedness regulations 
ZECH. G NRC - No Detailed Affiliation. Given B1/11/2S 
ROBERTS.? M Commissioners Ip 15690 161 


-'0210120202 Requests meeting during neit visit to tfash ingtan. DC to 
discuss sub J of recent Itr to NV Time* 

ROBERTS*! H Commiss loHers 03/04/16 PARIS- F* C Affiliation 
Oninoun tp (5690 162 


7903090181 In accordance ui/790iia app 1 1 catson. Hail /Qgproduct License 
21-00362-13 for Doui Coining Corp is amended to read Cs-ia? 
sealed sources far use in Dhmart Model SR-1 source holders 
for density 6 level measurements 

DASSlfLN Radioisotopes Licensing Branch <Pre 790501) 79/03/15 

tp 


"-0001000054 Ma 1 1 /Byp roduct License 21-00363-12 for Dou Coming Corp is 
renewed per 790632 application Amend 5 authariies Cs-I37 
ror source holders for density measurement 
CGQPEn.J M Licensing Management Branch 79/11/07 3pp 


— B006050J54 Ma 1 1/Oyproduc t LirenSe 2J-08362-07 for Dow Corning Corp is 
amended per 800237 Itr Amend 9 changes Condition 16 at 
described in 800327 Itr 

RETTIOOHN* S L Region 3, Chicago. Office of the Director 
80/03/ 17 Ip 


— 8006050183 Natl/Byproduct License 21-00363-12 for Dow Corning Corp in 
amended per 800329 Itr Amend 6 changes Conditions 15 l« IB 
ftr allotjs use of licensed matl by J Batiderson. if Leichti 
O ©off 6 otAers 

PETTI JOHN. S L Region 3. Chicago. Office of the Director 
aO/03/17 fp 13740 094 


--8006170030 Matl/Byproduct License 31-00368-06 for Dou Corning Corp. is 
amended in It* •ntirely per 790109 application Amend 10 
aothoriies use of C-I4» tr i tlum. P-32* 1-125. 1~1 31 8.3-35 for 
hioloffical tracer ttudlat in plants 

JONES. J A Licensing Management Branch 60/05/06 Spp 


— 8009070143 Ma 1 1 /Dy p rnduc t License 21-00362-12 for Dou Corning Corp 
is amended per 000328 Itr Amend 7 authorlies users of 
af licrneed /natl 

PETTlJtlHN. 0 L Licensing Management Drench 00/06/26 Ip 
1 5740 093 


■8101270670 Ma fcl/Byproducfc Llesnse 21-08362-12 for Dou Corning Corp U 
amended per 001014 Itr Amend author! **« J Sindertonj 
J Lficht.D Goff. A ShovaniD Mtngert et ■! to use or supervise 
u»e of Jic^trtw^d matl 

PETTIJOhN. 3 L Region 3. Chicago, Office of the Director 
OO/U/20 ip 15740 096 


8104170703 Ma tl /Dy p roduc t License 31-08362-05 for Dow Coininp 
amended per Amend 14 changes reading of Conditions 18 t( 
re use of licensed matl (corrected copy) 

OUINN.P R Licensing Management Branch 01/03/23 tp 


■8210180030 Matl/Byproduct License 31-08362-01 for Dou Coroinp CO^P' 
authoriiing possession 6 use of 10 Cl tritium* 100 mC 1 C-H t, 

100 mCi Cl-36 In any form for lab chemical research 
DRINUMAN. R E Atomic Energy Commission 62/04/26 ip. 

15740 004 


— 0210180032 Amend I to Matl/Byproduct License 81-08062-01. eddt nfl 
rCi fi-35 in any forn for lab chemical research, per ^lODiJ 
epp Ucatlan 

BRINKMAN. R E Atomic Energy Commission 63/03/20 Je 
15740 005 


--921O10OOD4 Amend 3 to Matl/Byproduct License 21-00362-01, p» iend I r.j 
expiration date to 660430,per 640127 application 
BRINKMAN. R E Atomic Energy Commission 64/02/24 in 
15749 006 


--0210180036 Amend 3 to Matl/Byproduct License 21-00362-0), | nr 
nas amount of C-14 in any form. per 640507 appllcafclph 
BRINKMAN. R E Atomic Energy Commission 64/06/04 lo 
1 5748 007 


— 0210180038 Amend 4 to Mat I /Byproduct License 21-0Q362-01. chanp Infli 
license in entirety per 660308 application Amenil autharliei 
possession of brltlum*C-l4 ft. Cl-36 In any form for lab 
chemical research ft. activation analysis 
BRINKMAN. R E Atomic Energy Commission 66/D3/3J 
15748 008 


■9210100040 Amend » to Hat 1 /Dy prod ut t License 21-00362-01, th*no iY.fl 
expiration date to 730430, per 680321 application 
DRINKMAN. R E Atomic Energy Commission 68/04/03 Is 
15748 010 


—0310160041 Amend 6 to Matl/Byproduct License fhaftgdrt § 

expiration date to 780430 l< amending Condition IS ra ysert 
of byproduct matl.per 730201 Itr 

BRINKMAN.R E Atomic Energy Commission, Directorate nf Li<ena.i 
73/02/14 Ip 15740 011 is*rvai 


—6210100042 Amend 7 to Mat l/Dypr oduct License 21-08362 Ol.chanftin 
Condition 14 re possession & use of byproduct matt 
described in Items 6. 7 1. 8, per 740529 Itr 

* Atomic Energy Commission, Directorate of LUaneing 74/ti*./ 
Ip 1574B 012 ^ 


—6210180043 Amend 8 to Mat l/Dyproduct Licanse 21-00362 ()l,tha»a«r. 
Conditions 12 tl 14 re possession ft. use of byproduct nail. * 
per 750304 application 

a Licensing Management Branch 75/06/26 ip lfl/4U 0i,| 


‘0210100046 Amend 9 to Mali/Dypr oduct Licanee Oli Chari*,*, 

license in entirety per 780330 application Amend authoru#,^ 
possession of tri tlum, C-14. Cl -36. S-35 ft. any byproduct mail 
w/Atonic Numbers 3-63 inclusive, in any form 
COMBSrF C Radioisotopes Licensing Branch iPre 790501) 


—8210100049 Matl/Byproduct License 21-08362-05 for Dou Cornine ^ 
authorUing possession of Br-90 sealed source! as chicl * 
sources In Victorsen remote area monitoring syfe 
HOWELL, D Q Atomic Energy Commission 66/09/02 Qpp la 7 a 


—0210100051 Amend 
BNL MH-1 strip 
CHURCHILL, 8 W 

15740 010 


1 to Matl/Byproduct License 2 1 **08362-0 5* 

sDUrciS,per 660907 ft. 22 Itr* 

Atomic Energy Commission 66/09/27 I 


•4<IS 

P 




■0102280195 Ha tl/Byprodutt License 21-08362-12 for Dou Corning Corn is 
amended per 601014 Itr Amend 8 changes reading of 
Condition 12 re user* of licensed matl {corrected copy), 

COOPER, J W Region 3. Ghieagoi Office of the Director 81/02/02 
Ip 13746 G97 


— 0210180054 Amend 2 to Matl/Byproduct License 21-08362-09, ra^ 
Subllems 6. B, 7. B 6 0. fl to authorize possession of 29, 000 ?! * 
Co-60 BNL MA-J strip sources, per telegram received 661219** 


CHURCHILL, S.W 
19748.019 


egram 

Atomic Energy Commission 


Ived 661219 
66/12/29 ip 


— 8103160330 Hatl/Byppoduct License 21-00362-05 for Dow Corning Core is 
amended per 601014 Itr Amend 14 changes Conilttlons 12 fti 16 
re users, use ft. possassiott of tlcenied matl 
GUINN, P-R Licensing Management Branch 01/02/11 Ip 


■**8210100097 Amend 3 to Matl/Byproduct License 21-0B368-09,, cik 
license In entirety. Amend authorises Co-60 DNL HK-l Hrja**'! 
SQurtee for use In hot cell for Ipradlation 0 # laatli I Dr 
sealed sources as chect sources in monitorlna eye 
CHURCHILL, B N Atomic Energy Commission 67/01/30 Jsk. 
19740 020 



--S2I01S005Q Anrend 4 
Cohdltl'an lAiper 
CH«JRCHILLi9 W 
157^3 023 


to Mat i/Byproduc t License 21-0B362-O5, d elo ting 
670403 Ur 

Atomic Energy Commission 67/04/27 Ip 


— 8210180105 Atncnd 3 to Mat 1 /Bypr oduct License 21 “0B362-07j c ha n g i n 9 
Condition 14 re possession li use of byproduct matKper 
700312 Itr 

DRiMKMANtR e Atomic Energy Commission 70/03/23 Ip 
19748 OSO 


- P210180061 Amend 5 to Mat I /Byproduct License 2l-08362~05» chan 9 ing. 
SubUen* 7 A «t 0 A to read 35.000 Ci sealed sources (DNL 
Mft-J sources or Neutron Products, Inc Catalog 

[iPj-|2CC5 clad nflroliper 710609,0709 S' 0820 Itrs 
MALABO, J C Atomic Energy CommiaSlon 71/08/30 Ip 


1&74S 024 


— B2101G010B Amend 4 to hat l/Dyproduct License 21 — 08362-07, c hang ing 
expiration date to 771031 h amending Condition 12 re user of 
byproduct (natl.per 720912 application 

QftINKHANtR E Atomic Energy Commiation 72/10/12 Ip 
15748 051 


—8210160064 Amend 6 to Mat I/By product License 21-08362-05, changing 
licensa in entirety per 7112,27 application Amend authorUes 
Co-iO sealed sources fur use in hot cell for irratf lat ion of 


a^tlf A St- 90 sealed sources ae check sources 
KEKDRIEpO H Atomic Energy Commission 72/01/23 
19748 025 


3pp 


— 8210180111 Amend 5 to Hat l/Byproduc t License 2 1 -08362-07 , chan 9 s fi g 
Condition 14 re possession & -use of byproduct matl.pcr 
740529 Ur 

e Atomic Energy Commie si on, Birectorate of Licensing 74/06/20 
Ip 13748 052 


-0210180066 Amend 7 to Mat I /By produc t Licenee 21-08362-05, changing 
Conditions 12 & 15 re user «. possession 1, use of byproduct 
Slit I, per 740529 Ur ^ , 

DAVIS. ^ C Atomic Energy Commission, Directorate of Licensing 
74/07/23 Ip 15748 028 


— 93l0-tB0ll3 Amend 6 to Ma 1 1 /Dypr oduc t License 21-08362-07, c h an 9 1 n fl 
Condition 14 re possession & use of licensed matlrper 
761203 application 

a Radioisotopes Licensing Branch (Pre 79DS01I 77/Ol/iO Ip 
15748 033 


22-10180072 Ammd S to Mat 1 /By produc t License 

Conditions 12 t, 15 re user U possession S' 
CStl.per 741121 & 750623 Urs 
&HVIPE.M W Licensing Management Branch 
1 5748 029 


21-00362-03. changing 
use of byproduct 

75/07/22 ip 


— 62101B0115 Amend 7 to ha 1 1/By p r oduc t License 21-09362-07, chang 1 ng 
Conditions 12 C, 14 re user S, possession 1, use of licensed 
matl.per 761222 application 

« Radioisotopes Licensing Dranch. (Pre 790501} 77/03/04 Ip 

IS74B 054 


— 0210180073 Amend 9 to Mat l/Byproduc t License 21-08362-05. changing 
CcftdUion 12 re user of Jirensed matl,por 7SO01B Ut 
C DLL Ills. D M Licensing Management Branch 75/10/09 Ip 
J5748 030 


--0210190078 Amend 10 to Matl/By produc t License 21-03362-05. chang Ing 
Condition 12 re user of licensed matl.per 761112 
aopl Icatio^ 

BASSIN. N Radioisotopes Licensing Branch iPro 790501) 77/01/17 

if 15749 031 


—8210180080 Amend 11 to Matl/Dyproduct License 21-03362-05, c hanging 
Hcenst in entirety per 761222 application Amend authorUes 
Cft-60 sealed sources for use in hot cell for irradiation of 
satis ti 8r-90 sealed sources as check sources 

BASSJR,N Radioisotopes Licensing Branch (Pre 790501) 77/05/06 

3pp (3748 032 


-’^210190091 Amend 12 to Matl/Dy p roduc t License 21-08362-05, changing 
Condition 16 re possession S, use of licensed mfltl,per 
77t2fS appl ie*tlon 

BASaiNrN Radioisotopes Licensing Branch (Pro 790501) 70/02/13 

Sg 15749 033 


—8210180085 Amend 13 to Hatl /By p roduc t License 21-083&a-05i add mg Co-60 
iialid sources for use in Traterlab Model DC-1 dosimeter 
calibrators for dosimeter calihrrper 780307 application 
CQHB 8 ,F C Radioisotopes Licensing Dranch CPre 790S01 ) 70/04/20 

ip 1574fl 036 


—MIDI 90089 Amend 15 to Me tl /By product License 21-08362-05, chang ing 
llctPise in entirety per 0U228 application Amend authorites 
6r-90 6 Co-60 sealed sources as check sources in Vlctoraen 
area monltorinQ sys 4, as dosimeter calibrators 
WENNiP R Licensing Management Branch B2/04/19 3pp 
13748 039 


— Q21O1B0H6 Amend 8 to Mat 1 /Oyprod uct License 21 -08362-07, chang ii>g 
license in entirety per 770928 application Amend authornes 
tritium as US Radium Lab Model 506-1 foils in Meuilett- 
Packird Model 2-2837 detector cell 

JONES, J A Radio! sotopes Lie enslng Branch (Pre 790501) 78/04/10 

2 pp 1374 8 055 


— 6210180118 Ma tl/Dyproduct License 21-08362-OB for Oou Corning Corp, 
authorliing C-14, tritium P-32 in any farm for use in 
biological bracer studies on aniirals rni cr oorgoni sms 
BUCHANAN, C R Atomic Energy Commission 69/01/09 2pp 
15740 036 


— 8210160121 Amend I to Hatl/By produc t License 21-00362-08, chan g i ng 
license in entirety per 681113 Ur Amend authoriies C-t4, 

Iritiun 6 P-3a in any form for use In biological tracer 
studies on enlmats I, mi Croorganisms 

BRINKMAN, R E Atomic Energy Commission 69^/11/21 Ip 
15740 060 


— 6210180123 Amend 2 to Mat l/Oypr oduc t License 21-08363-03, changi ng 
Gondltion 13 re possession k use of byproduct matliper 
700312 itr 

QRINKMAN.R £ Atomic Energy ComeKsiion 70/03/20 Ip 
15749 061 


—82101B0127 Amend 3 to Mat l/Dy produc fc License 21-08362-08, addl ng 1-125 
& I-I 3 i In any form for use in biological tracer studies Oh 
animals, plants h microorganisms , per 720814 Itr 
DflINKMAN,n E Atomic Energy Cotnmlsiion 72/09/25 Ip 
15748 062 


— 82 JOIBO 130 Amend 4 to Mat l/Byproduct License 21-08362-08, chan g ing 
• iplratlon data to 790131 U amending Condition 12 ro user of 
byproduct matti per 731206 application 

BRINKMAN, R E Atomic Energy Commlsston, DiTectorete of Licensing 
74/01/04 Ip IS740 063 


— «ICHS0{>92 Corrected Amend 15 to Matl /Byproduct License 21-09362-05, 
changing license in entirety per 811228 application Amend 
aulhorlui Br-90 tt Ca-60 sealed sources as check sources In 
Victeriin area monitoring sys I, as dosimeter calibrators 
CLItNN,P R Licensing Management Branch 82/05/04 3pp 
15748 045 


— 0210100132 Amend 5 to Mat 1 /Dypr oduc t License 21-06362-08, add i ng 8-35 
in any form for use in blalogical tracer studies on animals, 
plants 6 ml croorganssmi , per 740306 Itr 

* Atomic Energy Commission, Directorata of Licensing 74/03/20 

Ip 


-6210100096 Matl/Byproduct License 21-08362-07 for Dow Corning Carp, 
authoriilng tritium as foils in F 6 M Model 2-2837 detector 
cell for use u/gas chromatography unit for sample analysis 
BRINKMAN, ft, E Atomic Energy Commission 67/10/12 2pp. 

15740 045 


■ — 82101B0I36 Amand 6 to Matl/Byproduct License 21-08362-08, chon D- Ing 
Condition 13 re possession &< use of byproduct matl.per 
740529 Ur ^ . 

a Atomic Energy Commisslan, Directorate of Licensing 74/06/20 
Ip 15748 065 


-8210180093 Amend I to Matl/Byproduct License 21-08362-07, chang ing 
Condition 12 re user of byproduct matl.per 681224 Itr. 
a Atomic Energy Commission 69/01/10 Ip 15748 047 


—0210183102 Amend 2 to Hetl/Dypr oduct License 21-08362-07, changing 
iScante In intlrety per 691113 Itr Amend authorizes tritium 
a« foils in F 6 M Model 2-2837 detector cell for Use u/gas 
chromatography unit for sample analysis. 

BftIHKHANrR E Atomic Energy Commliston. 69/U/21. 2pp 
15740 04B 


—8210100139 Amend 7 to Matl/Byproduct License 21-08362-00, chang I ng 
Condition 13 re posseislon k use of Ucenssd matl, per 
761203 application, 

e Radlolio topes Lieeheing Branch (Pre 790501). 77/01/10 Ip 

15748 066 


— 82I0180I40 Amand 8 to Matl/Byproduct Licanse 21-08362-08, chan g ing 
Conditions 12 I, 13 re user 6 posesslnn 6 use of licensed 
matl.per 761227 application 

BASaiN^N Radioisotopes Licensing Branch (Pre 790501) 77/03/02 

Ip 15748 067. 
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— Q2i0te0l45 AriBfid 9 to Ma t WDijpr aduc t License ai-093t2-0Q. cha^ginfl 
Subitems 6 A B 8 +<> read 150 tnCi t SO mCi, r ospecti vely 
& amending Condition 13 rc possession & use of licensed 
matliper 790403 Itr 

WfllOHTfE G Rad to jSDtope* Licensing Hrancb iPre 790301) 
70/09/10 Ip 15740 O&a 


— G21O10O15O Hatl/Dypr<JdiJ*cfc License 21-003^2-07 for Dou Corning Corp» 
authoriling Nl-6»3 as foils in -detector cells (Hewlett- 
Packard 2-6195) #ior use in gas c hruma tographg unit for 
sarnpl e analysis 

BRINKMAH, R £ Atomic Energy Comffiissio-n 69/03./ J 4 3pp 
15740 071 


— @210180152 Amend 1 to Mat 1 /Byproduct License 2l-0Q362-O-9i add i ng 
tritium as titanium tritide foils In detector cells for use 
in gas chromatograph for diemical analysis, per 700707 
app 11 c ation 

DRlNKKAN.n E Atomic Energy Commission 70/07/22 Ip 
13749 074 


— -8210180157 Amend 9 to Matl/Byp roil uc t License 2i-0B3A2"'09* add i ng Ni-63 
as foils in detector cells (Hewlett-Packard 19713*1 for use 
in Hew] ett-Pac kard gas chromatography unit for sample 
ana 1 gsi s. p er 730329 Itr 

BRINttMAN.R E Atomic Energy Commission 73/03/02 Ip 
15740 075 


— 0210100137 Amend 3 to Mat l/dyproduct License 21 -08362'09< chan g ing 
expiration date to 790331 U amending Condition 12 re user of 
byproduct matl.per 740227 application 

* Atomic Energy Conmlstjoni Directorate of Licensing 74/04/01 
I p 1 5740 076 


— 0210180164 Amend A to Mat k/flypr oduci License 2I-0Q362-O9 j changing 
Condition 14 r* possession b use of byproduct matluper 
740529 Itr 

• Atomic Energy Commission. Directorate of Licensing 74/06/20 
Ip 1574Q 077 


■8210190160 Amend 5 to Hat I /Dgprodoc t License 21-00362-09. c hang ing 
license in entirety per 790228 application Amend authorlces 
Ni-60 b tritium as fail source for use in gas chromtogrephy 
units for sample analysis 

COOPER. J W Licensing Management Qranch 79/03/16 4pp 
13740 076 


>0210100171 Ma t L/8y pr oduc t License 81-09362-12 for Doui Corning Carp^ 
authoriilng Cs-t37 sealed source f-or use in Ohmart Model 
ED~4 densitg gauge 

• Atomic Energy Commission* Dire-c lorate of Licensing 74/07/16 
app 19740 092 


— Q210160173 Amend I to Makl/Dy produc t License 21-0(1368- 12* odd i nfl Cs-137 
staled source for use in source holder for measurement of 
pips fluid density. per 750789 Itr 

* Radioisotopes Licensing Branch (Pre 7905dn 76/09/SD 8pp 

15740 005 


—9210180176 Amend 2 to Mat I /Bypr oduc t License 21-00362-12* chan g mg 
Conditions 12*14 D* 15 4 16 re user of licensed mail* 
performance of tests foi leaV age/contamin ation & maint* 
repair U radiation survey. per 761223 Itr 

BELLiJ M Radioisotopes Licensing Pranch (Pre 790001) 77/07/89 

2pp 663B3 153 


— 0210180170 Amend 3 to Matl/Dyprodwc t License 21-00362-121 changing 
Subitems 2 C of Itsms 6*7 S< 0 adding Cs-l37 sealed 
sources for use in source holders for measurement of pipe 
density t I eve I* per 770729 8t 1206 Itr* 

e Radioisotopes Licensing Branch (Pre 790301) 77/12/20 Ip. 

15749 089 


— 9210160194 Matl/Dyproduct License 21-09362-13 for Dow Cofnlflg Corpi 
author 1 ting Ca^60 sealed sources for us* In two Irrad iatlon 
reaction vessels for irradiation of metis to produce 

t IPrt 790301) 77/03/82 Opp 


—0210100213 Amend 4 to Me tl /By product License 21-0B362-13, chanolne 
Item* 6.7.8 Ic 9 to read Cd- 60 sealed sources for use in 
three iri-adlation reaction vessel s for irradiatioti of mat]* 
to produce chemical lyntheiis* per 010331 Itr 
OUIMN. P R Licensing Management Branch 0i/O4/2i in 
15740 108 


—8210190215 Respond* to AEC 611220 Itr re violations noted In Jn*p of 
Llcetiia ai-00265-01 on 610309-10 Corrective actions amend to 
license requested to permit us* of tuo addl Ca-60 sealed 
sources & tags fastened to each source holder 

BEAhER*M H Dow Chemical Co 40569 62/01/02 PRICE. E Atamhe 

Energy Cammisiion 2pp 1574B 109 


— 82101B0219 Corrects 610109 Itr requesting increase in quantity of 
C»-137 on License 21-00265-01 Limit of Cs-l37 sealed sources 
req^uestsd to be increased to 6.000 mCl Two sealed sources 
containing 1.300 mCi each of Cs-137 uill be ordered 
BEAMER* H H Dou Chemical Co 31801 61/01/12 RQOERS.L R 

Atomic Energy Commission Ip 15740 111 


6210130222 Req^uest* that limit of Cs-i37 sealed sources on License 
21-00265-01 be increased to 3.000 mCi Sealed source 
containing SOO mCi Cs-I37 will be installed as part of 
liquid level controller instrument 

DEAMER.W H Dow Chemical Co 31007 6W01/09 ROOERB. L fli 

Atomic Energy Commission Ip 15740 112 


— 8210100229 Inquire* about possibility of amending License 2|-OC>yi9-i 
to increase 1 Ci per yr limit for disposal of tntlated 
water into effluent sewage stream 

KEAtl£R>4f H Dow Chemical Co 58/12/24 DOHYER, J E Atami« 
Enargy Commission Ip 15746 113 


— 9810180234 Describes relationship of Bechtel Corp to Dow ChemicaJ C 
(DCO as agent in purchase of four radioactive Cs-i 37 
sources* par AEC 960616 request Sources will be in physical 
possession o-f DCC before V after installation 
OEAMER.lf H Dow Chemical Co 58/06/24 BOWYER* J E Atomic 
Energy Commistion Ip 15746 114 


— 9210100839 Application for renewal of Matl/Syproduc t Licenir* 
21-00265-06, 21-00865-02* 21-00265-04* 21-00265-07, SNM-12&3, 
8TQ-527 tt R-lOB author! ling any byproduct matl between 
Atomic Numbers 3 & 83* tri tium* Pa-210 & Am-841 
HOYLE. HR Dow Chemical Co 30652 73/06/25 8pp 


—'9210100247 Forward* application for ranewal of Ma 1 1 /Byproduct Li-ce 
8L-0026S-06 Lilt of plant location* including three plants 
not authorlied under current license h description of 
byproduct matl used in lower animals end D/o application 
HOYLE, H R Dow Chemical Co 30652 73/06/10 CUHNlNOilArt* H L 

Atomic Energy Commission 3pp 15748 117 


— B2101602S1 Forwards application for renewal of Hatl/Byprcduc t Llci 
21-00265-01 b 21-00265-02 Sample of Isotope data card 6 
revisions to radiation protection manual end 
BEAHER.H H Dow Chemical Co 2B079 60/07/21 NASON. J H. 

Atomic Energy Commission 5pp 15740 120 


— B21Q1Q0257 Application for renewal of Katl/Bypruduc t Licenses 
21-00265-01 |( 21-00265-02 author! ling use of Elements 3 
through 83 in any form 6 tritium sealed source for R6D 
Sealed source inventory end 

SEAMER.H H Dou Chemical Co, 25Q79 60/07/21 5pp I 


—’9210180860 Ack receipt of 600113 Amend 0 to Matl/Byprodue t Cic«n9 
21—00265-01 adding authoriiat Ion for us* of P(T)-147 sourest 
at Day City plant, Dow Chemical Co will posses* beta ray 
instrument ordered by Bechtel 

BEAMER.H H Dow Chemical Co 60/01/29 BRINKtlAN,RE omI 

Energy Gommitilon fp 15748: 130 


■82101B0262 Application for matl /byproduct license authoriiLng El 
1 to 04 Inclusive in any form fur use in Chemical Is 
agricultural RI,D, tracer problems b as sealed sources In 
Instruments, Std fur control of radiation haxardi trtcl 
BEAMER.WN Dow Chemical Co 56/04/03 20pp 15748^131 


— 8210180266 Forwards application for renewal of Mat 1 /Byproduc % ■ j 
21-00865-06 

BEAMERjlf.H Dou Chemical Co 66/06/10 Atomic Energy 

Commission. tp 15740 iSl 


— 0210180270 Amend tt to Hatl/Byproduc t License 21-00265-03. c h « ria 
Condition 11 re user of byproduct matl h adding Condition 13* 
to require compliance W/10CFR20* Chapter 1, *’Stds for 
Protection Againet Radiation*" per 590105 Ur 
e Atomic Energy Commission 59/01/29 Ip. 15740 155 
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0210100275 M* tl/Bypraduct Lic«n»e 21 - 00265-03 fpr Dotii Ch«nic 4 l Co* 

juthcrliin^ Co-60 a* piuntinufn clad vlugs in stdinl««« sfcB>«l 
rods par Dou Chetnlcal Drawing NDl-3^92 for usb in gamma 
irridiatcT to initiata chemical reactions 
• Atomic En>rgy Commistlon 57/09/10 Ip 1574B 156 


— fl?t 01 S 0277 liatl/Oy prodiic t License 21 - 00265-02 for Dou Che/nical Co, 
authori I Ing Co -60 as cylindrical sealed source !< aJuminuni 
<laJ slugs in coppar rods per 560706 Itr for use in 
radiation chemistry studies 

« Atois^ic Energy Commission 56/09/21 2pp 1574S 157 


''-&2lOJ802aa Amend 1 to Mat 1/By product License 21-00265''0ai addi ng Co-60 
scaled sources for use in high level radiation chemistry 
research. per 570115 application 

t Atomic Energy Commission 57/02/25 ip 15748 159 


021010-0284 Amend 2 to Ma 1 1 /Dyp r od uc t License 21-00265-02. chang ing 

Cfirditlom II & 12 rt user of byproduct matl L compliance 
u/lOCFRW* C hapter 1. "8tds for Protection Against Radiation'* 
res pi * t ivi I y# per 590105 Itr 

HASOFfi J R Atomic Energy Commission 59/01/29 Ip 1374B l&O 


--B2!Ol0O2a7 Amend 3 to Hat I /By prod uc t Licanse 21-00265-02. c han g ing 
Itcense in entirety per 610911 application Amend authorlies 
Cq.- 6(I as BML cylindrical source & aluminum clad cobalt slugo 
Per use In Irradiator U hot cell for experimental studies 
HASOWiJ R Atomic Energy Commission 61/09/19 2pp 157 >18 161 


—2^10180290 Amend 4 to Mat I /Byproduct License 21-00265-02. rhan gin g 
license in entirety per 620531 Itr Amend authorlies Co-60 as 
cylindrical source in aluminum Si as aluminum clad slugs In 
stainiest steel for use in irradiator Sr hot cell 
SELLjJ H Atomic Energy Commission 62/07/24 2pp 15748 163 


>-8210100295 Amend 5 to Ha 1 1 /Dgpr oduc t License 21-00265-02. changing 
iicenie In entirety per 620925 Itr Amend authorixes <Cq- 60 as 
cylindrical source in aluminum L as aluminum clad slugs in 
ttainltss steel for use in Irradiation Si hot cell 
BE-LLjJ M Atomic Energy Commission 62/11/09 3pp 1574Q 165 


->8310130290 Amend 6 to Mat l/Qyproduct License 21-00265-02* chan ging 
Conditions 13 k 14 rt possession L use of byproduct matl S< 
written Instructions concerning operating procedures for 
cobalt radiation sources Si f ac 1 1 i tl es. per 621219 Ur 
BELL.J H Atomic Energy Commission 63/01/28 Ip 19748 168 


--B310190301 Amend 7 to Hat 1 /Byproduct License 2t-00269-02i add 1 ng 
Condition 19 authorliing disposal of 100 mCl Co-60 by 
lijrial»per 621219 Itr 

BEULivI H Atomic Energy Commission 63/02/28 Ip 15748 169 


-BJIW0OOO4 Amend B to Hat l/Dypr oduct License 21-00265-02* add ing 330 Ci 
Ca^iO as DML cylindrical source in aluminum for use In 
irradiator device Si revising Subitems 9B & Conditions 13 S^ 

14 rs possfiilon of byproduct matli per 630418 Si 0917 Itrs 
BOCKAHAN.C R Atomic Energy Commission 63/06/23 2pp 
15740 170 


'0210100307 Amend 9 to Mat l/Dyproduct License 21-00269-02. deU ting 
Bubitems C of Items 6.7.8 ^ 9 S. Condltton 18. per 660125 Itr 
H0HELL.B6. Atomic Energy Commission. 66/02/17 Ip 19740 172 


—S2l01BO3tO Amend 10 to Me tl /Byproduct License 21-00269-02. e x tend Ing 
Mpiration date to 710930. del et ing Subitems 6 Aj 7A. 8A Sc 9A Si 
reviling Subitems 7 Bj per 660709 application 

HOWELLi D B Atomic Energy Commission. 66/09/01 Ip 19748,173 


i2SOi0O312 Amend 11 to Hatl /Byproduct License 21-00269-02. add ing 
Co-ndltign 20 to permit transfer of byproduct matl to new 
irradiatloh facilltyiper 661017 Ur 

CHURCHILL. B H, Atomic Energy Commission 66/11/02, Ip 
13740 i74 


S1O10O3I3 Amend 12 to Matl/By product License 21-00265-02i c hanging 
Iicenie In entirety Amend authorizes Ca-60 as aluminum clad 
•lugt In stainless steel Si as cylindrical source in 
iluainum for use in hot cell Irradiation device 
CHKJRCRILL. 0, M. Atomic Energy Commission 67/01/29 3pp 
15740 175 ^ 


32101803 LB Am and 13 to Matl/Byproduct License 21-00269-02. revising 
Buhltems 6 A. 7 A 8( 0. A to read 19.000 Ci Go-60 at aluminum 
clad slugs in stainless steel 6 eddtng Ce-137 at doubly 
incaptulited stainless steel sources, per 670126 Itr. 

^IfJACHlLL.B N Atomic Energy Commission 67/02/19 tp. 

15740 170 


— 8210180319 Amend 14 to Mat 1/Dgproduct License 21-00265-02. d ol et I ng 
Condition 17. par 670313 Ur 

Ol/CHANANi C R Atomic Enarpy Commission 67/03/30 Ip 
19746 179 


8210160324 Amend 15 to Ma 1 1/Byp r oduc t License 21-00265-02. rev i sing 
Subitem 9 A to authonia use of byproduct matl in hot cell 
or radiation reactor for irradiation of various fnatls.per 
690419 Itr 

BUCHANAN. C R Atomic Energy Conimisiion 69/04/23 Ip 
I974B 180 


*8210180326 Amend 16 to Ha tl/Dy p roduc t License 2 1 -00265-02, rev 1 sing 
Condition 12 authoriilnig HR Hoyle to use h/or supervise use 
of byproduct matl. per 700615 Itr 

MALAROi J C Atomic Energy Commission 70/07/06 Ip 15748 )Q1 


—8210180320 Amend 17 to Matl/Dy p roduc t License 21 -00265-02. ch a ng mg 
liCKHte in entirety per 710726 application Amend authorizes 
Co-60 as aluminum clad slugs in stainless steel k Cs-13? as 
doubly encapiulatad stainless steel sources 

MALABO. J C Atomic Energy Commission 71/09/16 3pp 15748 18S 


— 021O1GO333 Amend 18 to Ma tl /Oyp roduc t License 2I-0-026S-02. r ev i ^ ing 
Condition 16 re possession 6 use of byproduct metl.per 
711119 Ur 

HEfiDRIE.O U Atomic Energy CommissiDH 71/12/21 ip 15740 IBS 


— 0210160335 Amend 19 to Ha tl/Byp roduc t License 2 1-00265-02, revi siny 
Condition 16 re poeseesion k use of licensed matl* per 
760315 Ur 

DASSIN.N Radioisotopes Licensing Branch <Pre 77050!) 76/05/19 

Ip 15748 186 


—0210180337 Amend 20 to Matl /Byproduct License 2 1-00265-02, r«v 1 s mg 
Conditlun 16 re possession 6 use of licensed matliper 
760909 Ur 

OAeSJNrN Rad 1 oiaotopos Licensing Branch iRre 790501) 76/JJ/24 

ip 19748 107 


— B210180340 Amend 2 to Matl/Byproduct License 2) -00265-04. chang I ng 
license in entirety per 651210 application Amend authorizes 
Co-60 saaltd sources for use in industrial radiography 
by open-air handling techniques 

HfLLER.il 0 Atomic Energy Cointnlvsion 65/12/29 2pp 1 5740 100 


'-8210-180341 Amend 13 to Hatl/B-y produc t License 21-00265-04. add tng Co-60 
sealed source for use in Tech Ops Model 925 exposure device 
for industrial radiography Sc adding Conditiens 14, C. 19 U 
16. per 660729 Ur 

MILLER. VI 0 Atomic Energy Commission 66/09/27 Spp 19740 190 


— 6210180343 Amend 4 to Hatl/Byproduct License 21-00265-04, chan-g ing 
license in entirety per 681227 application Amend authoriiee 
Co-60 sealed sources for use In Tech Ops Model 525 etposure 
devices for industrial radiography 

MALARQi J C Atomic Energy Commission 69/01/17 4pp 1974B I9B 


— 8210180344 Amend 9 to MaU/Dyproduct License 21-00265-04, chang ing 
Item 9, A 6 Condition 16 re possession L use of byproduct 
matl 

QABBIff, N Atomic Energy Commission 72/03/19 Ip 15748 196 


—8210180346 Amend 6 to Hatl/By produc t Licener 21-00265-04. chang ing 
license In entirety per 731227 application Amend authorices 
G<i-60 sealed lourcvi for use in Tech Ops Model 535 exposorQ 
devices 6 Model 416 source changers 

HE8NER, E P Licensing Management Oranch 79/09/10 3 

19748 197 
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--asiojsoastl Requests document's jndicafcins disposal of all licensed matl 
possessed under License 21-00265-041 oer 770707 telcon in 
response to licensee 770627 request for termination of 
license Note of 770707 telcon enc I 

JONESi J A Radioisotopes Licensing Branch (Pre 770S01 ) 77/09/13 

NlLLlAhS.P R Oqu Chemical Co Spp iS74a 203 


— B210190354 Requests termination of Hqtl License 21-00269-04 
Five Co-60 source used for industrial radiographij disposed 
of vie Nuclear Engineering Co at SheffieldfTL 

WILLIAMS. P R Dow Chemical Co 8Q359 77/06/27 R^id i o i sotopes 

Licensing Branch IPre 790501 > Ip 1574Q 205 


— B2lOie035a Requests termination of Me t I /Bgp rcduc t License 21-00265-04 
Industrial radiographic source <2 3 Ci Co-601 shipped to 
Sheffield. IL bg Nuclear Engineering Co for disposal Shipping 
record encl 

THOMAS, a R Ddu Chemicat Co 99463 77/09/35 JONES. J 

Radioisotopes Licensing Branch IPre 790501) 3pp 1 S74S 306 


— 62101B0360 Ma tl/By produc t License 21-00265-06 for Ooid Chemical Co. 
authoriiing ang byproduct nail betuieen Atomic Numbers 3 Sc 63 
inclusive u/llsted eiceptions m any form for use in RSrD lab 
trac e r stud i es 

¥ Atomic Energy Commissioin 64/09/14 3pp 1574S 20B 


--8210100363 Amend I to Hatl/Oyproduc t License 31 -00265-06. increasing 
max amount of Kr-6S from 10 Ci to 25 Ci & revising Condition 
11 re use of i rvstruments. devl ces gauges containing sealed 
sources. per 650414 I tr 

BRINKMAN. ft E Atomic Energy Commission 65/04/26 Ip 

15740 an 


— 6510180366 Amend 2 to Mat I /By prod lie t License 21-00265-06. add i ng Po-210 
as static eliminators t‘ revising Can-dition It r« use of 
instruments . devie es if gauges containing sealed sources, per 
650728 Itr 

■* Atomic Energy Cotnmis s i an 65/00/18 Ip 15743 212 


— G2101B0367 Amend 3 to Ma 1 1 /Qgpr oduc t License 21-00265-06. add i ng Pp-aiO 
in any form for •use in R60. per 651006 Itr 
* Atomic Energy Cammission 65/10/29 Ip J5746 213 


--8210190370 Amend 4 to Ma t l/Cypr oduct License 21-00265-06. revi sing 
Condition 11 re use of Instruments . d evices 6 gauges 
containing sealed sources. per 660214 Itr 
BUCHANAN. C R Atomic Energy Commission 66/02/34 Ip 
15748 214 


-"8210160372 Amend 5 to Mat I /By produc t License 21 -00365-06. changing 
license in entirety per 66'06LO Itr Amend authoriies any 
byproduct matl betcueen Atomic Numbers 3 6 93 inclusive, 
tritium ^ Po-210 in any form for use In H8fD 
DRIKKMAN.R E Atomic Energy Coimmi ssion 66/06/39 4pp 
15740 215 


--02)0180073 Amend 6 to Matl/Dgproduc t License 21-00265-06. rev i sing 
Condition 16 rc possession U use of byproduct matli per 
660722 Itr 

BRINKMAN. R E Atornic Energy Commission 66/08/0B Ip 
15749 219 


—9210100374 Amend 7 to Hat l/Qypr uduct License S1-0026S-06, add) ng Am-341 
6 Fu-239 in any fern for use in analytical chemistry tracer 
e eper iments . per 661216 Itr 

e Atomic Energy Commission 67/01/03 Ip 15748 230 


— 8310190375 Amend S to Mat 1 /Dypr oduct License 21-00265-06. add 1 ng Po-210 
sealed source for use in storage 6 testing of instruments & 
revising Condition 16 re possession 6 use of byproduct mail* 
per 670525 telegram 

BUCHANAN. C R Atomic Energy Commission 67/06/01 Ip 
15748 221 


— 8210180376 Amend 9 to tia b I/By product License 21 -00365-'06. changing 
Subitem 8 F to read 10 Ci.per telegram received 670600 
e Atomic Energy Cumimlssiun 67/06/15 Ip 15748-282 


--S2101B0377 Amend 10 to Na tJ/By p roduc t License 21-00365-06. c hang i ng 
license in entirety per 6B0627 application Amend authorlies 
any byproduct matl betueen Atomic Numbers 3 6 03 inclusive. 

4- trlt ium. Po-2IOji Am-241 & Pu-239 in any form 
BRINKMAN. R E Atomic Energy Commission, 68/07/16 4pp 
15740 223 


■8210180379 Amend 11 to Mat 1 /Byproduct License 21-00265-06. changing 
Subitem 6 B to read 60 Ci.par 601233 Itr 
* Atomic Energy Cooimlssion 69/01/10 }p 15748.237 


— S3101803B0 Amend 12 to Hatl/Byproduct License 21-00263-06. changing 
Subitem 0 A to limit radionuclide to 1 Cl except for Kr-QS. 
CB-J37. Co~60.Br-90 L C-14. per 700115 Itr 
BRINKMAN. R E Atomic Energy Commission 70/01/36 Ip 
1574B 238 


— 8210180301 Amend 13 to Ma tl/Dyproduct License 21-00265-06. charging 
Condition 12 re user of byproduct matl. per 700615 Itr 
e Atomic Energy Commission, 70/06/25 Ip 15740 229 


— B21O16O303 Amend 14 to Matl/Dy product License 21-00265-06* chang Ihg 
Condition 10 re use of byproduct matl. per telegram received 
710325 

BfttNKMAN.R E Atomic Energy Commission 71/03/25 Ip 
15748 230 


— 8210100386 Amend 15 to Matl/Byproduct License 21-00263-06, add ing Am-fc' 
sealed sources for use in development, standard 1 i at i on it 
testing of instruments, devices 6 gauges, per 710809 Itr 
DRINKMAN.R £ Atomic Energy Commission 71/0B/2O Ip 
1374S 231 


— 8210180367 Amend 16 to Ha tl /Byp roduc t License 21-00263-06, Chang i r 9 
Subitem 8 0 to read 11 Ci.per 711110 Itr 
DRINKMAN.R E Atomic Energy Commission 71/11/30 Ip 
1 5746 232 


-'•0210180391 Amend 17 to Matl/Byproduct License 21-00263-06. ehang I ng 
Subitem 6 <J to read 15 Ci.per 720107 Itr 
BRINKMAN. R E Atomic Energy Commission 72/01/19 Ip 
15746 233 


—8210100394 Amend 18 to Matl/Qyproduct License 21-00263-1)6. c hinging 
Subitem 9 0 re use of licensed matl. per 720509 Itr 
BRINKMAN. R E Atomic Energy Commission 73/03/24 Ip 
15740 234 


—8210100397 Amend 19 to Matl/Byproduct License 21'-00263-06« chain g » c ^9 
Bubitem 0 0 to read 25 Ci.per 720721 Itr 
DRINKMAN.R C Atomic Energy Commission 72/08/03 Ip 
15740 239 


— 0210180399 Amend 20 to Matl/Byproduct Uicento 21 -00265-06, chang i ng 
Subitem 0 A to limit radionuclide to 1 Oi u/exceptians of 
Kr-05,Cs-l37, Co-60. Sr-90 L C-14 it deleting Subitems 6 C. 7 E. 

0 E L 9 E. per 730252 Itr 

DRINKMAN.R E Atomic Energy Commission. Directorate of Lie iiit ing 
73/03/00 Ip 15740 236 


>8210100402 Amend 21 to Matl/ByprodUc t License 21-00269-06. changt ng 
Subitem 8 0 to read 40 Ci.per 730301 Itr 

BRINKMANiR E Atomic Energy Commission. Directorate of LIcenmiTij 
73/03/27 Ip 15748 837 


— 8210180406 Amend 22 to Matl/Byproduct License 2l-00265-06i Chang ing 
license in entirety per 730629 application Amend authorltoa 
any byproduct matl betueen Atomic Numbers 3 83. tritium. 

Po-210 it Am-241 in any form 6 Po-210 6 Am-241 sealed source 
BRINKMAN.R £ Atomic Energy Commission. Directorate of li(«ntlri 
73/07/3t 4pp 15740 230 


—0210160409 Amend 23 to Matl/Byproduct License 21-00263-06. cha ng 1 nj 
Subitem 0 S to read 100 Ci.per telegram received 730906 
BRINKMAN.R E Atomic Energy Commission. Directorate of Licenair 
73/09/26 Ip 15748 242 


— 8210100410 Amend 24 to Matl/Byproduct License Si -0O263-0-6p charm 4 nj 
Subitem 0 F to read 75 Ci.per 740401 Itr 

a Atomic Cnergy Commission. Directorate of Licensing 74/04^ Xi 
tp 15748 243 


— 0210100413 Amend 25 to Matl/Byproduct License 21-00265-06. ch a ng 1 
Conditions iO & 16 re possession 6 use of byproduct matl. 
per 740829 telegrim 

e Atomic Energy Commission. Directorate of Licensing 74/0^/-;] 
tp 15740 244 


— B2101B0417 Amend 26 to Matl/Byproduct License 21 -00265-06. add in a 
sealed sources for use in process control instruments L * 

Eberllne Model 1000 cal Ibrator. per 750103 Itr 

BELL. J M Licensing Management Branch 75/03/20 |p ia-,7 4e 


— B2t0te0421 Amend 27 to Matl/Byproduc t License 21 -0D265-06. r a i a * 
Bub items 0. A.B Fp 9 A. 9 S L9 C re amount of radionuc I i«f r I. f 

use of licensed matl. per 7S0407 Itr 

e Licensing Management Branch 75/07/11 Ip 13740 246 1 


i 
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-8210160^22 


Attend 20 to H 4 tl/ 0 ypraduct License S1-0026S-06, revisnig 
9 A '0 ■®« C licensed matl'pe*' 700714 


S 495 lH*W*”^Llcenfing Managetnei't Oranch 73/09/04 Ip 1574P 247 


65101004^23 Ainend 29 to M«tl/By product 
Comdltian 1& r* possession X, use of 


License 21-00265-01 , rev is sng 
licensed natltper 760313 


i^^edloisotop** Licensing Branch <Pre 790501) 76/'05/l9 Ip 

15740 240 


8210180423 Amend 30 to Hatl /Q^P^oduc fe License 21-002*3-06. re vis mg 
CsndlUon 10 ro n<e of Fe-53 «< Am-24l sealed sources, per 

•*^flidioisiUpe*'*Ltcflnsing Branch (Pre 790301) 76/09/26 Ip 

15740 249 


8210190079 Partial response to FOIA request for documents re NRL 
shuttfovin plan mentioned in ufeckl^ Info rapt for uJk ending 
01OB3I 6 SECY 01-600 & BECY B1-600A Poruiard s dr^jffc Hanua I 
Chapter 1302 

FELTON. vP h Division pf Rules and Records 82/jO/Ol CONNOR, L 
Doc-Search Associates Ip 157SB 312 


— -0210050-573 Forurards draft Manual Chap bar 1302. "Shutdow-n Plan 
Cont 1 ngetic^ Plan for Periods of Lapsed Appropriations.”- for 
revieui 8 « commint 

DAWRV. L W Office of Reseurca Hana gement.' D-irrctor 82/09/03 
NRC - No Detailed Affiliation Given 37p p 157SB 313 


B210190094 Responds to FOIA request f-or NRC Annual ftept to Congress foi 
f9SI Forfairds document W/o end 

FELTON, J n Division of Roles and Records 02/10/06 SCHULKt. S 
Affiliation Unknoum Ip 15739 3J0 


Amend 31 to Metl/By product License 21-00265-06. revi s Ing 
CofiilHoni 10 16 re possession 8i use of licensed mafcl.per 

Radioisotopes Licensing Branch (Pre 790S01 > 76/11/30 

15740 230 


B2l0t90ll2 Partial response to FOIA request for five categories of 
docusients re SEP Forwards docwmentt listed in App A App D 
litis documents avallatlt in FOR 

FELTON. J M Division ot Rules and Records 02/10/06 OAULD. .i 
isham, Lincoln 6 Seale 3pp 15750 191 


-aSlOieMZ? F«puJ.ril. It.t of r.di.tlon .otscUan InUrom.nto. 

f*r Ikon 15 of 660403 .pplU.tlon for ronou.l of M.tl/ 

5eKEB“H^H‘‘“5.2”chlmU^J^Co‘ 66/07/aa DRINKHAN.fi 6 Atoiolc 
Erisrgy Commission, 2pp 13740 333 


-'6210100420 Revised 
I Dau Chemical 


♦■Radiation piotection Manual '■ 

Co 73/01/31 I59pp 15740 337 


-B2101B0429 Amend 32 to Hatl/By produc t Llc.n se 21-00265-06, c hanqinti 
Bufcll«A0A to limit radionuclide to I Cl u»/axcep tlons of 
jT-a 5 !S»-l 37 . Co-60. 8r-90. C-14, mixed fission products U Ni-6a 
t, r-tk/iii-nd Canifition 16, per 761102 Itr 

BA8SIM.N Radioisotopes Licensing Branch (Pre 790501) 77/04/11 

\f I574B 251 

— & 2 tOJB 0430 Application for amend to Matl/Dy produc t License 21-00265-06. 
trcrtaslnj dosing of rats & mice to 1.500 uCl C-M or 
tritium p»r anitnel 6 10.000 uCl per animal for monkeys 
Ferwerdi revised ♦'Radiation Protection Manual 
LlHCER.P>P Dow Chemical Co 2344 77/07/07 WRIOliT. C 

Rsdleisotopas Licanstng Branch (Pre 790301) Ip 15740 336 

—6210100431 Advises that use of polonl um/ber y 11 lum neutron source for 
tMtirS Ins trumetits under Mat 1 /Byproduct Llconso 21-00268-06 
uin cease after reactor OL becomes ef f ec tlvo, per licensee 

BEWERiH H* ^Dow Chemical Co 67/05/ES HAODICAM. W Atomic 
Enirjv Commlsiion Ip 18748 335 


•'E21O10D432 Amend 33 to Mat l/Dyp roduct License 2l-0026u-06, changing 
ConJltlen 11 re use of licensed matl.per 770404 Itr 
t Rad lol letopes Llcenilng Branch (Pre 790501) 77/04/25 Ip 

1574B 392 


•S2101GD433 Amend 34 to Mafcl/By produc t License 21 - 00 S 6 S- 06 . cha ngitig 
Gijkltfmi 9 A,B 6 C I< Conditions 10 A Si C 8, 16 re posseiftlon 
bust of licensed matl, deletl ng Condition 10 F 6 adding 
Condition 17. par 770601,21 4* 30 applications 
Hftl«HT.E 0 Radioisotopes Licensing Branch (Pro 790501) 

77/C7/27, 2pp 15740 283 


— 02101901)5 Responds to request for advice on app I ir ^1) 1 1 1 1 v of gonural 
dasign criteria 6 loCFRlOO.App A to older licensed 
facilities Stds of general design criteria must he used for 
assessing safety of all facilities 

8CINT0, J Hearings Division 93/03/10 LAINAS.C Assistant 
Oirector for 8aFetq Assessment 4pp 15750 i96 


— 8210190121 Discusses legal {(uestions concerning re-revieu pTogram 
Backfittlng r# c ommendati oni pr ematura. pending re-revi eiu for 
particular cate 

SCINTQ, JF Hearings Division 76/09/03 GDLLER. K R Division 
of Operating Reactors 3pp 15750 300 


— 0210190124 Responds to 000116 request for legal opinion re 
appl i cabl 1 1 ty of siting requirements of lOCFRiOO to 
operating plants App A elements should be used in seismic 
adequacy judgments for all reactors 

BCfNTO, JP Hearings Dlvksion 02/10/06 VOLLMER. R Division nf 
Engineering 2pp 15750 203 


— D002000098 Requests consu I tat I on rs operating reactors legal 
obligation to fulfill code requirements re seismic It 
geologic considerations of proposed sites 

VOLLflERiRM Assistant Director for Systems & P^oJe^ts 00/01/16 
CHRiaTENDORY, E Hearings Division 2pp 15750 209 


0210190144 Responds to FOIA request for SECV 92-232 re use qP 
nonplant-spec if Ic simulators for ml 1 1 al. rep lacemOnt L 
requatif Ication esams for licensed reactor operators It 
senior operators 

FELTON* J H Division of Rules and Records 02/09/30 
ARM0TRONO.K A Debevolse L Liberman 2pp 15760 170 


>e206 100042 SECY-0S'’232 

Recommends requirements of simulator licensing tiam be 
continued for power reactors w/p lant-ip ec if Ic simulator 
Oral eiam per 10CFRS5, 23 should be administered where 
facility has no plant-specific simulator 

DIRCK8.W J Office of the Executive Director for Operations 
02/06/07 I4pp 16002 236 


'<9510180434 Application for renewal of Matl/Byproduc fe License 
21 - 00265 - 06 . autb or It inp any byproduct matli u/Atomlc Numbers 
S-83, pp-210 k Am-241 In any form for use in RltD 

UANOEfi.R R Dob, Chemical Co 95110 70/06/14 60pp 15749 260 


>B!lDlSQ4a5 Corrected Amend 39 to Matl /Byproduct License 21-00265-06, 
clian|lng GondUioU 17 re possession It use of licensed metl It 
Hding Condition 10 re disposal of licensed matl, per 001029 

KAlLeII.D S. Licensing Management Branch Bl/07/31 ip 
1^748 S63 


'’-0210190149 Advices that Commission hat approved rr 
contin 
nevi 6 
specif 
HOYLE. 

DIRCKt 

15760 


0210190109 Responds to 0 Hickey FOIA request for names k plant 
locations of all LS facilities licensed tp possess 100.000 
or more Cl 00—60 

FELTON, J N Division of Rules and Records . 02/09/00 BUFFALO. V 
Cobe Laboratories. Inc Ip 15780 356 


-MlMfi04a6 Corrected Amend 39 to Mail /Byproduct License 21-00269-06, 
chinglng Condition 17 ra possession k use of Ucensed matl k 
efilng CondltlPr 10 re disposal of licensed matl.per B01029 
Itr 

MALLCTT.B fi Licensing Manegement Branch 01/09/03 IP 
19740 264 


0210190191 •'Co"60 Irradiations w/Posseeiion Limit* of 100.000 Ci or 

Greater 

a NRC - No Detelled Affiliation Given 02/09/00 2pp 
15780.387. 


8210190047 Aidl response to FOIA rsqueet for tape recordinc# of 
Inltrrliei w/F 01 ti on 810225 S< 0604 Forwards omitted 
Irtntcrift pages, H/o end, 

FELTON, dM Division of Roles and Records 03/10/04 MICKEY, J, P 
Skty. Pittman. Pette 6 Trowbridge. ip 157S0 383 


0210310071 Responds to FOIA request for rscords re dlipaaal of 
ratfwaste K chemical k medical wastes at 8t Alban Hoip In 
OutensfNY NRC has no documents lubj to ^“JR^*** i 

FCLTOM. J M, Division of Rules and Records. 82/09/30 FREEDBEftOr L. 
Youth News Ip, 15774*314. 
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8210270003 Adcll to FOIA request for eiQht of LERs 

FoTuards documents listed in Ap p A App B documents telthliBld 
^^ef FDIA Eiemption 5> 

FE'LTON* J rt Division of Rules and Records 02/09/20 ARN'DLDj J 
rtjatnl Herald 4pp I583h 221 


— 8204300098 SECV-B2-142 

Requests approval of draft Rept to Congresa an AO 
(NUnE0-0090> fof Ocfc-Cec 1981 

DIRCW0. W J Office of the Executive Director for Operatlona 
02/04/02 40pp 15836 225 


— B208020047 Reapotids to 820603 (nemo re propaaed AO Incident Invalvitig 
presaure transients during ahutdoun dost not constitute AO 
Finding baaed upon analijais shoarlng integrity af pressure 
vessel not impaired & fatigue life not affected 
HINOOUE.R 0 Office of Nuclear Regulatory Researchi- Director 
B2/06/22 MiCHELSOrN C Director'* Office 3pp 13936 282 


— 8210290061 Responds to Commisiion request for rspt on safeguards 
If If-protac tion criterion Impact of safeguards upgrad* rule 
on S3 affected nonpouer reactors uould be severe Financial 
expense uo-uld force many reactors out of operation 
DENTOM,Mft Office of Nuclear Reactor Regulationi Director 
79/D6/20 HENDRIE.J . OILINSKV. V . KENNEDY, P Commi s s t on s r a 
5pp 15865 065 


— 9210290065 Comment* on neui Commission paper re upgrade rule Nonpou(«r 
reactors should ba exempt from rule Legal backup needed in 
event of public meeting 

MILLER, J R Assistant Director for Reactor Safeguards 77/06/23 
BURNETT, R Division of Safeguards 2pp 15865 070 


— 0210290067 "DoBt Rate Due to Irradiated Fuel " 

NRC - No Detailed Affiliation Given 81/04/14 3pp 
15965 OBB 


82l!O280Dt9 Responds to 7500 J 9 memo re QA Program fnsp Rep t 999000D4/ 
75-01 Info in rept does not establish reasonable basis far 
det»r(nlnirjg violation of criminal statutes Referral to DOJ 
inappr opr ia to 

[iCTlERNAN, T J Office of Inspector 6 Auditor 75/10/01 DAVJS,^ G 
Office of Inspection 4- Enforcement, Office of the Director App 
15060 070 


—0210280110 ORNL/NBK-l 12 DRFT 

opressure Vessel Thermal Shock at US PNRs Events & 

Precursors. 1963 to Mid-19B1. " draft inter i(n rept Related 
Info end 

PHUN0,D L Oak Ridge National Laboratory FIN 0-0435 02/05/19 

Office of Nuclaar Reyulatorg Researthi Director 3lBpp 
15961 092 


8210290005 Responds to FOIA request for lists of names it addresses of 
all NRC licensees in ME, VT. MA, OH, CT WV 6 appropriate ofc* 

In Agreement states of NH.Rl.NY & MD Forwards requested 
lists 

FELTON, J M Division of Rules and Records 82/10/15 
PARKINSON, T U Interstate Nuclear Services ip 15863 311 


—0210290090 Lists of active licenses for States of MA, UT, HE. CT, OR & W, 
<< Agreement States a* of 020910 

* NRC - No Detailed Affiliation Given 82/10/07 240pp 

1S563 312 


GEM TEC IS GENERIC TECHNICAL ISSUES 


■0210200321 “Extremity Doses L Compliance u/Mon i taring Regulations at 
Nuclear Power Plant " 

HUGGINS, T North Carolina, Univ of 62/06/30 Hpp J586i 303 


6206060002 Appeals denial of FOIA request for segregable porkians of 
draft NURE0-0e44, "Resolution of Unresolved Safety Issues 
A-3, A~4 tt A-5 Re Btoani Generator Tube Integrity 

UDELL, R A Critical Has* Energy Project 02/06/04 DIRCKS, N J 
Office of the Executive Director for Dperatlon* 2pp 19666 333 


□21O2G0396 Respond* to FOIA request for "Initial Guidance for 
Performance of Sys Interaction Analysis at Selected LWRi" 8« 

"Initial Ooidanc* on Diagraph-Matr i r Analysis for Sys 
Interaction ’* Forwards repts W/o end 

FELTON. J M Division of Rules and Records 92/09/14 FADRlZlDiR F 
Doston Fdison Co Ip 13959 IIB 


82G7160066 Forwards edited version of draft on pressuriied thermal 
shock u/sub-st antive changes proposed 

K0UT9i H Brookhavin National Laboratory KOUTS. H ACflS - Aiivl*(iT\ 
Co(nmiktee on Reactor Safeguards 82/00/10 IONE,E ACRG Adviftoi 
Committee on Reactor Safeguards 22pp 15B52 012 


02tO20'O4O2 Add] response to FDIA request for SECV-B2-232 L SECY -82-202 
Documents listed in App A available In PDR 

FELTON. J tt Division of Rules and Records 03/09/30 DUCKLEB. R 
Affiliation Unknown 2pp ISG59 101 


— Q2|D2d0'4O6 Commissioner Ahearne Af f i r(natii)in response sheet re 
&ECY-e2-202. amend to lGCFRt40, "Financial Protection 
Requirements t lnda(rnity Agreements " Comments end 
AHEARNE. J NRC -- No Detailed Affiliation Given 83/06/16 3pp 
19059 103 


— &2i0l90l9a Staff requirements memo re 620701 affirmation session 
concirning SECY 82-202 on amend to lOCFRMO 9. "Financial 
Protection Requt rematit* 6 Indeimilty Agreements " Objeetluns 
to publication of app* as reg guides due by 920719 
CHILK.B U Office of the Secretary of the Commission 11920701 
02/07/06 DIRCKS,H J Office oP the Executive Director for 
Operations 2pp 15059 106 


0210290020 Responds to FDIA request for RFP R8-DIE-82-2S J "Safety 
Aspects of Industrial Radiography Course" h. related info 
PoTuards document U/o enc 1 

FELTDN. U M Division Of Rules and Records 02/10/01 WILLIAMS, D T 
Affiliation Unknown Ip IS877 072 


8210290027 "Annex l*Co*t Benefit Analysis of Proposed Rule 73 47 of 
10CFR73 " List pf commentor* end 

e NRC No Detailed Affiliation Given 62/09/03 57pp 15B64 197 


-^8210290032 Discussis impact of proposed safeguards upgrade rule on 
nonpouer reactors Paper requesting esciusloh of nonpouiar 
reactors from rule will be Inlfciatftf 

MILLER, J R Standardl lation L Special Project* Branch 82/09/03 
QTELLO, V Division of Operating Reactor* 4pp 15664 255 


— 6210290053 "L icensees-SNM of Moderate Strategic Significance iCatepory 

in '* 

# NRC - No Dttaileif Affiliation Given 78/12/05 3pp 
15864 267 


— 9210290058 "Category II Nonpoujer Reactor Llceniee Holdings as of Jan 
1979 ■* 

a NRC - No Detallid Affiliation Given 62/09/03 2pp 
15864 270 


8209280426 Discusses status of pressuriied thermal shock short terns 
rcc ommtndat io ns ACR9 Working Group on Metal Components 
meeting scheduled for 620930 to continue discussion Forward* 
draft "NRC Btaff Evaluation pf Pressuriied Thermal Shock " 

OIRGKS, W J Office of the Executive Director for Operations 
92/09/20 PALLADlNOiN . 0ILlN5KY,V , AHEARNEiJ F Commissioner* 
2pp 19670 033 


—8210120335 "NRC Staff Evaluation of Pressurized Thermal Shock. " dn 
rept Apps end 

a Office of the Executive Director for Operations 92/09/13 
393 pp 15670 035 


8210010296 Concurs that NUREO-0744. "Resolution of Reactor V»*«al 
Hatls Toughness Bafety Issue," need not be reviewed by 
CROR 

DTELLO, V Regional Operations If Generic Requirements a2/09/3O 
OEMTOM, H R Office of Nuclear Reactor Regulation, Dlrectpr. Ip 
15573 lai 


6210060015 Addl response to FOIA request for 19 categories of info- r 
nuclear reactor events safety probl ems. Forwards documents 
listed in App A Documents in App 8 completely withheld (ref 
FOIA Exemption 5) 

FELTONxJ M Division of Rules and Records 02/07/12 UDELL. It fy 
Critical Maes Energy Project 9pp 15665 027 ’ 24X 
Fiche SO-000 . 82/07/12,8210080015 


— 0011060346 Ditcusits licensee ftsponsas to NRC request to commit 
interiin position re Generic Item B— 24 venting 6 purging 
containments while at full power Plants meet interim 
position Sc existing TACs should b* closed out 

REEVES, E A Operating Reactor* Branch 1, 80/08/25, Opera ti 

Reactors Branch I lOpp 15668 IDS 


— S106220159 Supports effort* In resolving purge valve leakage S« 
operability issues Incorporation of leak testing position 
into Tech Specs should assure leakage integrity of 
containment 

BAERfR-L Reactor Engineering Branch, 81/06/09 BUTLER. U ft, 
Contaitiment Systems Branch, 2pp 15668 1 53 
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Si07l70l2i> Coffmtnta on propoBtd IE bulletin re leakei}« of reactor bldg 
Iseuance net merited for reason* indicated 
e^niric isiues B-20 «< B-24 provide a»*urance of increased 
lurvelllence testing & reduced eicessive leakage 
iitpUi.JH Director's Office IEC-77-11 01/07/01 

O'ftEILLViJ P Region 2. Atlanta^ Office of the Director 
<81/03/011 ZPP 15668 151 

bsiOQBOOS? "Coat of Upgrading Capabilitg to Isolate LPWR Ham Faeduiater 
in Event of Breaks Inside Containment," final ropt, per 
itatcmcni of uioFlr for DOE Work Order 20-01-165, "Progratn for 
Pftimation for Proposed Safatg Recjui renjents '■ 

B^DEN^ O EO&O, Inc FIN A-6452 ROB-2-82 02/03/1*7 15pp 

15665 169 


B1O62S0159 Supports efforts in resolving purge valve leakage 
aBiriblUtHj issues Incorporation of leak testing position 
irtD Tech Spec* should assure leakage Integrity of 


irlo Trch Spec 

eentilrosnt ^ , 

BAER>fi L Reactor Engineering Branch 
Contjiroint Systams Branch 2pp 


01/06/09 
15668 153 


0UTLER,H F< 


TO 126 Comment 1 on proposed IE bulletin re leakage of reactor bldg 
” ftupfli yilves Issuance not merited for reasons indicated 
flinrrle Issues B-20 6 B-24 provide assurance of increased 
*^r«MlaTice testing 8< reduced excessive leakage 
iSlEZsi-^H Director's Office ieC-77-n 01/07/01 
n«FiElLLY, JR Region 2f Atlanta, Office of the Director 
Ta^Jos/on =PP 15*^0 


8210250156 Notification of CROR 021110 25bh meeting m Dethesda,MD to 
diacvst proposed revision to J0CFR20 oit stds for protection 
against rad ia t ion, proposed amend to 1 0CF850 re radiation 
protection programs Zt Unresolved Safety Issue A-43 
STELLOi V Regional Operations & Oeneric Requirements a2/lO/J2 
ElGEfIHUTfD 0 Office of Nuclear Reactor ReguJationi Director 
JORDAN, E L Director's Office, Office uf Inspection and Enforcement 
CUNFflNGHAM, R E Office of Nuclear Material Safety &c 
Saf sguards, Direc tor Ip 15700 280 


8210200044 Somntary of ACRS Ad Hoc Metal Ccmpanents Subgroup 020511-12 
meetings in Nash ing ton, DC re pressuriied thermal shock 
prob I em 

» ACRS - Advisory -Committee on Reactor Safeguards B2/07/27 
ACRS - Advisory Committee on Reactor Safeguards 19pp 15062 336 


821029011a Foruards, for info, draft rept 8< -spps on pressurtied thernul 
shock Completed rtpt uill farm basis of Commission decision 
due 821030 U/o end 

LAINAS, C C Assistant Director for Operating Reactors 02/09/20 
ROCHIND, (- DabcQck & Rilcoi Operating Plants Owners Croup 
RDCHINO, L Otneral Public Utilities - CPU Service Corp 2pp 
15866 35B 


0210290450 Foruiardti for Info, draft rept & apps on pressurized thermal 
shock Completed rept ui 1 1 form basis of Cammifision paper 
due 82i030 U/o end 

LAINAB, O -C Assiatant Director for Operating Reettors 02/09/20 
HfOOINa,P Atomic Industrial Forum- 2pp 15863 101 


{!3iM>e002l gummarw of 353rd ACRE meeting on 010507 re control sgs 
r^urei that could cause or exacerbate nuclear pouier plant 
accHinti.por Task Action Plan A-47 

F Heactor Operations Analysis Branch AEDD/El 14 01/06/24 

1S!c^LS 0R,C Director's Office 23p P 1S669 073 


021O29O4S3 Foruardfi, for info, draft rept & apps on pressurtred thermo) 
shock Completed rept ui 1 1 form basis of Commission paper due 
021030 U/e end 

LAINAS, 0 C Assistant Director for Operating Reactors 82/09/20 
OASKIN, K C-E Operating Plants Owners Group 2pp 15863 105 


S 3 1 ftAflOOSQ Respond* to appeal re denial of FOIA request for segrcgoble 
lotion* of draft NUnEO-0844. "Resolution of Unresolved 
llt.iii issues A-3, A-4 h A-5 Re ateam Generator Tube 
llti HU ■■ Request denied (ref fOIA Exemption 5> 

DlRcilsiM J Dfflco of the Executive Director for Operations 
52/07/19 UDELL* R A Critical Mass Energy Project 2pp 
I56&9 331 


0210290458 Forwarifft) for info, draft rept & apps on pressor! jed thermnl 
shock Completed rept (Jill form basis of Commission paper 
due 021030 W/o end 

LAIMAS, 0 C Assistant Director For Operating Reactors 02/09/28 
KINOBLEY, 0 WBstiiighouse Operating Plants Dunors Group KINGSLEY, (1 
Alabama Power Co 2pp 15B63 103 


WlGOaBISB Forwards ‘'Potential for Water Hammer During Restart of «MR 
Puasi for BUR Nuclear Plants " 

wUwO,YS Director's Office. AEOD/EIOS 01/03/3! MICHELaON. C 
Dimter'. Office Ip 15663 255 


sZlOOBBlbS "Potential for Water Hammer During Restart of RHR Pumps for 

EwAH»I'y ’director's Office AE0D/Et05 01/03/31 14pp 
19663 2S6 


"Initial Consideration of Potentlai for Water 
K*amp in Steam Condsnslng Mode of RHR 8ys Operation for 

hiUrwIrB* "Director's Office AE0D/E106 01/03/31 HICHELSON.C 

Dirittor's Office ip 15663 27J 


IbE INSPECTION AND ENFORCEMENT 


0200190233 IE Info Notice BO-35, Guppl 1, "Leaking &, DisUdgei) I-12 !j 
I mplant Seeds " Sve list end 

COSDiL I Division of Fuel Facilities, Materials t Safeguards 
92/10/06 Consolidated Edison Co of New York 66pp 15761 2D0 

24X Fiche 50-000.02/10/06,0200190233 


8200190230 IE Bui 1 etin 82-03, "Btress Corrosion Cracking in Thick- 
Wal 1, Lerge-Di ame ter, Sta i ni ess 8 teel, Rec ircu lot Ion 8ys 
Piping at BWR Plants “ Sve list enc I 

DEYOUNG, R G Director's Office, Office of Inspection and 

Enforcement 02/10/14 Consolidated Edison Co of Neu York 

USpp I5B10 125 24X Fiche 50-000,02/10/14.8200190238 


.521WS5I72 "Initial Consideration of Potential for Hater Hammer In 
giiin Condensing Mods of RHR Sys Operation for DWR Nuclear 
flinl* " . ^ . 

Dirsetor's Office AE0D/E106 01/03/31 Hpp 

15663 272 


8210040130 PRO- 11 1-02“ 102 on 020926, lead container marked radioactjvo 
mail found on c 1 1 veland , OH street Wipe survey showed 
container to be free of radliaactive contamination Container 
reportedly mislabeled to discourage theft from auto 
LA3UH.8 R , BRENIAWBKI.O J Region 3, Office of Director 82/09 
ip 13581 312 


rJlOOeOJYi Forwards "Review of Emergency Response Guidelines Re 
Pniiuriifd Thermal Shock " 

PtNfiSLEYjO 0 Hiitlnghouse Operating Plants Owners Group 
J<iwSL€ViO D Alabama Power Co 00-72 02/06/22 DENTON, M fl 

milcf cf Nuclear Reactor Regulation, Director Ip, 15638 200 


8210040337 PNG- 1 J 1-82-100 on 820924, stop work order issued P' 

preparatory remedial soils ■ “■ ^ 

Identified problems w/csrt( 
per conf ir(riatory action Hr 
GARDNER, R Region 3. Of fit, - 


“B2]g0B0297 "Review of Emergency Response Guidelines Re Pressurlied 
Tleraal Shock " 

* Klttlnghouie Electric Corp 02/06/30 06pp 15630 209 


pai0160552 WREG/CR-2791 

JCtHMWLQOY FOR EVALUATION OF INSULATION DEDRI0 EFFECTS 
Cchlilnaent Emergency Bump Per formanc e, Unrt solved Safety 
Iitvk A-43 

WYSOCKliJ , KOLBErR Sendle Laboratories FIN A-1896 eAND8a-7067 

B2/W30, Division of Safety Technology S7ipp Available at 
m 46 00 19729.005 


8210090224 PNO- 1 1-82-109 on 820925,100 mCi Cs-137 mine logging source 
discovered missing Search of mine premises detected slightly 
elevated radiation level In one area of coal car 

POTTER, J , GIBSON, A Region 2. Office of Director 02/09/30 2pp 
I96U. 024 


8210090314 PNO- 1 11-82-104 on B20903< 40 42 mCi Ir-192 seeds removed from 
patient on 020605 determined t(Q be missing Saar-cb 
continuing w/asiistance of two NRC inspectors 
HAT80N* E R , SRENtAWSKljD J Region 3, Office of Director 
82/09/29 2fp 15602 360 


B21O10W3 Ri guests attendance et CROR Meeting 23 on 821020 In 
htksidaiKO to diseufi cost/bsneftt info for alternatives 
f«T riiolvlng preiiurltad thermal shock issue 

STELLBiV. CoBMiittat to Review Generic Requirements 02/10/14 
inmJUb Q, Division of Licensing JORDAN, E L Division of 
Ehfinitrlng t Quality Assurance. CUNNINGHAM, R E Office of Nuclear 
Kiitriil Bsfety It Saf sguards, Direc tor. ip 19718.024 


821G070269 PN8-TM 1-82 -020 on 82IC05, game poacher apprehended on util 
property !< turned over to state police S( Game Commistion No 
vital areas threatenad Security Increased Licensee will 
Issue press reltate. 

HIEBEt^l Region 1, Office of Director. 82/10/06 Ip. 
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NONDUUKt I tu 1 1 civio 


0SI1OL5O4V6 EN-B2-026A an B20722>Qrd9r to show cause ^ order suspending 
license effective i^mediatel^j issued to Midstate Testing 
Lab Action based on licensee apparent abandonment of 
radiographic facility i licensed matl 

OROCKETTp T , AXELRAD, J Director's Office* Office of Inspection and 
Enforcement B2i^lO/l4 2pp 15714 les 


9310150507 PNG- 1 I I-02'IO? on B21007.US Army infinity aiming collrniator 
containing 10 Ci gaseous tritium discovered missing Theft 
suspected State of IL* local police t> defense contract 
administration notified 

DBERO. C T , MIEDEMAW, D G Region 3, Office of Director B2/l07lL» 

Ip 19713 20a 


9210190673 PNO- 11 1 -82-1 1 0 on 821011 * Tro 1 1 er soil density & moisture 
gauge uj/Cs-lS? 4 Atn-241 sealed sources reported stolen frum 
const site in Ashland*lrll Bigntficant inadvertent eiposure 
unlitely sme* laarning labels afctacf)e<f 

QBERGiC T . NIEDEHAM. 0 0 Region 3« Office of Director 92/10/13 
ip 15737 2S3 


B210350055 PM0-V-8S-‘043 on S2l0l6i unusual event declared u»hen grass 
fire started in SOO kV switchyard On 021017* three 500 kV 
circuits trip pedi resul t i ng m loss of all ciffslte power 
Second unusual event declared 

STERNBERG. D M Region 5. Office of Director Q3/10/J6 Ip 
157 07 100 


8210260471 PNO^ 11 1- B2- 1 1 3 on 820917. V/ic toreen Model a48>-e calibrator 
containing 112 mC i af Cs-t37 shipped ui/o proper ufarning 
labels or shipping papers Calibrator discoverad iti storage 
on 620924 4 read 12 mi 1 J i rem/ha ur Caused bg personnel error 
SREHIAWSKIpD J , HILLER. J R Region 3* Office of Director 
02/10/19 Ip 15807 229 


8210260493 PNO-* I -82'067 on 621022* k me t ic expansion conducted on eight 
roius of tubes in B once^t hrough steam generator Expansion 
involves controlled detonation laithm tube Some media 
attention expected 

C0NTE*R Region 1* Office of Director 02/10/22 Ip 1S0O6 232 


9210200072 EN^sa-'O^OA on S21026. d ec isi on re O20G27 order to show cause 
4 order modifying License 4 l’~i?a70*'0l issued Since licensee 
took adequate corrective actions on y i o lati ons. ) ic ense util 
not he revolted Order to modify license further Forthcoming 
FLAW*C , AJfELRAD* J Director's Office. Office of Inspection- and 
Enforcement 62/10/26 ]p 15937 146 


9210280073 EN*-B2-031A order issued rescinding B20903 order to show 
cause 4 order temporarily suspending license of Orton 
Chemical Co Licensee 8209S4 response describing corrective 
actions acceptable 

AXELRAD. J Director's Office* Office of Inspection and Enforcement 
82/10/26 ip 13S37 164 


si&r PI ini Tr rinniMPur ncviM Micircri i 


6210070476 Forwards findings 4 recommendations re 610115 memo on 
reguiremehts offsite power sys design criteria 

ASKE*F Director's Office AEOD/EllO 01/04/29 MICHELSONI. C 
Director's Office 4pp 15637 359 


8210070491 Recommends actions to be taken to lower rate of 
occurrences of inoperability of instrumentation due to 
extreme cold weather Supp 1 to IE Bulletin 79-24 directing 
changes to Tech Specs should be issued 

MfCHELSaN,C Director's Office AE0D/E112 01/06/15 DENTON, M R 

Office of Nuclear Reactor Regulation, Director 9TELL0* V 
Director's Offies* Office of Inspection and Enforcement 5pp 
13644 353 


9210080059 Summarlies findings of LER review to determine patterns of 
setpoint drift occurrences for Darton Model 208 instrument 
for 1975'B0 Changes to procedures for DWRs w/o analog safety 
sensor sys recommended 

ASHEiF Director 's Office AEOD/E110 81/07/20 MICHELSOM.C 
Director's Office 2pp 15669 324 


0210128093 Compares reactor coolant pump events contained m LERs* 
NRRDs*R£CON 4 plant records Search indicates little 
confidence can be placed in single reporting sgs* but such 
sys should be developed 

DROWN, E J Dlrec tor 's Of flee AE0D/E003 00/06/19 tilGHELBON. r 

Director's Office ilpp 18689 172 


0210120370 Discusses IE Bulletin 00-21, "Integrity of Polymer Cooling 
for Surfaces inside Containment " Coating developed by 
■Con-Chem* Inc could fail when subjected to DDA conditions* 
releasing debris through sump screen 

MICHELSON.C Director's Office AEOD/EOll 80/00/29 DENTON. H R 
Office of Nuclear Reactor Regulation* Director 2pp 15690 I/O 


8210120372 "Survey of Valve Operator-Related Events Occurring Durliig. 
1970. 1979 4 1980 " 

BROWN* E J . AaHE.F S Director's Office AE0D/C203 82/05/31 

50pp 


8210130545 Forwards abstract 4 summary cover sheet for paper re teaming 
of 1/4-inch expansion anchors in repaired concrete Review 
requested for consideration of paper as candidate for 
presentation at Aug 1903 SMiRT-7 conference 
TOONlrC 8 Public Service Co of Indiana. Inc 02/10/07 
WILLIAMS, M Office of Nuclear Reactor Regulation* Director !ipp 
15682 207 


6210150090 Forwards statement of consideration of biomedical 
disposal published In FR when NRC adopted 10CFR20 306 
Adoption of regulation does not pose unreasonable 
rad iolog ical risk to public health 4 safety W/o end 
BURNS. 8 0 Regional Operations 4 Enforcement Division 82/10/07 
SCHEUERMANN* K HS Processing Co .Inc Ip 15701 197 


8210260554 Forwards Engineering Planning 4 Mg t* Inc analysis of NHC 
sponsored fire tests evaluating 20-ft separation criteria. 

NOTLEY. D P Electrical Engineering Branch 02/09/29 KNlOhrON^ C? U 
Research 4 Standards Coordination Dranch 67pp 15930 193 


6210260431 Submits NRG findings r* Ph Ibro-Qal omon* Inc application For 
proposfd import of 500*000 tons U from Austral la* South 
Africa 4 other countries Proposal conforms w/std provisions 
MQOREi R N Office Of International Programs* Diroctor 92/09-/2& 
Office of International Programs* Director Ip 15060' 055 


NUREO NUREO REPORTS AND RELATED CORRESPONDENCE 


8206060002 Appeals denial of FOIA request for tegregable portions qF 
draft NUREG-0844f "Resolution of Unresolved Safety Issues 
A-SiA-’A 4 A~5 Rt 9t*am Generator Tube Integrity 

UDELLrR A Critical Mass Enargy Project 02/06/04 DIRCKB* W J. 
Office of the Executive Director for Operations 2pp 15660 333 


0207100061 FOIA request for documents re pre- Implementation review 
NUREO-0737* Item 1 1 F 2, 

C0NNDR*L Doc-6earch Asiodatei 02/09/Oi Division of Flulva j 
Records.^ Ip 15669 096 ^ 


0207290410 NUREO/CR-2229 VOS 

BWR LARGE BREAK SIMULATION TE8T8-BWR BLOWDOWN/EMEROENCY CORE 
COOLING program Volume 2-Apptndlcei I-N 

LEE.L 8, General Electric Co FIN B-3014 GEAR •'24962-2, 03707/ 

Dlvlilon of Accident Evaluation 552pp. Available at fJTJ-B 
♦ 13 00 14126 001. 
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269th ACftS mewting 
go^n. radioactive m 
traMpo*-*' requirements for die 


humeri factors program plan 
P ACRS - V* 

Sl-0278 - ■ - 


on 820909-11 m mgtonr DC 

matl packeginp for 
esel generators ^ 


82/09/21 PALLADINO. NJ 


on Reactor Safeguards 
Cammi s si bnere 3pp i5i49 ii36 


0210010307 Paclaj# of tAr«e comment* opposing proposed rule lOCFNSO 
re ffiandatbr^ property Insurant-^ for docontanii nat 1 on of 
nuclear reactor* 

OIESLER.C W Wlscdnsin PublU Service Corp WiTHEHS- B D Pacific 
Da* t< Electric Co KELIY,A B American Nuclear Insurer* 

47FR2737I 82/09/29 CHILK^S J Office of the Secretary of the 

Commission 19pp 13^9 269 


^^^wa%AFEK''lN*OAMHA RAOlOORAPHV A TfiAINlNO MANUAL FOR 

a office of Nuclear Regulatory Research. 
M?*itor 02/09/30 160pp 


H.soondi to FOIA request for 19 categories of documents re 
ra^tol? -vent. & safety ptoblems Foruiards documents 

of Sol,, .nd Rdtord., 02/06/28 UDEUU.R A 
cn “.1 M... Udrav POOJ.CI: 15pp 1S727 005 247 

riJil 80-000, 62/06/20, B21OO1OOO0 


8210010381 Package of fot/r cornmerkts on proposed rule lOCFRSO. 
''Mandatory Proparty Insurance for Dec ontami tiation of Nucleat 
Reactors ” Support* rule 

(IVATT. J H Louisiana Poiuer & Light Co DELLSV* H M CommonuJ eol th 
Edison CO rSQhffC O Houston Lighting S« Power Co 47FftF^737J 

92/09/34 Doctetlng Services Branch 22pp 15573 059 


8310040311 Forward* Revision 4 to SCP-Ol-A. "RAOCAL Oamma Th ermomelerii 
a* Local Poujar Maasuririg Device* for Use in Cores of PWRt. ” 
per MUReo-0390 

WARIMO.JP Scandpoweri 3 nc 93/09/29 DERNARO. H Stan dar«J 1 1 a 1 1 an 
S' Special Projects Dranch Ip 15566 196 


«:»im 40379 Submit* review of IE in*p* of operating PWHs related to 
' action* Identified in NURE0-013a Beneitlvlty 

analyte* recommended 
SUTLER. W B Plant Systems Branch 
aivliloa of Operating Reactor* 


77/12/28 ElSEN‘JUTfD 9 
I2pp 15727 285 


=310040396 Submit* evaluation of recommenda 1 1 on* contained in NURLD- 
fttSl "Evaiudtlon of Steam Generator Tube Rupture Events " 

Ueer*«f* should Investigate other techniques to more 

ItlJ^RV^^Sjflty Prog?!m Evaluation Branch 81/03/17 MURLEY* T 
otvUion Of Safety Technology 26pp 15758 007 

«m 0240413 Submits evaluation of NUREO-0667. ''Transient Response of W&w 
" niiiBned Reactor* " Recommends related studies ha combined 
L sMCifisd Priority 2 Items impUmonted hy eirpapdlng an 
.iliHhe tatk in TMI action p Un 

HiUqnr BtvisUn of Saftfty Technology 00/00/00 I>ENT0N/ M R 
SffU* of Nuclear Reactor Regulation. Director 43pp 15727 19'/ 

fteipond# to inquiry into statu* of DWR scram discharge vol 
llM tipeal safety concerns NUREO-OB03 contains guidance for 
outitaxidtng Issues on Plant by plant basi* 

RUS^JiiS D Director^* Office 8i/l0/02 LBWia M I APflJiatJon 
IJrtlTionn IP 19730 336 


-*fliD027OO96 Forwards concurrence on NllREO'*O0O3r "Generic Safety 
Fv4luJitioTi re Integrity of UWR Scram By* Piping " Any 
.iarifieant change* will be provided for consideration 
l cPEL6m,C Director's Office 01/07/30 EISENHUT^D 0 
Division of Licensing Ppp 15730 003 


'6111030201 Responds to inquiry Into statu* of DWR scram discharge vol 
tUi bTiat safety concern* NDREO-0003 contain* guidance for 
Msolvirg outstanding Issue* on pUnt by plant basis 
qyfilfl.S D Director's Office 01/10/02 LEWIS/ rt J, Affiliation 
Unlnewn Ip 19730 336 


-Q1Q1U0376 Foruardi finding* b recommandati on* for O Elin OlOllb memo 
r» Ti4ulr«flents of preferred or offsite power sye 
ASRE.F Director's Office QI/04/S9 MICHELSON. C Director'* 
OfMte 4pp 19729 070 


8310050360 NUREO/CR-3792 

an ASSESSHENT of RCS/W/AL heat removal AND CONTAINMENT SPRAY 
PUMP FERrORMANce UNDER AIR AND DEDR 1 8 INOESTINfl CONDITIPNB 
KAMATH.P S / TANTiLtO, r J . SWIFT. W U Crearu, Inc TIN A- 13:17 
D2/09/30 Division of Safety Technology llOpp Available at 
MfIC *5 50 35625 OlC 


0310050368 NURCO/Cn-2905 

RAMAN scattering TCMPERATURE MEASUREMENTS FOR WATER VAPOR 
IN NON-EOUIUIIIRIUM DISPERSED rWO-FHASE FLOW 

ANASTASIA. C M . NETI.3 . SMITH. W « Lehigh Univ FIN B-6794 
03/09/30 Divleioft of Accident Evaloatlon 804pp Available .ji 
NRC *7 OO 19624 061 


0210050300 NUREG/Cri-2761 

RESULTS OF VORTEX BVPPnBBsCR TB3T3, StNCLB aUTLET BUMP TEBT3, 

AND MI8CELUANEQUS SENSITIVITY TESTS 

rADMAKABMAN. M Alden Research Laboratory * &andla Laborat qr les 
FIM A-1337 6AND82''7065 82/0 9y 30 Office of Nuclear Reactor 

Regulation. Director llDpp Available at NRC *6 90 15625 K’O 


0210050397 NURC 0/08-2606 

ANALYSES OF 1/I9 SCALE CBEARE pYPASS TRANSIENT EXPERIMENTS 
KtlETVH. L N / BUXTON. L D . COLE, H K Band la tat ureter to* FIN 
A-lllD SANDBI-J^B^ 02/O9/3G Division of By stem* Integration 

((kusl 011005) 6ipp Available at NRC 45 00 15635 329 


0210090413 NUReo/CR-a920 

BEHAVIOR OF REINFORCED CONCRETE SLABS SUUJECTED TO COMDlNED 
PUNCH INO SHEAR AND DJATML 7EWSIQN 

UAU/W C . WHITB.R W / OEROCLY. P Commit Univ 83/09/30 
Dlviiion of Engineering Technology Ifl3pp Available at NRC 
t9 50 19624 266 


0310090410 NUflEO/CR"'a754 

critical review of studies on atmospheric DISPERSION IN 
COASTAL REGIONS 

shearer. D L 1 KaLEEL.R J TRC Envi ronmenta 1 ConauLtant*. Inc 
Battelle Memorial In*tlti;t*. Pacific Northwea.t uaboratPry PIN 
0-2304 PNL-4292 OS/09/30 Division Df Health. Siting U 

E-nvironment Sypp Available at NRC *4 73 13625 237 


-aiO«4D0O7 C optima nt* on NOREG/CR-1699 Vol 2. "Reactor Safety BfcuilV 
MetAfldologv Application Program Oconee 3 PWR Power Plant “ 
DEMMINO.R L Director'* Office 81/09/15 Dlrector'^* Office 
65909 2J7 


•'KlOOSfliSS Forward* summary of NUREO/CR-lA03r "Eiectrlcai raf 
iniulator* In Reactor Accident Environ." used as ref Jn Dfc 
.ofWuciear Regulatory Research comment* on *afBty concern* 
n gig* break* in DWR »Cr»m sy* 

EL-iefTAHYi M. Director** Office 01/06/26 Director's Office 
ffP n739:2BS 


0210050420 MURE O/CR-2897 

CALCULATIONS OF HYDROGEN DETONATIONS IN NUCLEAR CONTAINMENTS 
DV RANDOM CHOICE METHOD 

DELlCHATaiOS. M , GENADRY. M 0 . FARDIS.MN Massathuse tbs Inititute 
of Technoloyy FIN P-700S 33707/00 DlYimfon of Engineering 

Technology 2l5pp Available at NRC *7 50 15613 117 


0210050431 NUflEO-oeSS 

COMPARISON DETMEtN FXEtD DATA Am ULTIMATE HEAT 3im COOLING 
POND AND SPRAY POND MODELS 

CODELL. R 0 Pivl*iori of Engineering 82/09/30 67pp Available at 
NRG fS 00 15626 100 


Hl«10523 Commint* an proposed rule IOCFR50 re mandatory proparty 
intvrancr for decontamination of nuclaar reactor* 

"Nuclear Property Insurance Statu* k Outlook *' 

rule 

m>f 8 ifittUnippi Power U Light Co 47FR27a7I 041 02/09/24 

BMice of the Secretary of the Commlseion Ip 19568 0l9 


62100*0004 NUIIEG/CR-’13*9 ROI 

PROCEDURES EVALUATION CHECKLIST FOR MAINTENANCE/ TEBT AND 
CALIBRATION PROCEOUREB USED IN NUCLEAR POWER PLANTS 
BRUNEi R L . WEINSTEIN. M HPT. Inc * Sand la Lab orator 1 a* TIN 

B-3090 &ANO0G-7O94 02/09/30 Dlvlsjun of Pear tor Prutfram* 

23j>p Available at NRC *3 50 15636.308 


62:0010286 Concur* that NUnEO-0744. ''Resolution of Reactor V#«*tl 
K«tl« Teughness Safety Issue. " need not be reviaued by 

STaLO.Y Regional Operation* L Otnarle Requirement* 62/09/30 
DCKTQk.H R afftc* of Nuclear Reactor Regulation. Director Ip 

jw;b 181 


0210060417 NUftEG/CR-2260 ERR 

Ef rata. Changl no Report Number Df NURE0/CR‘'23'60 Ta 
NUfleO/CR*'26ao To. AN ANAUVSIS OF PROPOSED INLET FLOW BLOCKAGE 

experiments using MAYU-46 

4 EO^Oi Int EOG-2101 02/06/30 Off lea of Nuclear ReguJatary 

Reseerch. Director Ip 15636 248 
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B210070007 Responds to FQ I A request for eight categories of pecorda re 
ste^m generatori |c atean turhinet App A dpcuments provided 
>n R Udetl FO|A Request B|-313 For»i;ar(js documef^bs listed in 
App D 

FELTCW# J M Division of Rules and Records 8P/OB/10 LONG. D J 
IVinthrop. Stlmson# Putnam h flaberts 9pp 15d>45 063 24X 

Fiche 50-000. 82/08/10, 3210070007 


8210120092 NUR£0/CR‘’2d73 VOS 

WUCLEAR FUEL CYCLE RISK ASSESSMENT DESCRIPTIONS DP 
REPRESENTATIVE NOM-REACTOR FACILITIES Sections 15-19 
SCHNEIDER, H J . 9ICKFORD, W E i DALINO, P t1 Dattelle Memorial 
InatitutCf Pacific Northufest Latoratorq FIN D-2402 PNL-A30/| 

e2/0'9/30 Division of Risk Anai<jsis 36lpp Available at KPIC 

»9 00 15^x87 323 


— 9203260003 Recommends that STS limits for coolant activity 4 sampling 
requirement 1 be mcapporated into remaining operating plant 
Tech Specs Lj/Qth«r substantive change requests Iodine dose 
problems can be avoided by limiting coolant 
KOJSTONiR W Assistant Director For Radiation Protection 
02/03/04 NOVAK, T Assistant Director for Operating Reactors 
2pp 15645 235 


8210120102 MURE0/CR~2S73 VOl 

nuclear FUEL CYCLE RISK ASSESSMENT DESCRIPTIONS OF 
REPRESENTATIVE NON-REACTOR FACILITIES Sec ti one 1-14 
SCKMEIDER.K J , DICKFDRD.W E # DALINO, P M Dattelle Memorial 
Institute. Pacific Northuest Laboratory PIN D-2402 PNL-430^i 

B3/09/30 Division of Risk Analysis 376pp Available at NHL 

•9 50 1S6B& 313 


8210070029 Partial response to FOIA request for documents re CRBR ETS 4 
all comments, evalua tions L documents from BNWL re EIS 
Fortuards documents lifted in App A 

FELTONi J M Division of Rules and Records 82/07/lij WElSSiE I? 
Harmon L Ue i s s 8p p 1 564Q 004 


—8210070123 Forwards updated responses to comments on 1976 DEB, 
NLIREO-OID? re safeguards fuel cycle Info re radwaste 
shipments, d ] sposal site 4 licensed burial site included 
LONENQERO/ H Office of hTuclear Material Safety 4 
Safeguards. Director CRDR 02-69 82/06/15 LEECH. P Clinch 

River Breeder Reactor Program Office 15pp 15646 073 


0210080015 Addl response to FOIA request for 19 categories of info re 
nuclear reactor events h safety problems Forwards docviments 
listed in App A Documents in App □ completely withheld (ref 
FGIA Exemption 5) 

FELTON. J M Diviaio-n of Rules and Records 82/07/12 UDELL. I? A 
Critical Mass Energy Project 9pp 15665 027 24X 

Fiche 50-000.82/07/12.8210080015 


--9210080057 *'Cost Of Upgrading Capability to Isolate LPWR Main Feedwater 
8ys in Evsnt of Breaks Inside Containment.'' final rept. per 
statement of work for DOG Work Order 20-81-165. "Program for 
Cost Estimation for Proposed Saf-ety Requirements '■ 

DEAROEN. R 0 EG4G, Inc FIN A-6452 RDa-2-B2 02/03/19 I5np 
1566S 168 


— eaiQOSOaiD Forwards revised IE OTgani la tlnnal charts 4 functional 
statements for review $ comment Reorganl ta tions of G20t04 I* 

25 will be incorporated in NURE0-03SS 

BLAHA. J L Program Support Branch 02/04/29 LIEOCRMAN. J 
Enforcement Staff FOFTUNA.R Director's Office, Office of 
Inspection and Enforcement -CDDD. L I Division of Fuel 
Facllitlefi. Materials 4 Safeguards 7pp 15666 261 


— 0203040536 Comments on 8(i218 corrections to facility assessment 
contained in NUREO-oe34 re hearings 4 discussion of 
systematic assessment of license performance Revision to 
NUREB inappropriate Issue closed 

M35ELEV.N C Eystemetic Assessment of Licensee Perfor^nance Review 
Group 82/01/04 WtSSMAN. J? H NRC - No Oeta i 1 ed APP i 1 lat i on 

Given Ip 15669 256 24X Fiche 50-000.82/07/12,02100800 1 5 


— 9203040538 Forwards per f ariaance element summary for Uul 1979- June I9b0 
In rosponsB to ASLD request for testimony on systematic 
assessment of licence performance in general tr facility 
aisesiment in particular 

WerSSMAN.ff H Director's Off ice. Office of Inspection and 
Enforcement 81/12/10 MOSELEY. N C Systemetfc Assessment of 
Licensee Performance Rivlew Orowp 2pp 19669 234 2qX 
Fiche 50-000, 82/07/12, 6210080015 


estCOSOOSO Responds to FOIA request for documents re prelmpleme ntatmn 
of NURE0-0737r I tem HI F 2 Forwards documents listed 

and Records 03/09/16 CDNNORrL 
1 *iAAq 097 


'ntation 


ID 


able 


Q210120116 NUREO-0740 V02 NOB 

OPERATINO REACTORS UfCENSINO ACTIONS SUMMARY Data As Df 
August 31, 1902 (Orange Book) 

• MAnagem-ent Iciformation Branch 82/09/30 SSSpp 15603 J I >/ 


8210120119 NUREO-OSBO VI 1 N09 

REGULATORY LlCENSlNO STATUS SUMMARY REPORT Data As Of 
Septamber tS, 1902 (Blue BaoJk) 

« Management Infcrniatlan Branch 82/09/30 63pp 156Q9 0114 


8210120125 NURE0/CR-2a20 

RESOLUTION DF SHIPFSR-RECEIVER DIFFERENCES 
JDKNSTOM. J N . QROMNSi R J . STENART. K B Battalte Memorial 
Institute. Pacific Northwest Laboratory FIN D-B103 82/09/110 

Division of Facility Operations ll7pp Available at NRC 40 SkO 
136BB 33a 


621013039k Comments on proposed rule lOCFRSO re mandatory property 
insurance for decontamination of nuclear reactors 
(NUREO-OB?! ) Impositian of blanket coverage requirement 
poses restrictive economic hardship on smaller plants 
TAYLOR. JW Dfliryland power Cooperative 47FRa737i 042 n2/C'7/;M 

Office of the Secretary of the Commission Spp 19601 DOI 


8210130539 Forwards util comments on proposed rule 10CFR50 rf mAiidAtor 
property insurance far decontamination of nuclear reactors 
<N0Re0-099l> 

FLYNM.B F Carolina Power I( Light Co 47FR2737i 044 02/09/.^'^ 

WOOD) R 8 Office of State Programs. Director Ip 15692 263 


— B21Dk30550 Comments on proposed rule 10CFR50 re mandatory prupert^ 
insurance for decontamination of nuclear reactors 
CNUREO-0B9I k Present requirsments re property iniurqncs 
adequate to assure sufficient funds for d econtamina 1 1 on 
OARHAM. C D Carolina Power t« Light Co 47Fn2737l 044 rja/UV/»^'V 
CHILK. 0 J Office of the Secretary of ths Commission 
15683 264 


8310130554 Comments on proposed rule 10CFR50 re mandatory property 
.insurance for decontamination of nuclear reactors 
INUREO- 0891 ) 

MITTLfR L Public Service Electric 4c Gas Co of New Jersey 
47FR27371 043 82/09/24 CHILK. 8 J Docketing acBervlees nr/siish 

6pp 15684 OOl 


8210150347 NUREO-0730 Vl5 N05 

NUCLEAR regulatory COMM IBS ION ISSUANCES Kay 1902, 

» Division of Technical Information & Document Control IkJ/OTkv 
27&pp. 15722 001 


031 0150540 NUREO/CR-2404 

ANALYtINO SAFEOUARDS ALARMS AND RESPONSE DECISIONS 

AL-AYAT, R A r JUDD. 0 R . MCCORD. R K Lawrence Livermor* LaburpLuH 
FIN A-OllS UCRL-&3034. 92/09/30, Division of Fad 11 tv 

Operations iLSpp Available at NRC, $5 00 15726 13,1 


B210I90S49 NUREO/CH-Sasi 

A TEST op THE CONTROLLABLE UNIT APPROACH (CUAl CONCERT IH A 
LOH-ENRICHMEMT URANIUM FUEL-FABRICATOR FACILITY 
FQBTERj K M hound Laboratory/Monianto FIN A-1075 hlM 2V5/ 

03/10/31 Safeguard* Branch lOBpp 15724 061 


9210190590 N<JR£O/CR-2B09 

A TECHNICAL TEST DESCRIPTION OF THE NRC LONG-TERM WHOLE RtJO 
ANO CRUD PERFORMANCE TEST 

EtNZlNOER.R E,. FISH.R L Hanford Engineering Develapmen<i 
Laboratory. FIN B-2435 HEDL/TME 02-32. 82/09/30 

Engineerlnj Technology, 77pp Available at NRC fO 00 | ti 


B2101 50992 NUREO/CR-S791 

NETHODOLOOY FOR EVALUATION OF INSULATION DEBRIS EFFECTB 
Containment Emergency Sump Performance, Unresolved Safatu 
Usue A-43 ^ 


WYSOCKl . J ^ 
02/09/30 
NRC, te. 00 


KOLBEfR Sandla Laboratories 
Otvislpn of Safety Technology. 
19725 005 


FIN A-1296 
271pp 
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OtfuNSAtSsATED FLCDW AND TRANSPORT MODEL INO 
S:i?tf>D31W f j,tp g t NELSON.R W Datt»ll» M*tiii»rial InstltutCi 

M find- 2220 PNL“8A~10339 0a/09AlO 

av.<u.., nrc oo 

sms 156 


B2t02i00S4 NURE0/CR-S92a 
HSP'EC USER'S MANOAL 

JORDAN, H » SCHUMACHER. P M . OlESfiKE. J A Datt«iLe rii><roriai 
U^feitutB. Columbus uborator ie s FiN A-40&3 BMI-2100 62/09/30 

Of^itB at Nucirar Rcfful^torg Arsearchi Director 53pp Ay's 1 1 ab J 4 ? 

at NSC *4 73 157fl4 324 


OF droplet ENTRAINMENT AND 

"iSHl’f^M*” A^ow^MHonsl L.borator« FIN A-202* 
B2/09/30 Divlsian of Accident Evaluation 74 pp 

%72S CSl 


CRASH HATARDE 

. LtN‘H C . VAN ERP.J 0 Arg 
W^-CT-8w3a 02/09/30 


FOR NUCLEAR POWER 

onhB National Laborat^^rij 
Division of Health* Sitln(i 


riN 

E< 


'ii?’?«E«Mf!NTAL'MEASUflEMENT8 UNCERTAINTY ANALYSES VOLUME 

"iTfi-md measurement using pulsed neutron 

TAYLOR. D j EOse, Inc FIN A-AORD EOO-a037 ViTO 
olOuiPn of Accident Evaluotton 3Spp 19747 296 


’i?}i*?El>CTJTSRE''oA8-CDDLED REACTOR SAFETY STUDIES FOR THE 
W AtCIOEMT evaluation QuorloPlY Progreci Report, 

Uenelr, I'K.Pt^J 3*^' ^™*j.|_gygLAND. U C Dot Ri4ao National Latoratorp 
’iVVs-WE 2 0RNL/TM-8443/V1 82/09/30 Divuion of Accident 

hiuetloo I9I.P iS7U 113 


■'J?wlM£D'«LM''FL0w'BmUINO OF HION PRESSURE WATER IN A ROD 

. MULLINS. C D ■ YODER* 0 L Oak Ridge National Laborattiry 
^NUTM^MA 08/09/30 Divi.ion of Accident 


‘'ji^JllON'oF®iNSEBVtCe INSPECT IONS OF CREASED PRCSTRE8SIN0 

StSf J fi Oel Ridge National Laboratory FIN A-9044 
tfiuJri'92?0 &2/09/30 Division of Engineering Tethno lofty 
Tijf 15716 li9 


‘‘h5m«CH Sur“SuAL preliminary thermal MODEL AND TEST 

* RMieUtA C V neWAt9 N 8andio Latoratorlos MN 
Ir^o SANOe3-nSO 02/O<?/3O Division of Accident Evaluation 
3ijf 15716 133 


^IflSf^CORCRETrcONTAlNMENT SAPETY UNDER HYDROGEN 

rMS^JH^R^y^WACAR, A * peHCHATSrOSfH Massachosettf Institute of 
FIN 0-7065 02/09/30 Div* slon qf EnpinB.i'inii 

ulmlZl Avallehl* at NRC ♦? 30 13722 252 


haiBiOSl? NUflEa/CR-300D */01 MB 
uK Sr REPORT <LER) COMPILATION For Month Of 

s'SlftldJe Netional Laboratory FIND-1503 ORNL/NSIC-aOO 
K/S5 )w Director's Office lOOpp 15723.113 


6310210024 NUREO-0940 VOl NO 1-2 

EKlFOdCEhENT ACTIONS SIGNIFICANT ACTIONS RESOLVED Quarterly 
Pragraes Rep artr Uanuary-JuriB 1902 

»■ I>(r-«ctDr's Office. Office of Inspection and Enforcement 
02/07/30 250pp Available at NRC 47 50 157B1 107 


0210210037 MURE 0/0 R- 3673 

EVALUATION OF THERMAL DEVICES FDR DETEC TINS IN- VESSEL 
COOLANT LEVELS |N PWRS 

HARDY. J E . DAVI6. C E « TURNAOE. K Q Oak Ridgs National uabor.<itary 
FIN 0-0401 QnNL/TM-aooA 02/09/30 Di vision of Accident 
Evaluation 73p|> JS773 395 


8210210039 NUREO/cn-2609 

THERMAL- HYDRAULIC TEST FACILITY BUNDLE 3 IN-CDRE 
INSTRUMENTATION AND OPERATING HIS TOR V 

Orr. L U Oat Ridge National Laboratory FIN D'0l25 DRNL/NUHFO 75 
82/09/30 Division of Accident Evaluation I04pp 15774 <106 


0210210046 NUflE0/Cn-29l4 

CORRELATION Dp LIONITE 0ED9 FOR FAULT I DCNT I FICATION IN THE 
Hrsaiesipp/ ENUAYMENr area of western KENTUCKY 

COBB.JC d WILLIAMS. D A Kentoc K/. State of TIN D-'j97eS B2/09/30 
of NealtA. Siting t Environmen t 36pp Available at 
NRC 44 50 15706 012 


0210210091 KURE0/CR-29a9 

PALEOZOIC GEOLOGY OF THE NEW MADRID AREA 

SCHl/ALO*KR Illinois, State of * Illinoie. Univ of. 
Urbana-CAampa ign FfN 0-6351 B2/09/30 Division of Health. 

Siting ti Environment 69pp Available at NRC 49 00 l5705 105 


8210210094 NUReG/CR~2444 VOl 

PWR FLECHT SEASET ai-ROD BUNDLE FLOW DLOCKAOE TASK DATA 
AND ANALYSia REPORT, NRC/ EPR I /HE ST INCH OUSE flEPOST NO ll 
LOFTUSfrt J ♦ HOCimeiTER.L E , UEE.N Westinghouse Electric Coi p 
FIN B-6204 EPRl ^>-2014 02/09/30 Di vis- ion of Accident 

Evaluation 560PP 15703 001 


02 I 021 0329 Forwards proposed proprietary Revision 3 to Topical R^^pt 
EDR-l(P)“Ai **E<lerer» Nuclear Safety-Related Cifcra-Bafe ty 
Monitor log OC-SaMI Cranes ” Rept ulthheld <ref lOCFRS 790 J 
CLARK. C H Ederer. Inc 63/10/00 TH3MAS«C Standard i latl on & 
Special Froiects Branch 3pp i5765 296 


0210220047 Proposes to submlt.by end of CYQa. ftva 1 vation of ACRE 020810 
ret omandatl 0(14 re control roqen Kabl tebl 11 ty & NRC plans 
for Irnplomont Ing design i mprove nehts 

DIRGKS.W J Office Of the Eie<utive Director for Operations 
02/09/17 BHCWMDNiP B ACflS - Advil ory Committee on Reactor 
Safegverdf 3pp 19766 219 


—6210220048 Comment! on ACR8 02OBI0 1 tr re control room habitability 
Response should address burden of neu requirements on 
11 c enseei I 1 imited NRC budget S. overall contribution to total 
fist 

aOODUUUe.F Technical Support Branch 62/08/24 MATTSON. R J 
Division of Bystims Integration Iposfc 01)0051 3pp ppr» 


SilMWWa 14JREQ/CR-2922 

quick PREDICTIDNS with RE6UUT8 OF SELECTED 
F£<ENT AEFCaOL BEHAVIOR EXPERIMENTB ^ , 

jWOAh.K* BCHUHACHEttrP M * GIESEKE.U.A. I* 

Initltuti, Colupbut Laboratories FIN A-4063, DMI-a099 
crifce of Nuclear Regulatory Research. Director 37pp 


82/09/30 
19726 3P4 


RKHtOUQ RMPbitds to 020005 Itr re unresolved Issues from 820619 Itr 
Tt fuiiieuati requirements developed per TMl Item I.D I 
jbniiniint of responsibility for human factors within NRC »* 

KiHtfi cf opirator integrity addressed 

KNmw P Office of HucUar Reactor Regulation. Director 
52 iW/lb 6HEEHY.E J Affiliation Unknown 29pp 15798 207. 


-B30JieOOfl8 Informs that response to 820615 Itr incomplete In areas nf 
l,Ain f«ctor evaluation of AOt 6 ability of operator to act 
U trtlfid. ^ ^ 

SriEEHy.EJ Affiliation Unknown 82/08/05 PAULADlNO.N J 
^MlssHnerf. 8PP- 157S6 234 
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NONDUUKt I CU 1 1 civii? 


0210320154 NUREG/CR‘-2444 Wa 

PUR FUECHT SEASET Sl-RQD BUNDLE TLOW BLDCHAOE TASK DATA AND 
analysis REPQRnNRC'EPRr/igE5TlNG>iauSE REPORT NO U 
LOFTUS/h J , t^□CHREITER,L E , LEE* M Westinflhouse Eleckric Corp 
EPRI NP-201A 0a/O'?/'3O Division of Accident Evaluation VO&pii 

Available at NRC i 1 5 00 |57<^6 126 


0310520353 Cormnents on propoSEd rule I0CFP50 re inandatorij proper tifi 
mturanco for decon taninatton of hoc 1 ear reactors 
<NURE0-0SR1> Insurance proble.nis should renia in respans i b 1 1 i ti^ 
of utils it NRG should not impoie mandates 

OtXON-0 W South Carolina Electric (i Qaa Co 47FR27371 OAA 
02/10/11 GHILK^S J Office Of the Secretary of the Commistinn 
2pp 15776 271 


0210250030 Fopuards NUREO/CR-a927. "Nuc 1 ear Power Plant Electr«cal 
Cable Damag ea h 1 1 1 Eiperiments " Potential problem re 
cable failures at temps less than min temps required for 
LOCA atmosphere should be brought to attetion of ASLQ 
NOTLEY, D P Electrical Engineering Oranch 09/09/30 KNIGHTDNrC W 
Research t, Standards Co-ord mat i an Branch Ip 1 5000 371 


ORO CORRESPONDENCE WITH OTHER ORGAN I Z AT I DNS 


8308190233 IE Info Notice 0O-35i Suppl 1, “Lealting 1< Dislodged 1-195 
Implant Seeda Svc list end 

GQDOiL I Division of Fuel Facilities. Materials i Safeguards 
83/10/06 Consolidated Edison Co of New York 66pp 157fil 'J’lD 

24X Fiche 50-000.83/10/06,0300190233 


Q208J9033B IE Qulletin 82-03, "Stress Corroeion Cracking in Ttilcli- 
Wal 1. Larg e-Dl ameter. Stain less Steel , Rec ircu la ti on Sgs 
Piping at BWR Plants ” Svc list end 

DEY0UN0,R C Director’s Office, Office of Inspection and 

Enforcement 82/10/14 Consolidated Edison Co of New York 

U5pp 15810 125 24X Fiche 50-000,82/10/14.0208190230 


0104000309 Std order for DOE work ‘’Program for Cost Estlmailon fp-r 
Proposed Safety Requirements." Issued to ID Operations Dfc 
Statement of wort enr 1 

GRENIER. B L Office of Nuclear Reactor Regulation, Director J- Ifj 
A-6452-i 20-81-165 81/03/12 6pp iS665 103 


-'8210250033 Forwards NUREG/CR-a92/, "Nuclear Power Plant Electrical 
Cable DamageabiUty Eipertmfinits " 

LOKENS. L t Sandia Laboratories 02/09/30 MOTLEY, D P 
Electrical Engineering Branch 4lpp 15008 272 


6210260206 NUREC/Cft-a7lO 

MASS FLOW MEASUREMENTS UNDER PWR REFLOOD CONDITIONS IN A 
DC 'INCOMER AND AT A CORE BARREL VENT VALVE LDCATION 
HARDY. J E Qak Ridge National Laboratory FIN D-OAIS 
ORNL/TM-8331 02/09/30 Division of Accident Evaluation 46pp 

1S831 001 


B21O3602U NUReO/CR-3B77 

INVESTIGATION OF CABLE DETERIORATION IN THE CONTAINMENT 
BUILDING OF THE SAVANNAH RIVER NUCLEAR REACTOR 
GILLEN. K T , CLOUGH. R W . JONES. L H Sand i a Laboratorleo FIN 
A-lOSl SAND01-2613 02/09/30 Divisinn of Engineerins 

Technology 4Spp 15931 046 


'-8310080054 Forward* "Cost of Upgrading Capability to Isolate iPWFf Main 
Feedwater Sys In Event of Breaks Inside Containment. " final 
rep t, in response to statement of work in TE Murleg 810616 
Itr re INEL technical assistance to NRR 

SAFFELL,B F EONG, Inc FIN A-6452 SAFF-I 55-03 03/04/14 

SOlECKIrO E Energy, Dept of. Idaho Operations Office Lo 

15668 167 


8210130378 Forwards request for 0MB review & supporting statemenl r* 
reporting *. recordkeeping requirements of J0CFR73 concerning 
physical protection of plants matls 

WORRY, P 0 Office of Administration 82/10/08 SCURRY^ N UP flee 
of Hanapement & Budget ip 19692 233 


021012038a Forwards tectuest for QMB review & supporting statsmuni rp 
final amend to lOCFR7i 12 concerning general IJcensr for 
shipment in packages approved for use by another person 
N0RRY,P 0 Office of Administration 82/10/06 SCURRY. N (Irn.ie 
of Management b Budget ip. 15672 342 


8210260215 "TMf Action Plan Tracking Sys, " 830630 issue 

K1N0,M Office of Resource Management, Director 02/06/30 ISVpp 
15831 527 


0204300090 5009-92“ I 43 

Requests approval of draft Rep t to Congress on AO 
(NUREC“0090) for Oct-D«c 1901 

OIRCKS, W J Office af the Executive Directoi for OperabLons 
02/04/02 40pp C5S3ei 225 


0310370 1 06 Forwards request for QfID review It supporting statement ro 
KUREG'0906. " Guidance for Imp h amen tat ton of SRP Rule." per 
lOCFRSO 34(g) amend 

NORfiY. P G Office of Administration 02/10/20 SCURRY. N Office 
or Management |i Budget Ip 15032 320 


0210270322 SECV '02-407 

Advises of issues remaining from 820109 meeting re 
instrumentation for detection of inadequate core coaling in 
FURs Requests action on update recommendations for 
imp iementat i a n of NU0EG-D737. I tem II F 2 

OfRCFS. W J Office of the Executive Director for Operations 
92/10/07 12pp iSBSl 323 


0210270331 NUREQ-Ck267 ROl 

PRINCIPLES and PRACTICES FOR KEEPING OCCUPATIONAL RADIATION 
EXPOSURES AT MEDICAL INSTITUTIONS AS LOW AS REASONABLY 
ACHIEVABLE 

BRODSKY, A Diviaipn of Facility Operatlnns 62/10/31 90pp 
Available at URC *3 50 15048 022 


B21027033B KUReo/CR-2799 

A PARAMETRIC STUDY OR CONTAINMENT EMERGENCY 8UKP 
PERFORMANCE RESULTS OF VERTICAL OUTLET SUMP TESTS 
HRE/N. M S , WESrER.M J , STRCM, P. O Sandip Laboratories FTM 
A-1296 SANDB2-7062 02/10/31 Division of Engineering 

Tecbnolosv lJ3pp Available at *^RC 35 30 15047 271 


0210270371 Summary of ACRS Qabcommittee on Reactor Radlolagical Cffoiti, 
820720 meeting in Washing ton, DC re mathorfs for reducing 
radiation exp asurs, exposiii e histariei at PWRi 1 status of 
NURe0"076l, "Radiation Protection Plans far Licensees " 

* ACR8 - Advisory Cammifctee on Reactor Safcgiiards. 82/09/17 
ACRS - Advisory Committee on Reactor Safeguards I7pp 1SB33 006 


8210120402 Responds to approval request for info collection re 
lOCFRlSO Request approved through 850630 under OMB Number 
3150-0032, per Paperwork Reduction Act. 

SCURRY, N Office of Management 6 Budget QMD 3150-0032 IfS/ilV/ | ,f 
SCOTT, 8 Document Management Branch Spp 15692 SSO 


0210120404 Responds to approval request for info coUecfclan ry dnmp^t i 
licensing of source inatl, 10CFR40 Request approved through 
030930 under OMB Number 3150-0(320, per Paperwork Reduction 
Act 

SCURRY, N Office of Management Budget OMB 3150-0020 IKVUY/»*l 
SCOTT, 8 Document Management Branch 2pp 15692 252 


0210120501 Transcript of 820910 public meeting In Wash Ing ton, DC re 
FEMA briefing on offsite appraisals program Pp 1-63 
Yiewgrapbs enci 

4 ComiTti Si loners 02/09/19 B7pp 1S60S 232 


0210120599 Staff requirements memo re FEMA 820917 briefing un offek|.» 
appraisals program for commercial nuclear power plants FJLMA 
should provide NRC w/lnfo re avallabiUtu of emergency plans 
6 public broadcaiti in foreign language 

CHlLKrS J Office of the Becretary of the Commission MDaOVi/jg 
02/09/24, 81CKWIT,L Office of the Executive Director for 
Operations DIRK8,W J Office of the General Counsel Ip 
19672 349 


8210190236 Forwards 10CFR2 206, lOCFRa 202, supp lementarg mall 
accompinying issuance of original rule in 1974,1977 amend 6 
FR notice re 10GFR2 206 procedures 

QURN8, S Regional Operations 6 Enforcement Division 82/09/ lA 

GREENE, K Federal Emergency Management Agency 0pp, 15706 (k%„? 


0210220072 Informs that proposed rule on radiological pnottctlori 
activities coordination plan will be reviewed within nsit 
few months for congruence w/NRC/INPQ umbrella memorandum of 
agreenient re plant evaluations 

DIRCKQiW J DPflca of the Executive Director for Opgrstltjns 
0S/O9/2Q W7(.KIWS0N, E F ffistitute of Wuc leap Power Operaliont 
2pp 15706 245. 


"'Clio rtf 
If 


— 8200010019 Informs of acceptability of end draft App 0, 

Plan for NRC/INPI3 Radiological Protection Artiyitjae, 

NRC/INPO umbrella memarandum of agreement re plant 
evaluations 

I4ILK1N90N, U, P Institute of Nuclear Power DperatJone 
OWCKS.M^J Office of the Executive Director for Operetlom* 



IMUIMUUl^l^tllZU IICIVIO 



flf fUrjige«»''t & Bi/dget 


15914 333 


-JI03A0514 Forwards request for OMD review Z, Congressional Info 
^ ^llectton request re economic & worker safety aspects of 
JrotH'f' concerniny steam generator tube integrity (generic 

P 0 Office of Administration 82/10/22 SCtIRRYiN Dffiic 

<f rtjnigirisnt * Budget Ip 15B14 325 

-tr.3h70L0i Foruerd* request for 0MB review li. supporting oiatement re 
"Guidance for Imp I ementat ion of SRP RuU* '* per 

''■‘'"‘"‘•‘'■•tioii Ba/IO/20 SCUHRY.N Office 

«. Be-get If 1=83= 320 


6210010226 Package of two cajn/nents opposing proposed rule 1 OCFR 50 re* 
mandatory property insurance for dec o ntami nat i on of 
nuclear reactorg 

SANDERSfW L Alabama Power Co GOODMAN. L Affiliation Unknown 
47FR27371 82/09/27 CHILK. S J Office of the Secretary of tPn^ 

Commission 7pp 15566 021 

8210010230 Package of three comments on proposed rule lOCFR^O to 
licensed operator staffing at nuclear power units 
COUNSlLfU O Connecticut Yankee Atomic Power Co CCIUNSIL. U O 
ffortheest Nuc lear Energy Co (subs of Northeast Otilitipsl 
COUNSIL. W O Northeast Utilities 47FR3B1 35 02/09/29 

D-acbeting t Services Branch t3pp 15560 24B 

8210010232 Package of three comments opposing proposed rule l()Cril5(l rn 
i icensedt operator staffing at nuclear p Qwer units 

GIESLERf C Uisconsin Public Service Corp SMITH. J E Amoritan 
Nuclear Society BMlTHi J E Duke Power Co 47FR3ai35 02/09/^9 

Docketing Cc Services Dranch Ilpp 15974 062 


-irsTDllfr «t‘ipandi to approval request for Info coJlfiction re 
i«FR« a" J.n^rrina record, of telethereeg in.o. fc 
.irvicino Request approved through 830630 under QME Number 
1 i^fl -001 Oi b or Paperwork Reduction Act 

i Offlc! of Management ^ Budget DMD 3150-0010 B 2 / 10 /DB 

KOTTfS Document Management Branch 2 pp. 13932 34 S 


8210010393 Comments on propovril rule I0CFR50 re licensed operator 
staffing at nuclear power units Requirement to have two 
senior reactor operators on shift should bo reconsidered & 

Imp 1 emeu tat ion date delayed for I yr 

HOUCHTONfTC KHCf Inc 47FR3eJ35 00a 82/09/27 CHlLltf B J 

Office of the Secretary of the Commission I4pp 15569 197 


53 ia 27 Ql 19 Responds to approval request for info colUcticin 
c^litrment program Request approved through 031031 under 
rw 3 RvfttsT 3150-00913 per Paperwork Reduction Act 

Office of Management 8< Budget DMD 3150-0091 
S*OTT<S Document Management Branch 2pp 15832 344 


re Hark I 

02/10/09 


--9207050005 Informs that vendor has been working closely u/ulilti fc MlM 
In developing personnel requirements for operator s of 
nuclear power plants NRC should issue regulations or 
guidance not dictate means of meeting requirements 
RNUTH. D F KMC, Inc 82/07/13 PALUADIND.N Commi s s i ono T i. 

9pp 1SS69 202 



OEyoONO.R C Director 
EiloTCiment 6pp 15036 330 


s DfficQj Office of Inspection and 


8210010302 Comments on proposed rule 10CFH50 re mandatory propurty 
insurance for decontami nation of nuclear reactors Supports 
rul e 

SPENCefl.M 0 Texas Utilities Generating Co 47rR27371 033 
82/09/22 Office of the Secretary of the Commission Spp 
IS568 300 


— KlCr2T&304 Requests comments on planning guidance for preparation of 
jelrral radiological response plan by 821015 Results of 
rivieu will bi provided for consideration t< comment 
eEYOUNO.R C Director's OfPlce» Office of Inspection and 
cnlortement 82/09/20 DENTON. H R Office of Nuclear Reactor 
R*^L^latlor. Director MAVNE8.R C Region I# Office of Director 
O'SeK-LY*^ P Region 2, Office of Olrecbor Ip 15036 336 


8310010307 Package of three comments opposing proposed rule lOCiR50 
re mandatory property insurance for d econtaminaii on of 
nuclear reactors 

OIEBLERiC W Nlsconsin Public Service Corp WJ THER8. I) D R at I f i f 
Oas tc Electric Co KELLV^A D American Nuclear Insurers 
47Fft2737l 82/09/2B CMltH.S J Office of the Secretary of tlie 

Commission 19pp 15968 2Q9 


^lO«0450 Forwards^ for info. draft rept Z< apps on pressurlted ihormal 
slmk Confuted rept will form basis of Commission paper 

ullMsIo^C Assistant Director for Operating Reactors 02/09/2'n 
>*3MIR3'F Atomic Industrial Forum 2pp 19863 lOi 


i PROPOPED RULE 


Transcript of 020619 public meeting re certification of 
Tidieftaphers (Region 51 in Oakland/CA Fp 1-99 Exhibits 
MCi 

I CoMiiisioners 02/06/15 121pp. 13847,206 


E2LMi&tB9 Cemments on proposed rule lOCFRSO re fitness for duty Rule 
ilsuW ts altered to require that any individual 
iMiitinMally injured by licensee application of rule be 
ifloTjed adequate opportunity to rebut info 

ILACHKOH^R F Affliiatlon Unknown 47FR339aO 024, 82/09/24 

Doclltlng Zt SirvUss Branch 13pp 19960 030 


ttlMLOHO Comsents on proposed rule 10CFR90 re fitness for duty oF 
nuclear pouir slant personnel Opposes rule 

0€«Mr*DK Affiliation Unknown 47FR339B0 025 82/09/2/ 

Cillkting U Services Branch ip 19560 020 


ICIOOIOSIQ Comments on proposed rule 10CFR90 re fitness for duty 
4 l null ear power plant personnel Opposes rule 

S1JTW.>1 E American Nuclear Society 47Ffi 33900 026 02/09/27 

H^cttllng U Services Branch 2pp 19960 020. 


B2LC4I0223 Comments on proposed rule lOCFRSO re mandatory property 
IniuTSnce for d«c ontaminatlon of nuclear reactors I,* 

KnE4-0891f '•Nuclear Property Insurance Status S( QutlDOlc " 
rula, 

nWK.F B Hlssisslppi Power t< Light Co. 47FR27371 041. 92/09/24 

BIMlk of the Secretary of the Commission Ip 19569 019 


8210010310 Commants on proposed rule IOCF05O re Btaffing at nuclr>.t)r 
power plants Opposss rule 

LEWI8.M I Lowls^ M 47Fft3G135 006 82/09/10 QfftCB of tho 

Secretary of ths Commission Ip 15560 264 


8210010323 Coffinents on proposed rule iOCFRSO re licensed operator 
staffing at nuclear pouir units Comment period should be 
extended 6 months, during which time NRG should introduce)- 
add! evidence to justify proposed rule 

POPEO, D J Washington Legal Foundation 4 7FR3ei35 007 02/09/3/ 

Docketing U Barvlces Branch 5pp 15574 039 


8210010374 Package of two comments opposing propasad rule lOCTRSO. 
’‘Mandatory Property Insurance for Decontamination of Nuclear 
Reactors “ 

PARKVN.UD Affiliation Unknown 6DUCY.A R Yankei Atomic EUctn 
Co 47PR2737i 62/09/24 Docketing Zt Bervices Oranch 9pp 

19973 090 


8210010301 Package of four corments -on proposed rule iOCFRSOi 
'’Mandatory Propsrig Insurance For Decontamination of Nuclear 
Reactors ” Supporte rule 

UYATTrJ M Louisiana Power b Light Co OELL0Y. H Mi Commonwen 1 th 
Edison Co. ROBERTfiON. C 0 Houston Lighting U Power Co 47rna73/l 
82/09/24 Docketing ti Bsrvlces Branch 22pp 13573 039 


0210120147 Responds to 820030 Itr expressing concern re final vcrslnn 
of lOCFRl61f "Ulceniing Requirements for Land Disposal of 
Radwasta, ” De minimis issue for managing low level radwaste 
will be addressed teithln next fe>*^ yrs 

MARTIN. JB. Division of Haste Management 82/09/21 HARRIS. B U 
Health Physics Boclety 2pp 19692 177 


8210120173 F-orwards mfnutsi of 020729 briefing on lOCFflbO U/q tncl 
BEUL.MI J High Level Waste Technical Development Dranch 82/06/31 
BOHUNOEft.L H Louisiana. State of LIEBOLD.HC AffillatioTi 
Unknown CAHIL^P C Environmental Protection Agency 4pp 
19*92. 209 
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6310130270 PaE:l( 49 e of thre« comnient? supfvortinQ- propa-si»d rule 
I0CFR30* '‘Applicability of License Conditions t Tech Specs 
in fmorgenc y " 

CLAVTQNiF L Alabama Pouer Co WULLER*Q E Illinois Pauer Co 
PARK.VfJ, D AfPiliattan (JnWnoun 47FR359*?i» 82710704 CMILK.SJ 

0»rice of the Secretary of the Com/nission 5pp 1 5A79 004 


821013027? Pad age of fcuo c o rrume n t s opposing proposed role 10CFR50 ri 
ritnoss for doty of personnel u/unesc or ted access to 
protected areas 

D'TaOLEa J D Consolidated tdison Co of New Vork FOPEO. D 
Washington Legal Foundation 47FR339S0 82/10/05 CKILK<G J 

Office of the Secretary of the Commission tlpp 15678 355 


Q2101302S2 Package of three comments on proposed rule lOCPRSO re 
fitness for dvt^ of personnel ui/une sc or ted access to 
protected aroas 

JEM3< W H Detroit Edison Co QIESLERi C W Wisconsin Public Seivici* 
Corp KEARNEy, JJ Ed i son E ! e c tr i c Institute 47FR3 390O 
82/10/04 CH!LVt»S J Office of the Secretary of the Commission 
l*lpp 15678 264 


0210130331 Comaients on proposed rule lOCFRSO re mandatorii property 
insurance for dec ontami nati oti of nuclear reactors 
(fWHEG-0Q91 ) [mpnsitjon of blanket coverage requirement 
poses restrictive oconociic hardship on smaller plants 
TAyuOR. J W Dairy land Paujer Cooperative 47FR27371 042 82/09/23 

Office of the Secretary of the Commission 2pp 15691 001 


82101GD391 Comments on proposed rule lOCFRSO re fitness for duty of 
personnel u/unescorted access to protected area Esisting 
program adequate Transternng authority to federal level 
(Jill not improve effort 

LUNDVALL-A E Daltimoro Gas U Electric Co 47FR339aO 027 
0fVO7/3O CKiLWiS J Office oe the betretary of the Comaii ss i on 
2pp 15601 004 


G210130396 CommeTits on proposed rule lOCFRSO re fitness for duty of 
personnel u/unescorted access to protected areas Great 
latitude for imp 1 ament ation would provide better end 
product than rule that defies compliance Opposes rule 
ANDOONINI.G C Antona Public Service Co 4 7FR 33980 020 92/09/2/ 

Docketing 6 Services Drench 4pp 1568! 021 


B21013O399 Package of 10 codiments opposing proposed rule lOCFflSO re 
fitness for du + y of personnel uj/unest or feed access to 
protected areas 

Kf^UTNi D F KKC, Inc UHRlG, R E Florida Power 6 Light Co 
CQU.MSIL.W G riortheast Utilities 47FR3390G 92/10/04 CHIL^t.b^l 

Office of the Secretary of the Commission 33pp 15681 128 


Q310130402 Comments on proposed rule tOCFR5D« "Licensed Operator- 
Staffing at Nuclear Power Units “ Requirement to have senior 
reactor operator domiciled to control room would not 
contribute to overall plant safety 

DELGCOnCE-L O Commonwealth Edison Co 47FR30135 017 82/07/27 

Docketing ^ Services Branch !p 15692 064 


« 0210130433 Comifients on proposed rule tOCFRSD "Licensed Operator 

Staffing at Nuclear Power Units " Need for proposed rule has 
not been adequately established 

1 HELFRICH.R E Vankee Atomic Electric Co 47Fn38l35 021 82/09/27 

I Docketing Services Dranch 4pp 15692 055 


6210130521 Package of two commants on proposed rule lOCFUSO# "tscenced 
Operator Staffing at Nuclear Power Plants " 

MlLLSfL M Tennessee Valley Authority VANDEWALLEi D J Consumers 
Power Co 47FR3B135 &2/JO/-04 Docketing & Services Dranch 

6pp 13602 355 


eists on proposed rule 10CFR90> *'App 1 1 c#b 1 1 i tg of Licensu 
’"ech Specs in Emergency “ Supports rule 
efensepDept ofi Defense Nuclear Agency 47PR3S996 006 
ich 5od 15603 001 


y 


0210130554 Comments on proposed rule IOCFR50 re mandatory property 
insurance for decontamination of nuclear reactors 
IN0REG-0B91 > 

MITTL.R L Public Sarvlce Electric Gas Co of New Jersey 
47FR27371 043 82/09/24 CHILK>S J Docketing h Services Branch 

6pp 15634 001 


8210130506 Comments on proposed rule lOCFRSOi "Licensed Operator 
Staffing at Nuclear Power Units " Mm staffing table should 
be modified to indicate two-operator requirement for 
two-uni t< one-c ontro 1 room plant 

FAYiC W Wisconsin Electric Power Co 47FR38135 010 02/09/27 

CMILKtS -J Office off the Secretary of the Commission 2pp 

13679 oaa 


0210130594 Comments on proposetf rule lOCFRSOi "Licensed Operator 
Staffing at Nuclear Power Units " Due to difficulties in 
obtaining qualified per lon-nel , ef f ec 1 1 ve date for rule should 
be ectended to 840101 

THORPE* J R General Public Utilities *♦ GPU Service Corp 47FII30133 
016 02/09/20 CHlLKi S J Office of the Secretary of the 

Commission )p 15679 116 


0210130599 Package of two comment* opposing proposed rule lOCFftBO 
’Licensed Operator Staffing at Nuclear Power Units " 

TUCKER* H 0 Duke Power Co MATTIMOEi J J Sacramento- Municipal 
Utility District 47 FROBISS 82/09/30 Docketing 6 Services 
Otanch 0pp 15679 -050 


0210220226 Comments an proposed rule 10CFR34 providing third party 
certification of rad i o-grap h ers Measure would be excellent 
step in direction of safety 

LOW/ R t Associated technologies. Jnc 47FR191S2 090 02/05/11 

JONES* J A Office of the Secretary of the Commission Ip 
15776 209 


0210220246 Comments re proposed rule 10CFR34 providing for thtr<^ pai tg 
radiographic certification Opposes rule 

THOMPSOM/V J Vester J Thompson. Jr . Inc 47FR19152 091 
02/05/21 GOOWIN/A V Alabama/ State of Ip 15776 19? 


0210220256 Comments on proposed rule IDCFR34 providing for 
certification of radiographers Supports rule 
SACKETTfM K Affiliation Unknown 47FRl?lS2 0a7 82/06/0Q 

JONES* J A Office of Nuclear Regulatory Research. Director Ipp 
15776 183 


5210220295 Package of two comments opposing proposed rule 10GFR50 ru 
Pltoes* for duty 

COLLINS, R M Bechtel Corp FLVNN.S F Carolina Power L Light Cci 
47FR339G0 82/10/07 Docketing 6 Services Branch Gpp 

15775 076 


021022-0301 Comments on propoeed rule 10CPR50 allowing waiver of lech 
Specs during emergency situation if necessary to protect 
health 6 safety of public Supports rule 

UITHERS.G D Portland General Electric Co 47FR35796 Oil 
02/IG/O5 Docketing Services Branch Ip 15776 104 


92(0220306 Commenta on praposed rule 10CFR90 re app 1 icab 1 1 i tV of 
license conditions &( Tech Specs in emergency Applauds rule 
for providing leeway to protect health & safety of public 
Deplores need for rule which should be self-evident 
GOODMAN* L S Affiliation Unknown 47FR35996 OlO 02/10/07 
Docketing t* Services Branch 2pp 13776 179 


9210220316 Package of five comments on proposed rule I0CFR34 providing 
for third party radiographic certification 

HAMILTON, J F Oklahoma Steel Castings Co MODES, K C Universal 
Technical Testing Laboretor lei , Inc MCINNI8,E l Jacksonville 
Shipyards, Inc 47FR19152 02/10/08 JONES, J A Office of Niicl*fl.r 

Regulatory Research, Director 17pp 15776 120 


9210220321 Package of two comments on proposed rule 10CFR34 providing 
for certification of rad i ograpb ers 

MICKLICff, R M Rockwell International Corp BRADLEY, F J New Vork, 
State of 47FRl<flS2 82/10/08 JONES, J A Office of Nuc 1 ■ or 
Regulatory Research* Otrector 7pp 15776 170 


0210-220326 Package of two comments on proposed rule 10CFR30 re licenft«d 
operator staffing at nuclear power plants 

MITTLtR L Public Service Electric I( Gas Co of New Jersey 
PRATT* C M Power Authority of the State of New York 47Ffr39l3S 
02/10/07 CHlLKfS.J' Office of the Secretary of the Commission 
2pp 15776 045 


8210220333 Commenta on proposed rule lOCFRSO r« licensed operator 
staffing Rule lacks true applicability to criteria of TMI 
lessons learned Ignore* compi ei ity, range of different 
facilities U human factor issue of tiie of control room 
PARKVN, JD. Affiliation unknown 47FR38t3 5 025 02/09/26 

Dockating 6 Services Branch 2pp 15776 181 
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of comments tm proposed rule 10CFR50 re 

* for Personnel u./unescorUd access to 

0*^0** KoustJon Lighting 8< F»ouer Co DALE, L F Miesissippi 
B & Liflht Cd VAMDEUALLE, D J Consumers Pouier Co 47Fifl339B0 

^/*0/0«1 CnriK.S J office of the Oecretarg of the Commission 

comments on proposed rule 10CFR50 re licensed o^eratOT 
Shared control room w/identical layout & contToU 
^ y.Bth unit of (aulti-upit stations proposed 

JIvIdIqS U « Cleveland Electric HJuminating Co 47FR3B135 0^2 


r+viD^Qh 

^2/09/?5 


DBcketirg ti Services Branch Ip 15776 026 


Ftruards c 
F*Ut.lCK-L R Pip-® 
A Office 
13776 151 


omments on proposed rule 10CFR34 W/o oncl 
Fabrication Institute 47FRl9l5a 086 Q2/09709 

of Nuclear Regulatory Research, Director Ip 


''1&2^O340 C^r.ments on proposed rule 10CFR30 re fitness for duty «,P 
urunescorted access to protected areas Propoaed 
til# Xild be coordinated u/AN9l/ANS 3 3 Bcreening 

Stone t Webster Engineering Corp 47FR339B0 045 
emJfS* Oocleting & Services Branch 3pp 13776 26B 


821D2Z0403 package of two comment* on 
applicability of Licanse conditions 
enteryantv 

KQESTERpO L Kansas Oas 6 Electric 
State of 47FR35996 02/10713 

2pp 15779 164 


proposed rule 10CFR50 r* 

It Tec h Specs in 

Co FUEN-TE. E S Mississippi' 
Docke^iOQ 6 Service* Branch 


621O220409 Petition for eveoiption fro® scheduiar requiriQimenti of 
proposed role 10CFR30 re hiydrogcn control 

UTLEV,E E Carolina Pouei irLigfit Co 43FR65466 B2/|0/il 
CHiLKpS J Office of the Secretary of the Commisclon 4pp 
15779 207 


6210290234 Package of four coirunpnts supporting proposed rule lOCi- h5(l 
re appUcabiiltg of license conditions 6 Tech Specs m 
emergency situations 

» UeDoeuff Lamb* Leiby 6 MacRae OlEfiLER, C W tiisfonsin f^ubjic 
Service Corp FJSHEfttC R QA Tocftno log l e* . Inc /General Atomic Co 
47FR35996 62/(0/21 CHlLK- S J Office OF the Secretary of the 

Commisllon 0pp 15053 267 


8210390237 Comments on proposed rule 10CFR50 re app I icaib i 1 1 ty of 
license conditions tr Tech Spare emergency sttuattons Rule 
vague U unquanbified 

ORADDURV, R B Stone 6 We be ter Engineering Carp 47rn33996 026 

62/10/18 Docketing & Services Branch 2pp 1 SB53 179 


5520333 Ca^«enti on proposed rule 10CFR90 re mandatory property 
;^uTanti for decontamination of nucUar reactors 
wjSil-0991» tniurance problems should remain responsibility 
d ■tii'fi fc NBC should not impose mandate* 

W South Carolina Electric 8« Oa* Co 47FR2737I 046 
62/10/11 C1UUK*S ^ Office of the Secretary of the Commission 
la, J577fr 271 


8210290339 Package of two co-mmants opposing proposed rule lOCfRbD re 
fitness for duty of p»r90nnei u//</aascorteo access to 
protected aroas 

aHlFUDS.S W Public Service Co of Indiana. Inc MUSQUF. D 
Northern States Power Co 47FR039e0 02/10/19 CHILK,S J OfTico 

of the Secretary ef the Cammtssion lipp 1 9953 239 


•>ifl 220 a 59 Comments on proposed rule lOCrnSO re fitness for duty of- 
sS.S.ril L»/unp*«rted access to protected at-ea* Most 
pJjJucal approach would be issuanc of general policy 

W* Public Service Co of Colorado 47Fn339P0 ODA 
^S/04 CH((-K.S J Office Of the Secretary of the Conunl sa 1 nt» 
l^p I577ii 257 


r 3 iM 203 W Ce^eient* on proposed rule 10CFR50 ro fitness for duty of 
t>/yn#iCorted access to protected areas Rule not 

Pennsylvania Power tt Light Co 47FR33980 057 
P?/l4/07 HOYLE. J C Office of the Secretary of the Ccot/niaw ifin 
15779 199 

p^iflJ«372 Package of four comments on proposed rule 10CFR50 re fitnQsji 
fr df pirsonnel w/unescorted access to protected 

Yankee Atomic EloctrU Co TKORPi:. J R Oenera I ruUlis 
SlUtUs - OPW Service Corp OARY, R J Texas UtlUtlea Oanerating 
C» +7Ffl33790 02/10/12 Docketing A Services Branch I3pp 

IJ719 55S 


6!LCr?0370 Coa/nants on proposed ruU lOCFRSO ro fitnoss for duty oP 
yiMsntitl w/ufiiiCortffd access to protected areas Opposes 

^MUftCl.R H Virginia Electric U Power Co 47FR3390O 063 
^?/IO/p8 Docketing L Sorvicos Orarich 2pp 15779 182 


Hl»M37h Comments on proposed rule 10CFR50 re fltnoae for duly of 
irwtwel w/Un«icort*d access to protected areas Currant 
■iiivrii practiced throughout industry adequate w/o use of 
L7iithlblood test* 

lO^iRi/E Oulf Skatai Utilities Co. 47rfl 33900 062 82/10/04 

QiiUiing 5 Bervites Branch 3pp 15779 179 


J302JW79 Coamint* oh proposed rule 10CFR60 re technical criteria 
f«» rsposltorlss for high level radwaste Overly 

Tiitnctfvi It specific performancs std* not necessary 

M American Nuclear Bocioty 46FR3320O. 82/13/03 

DlBCl'S.M J Office of the Executive Director for Operation* 3pp 
15739 171 


82t039{}240 Package Of s t x comments supporting proposed rule lOCrN^O ri> 
applicability of license conditipne 6 Tech Bpaca in 
emergency situations 

2UiiriO. J < LOR JO. P Utility Workers Wnioit of America MARSHALL, J R 
Arkansas Power t- Light Co 47FR35996 03/10/10 CHlLK, S -4 Off lie 

of the Secretary of the Commission I3pp 15053 103 


6210290242 Comments on proposed ruje lOCFRSO re fitness for duty of 
psrsonnel u/vnoscorted access to- protected areas Uttls 
alraady have related programs 

8ZAUAY. R Atomic Industrial Forum 47FR339Q0 070 02/|O/?2 

Docketing & Pervice* Branch 2pp 15053 265 


0210290244 Comments sn proposed rule iOCrnSO rs applicability of 
llcttist cofiditions h Tech Spto jn emergency situation* 
apposes rule 

EDDLENAM, W Affiliation Unknown 4/FRa5996 021 BS/lO/14 
Office of the Qecretary of the Coirmifsion Opp 15953 254 


&210290245 Fackage of two ^offiment* supporting proposed rule 1DCFW5D 
re appl fcrfb i 1 1 iy of license condition* 4c Tech Specs in 
emergency situations 

DIXDN. 0 U South Carolina Electric V Da* Co DElCEORCE. L □ 
Commonwealth tdlion Co 47FRa5996 02/10/19 j Office of 

the Secretary of the Commission 5pp IS054 006 


8210290249 Comments on proposed rule I0CFR50, "Llcens-ed Operator 
0ia/fing et Nuclear Dower Units " Rule underestimate* 
difficulty involved in s e lect 1 ng. tra 1 nl ng li licensing 
personnel 

MUSOLF, D Northern 3t*t*s Power Co 47FR3flia5 026 B5/J0/06 

Docketing fr Services Branch 2pp 15054 099 


0510290253 Comment* on propoesd rul* l-OCFRSOr ''Licensed Operator 
Staffing at Nuclear Power Unit* " Dppoae* rwlc 
SZAlAV, R Ato<nic Indu*trial Forum 47FRa0l35 027 02/10/22 

Docketing & Service* Branch Ip 15854 090 


0210390255 Comment* on proposed rule 10CFR5D re reduction in vo 1 
of Tick Specs for nuclear power reactors Supports rule 
HOflEYt J American Nuclear Iniurera 47Ffti3369 031 02/10/14 

Docketing it Service* Branch 6pp 15853 I 14 


K;W29a?3 Pact age of three comments on proposed rule I0CFR50 re 
Ntitiis for duty of peraannet w/unescorted acceif to 
iUlKliid areas . , 

BEVUXO'SjN S Oebevotie L Liberman DELOEQROE,L 0 Commonwealth 
EIU«b to MAlERj J E Rocheeter Das 6 Electric Corp A7FR939Q0 
e2/ie/Dk CH1LK,8,J Office of the Secretary of th* Commission 
rtt 15779 351 


Petkag# of three comments on proposed rule lOCFRjD re 
NIsiti fer duty of personnel w/unescorted access to 
iNUCiSd 4Y«SS 

J4V1SWP, p Y Florida Power Corp CRANE, P A Pacific Gas b Cl he trie 
C 9 HlCPei-.C -J Nuclear Fuel Servlcesi Inc fsub* of Oetty Oil 
C9 > 47fR339BD 82/10/07 CHILK, 6 J OffUe of the Caere tary of 

D/Ceealtfien IOpp 15770 248 


8310390259 Comments on proposed rule- 10 CFR 30 re applicability of 
licenee cuntfltloh* ^ Tech Specs in emergency situations 
Supports rifle, 

DAVaER, H A towenstejn* Newman. Re ill Axflrad L Toll 47FR35996 014 

02/lD/lS DoCtatfng b Service* Branch 2pp 15853' 126 


Q2}0a903&3 Package of two commefit* tupporbing proposed rule lOCFRSO re 
appltcab 1 li by of Ucenit conditions 6 tech Spec* In 
emergancy situation* ^ ^ 

D N Yankee Atomic Electric Co BOOKER, J E Gulf States 
Utilities Co 47FR35996 82/10/20 Docketing t< Service* Branch 

3pp 15054 091 
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Canim«nts oni propOfted rule l-OCFRSO re* actions that depart 
fr^m license conditions or Tech Specs lo emergeneg Supports 
ru I e 

t1lLLS>L H Tennessee Valleg Authority 47FR33996 031 S2/10/21 

Oi-rice of the Secretary of the Commissjion Ip 1SG34 043 


831029026? Package of fcua comments opposing proposed rule lOCFRSO re 
fitness for duty of personnel u/unescorted access to 
protected areas 

k<USINAK,R A Long Island Lighting Co SAMDY, W Affiliation 
Unknown 47FR339B0 02/10/21 Docicetlng & Services Branch Opp 

tS854 07B 


&210290273 Package of tuio comments opposing proposed rule lOCFR&O 
rc fitness For duty of personnel u/unescorted access to 
protected areas 

DiXORiQ 14 South Carolina Flectric Gas Co GUCMAi^t. T Georgia 
Power Co 47Fft339B0 S2/IO/1? CHlUK.S J Office of the Secretarg 

of the Commi 5 s 1 on Spp I3QS4 054 


PRh PETITION FOR RULEMAKING 


6210130257 Comments on petition for rulemaking PRH-SO-33 re reduction 
in fre(;.uency of emergency planning esercises Supports 
petition Cc concept of htennlal ejiercise 

HOPkOOD^C A Orange County. CA 47FR29252 035 82/09/30 OfFii.e 

of the Secretary of the Comml ss ion Ip 13675 336 


8210130290 CoRimerits on petition fdr rulemaking FRh~‘S0'*33 re protection 
against effects of electromagnetic pulse Petition should be 
denied 

CAONETTA, ^ P Atomic [ndol trial Forum 47FRS737( 021 82/10/04 

Docketing I Services Branch 2pp 1 5678 350 


8PIO250294 Comments ofi petition for rulemaking PRH-50-32B re 
electromagnetic pulse tn nuclear power plants Requests that 
tOCFRSO be amended to require provision for design Features 
for protection against attacks 6 destructive acts 
MARSHAUL.U H MepUton Intervenors ISSUANCES Oft 82/08/31 
Office of the Secretary oF the Commission Spp 15776 066 


6210S20306 Comnents on petition for rulemaling PRK’-50~33 re emergency 
preparedness Supports concept of riducltig frequency of 
efrierg«ncy exercise involving state 8t local govt 

GUCWA.l. T Georgia Power Co 47FR2925 036 82/10/04 Docitetiog 

4- Services Branch ip JS779 370 


PRDJ PROJECTS ~ PREDOCKET 1 1 CENSING 


82101SG360 forwards comments on "'Topical 3AR for Castor Cask Type 19FSI 
(Dry Storage] " Tests 6 analysis results do not address site 
parameters Only generic design info applicable 

RGUSEiL C Advanced Fuel 6 Spent Fuel Licensing Drench 82/G9/27 
ROLLINS; J D Oese 1 Isctiaf t fur Nuk teur-'Serv i te mbH 47pj> 

15690 249 


B21OS50356 Comnientt on 62Q924 prapoied order concerning preservation of 
documents Util should not be alloiihtd to terminate 
proceeding Fartirs should provide list of files designated 
"central files " Certificate of Sve end 

MCOI ARMID; R C Northern California Potrer Agency^ Ca 1 1 forn iai State 
ofj DLAIftiB S Anaheim. CA ELA1R,0 3 Riverside, CA ISSUANCES 
A 82/10/21 lOpp 15790 141 


9210270175 Notice of A9LD reconstitution JA Laurenson, cha irman 
LAZOpR II Afcomu Safety and Licensing Board Panel ISSVANCE8 A 
62/10/25 Ip 13832 354 


npmcdmpliance reports and related correspondence 


itrol rod guide tubp 
lants, 
a ted 

?14 68/03/14 


» tube support pins 
rating 

1 1 EtBENKUTi D 


82101S0236 Pert 2J rept re emergency standby diesel generator set 
Defect exists in one power piston installed in Cylinder 
Location 7L in engine 7169 Piston will be replaced by Apr 
1983. prior to startup 

STOLBA. F D Cooper Energy Service* PT21 02-690-000 82/09/30 

Director's Office. Office of Inspec tion and Enforcement Ip 
15652 124 


0310130447 Part 21 rept re sheared pinion keys in Limitorque Model 
SB-0-2S motor operators Sheared keys apparently resulted 
from use of i nappropr la te matls Utils advised to watch for 
Indications of failed pinion keys 

RAHE. E P Westinghouse Electric Corp NS-EPR-2637 02/09/29 

DEVOUNC. R C Director's Office, Office of Inspection and 
Enforcement 2pp 196B3 020 


8210350132 Part 21 rapt re preliminary exam of EPRI safety 4c relief 
valve teat prpgrem Indicating that Drescer safety valves 
could chatter , reduc ing capability to relieve pressure Listed 
plants should determine ring settings 

TAYlOR.J H Babcock «< Wilcox Co PT21 02-710-000 02/10/15 

DEYOUNO, R C Director's Office. Office of Inspection and 
Enforcemacit 3pp 15797 013 


DAY?? quality assurance INSPECT IONS 


0209398168 Respofids to FOIA request for documents prepared by NRC staff 
6 consultants on lOCFRSO.App D re QA audits of testing 
facilities conducted within past iO yrs by NRC Related 
documents listed 

FELTON, J H Division of Rules and Records 02/00/26 PHILIPS. M M 
Dfbevoise 6 Liberman 3pp 15564 002 


— 02O929O2-36 Forwards OA Program Insp Rept 99900703/02-01 or 811229-30 
No none amp 1 1 anc e noted 

HEISHKAN.R F Reactor Construction Branch 02/05/26 
BDUCHEY.O D Nashington Public Power Supply System 3pp 
15564 060 


—8309290240 QA Program Insp Rept 99900703/02-01 on 011229-30 No 
noncompliance noted Major areas inspected test set-up of 
Weldmuller terminal block post-LOCA test program. post-teat 
Irtp test specimens 6 test plan 

AGEE. J R I BENNETT. A B Reactor Construction Branch CRAFT, C M 
Bandia Laboratories 62/05/10 Spp 15564 062 


0310040146 Ack receipt of 020827 Itr informing NRC of steps taken ttk 
correct nonconformance noted in OA Program Insp Rept 
99900063/02-01 

POTAPOVS, U Division of Vendor i Technical Programs 02/89/37 
MDYER, D J Pacific Pumps Olv Ip 15562 350 


— 0210040155 Responds to NRC Itr re nonconformance noted in QA Prcorjim 
Insp Rept 99900063/92-01 Corrective actions visual Insp 
procedure added providing approved written procedure after 
mfg operati ons* weld ing 6 cleaning 

MOVER, D J Pacific Pumps Dlv 02/00/27 POTAPDVS, U Division o 
Vendor Ic Technical Programs 3pp 15303,351 


9310040171 Ack receipt of 020900 Hr Informing NRC of steps taken to 
correct nonconformance noted in QA Program Insp Rept 
999-00303/82-02 

POTAPOV8. U Division of Vendor 6 Technical Programs 02/09/27 

HENDRICKSON,! Burns 6 Roe Co Ip 15562 305 


— 0310040173 Responds to NRC 020006 Hr re nonconformance noted In OA 
Program Insp Rept 99900303/82-02 Corrective actl ons. spec i al 
audit will be performed to verify that each eorporahe 
operation manual is up-to-date 

HENDRICKSON,!. Burns L Roe Co Q2/09/0B. POTAPDVS, U Division 
of Vendor U Technical Programs Spp 15502 306 


8310040192 Ack receipt of 020023 Ur informing NRC of steps taken to 
correct nonconformance noted in OA Program Insp Rept 
99900404/82-0 I 

PDTAPOV04 U Division of Vendor 6 Technical Programs 83/'09/a7 
8LCh0ER>R J HettlnghoufS Electric Corp, Ip 15503 104 , 


•0210040196 Rsiponds to NRC 620011 Ur re nonconformance noted iri 0 
Program Insp Rept 99900404/02-01, Correc tive actions, OA 
program revised in 1981 tq require that purchase order or 
purchase order change be Issued to vendor 
BLEMBERiR J, Neetlnghouss Electric Corp Pl8<DA-03-SII5 
92/00/23 POTAPOVS, U Division of Vsndor Technical Proaraaii 
2pp 15593 195 


8310048333 Ack receipt of 820904 15 I tpi informing NRC of step* t; 

to correct nonconformance noted in QA Program Insp Rest 
99900712/82-01 

POTAFOVB. D Division of Vendor 6 Technical Programs, Q2/09/»7 
CAPRA, L A Systems Control, Jnc. ip, i 5586 > 180 
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Revises 020904 response to NRC 020806 Ur re 
in la Insp R-pt c?99007 12/02-0 1 Correct i 

jctio-n« OA manudl u/i M be revi 
u etftfresi control oi rirawlngs 
CAPRArL A Syetems Control. Int 
of VertUor i ^tchn^.cal Progrertis 


none D-nfi>r#)snce 
VO 


02/09/ 15 
2pp 1550^ 


POTAPOVS. U 
101 


Di vi Qu 


— 8210120285 Foruardi ASHE Itr indicuti ng mtatut of inquiry re 
non cohf oral i nc« noted ir> QA proqrom fn»p flopt 99900302 / 81-02 
HAVTACH. « « Western t^Lpin^ 6 E/i; ; neerifig Co , fne 82 / 00/23 
PQTAPQVB.U Division of Vendor b Technical Programs Spp 
15653 053 


caiAAjniaO flesoonrfe to 820006 Itr re nancanformand e noted in OA 
o?JJSam Inip R*pt 99900712 / 02-01 Corrective actions OA 

Ju be revised, procedure* followed in transtn 1 1 fc i ng 
b Instructions developed fo^^^ritrol of drawing 


dreuics- - •■■ ^ x. . 

CAFRA.L a Systems Control f«. 5 RA im 

^7 Vendor 6 Programs 2pP 15506 103 


Inc 02 / 09/04 PdTAPOVB.l/ Division 


— 0210120293 Responds to NRC 820504 Itr re nancanformance noted m 8 A 
Program fnsp Repb 99900302 / 81-02 Categorically denies 
alltflationi of nonconfor/^anre re design of component 
supports 

rniEOnAM. a western Piping b Engineering. Co , Inc 02 / 05/25 
f OTAPOVSi U Divlsia*! of Vendor U Technical Programs 3 pp 

15653 0 S 9 


Aek receipt of 020630 Itr informing NRC of steps tftken to 
i^ri!t n?Jco»mmanco noted in QA Program Insp Rept 

tftrfcPOVafS^"*^Dlv»*ioP of Vendor b Technical Programs 82/10/01 

C T.Udgnu Engineering Services Ip 15611109 


6210120301 Ach receipt of 020623 b 0901 1 trs informing N8C of steps 
tatcen to correct no-Aconf ormanr e noted in Qfi Program fnsp 
Dept 99900400/79-04 

POTAPOVB.U Division of Veridor b Technical Programs 0S/(O/O5 
OUltBERT. D E DabcocI b WUcdi Co Ip 15653 041 


«ifV»S0i9I Respood* to NRC 020611 Ur re nonconformanc e noted in OA 
irelram Irisp Rfpt 99900313/02-01 Corrective actions do«) 
tur«5« of Jtcprde design activities re containment torus 


in accordance ui/QA manual 


sttiTo-dunaffllc analyses provided in accor 

tSiLEf.F C. Teledyne Engineering Services A 773 - 82 / 01 , 


tAlLEf. 
PQTAPOVSiW 
I ^11 190 


Dlvl'flon of Vendor b Technical Progranns 


02 / 06/30 

7pp 


Aek receipt of 020910 Ur informing NRC of steps taken tn 
!J?”cr«oncenformance noted In QA Program Insp R.pt 

of Vendor b Technical Programs 82 / 10/01 
fSJJtUH D wirtlnflhouse Electric Corp Ip 15609 179 


-- 02 1 01 20304 Responds to NRC 820011 Hr re wane on for mane a noted in (lA 
Program Insp Repfc 99900400 / 79-04 •Corrective actions input 
ref for obd calculations Wnaw #f facti vj ti as varffieo 
OUIUDERT. 0 E Babcock 6 Wllcos Co 82 / 09/01 POTAPOVS^W 
Division of Vendor b Technical Programs 2pp 15633 042 


—8210120309 Atic receipt af 0SO623 itr informing NRC of steps taken to 
correct nonconformance noted in OA P^ug^e/^ ln»p ffept 
99900400/7 9-04 Requesti verification of Input i ef 
for revised calculations 

POTAPOVSiU Olvlslon of Vendor t* Technical Programs 02/00/11 
OUtLOGRT*D £ Dabcock 6 Hilcoi Cd Ip 15653 044 


«i60Mt98 Responds to NRC 020010 Ur ro noncunformane e noted in «A 
imram Inig Rapt 99900033/02-01 Corrective actions, error 
fspridtlon Us revised for easier reading b documented for 
i!n^fa Qf reactor coolant pump diffuser adapter capscrews 
flJpfElVo Mestinghouse Electric Corp 02/09/10 POTAPOVS. U 
QUtiJob of Vendor 6 Technical Programs 3pp 15609 176 

5>"iMS 0234 AU receipt of 020120 t* 011006 Itr# informing NRC of steps 
''uun t 9 correct nonconformance noted in OA Program Insp 
Fait 9?700334/81-02, Two nonconf ormanc isr Itoms C b D, closed 
bui b reftoln na further Action 

eftTAPDus.V Division of Vendor it Technical Programs ©2/10/01 
rAT}®f9'C Transamerita Delayal. Inc Ip 15611 163 


--0210120318 Faruards rapt re nonco»for/^ance noted in <JA Program Insp 
99900400 / 79-04 Corrective actions treatment of new fi« 
revised calculations defined for source ref pilot program 
OVltDERT. D e Babcock b Wllco* Co 82 / 06/23 POTAPOVSiU 
Oivtilon of Vendor b Technical Programs Spp 15653 045 


0210120311 Forwards OA Program InSp Rept 99900700/82-01 on 020710-16 U 
notice cf violation << nonconf ormanc e 

POTAPOVa.U Division of Vendor & Technical Programs 62/09/10 
BTEVENSON. JO Magnetfol International! Inc Spp 15652059 


—0210120312 Notice of violation from inep on 820712-16 

# Division df Vendor J« Technical Program* 02/09/lS Ip 
15692. 061 


.ejiQQWaflT Ac k receipt of 020120 i 811006 1 trs Informing NRC of stops 
liktn to correct nonconformance noted in QA Program Inep 
e«et 99900334/81-02 Quastion* re validity of nonconformance. 

Mini C b D. re environ auallflcatlon of motors unacceptahU 
fOTAPOVS. U Division 0 # Vendor tx Technical ProgramB 82/05/06 
tVTHEyS.C Tran samel' ica Delaval. InC Spp 19611 164 


-*8210050290 Responds to NRC 020114 Ur re nonconformance noted in OA 
prajraa Imp Rept 99900334 / 01-02 Request* reconsideration of 
jn 8 ««nf ormanc f Items C b D Motor name plats 6 motor test 
Tist indicats motor* are environmentaUy qualified, 
eokft.RE Traneamerlca Delaval. . 

Impietlon Brench 2pp 


Inc 02 / 01/20 
15611 166 


POTAPDVB.U 


”«1IW50292 Ac t receipt of 811006 Itr re nanconformanto noted in OA 
fregren Insp Rept W00334/B1-02 Add! info required in order 
is consider request for r*-ev*luati on 

PQTAPOVB.U Vendor Inspection Branch 08/01/14 MATHEWS. C 
trsnsmsrlce Dslav*li Inc 8pp 19611 160, 


- 8 S 10010299 Respond* to NRC 910910 Ur re nonconf ortnanc e noted In OA 
frajnm Imp Ripl 99900334 / 81-02 Corrective actions drawings 
iboulnq Installation of oil plug revised, Requeat# 
ritanildera tion of Items B.C WO „ 

ioYEftifi E rrensemerica Delavalr Inc 81 / 10/06 POTAPOVS. U 
Vinddr Ifitpectlon Branch 6 pp 15611 * i 70 


82lOl'M222 Foruards OA Program Insp Rept 99900528/02-02 on 050713-15 
hs Mrcoap-llance noted 

FCT4P0VS.U Division of Vendor W Technical Programs 82/09/15 
STATION, C D Bechtel Corp 3pp 15652 130 


— 02IOJ8O317 Notice of nonconformance from insp on 820712-16 
d Division of Vendor W Technical Programs 02/09/lS Ip 
19692:062, 


—0810120319 OA Program Insp Rept 99900780/02-01 on 020712-16 
Noncomg liancf noted Part 21 procedures not adopted for 
evaluating difects pertaining to Class IE items W IEEE 8td 
QA program not estahllshed for mfg of CJ^ss JB Iteete 
PARKER. U D . DARNESt I Division of Vendor W Technical Program* 

02 / 08/00 epp. 19652 060 


0210150513 Ack rafilpt of BS07tQ le 09M lirs re nonconf ormatic es noted 
in QA Program Insp Rept 99900287/82-01 

POTAPOVe. (/ Divisian of Vendor W Technical Programs 82/10/00 
OUBROWi A L Borg-Warnar Corp Ip 1571 4 212 


— 8210150517 Responds to NRC 020031 Ur re nonconf oreiance* uoked in QA 
Program Insp Rept 99900207/82-01 Corrective actions 
systematic check of drawings made No evidence of eimilar 
error found 

MiLlMAZZOf P, L Barg-Warner Corp, Q-82-Dfl4/PLM 82/09/16 
PQTAP0V8iif. Division of Vendor 6 Technical Programs 3pp 
15714 313 


— a2i0<5053l Acs receipt pf 820713 Itr re nonconformances n 
Program Insp Rept 99900209/82-01 Response wrac cap table. 
Required design incomplete Revised response *:(pected 
lelthln 25 deg* of Ur recilpt 

POTAPOVSiU Division of Vendor W Technical Programs 
DUflROWiAL Borg-Warnte Corp Ip 15714 216 


QA Program Insp Rept 99900822/02-02 on 820712--15 Nu 
roKtfafUence jiPted. Hajor area* inspected J procedural W 
rsFrtsentetlvi record* ro hydrodynamic load anaigels^ 
irtirvlsus w/pertonnel W observations bg inspectore, 

(OSraLO. J, R. I HALE.C J Division of Vendor W Technical Program* 
07/09 /DO llpp 15692 133, 


01ICISOS8O Act receipt of 820929 Ur Informing NRC of steps taken to 
tbrrtct oonconforiiiaTice noted in OA Program Insp Rapt 
99900502 / 01 - 02 . 

Pi3T.tfWa,0 Divleian of Vendor A Technical Program* 82/10/06 
^TIEDHANiK.A Western Piping W Engineering Co, f trte l/^ 
t»M OSSt 


—8210190526 Responds to NRC Ur r* nonconformances noted 
tn«p RSpt 99900287/02-CI Corrective actions disagress i 
ravaalvd nonePnf ormanc e Systematic check of remaining 
drawing* found no similar error 

HILINAZZO.P L, Borg-Werner Corp Q-0a-O63/PLM 82/0 
POTAPOVSjU, Division of Vendor U Technical Programs 
I57I4'217, 
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G2J015-OS32 Act receipt 811123, 020111 & 0733 Ifcrs in respgnse to OA 
Program tns-p Rept 99^00759/Bl -0 1 Efforts to account for 
10 mssinj DT unaccounted Por defective epring? 4 B 
remaining governors ui^defecttve springs co-ntinumg 
POTAPOVSj U Division of Vendor Jk TecAnical Programs 02/10/00 
SUrJDSTEOTi J E yoodward Covernor Co tp 15713 849 


--8210150536 Forwards 1 fcr ^ent to customers re eiemption from 10CF1?21 h 
posting regul ations^ per NRC B2050A I tr & in response to 
■QA Program Insp 8ept ‘?'9 90075'? /S 1-0 1 List of customers end 
ZUEEC^A Woodward Governor Co G3/07/23 POTAPOVS, U Division 
of Vendo-r t> Tec^nlcaI Prograris 6pp 15713 150 


--82 lOl Ac V receipt ot 611123 6 020111 I trs in response to OA 

Program Imp Ropt 99900759781-01 Info re corrective action 
measures required within 25 days 

POTAPOVS- U Division of Vendor A Technical Programs 02/05/06 
SUNDSTGOT, J E Woodward Governor Co Ip 1S7I3 156 


— 0210150544 Supplemental response to violations noted in 0A Program 
Insp fiept 99900759/61-01 Corrective actions second complete 
investigation results search conducted to verify original 
results Ltrs to customers encl 

VElTCHiJ L Woodward Governor Co 82/01/11 POTAPOVS, U Vendor 
Inspection Branch ^Ipp 157(3 157 


6210190369 Act receipt of B2093O Itr informing NflC of steps taken to 
correct nonconformances noted in GA Program Insp Rept 
99900769/82-02 

POTAPOVS, U Division of Vendor V Technical Programs 62/SO/H 
HESS. L R Pat If ic Air Products Co ip 13741 133 


— B210190372 Responds to NRC 020023 Itr re nonconformances noted in QA 
Program Insp Rept 99900 769/B2-02 Corrective actions calibr 
date labels on n>i cromet erir ta 1 iper s U Pprta-Lah replaced ?« 

OC insp implemented to intp«c t/rep I ace labels Audits encl 
KESS,L R I CONLOrZ. E T Pacific Air Products Co 92/09/30 
POTAPO-VS, U Division of Vendor fc Technical Programs 2-Opp 
1 574 1 1 34 


6210190725 Forwards OA Program Jnsp ftept 99900903/02-06 on 620525-S6# 
-0603-05 ^ 29-0701 No noncomp 1 lanc e noted 

POTAPOVSiU Division of Vendor & Technical Programs 02/10/01 
SMITH*E W Hyle Laboratories 3pp 15737 114 


- -8210 190761 QA Program Insp ftept 99900902/02-06 an 020525-26, 0i03-0 5 h 
29-0701 No noncomp 1 lance noted Kajor areas inspected first 
24-h of LOCA/HFLB environ (Qualification tests for Foiboro 
N-E 10 it Rosemount 1153 Series 0 pressure bransml tbers 
PHILLIPS. H Q r jaHNSONi A ft Division of Vendor it Technical 
Programs 02/09/20 11 pp 15737 117 


8210190756 ForuardS OA Program |nsp Rep t 99900907/62-09 on BS0621-S2 
No n-onconp 1 lanc e noted 

POTAPOVa. U Division of 'Vendor U techniLal Projjranis 82/09/27 
EDELSTElNiA National Testing Systems 3p p 15737 lOS 


— 9210190766 QA Program Insp R*pt 99900907/82-02 an 02O621-2S Np 
noncomp 1 lanc B noted Major areas inspected followup insp of 
allegations made against employee it initial testing of Dorg 
t/arnir modulating elec trohgdraul ic valve operator 
AQEE. J Jt , PHILLIPS, M 5 Region 4i Office of Director 02/09/23 
6pp 15737 109 


0210220407 Respands to G50303 Itr re Woodward Governor Co failure to 
adapt appropriate p racedures. per 10CFR21 21 (a^ u failure to 
post pr ocedur es* per 10CFR21 6 Dedication of governors falls 
on procuring party, per 10CFR2! 

POTAPOVS. U Division of Vendor Technical Programs 82/10/05 
hDRlARTT, J Colt Industries, Inc Ip 15778 297 


— 8210220417 Discusses Woodward Governor Co- failure to comply 
W/I0CFR21 6 pasting rBnuire(nint No further action will he 
taken unless advised by NftC 

MOftfARTy, J H Colt Industrie Si Inc 02/00/03 POTAPOVS, U 
Division of Vendor tt Technical Programs 3pp 1577B 298 


821D250121 Ack receipt of 820923 Itr informing NRC of steps taken to 
correct aonconf ormaTice noted OA Progran Insp Rept 
9990000S/B2-0 1 

POTAPOVSiU Division of Vendor V Technical Progranis 82/10/20 
JACOBI, W M West i nghouse Electric Corp Ip 15737 038 


—8210550138 Responds to NRC 820902 Itr re nonconformance notad in QA 
Program Insp Rtpt 99900005/82-01 Corrective action* QC 
instruction revised to include instruction to area 
supervisors it procedure placed in assigned book 
RUBSO, H L Westlnghouse Electric Corp 02/09/23 POTAPOVSIU 
Division of Vendor in Technical Program* 3pp 15767 039 


8310250135 Ack receipt of 820924 Itr tnforffiing NRC of steps taken to 
correct nonconformance noted in QA Program Insp Rept 
99900294/B2*'01 

f OTAPOyS, U Division of Vendor 5c Technical Programs 82/10/80 
HOOVER. 0 L Hestinghouse Electric Corp Ip 15787 007 


— 6210250141 Responds to NRC 820817 Itr re nonconformance noted in QA 
Program Insp R*pt 99900294/82-01 Corrective actions Itr sent 
to district sales ofes requesting copy of customer purchase 
order for any nuclear saf ety-related orders 

MI^KEEVER.R F Wes ting house Electric Corp 82/09/24 POTAPOVSIU 

Division of Vendor & Technical Programs 3pp 15787 008 


8210260126 Forwards QA Program Insp Rept 99900400/02-03 on 020817-10 j, 
notice of nonconformance 

PDTAP0V8,U Divlsio-n of Vendor i Technical Progranis 02/10/05 
GUILBERT.D 0 Dabcack it Wilcoi Ca 2pp 15799 057 


— 8210260127 Notice of nonconformance from insp on Q20S17-IB 

« Division of Vendor i Technical Programs 82/10/05 2pp 
15799 039 


--9210260131 QA Program Insp Rept 99900400/02-03 on 020017-18 
Noncomp 1 i an c a noted error identified in hybrid computer 
program POWER TRAIN not processed per Procedure NPO-0903-13 
HALE. C J Division of Vendor Technical Programs 82/09/27 
7pp 15799 061 


0210360494 Forwards QA Program Insp Rept 99900003/02-02 on 820024-37 
it notice of n onc-onf ormanc B 

POTAPOVSiU Division of Vendor Sc Technical Progranis 02/10/12 
LONG. J A General Electric Co 2pp I5B09 116 


'—8210260496 Notice of nonconformance from insp on 020824-27 

• Division of Vendor it Technical Programs 02/10/12 2pp 
15005 110 


—0210260550 OA Program Insp Rept 99900003/82-02 on 820024-27 
None amp 1 lance noted all purchase order requirements not 
ver i f i ed. pure h asc d bulk chemicals not always examined upon 
delivery b hardness teeter not calibr every 3 months 
MCNEILL.W H , BARNES. I Division of Vendor it Technical Prugrodis 
62/10/05 Bpp 15B05 120 


REOOD REGULATOR y GUIDES 


8210060009 Draft Reg Guide 1 XXX, Revision 3. >^ER Sy« >' 

♦ NRC - No Detailed Affiliation Given 01/11/16 22pp 19731 21!^ 


8210050017 Forwards proposed response to Dallot N13 on proposed AMQl 
Btd N721,per draft Reg Guide OP 713-4. "Internal Dosimetry 
Stds for Tritium." for concurrence 

COOLjW Occupational Health Standards Qranch 79/03/16 QRCIDSKY* A 
NRC - No Detailed Affiliation Given 4pp 15613 332 


—821'0050020 Forwards "Guidelines for Dioassay Requirement* far Tritl-uns'' 
to- asilft in (ievelopment of licensing program, per draft Reg 
Guide OP 713-4 

ALEXANDER, R. E Occupational Health Standard* Branch, (after 7tJ07l>4 
see SSOH) 77/10/27 SINGER, B Radioisotopes Licensing Branch 
(Pre 790501 ) ip 15612 335 


— 8210050026 Concurs w/NHSS position on proposed AN8I Btd.N731, '^Intarn*] 
Do**metry Btdi for Tritium." per draft Reg Guide QP 713-4 
Conelderablf empirical data available to develop reg guide 
similar to branch position used by NtISS 

BRODSKY. A NRC - No Detailed Affiliation Given 79/01/31 
COOL.H Occupational Health Standards Branch 2pp 15612 344 


— 8210050030 Forwards Environ Evaluation Branch Comments on fropoaed ANTS 
Std N72l, "Internal Dosimetry Stds for Tritium" pen draft 
Reg Guide OP 713-4 Std suitable for implementation a* reo 
gu 1 de 

DENTQNfH R Office of Nuclear Reactor Regulation, Director 
79/01/29 MINOGUEiR Office of Btandards Development, Director 
4pp 15612-346 


-821DG90034 Commiintf on proposed ANSI Std N721, "Internal Doslnvetru G* d 
for Tritium," per draft Reg Guide OP 713-4 Document ^ 

unacceptable as reg guide In present forin because prof ^ 

background required for comprehension ■ 

CUNNINOHAMi R E Division of Fool Cycle b Material Safety t 

79/01/23 OOLLERiK Division of Siting, Health b Befeauards - 

Standards 3pp 15612 350 ( 


I 



NONDOCKETED ITEMS 


377 


3 iph^!W 5 M 9 a f f i r<iia 1 1 ve ballot ru proposed ANSI Std N731. 

j)o, iffl.tr y Stda for rritium. " per draft Rtq Guide 

‘riArA. J Division of Safeguardsr Fuel Cycle & Environmental 
B tr.irrh 7?/0l/ia GDLLER, K R Division of Siting, Health & 
c^^ejuards Standards Ip 13612 333 


B510120367 **Baurce Terms of Radion-uc 1 Ide s in Shaliou) Land Qurial 
Site* ” 

PIETRZAK,fi F • DAVAL, R Drookhaven National Laboratory 
BNL-MUREO-3l8a4 82/10/05 NRC - No Detailed Affiliation Given 
9pp 15670 213 


=>ipv,?oa42 Reaueet* teciinical reviaoj of end proposed ANSI Std N721 , 
Donmetry Stds for Tritium" per draft Reg Guide OP 
R 4 co^'«»ndatlons for action on Ltr Ballot Nl3 requested 
ku 7f01 17 if /O enc 1 

eiuLEF K R Olvlilon of Biting, Health Ct Safeguards Standards 
t^IS/27 DAVIBjJ Q Office of Inspection & Enf ore emenfe. Office 
* fch* DlricfcoT DENTONiH R Office of Nuclear Reactor 
SifluJation, Director DIRCKS. W J Office of Nuclear Hater lal 
sifj'l ”sl,. 9 «.r<<..B.r.ctor 2,9 ISMS 394 


lOivOlia «•« Guide 2 erReVislon 2. "Preparation of Environ Repfc* for 
of Nuclear Regulatory Research, Director 82/10/31 49pp 

LS'fai 316 


-irsuvjw For wards proprietary S, nonproprlotary rasponacs to Revision 
tflRis Guld i I 92 . "Combining Model Responses U Spatial 
rJ-Dnenti In Seletnic Response Analysis" to assist in fuel 
r. i l! Inaiyil* withheld (ref 10 CFR 2 790 ) 

jlUtHj Electric Corp NS-EPR-EASS 02 / 09/17 

(fitlHCER.G ■ HEVER.R O Core Performance Branch 2 pp 15303 045 

sjiri3iM51 Submit* application for withholding proprietary responso to 
^^Bevlilon I to Reg Guide J 92. "Combining Modal Response* «. 

^>atlal Cfrioponents in Seismic Response Analysis " Affidavit 
1 nsf aro-or i *t *ru response enc 1 _ 

WlESfHAMN.R A Heafcinghouse Electric Corp AW-S2~55 02/C 


VJESfHAMN, 

IERLIWGCR'C H 


Core Performance Branch 9pp 


02/09/17 
13003 047 


"Qua 1 if 1 c a t i on for 
lo 


SJ 0J9:Z47 Cormenti on dTaft Reg Guide OP 722-44 "Quol 
aatler Bafety Officer In Large-Scale Non-Fuol-Cyc 
lUltnitllde PrV--" hotp will be at disadvantage 

3^ ^Lule* Hosp MllwaukeoiWI 02/09/20 
Affiliation Given 2pp 15054 030 


OELt.J H 


1«902>l Coi««fnts on draft Reg Guide OP 722-4, "Quaii 
fjililioiT Safety Officer In Large-Scale Non-Fuel-Cyc I 


"Quail f tea tion for 
cle 

fiiUnyclife Program " Guide should be more specific re 
i.Tdirias Ttou Ir ing expertise 

r^ SR Forbes Health 8ys , East Suburban Health Cerifcer 
Si-roiville.PA 02/10/15 Docketing U Services Branch ip 
IHM 125 


B210120368 "Approitmate Tolerance Interva 1 s, Da s ed on Majc Like! i hand 
Estl mates ’* 

ATtfOOD.C L EOtiO. Inc EGG-H- 11692 32/10/05 NRC - Na Detailed 

Affiliation Given 22pp 15690 19] 


8210120390 "Stress Corrosian Cracking of PHR Steam Generator Tubing." 
monthly highlight* for Aug 1902 

VAM RODVEN. D Draokhaven National Laboratory FIN A-3208 
02/O9/J7 TABOADAiA Office of Nuclear Regulatory Research, 
Director 5p p 15691 103 


8210120397 "Safety Parameter Display By s Progress Statement " 

HEVEH.O R EOSiQi. Inc HARMON, D L Cambustlon Engineering. Inc 
LONOi A 0 Electric Power Research Institute E00-H-O4302 
82/10/05 NRC - No Detailed Affiliation Given I3pp 15691 124 


B21012040D "LWR Debris from Oevere In-Pile Transient Tests " 

HODBINS.R R , COOK. Q A . MASON. R E EOi<G. Inc 82/10/03 NHC - 
No Detailed Affiliation Given 6pp 15691 137 


8210120428 "Investigation of Accident Induced Flow It Matl Transport in 
Nuclear Facilities." progress rept for Aug 1982 

MARTIN, R A , OREOORY,N S Los Alamoi Scientific Laboratory TIN 
A-7029 (i-6-5D7 <R6731 82/09/28 BEnNBTElN. 3 Tr anip orta 1 1 an t, 

Materials Risk Branch 6pp lS67i 161 


Q2I0I20430 "Polynomial Ragression for Tektronix 4052 Computer " 
DKATlAfP e060, Inc FIN A-6043 EGOH.aFT-9937 92/09/30 
LANDRY, R P Experimental Programs Branch 92pp 15671 067 


6210L20453 "Rept of Foreign Travel of AP Halinauskas to England, 

Austria t, Oirmany." foreign trip rapt 

MALINAVSKA8, A Oak Ridge National Laboratory FIN B-0127 
8RNL/FTR-I365 82/09/09 MINDGUE. R D Office of Nuclear Regulatory 
Research. Director 3pp 15671 137 


0210120455 "Stress Corrosion Crac k t ng. Oa Ivanl c Corrosion 6 Selective 
Leaching Test Requirements for TtCodB~12 High Level Waste 
Containers," draft rept 

QISKiNBiD Drookhaven National Laboratory FIN A-BIB? 
&NL-NDReO-31755 82/00/31 Office of Nuclear Material Safety h 

Safeguards. D1 rec tor 40pp 15671 210 


RESEARCH AND TECHNICAL ASSISTANCE REPORTS 


C M5CM4 "Ouicli Look Rept on Test of Intermediate Vessel V-SA-Tearlng 
Silj^-ier of Lou Upper-Shelf Matl " 

ERT/N.R H . BtK-T,B E i MERKLE. U 0 Oak Ridge National Laboratory 
F]Ml'-01t9 0RNL/B8T-4 82/00/25 Division of Engl near Ing 
riflBOlojy 20pp 13626 334 

KiWWiSS "Quirterly Hgt Rept ORNL Programs for NRC Ofc of Nuclear 
lavUteru Reiearchr" third quarter 

U1TS.A L * BAYLORiV B , HOMAN, F J Oak Ridge National Laboratory 
ES/H/51 Office of Nuclear Regujatory Research, Director 7app 
3M 

KlMTfiil? "SSC Deve lopmenti Validation V Application," 8( "Generic 
of Plant Modeling," monthly highlights for Aug 1982 
'pifY'.jg Brookhaven National Laboratory FIN A-3015 82/09/00 

T Severe Accident Afseiiment Branch 0pp 1 5637 ■■ 348 


12 •Actual Emi s*l on/Flaw Re lati onshlp s for Inservice 

Hanitgxljvf of Nuclear Pressure Vessels," monthly progre** 
rijt lot Aug 19B2 

S^T1.F H .. HUTTON, P H SattelU Memorial Institute. Pacific 

Kir tkrii t Lab era tor V FIN fl-2008 02/09/22 MUBCARA, J Materials 

^'llBHiiri Branch Spp 15668 323, 


[130110 "Reactor Expert Bye for Diagnosis l« Treatment of Nuclear 
iic 1 »T Accidents,'* presented to Natl Conference on 
ftJfUlal IntrUigerce, S20BI6-20 

lL6CN.hr EGVGr Inc, EO0-M-O97B2 02/08/20 Office of Nuclear 

i|ulatorg Rfstercht Director 7pp. 15689 158 


C1WU4 "Mul tinethodi Approach to Safety Parameter Dieplay 
vihatlon " 

m.UV, BLACKMAN, H 8 , OERTMAN, D 1 EOW, Inc EOO-M-ll7a2 

NRC - No Detailed Affiliation Given 7pp 15692 255 


8210120439 "Crevice Corrosion Data Requirements far TiCodt-l2 High 
Level ifast* Containers. " draft rept 

LEE.D 3 Drookhaven National Laboratory FIN A-3164 
BNL-NVRE0-D1775 02/00/31 Office of Nuclear Material Safety 
Safeguards, Dt rector 26pp 15671 253 


0210120460 "Mechanical Failure Mode Data Requirements for TiCode-12 
High Level Waste Container 8ys, " draft rept 

600. P . BREWSTER. C . SCHWEITZER. D 0 Drookhaven National Laboratnnj 
FIM A-3164 JJNL-NURE0-3I774 02/00/31 Off ice of Nuclear 
Material Safety tc Safeguards., Dl rector I7pp 15671 279 


8210120463 "Statistical Margin to DND Safety Analyi 
LOFT " 

ATKINBON, 8 A EGW. Inc 62/10/05 Office of 
Research, Dire ‘ <a/-' — 


82101204^,. w.,. .... 

embrittlement Test Requ tremints for TlCode-12 High Level 
Uaete Con tain eri« ** draft rept, 

JAINiH Braokhaven National Laboratory FIN A-3167 
IINL-NVREO-31794 03/OB/3i Office of Nuclear Material Safety I, 
8af tguard 1 , Di rector 34pp 15671,310 


0210120630 "HTOR Safety Program," monthly highlights for Aug k9BS 
0ASTRC, C Drookhaven National Laboratory FIM A-3016 02/09/14 

FOULOB.O Office of Nuclear Regulatory Research. Director 4pp 
1567S.360. 


0210120649 "Thermal-Hydraulic LMFDR t LWR Safety Experiment*," 
monthly highlights for Aug 1902 

OINSBERO, T , GREENE, 0 A Brookhaven National Laboratory FIN 
A-30a4 62/08/31 CURTIS. R T. Severe Accident Asetument Branch 

4pp. 15604 237 


8210120653 ”flept of Foreign Travel of TS Kress to Meeting of C6NI 
Group of Experts on Nuclear Aerosols in Paris, France r* 

Aerosol Release U Transport Prograai." foreign trip rept, 

KREOS.r 8 Oak Ridge National Laboratorg FIN D-0121 
QRNL/FTR-137t 82/09/15 0ILBERO»M Division of Accident 
Evaluation Spp 15672 279 
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B2iOl20&S4 “TRrtC-QDl Turbine- Hodel Tor Code Development ^ Improvements'' 
informal technical rept 

^JILES. « h EStcG. ln.c PIN A' 6 052 EGG-CDD^602'9 63/09/30 

ODARiP Of-fice of Nuclear Regulatory Re-search. Director 47pp 
15672 287 


62101204*57 “Advanced Display Concepts in Nuclear Control Rooms '* 
CLARK, rt T , BANHSrW W . SLACKHAN. H S EGfeG* Inc 62/10/05 
Office of Nuclear Regulatory Research. Director Mpp 15672 335 


3210I5D409 Speech entitled. “Sealing Criteria h Assessment of Semiscale 
Mod-3 Scaling for Small Greak Los s-of— Coolant Transients." 
presented at NRC/ANS Ba09H-15 meeting on Basic Thermal 
Hydraulic Mechanisms m LNR Analysis In Dethesda.hD- 
LARSON. T K . ANDERSON. J L . SHIMECK* D J EG&C. Inc EOG'M-21003 
82/09/15 47pp 15716 001 


8210150412 SpoecI) entitled, “Pauer Qurst Facility Severe Fuel Damage 
Test Program." presented at 820930-1001 Inti Topical Meeting 
on Irradiation Tociihology 

MCCARDELL.R K . MACDONALD. R E EGI-G. Inc EGG-l1-066e2 82/10/01 

I9pp I 5716 049 


8210150415 Speech entitled, “Monitoring PUR Reactor Vestel Llituld Level 
UI/8PN0 During LOCAs,*' presented at ANG 820923-24 meeting nn 
Advances In Reactar Physics t, Core Thermal Hydraulics 
ADAMS. J P EQJiO, Inc EGG-t1-l40B2 63/09/24 15pp 157 1 6 06B 


531015042S “Natural Circulation in Eiperimdnta! Facility Scaled from 
PHR •• 

LOOMIS, G G EGI.G. Inc SDDA. K Japan Atomic Energy Research Inst 

92/10/12 NRC - No Detailed Affiliation Given 6pp 15716 084 


8210150611 "Dest Estimate Prediction for LOFT Eiperiment Series L6-8C. " 
intdrim rept 

CONDIE. K 0 EGLG. Inc FIN A-604a EGO-UOFT-S903 02/09/31 
HCPHERSOM. G D Integral Systems Section 4dpp 15717 0l7 


G310150625 “LOFT Experiment Operating Spec. LOFT Anticipated Transieni 
Senes L6 Nuclear Eipenmerat L6-9, “ Interim rept DDcumemt 
Revisio-n Requests L-49S3 L U-4954 end 

SILVERMAN. S E060, Inc FIN A-6048 EGO- LOFT- 5 73 3 82/07/31 
KCPHERSON.O D Office of Nuclear Regulatory Research. Directm 
63pp 15717 114 


8210150631 “EKam of Health Effects Associated W/Unit Radionuclide 
Releases to Surface Environ " 

HELTDN. J Ar liana State Unw • Sand ia Laboratories FIN A-1165 
SAND82-k8S5 Bi/12/31 Division of Waste Management GSpp 

15717 177 


8210180407 “ORNL Programs for Ofc of Nuclear Regulatory Research," Jul 
1982 monthly highlights 

LOTTS, A L . QAYLQR. V B . HD NAN, F J Oak Ridge National Laboratory 
62/09/25 Office of Nuclear Regulatory Research. Director 96pp 
1 5746 019 


831020D102 "Fiber Optic Void Fraction heasurement 8gs for Steam 
Generator m LOFT “ 

SNYDER. S C EO&O, Inc FIN A-6043 EGG- LOFT-5999 62/89/30 

UAMDRy. -R R Dlvlsio-n of Accident Evaluation 20pp 15767 283 


8210270421 “Accident Aerosol Char ac ter i ratluti , quarterly rept for 
Jul-Sept 1902 

OWCZARSKI.P C Battelle Memorial Institute, Pacific Northwest 
Laboratury FIN 8-2287 02/10/13 BERNSTErN.S Trafisporta tion 4c 

Materials Risk Branch 1 kpp 15033 332 


03 ''Preliminary Tuo-Phaie Jnstr umenta tton Evaluatlan*" status 

I R EG6G. Inc FIN A-6376 EOG-lD-6040 62/09/30 

w In. fTv,jir.tnt^Knti fc- AAnfi-ol firapch 23pp 15059 013 


or Aug 1982.'^ interim rept 
?G-LOFr-6039 82/09/30 

7app I 5652 299 


8210290399 “Netuorlt Flou & Transport/Distributed Velocity MethadSj 
Self-Teaching Curriculum " 

FINLEY. N C Bandia Laboratoriee LDNOSINE, D E DiVeuiood Corp 
CAMPDELL, J E INTERA Environmental Consultants. Inc FIN A~1 ISD 
SAND81-0826 SJ/08/3J OlvMlon of Waste Management 245pp 

15866 083 


REVIEW GRP NRC RESEARCH REVIEW GROUPS 


0210010266 Concurs that NURE0^0744, “Resolution of Reactor Vessel 
Natls Toughness Safety Issue." need not be reviewed by 
CKGR 

STELLO, V Regional Operations 6 Generic Requirements 82/09/30 
DENTON.H R Office of Nuclear Reactor Regulation. Director Ip 
15573 IBl 


8210040314 Summary of CROR Meeting 19 on 620915 re cost/benefit study 
o-f design requirements for inadequate core cooling 
instrumen ba 1 1 on open technical issues from CRQR Meeting 
11 on 620324 

STELLO, V Regional Operations If Generic Requirements 02/09/22 
DIRCKS.W J Office Of the Executive Director for Operations 6pp 
15593 124 


6210090109 Notification of 821009 CRGR Meeting S2 in Dethesda.HD to 
consider proposed bulletin re stress corrosion cracking as 
Category I requirement under provision of I II-D of CROR 
charter Attendance should be limited to senior staff 
STELLO, V Regional Operations & Generic Requirements B2/10/-07 
ElSENHUr.DG Divtsiejn of Licensing JORDAN.EL Director's 
Office. Office of Inspec t ion and Enforcement CUNNINGHAM, R Office 
of Nuclear tlatertal Safety Ic Safeguards, Dir ec tor ip 15640 021 


8210120049 Forwards response to 620019 memo re standby shutdaion 
racilities Postulated &6E could cause failure of condenser 
circulating sgs Util seismic criteria permits auxiliary sve 
uater sys bacfiup 

DENTON, H R Office uf Nuclear Reactor Regulation, Director 
82/09/23 STELLO. V Regional Operations & Generic Requirements 
4pp 15609 207 


— 8210120053 Requests briefing re standby shutdown facility design 
requirement changes, focusing on integration of NRC bactflt 
efforts Briefing requested at 620900 CROR meeting 
8TELL0.V Aegional Operations It Generic Requirements 02/011/19 
DENTON. H R Office of Nuclear Reactor Regulation. Director 2pp 
15689 Sil 


3210120216 Forwards summary rept of CROR activities for Q20020-1GOL 
SCHUINIft.W Regional Operations Generic Requirements 02/lO/DU 
Regional Operations Generic Requirements 6pp 19652 144 


8210120226 Forwards 020713 Itr documenting 620623 meeting betueon 
Licensing Review Group 1 tt NRR 

ROYO.R 8 KMC. Inc 02/10/06 THOMA0,C 0 Standard! lation ii 
Special Projects Branch Ip, 15652 333 


-9210120331 Foruardfs summary of B20623 meeting u/Llcensing Revleui Ornup 
I Tech Spec Group tt NRR in Bsthesda. MD 6T8 i ssues, proposed 
mods justification end 

BOYD, R 8 kmc, Inc 02/07/13 TEDESCOr R L Atelstant Director 
for Licensing d2pp 15652 334 


9210150130 Summary of CRGR Meeting 20 on 020921 re proposed resolution 
of reactor coolant pump trip issue BWR pipe cractlng 

Issue 

STELLO, V Committee to Review Generic Requirements 82/10/05 
OIRCKSiW J Office of the Executive Director for Operations 2 dd 
15698 310 


8210180002 Requests attendance at CROR Meeting 23 on 621028 In 
Sfthesda.MD to discuss cost/beneflt info for alternatives 
for resolving pTsssurixid thermal shock iiiui 
STELLO, V Committee to Review Generic Requirements 62/1G/14 

EI8ENNUT, D 0 Division of Licensing JORDAN, E L Division of 
Engineering «< Duality Asiurance CUNNINGHAM. R E Office of Nu-cl.e-as* 
Material Bafety W Bafeguards, Director Ip iS71B 024 




8210190006 Notifies of CROR Meeting 20 on 820921 to discuss propaeed 
resolution of reactor coolant pump trip issue h proposed 
bulletin to address BWR pipe cracking 

STELLO, V, Regional Operations Generic Requirements 02/09/20 
EISENHUTt D Office of Nuclear Reactor Regulation, Director. 

JORDAN. E L Director's Office. Office of Intpection and Enforcemonb 
MAU88HARDT,D 6 Office of Nuclear Material Safety 8< t 

Bafeguards , D1 rector SOpp 15760*240 
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„ OMignates H Porpl* »» NRR co-chair of Saf oty/Safog uardu 

'"fi Ci 5 «®IU*i Cosnprahonsivo r*-8va loation of 
' program should consider human factors 

<1 af Nuclear Reactor Regulation, Director 

DAVIS. JO Office of Nuclear Material Safety *< 
tpp 13761 115 

3190095 Respond* to end Commission 820016 memo St foruarda draft 
''‘fljJiiii/Sife9uei'd* Review Committee char te r, describ ing 
iTBiaied cciTunittee responsibilities 

r^VETTiR f Division of Safeguard* S2/07/14 _STELLOp V_ 
pjeional Operations & Generic Requirements 
w J Irar Rrac tor Regolatiofi, Director MIN 
H,’!l(ar flrguKtory RetaaT'ch, Director 2p 


DENTON, H R Office of 
NOGUC, R Office of 
2pp 15761 119 


- -,■‘'11 111 Rcsfrotids to 020005 ItT re unresolved issues from 020615 Itr 
r^l d.v.lop,<< p.f TMt It.p. I D 1 

of responsitil ity for human factor* islthin NRC It 
of operator integrity addressed 

w j; Office of Nuclear Reactor Regulation, Director 
^■■39/1* 5REEHV,E J Affiliation Unknown 29pp 13750 307 


0210040360 Respond* to FOIA request for SECV-e2-72D 8 l SECV'-B2-72C ro 
coordinated program far steam generator* Documents 
available in FOR 

FELT-OM, J H Divltion of Rules and Records 02/09/27 FORTIMO, K C 

LowtnsteiniNeuman, Reis., Aielrad It Toll Ip 13597 271 


— 0204200390 SECV-e2-072B 

Responds to Chairman 620301 request for short-term actions 
re performance of steam generators Catnpre bensive water 
chemistry criteria for steam generators should be 
implemented 

DlRCKS.iU' J Office of the Eiecutive Director for Operations 
02/04/03 2pp 15597 373 


—8205270507 SECV''P2-072C 

Advises Commission of results of B20428 meeting w/industry 
re proposed coordinated program for steam generators 
Proposal in SECY-02-7ZA re formal structural organiiation 
such as policy group 6 steering committee rejected 
OtRCK&p U J Office of the Executive Director for Operations 
02/05/17 3pp 13397 294 


-WTlBOOea [nfoiTBS that response to 820615 
1 'ejn factor evaluation of AOs l< ability 


Itr incomplete in areas 
of operator to act 


SrfFHv!E*i Affiliation ITii known 02/00/03 PALLADINQ. N J 
C anftlsiloneri 8PP 13750 234 


Q f 


0210170144 Responds to FOlA request for SECY 82-232 re use of 
nonplant-spec i f ic simulators for in i 1 1 el. re p lacement ft 
requa I i f ( cat i on exams for licensed reactor opopatar* ft 
senior operators 

FELTON. J H Division of Rules and Record* 82/09/30 
ARM9TR0N0#K A Debtvoise ft Liberman 2pp 15760 170 


Feruard* long-range CfiOR agenda for Oct 1902-8 
M+nja items i^ot reflecting current status should b 
u Hchuink by B31101 Lilted info for new it 


1902-Bepl; 1903 Hods 

be 

Str^rderto it Sef'wtnk by B31101 Listed info for new Items 
w eDiitl4<Tatldn re 020616 CROR charter requested 
cTnifl.U Coamlttee to Review Generic Requirements 02/10/10 
r 4 ► mwOOUe.R B NRC - No Detailed Affiliation Given 
^>nCiSI.H R Office of Nuclear Reactor Regulation, Director I2pp 
S17+0 013 


0206100042 SECV-B2-2a2 

Recommends requirements of simulator licensing ream be 
continued for power reactor* u/p 1 an.t-spec If ic simulator 
Oral exam per 10CFR55 23 should be administered where 
facility has no plant-specific simulator 

DIRCKBtU J Office of the Executive Director for Operations 
62/06/07 I4pp 16002 236 


"a«l3l Hoti f le* of CROR meeting on 021103 in Oethe*da,HD Requests 
*^iFt linclon Uifiit attendance to senior staff needed to 
Xiiinsi aykhifj items 

S^aLOrV Regional Operations ft Generic Requirements 82/10/20 
irsWJT.C 0 Dlviaion of Licensing 2pp 15707 114 


0210220534 SECY -02-399 

Informs Coavmisslon of statu* of “Nuclear Siandardi rat i on Act 
of 1902*‘ ft proposed plan for 1903 legislative proposals 
TQUHTELLOTTEi J Regulatory Reform task Force 32/09/30 Sapp 
15706 049 


■ Noli flcation of CRCft 021110 25th meeting in Oethe«iie»MD to 

(TOposei revision to 10CFR20 on stds for protection 
Asiinil radiatloni prop oaed amend to iOCFRSO re radiation 
;i m!.” » Unr..oIv,d a.fiti, l..u. A-43 

STD.U5hV Riolanel Operations ft Generic Requirements 02/10/32 
ELSOWUT.DO Office of Nuclear Reac tor Regu lation, Director 
rfCAS.E i Director's Office, Office of Inspection and Enforcement 
E Office of Nuclear Material 0afety ft 
rector ip 15788 280 


S.S 7 Gi 4 B' Summary of CftOR 22nd meeting on 021000 re proposed IE 
Lirtiin. 'Stress Corrosion Cracking in Thick-Wall Large 
liiailir Sfainlest Bteel Recirculation 6yi Piping at OWR 
Pli'ti' ft reactor coolant pump criteria for PWRs 

i'aLD,Y Reofonal Operations ft Generic Requirements IED-79-05C 
p2yiG/S0 D]flCK8*W J Office of the Executive Director for 
C]irs1il»ni 6pp 15822 357. 


^ewl•nts en summary of CRGR Meeting 21 on 021006 re proposed 
k'Fiiflini (ri keria for vessel ref temp NDT Figure provides 
iPlltvIlMl crack iitension frequencies for mean surface 
-itlir Ihirv eqeputid mean plus 2 sigma 

F NRC - No Detailed Affiliation Given 82/10/26 
SEUO.V flegleral Oporations ft Generic Requirements Ip 
3?«9 443 


0210270003 Addl response to FOIA request for eight categories of LERs 
Forwards documents listed in App A App S documents withheld 
iref FOIA Exemption 51 

FELTON. J H Division of Rules and Records 82/09/20 ARNOLD. J 
Miami Herald 4pp 15036 221 


—6204300098 aECY-G2-t42 

Requests approval of draft Rept to Congress on AD 
INURE 0-00901 for Oct -Dec 1901 

0|RCK9,W J Office of the Executive Director for Operations 
02/04/02 40pp 19836 225 


0210270322 SECY -82-40 7 

Advises of issues rtnilnlng from 020108 meeting re 
instrumentati on for detection of inadequate core cooling In 
PNRs Requests action on update recommendations for 
Implementation of NUREO-07374 1 1 *m II P 2 

OIRCKOtW J, Office oF the Executive Director for Operations 
02/10/07 12 pp 15851 323 


0210290373 Transcript of 820929 public meeting on 6ECy-a2-352 re QA 
in Wash Ington i DC. Pp 1-85 Marked-up 8ECY-02-352 end 
PALLADINQ,N, , OILTNSKY.V. AHEARNE.J Commissioners 02/07/29 
H6pp 15069 260 


S]9m)51 Summery of CRGR Maetlntf 21 on 02iOO6 in Detheida,MD List pf 
ettinieit end 

SrElLO.V Regional Operations ft Generic Requirement* 82/10/20 
tSUKS.W J Office of the Executive Director for Operations 4pp 
1563 ? 044 


POaiTlON PAPERS BEFORE THE COMMIBSION 


STATE PROG STATE PROORAMB 


S21001C016 Comments on state actions outlined in 020617 ft 09 Itrs re 
NRC recommend atloni on State of KY radiation control 
program Program adequate to protect public health ft safety 
NRC should b* kept Informed of stsff augenantation 

O'REILLY. J P Region 2r Office of Director 62/00/13 8TUNDD, H G 
Kentuckifi State of 2pp. 15565 160 


SECY -92- 106 

NiLflis Ceaalsfton of current status of makeup noixle 

1*1 ttlap prob leas in BftM plants Problem under evaluation 

ItdasQiri hive evtabllshad task group to oversee follouup 

ntitn. Orowp gill meet w/NRC in early May 1902 

EJ4:i$.l/ d Office of fcha Executive Director for Dperatloni 

e2/:6F01 6pp 13597.002. 


8210010O48 Forwards rept of NRC 1902 review of State of TN radlatloti 
control program for agreement matls Program adequate to 
protect public health ft safety Physicists should receive 
specific radiation safety control training. 

HOODfiUFF.R.L Region 2- Office of Director. 02/O9/i3 
FOW INKLE. E N Tannaisae, State of 106pp 15365 010 


eECV-02-267 

CixiiNri ddstponing work on comprehensive fire protection 
vin Ur Tigdiar power plants. Recommends Commission redirect 
■UM if prepare comprehe-ne ivt fire protection rule for new 
'Klir g«u«r plants by June 1984. 

lUKfftUd Qfflct pf the Executive Director for Operation* 
tlHAin fipp 15636 033. 


0210010100 Responds tp 020609 Itr re NRC review of State of KY 
radiation control program NRC comments re review of selected 
licensee lilt* end Licensing comments mlnor.Rept not yet 
completed. 

WOODRUFF, R U Raglan 2, Office of Director. 82/00/13 HUGHES, D 
Kentucky, fltele of 12fp 15569.243 
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0210010154 Foruards rep t ^ evaluation of State of MS radiation control 
program for 0OO42A-SJ 09 J 1 Program adequate to protect public 
liealtb ti safetg 

waODROFF, ft L Region 2, Office of Director a2/09/0& CGBBiA U 
Miiaiisippi* State of 72pp 15S6Q 140 


— 8210270395- Mod 3* changing name of NftC billing ofc addre«» fur 
lubmisslon o-f invoices to "Environ Monitoring Program 
Cl/State of NC " 

# North Carolina# State of GUSTAVE, R P Research Contracts 
aranch FIN 8-1339 NRC -05- 80-203 02/10/12 Ip 15833 361 


B2l-00I035a Foruards '*Rept ^ Evaluation of OA Radiation Control 
Program for Period ■Jul IS, 1980 to Nov 25# I901, " twelfth 
regglatorg review program 

tJDODRUFF, ft L Region 2# Office of Director 89/09/10 
LEDBETTER# J 0 Georgia# State of Ip 15574 160 


— 8310010363 "Rept & Evaluation of GA Radiation Control Program far 
Period Jul 15, 1900 to Nov 25# 1961# " twelfth regulatorg 
review program 

* fiRC - No Detailed Affiliation Given 82/09/10 I29pp 
15574 161 


G21O12Q015 Partial response to FQIA request for documents re 8t Joseph 
l-fosp in A I bu q uer qu e# NM lx I-I25 seed incident Forwards 
documents listed in App A 

FELTON# J M Division of Rules and Records 89/00/20 DAVIES,L S 
Richards# Drandtj Miller £# Nelson 3pp 15691 173 


—0012180362 PNA-aO-039 on 801201 #- State of NM informed NftC of 
overa iposur es of patients receiving J-125 seed therapy for 
treatirent of prostate cancer Ca-usedby computer dose 
conversion factor error Slate request hosp rept 
LUDENAU, J O or Pice of State Programs# Director 80/12/02 Ip 
1 569 1 1 76 


--8210120023 Requests assistance in independent technical review of anrl 
rept from St Joseph Hosp t« mi sadmi ni stration of [-12S seed 
implant Utr delineating info required 4 article from 
Albuquerque Journal end W/o end 

WOLFF. T A New Neucn. State of 01/02/03 NUSSMAUMER. O A 
Assistant Director for State Agreements Programs Ip 15691 192 


--8210120027 Fo 
nisadmi nis t 
personnel e 
plan develo 
NUSSSAUMER# 
02/02/23 
CUHNIN3HAN# 
1S691 193 


rwards rept to St Jo 
ration of 1-125 seed 
rroT Ic lack of commu 
pers 6 users Comment 
D A Assistant Dire 
KIOGINSOTHAM^L Rad 
R E Advanced Fuel 


seph Hosp, Albuquerque# NK re 
implant Event attributed to 
ntcatlon between computer 
s requested by 810227 
ctor for State Agreements Programs 
loLogUal Safety Branch 
4 Spent Fuel Licensing Oranch Jp 


—8210120037 Forwards UR Hendee review of selected mails re 
misadml nis t rat i on of 1-125 seeds at St Joseph Hosp, 

Albuquerque w/o end 

NUSSBAUMER, D A Assistant Director for State Agreements Programs 
01/03/25 HIOGENOOTHAM# L Radiological Safety Oranch 
MILLER# V L Licensing Management Branch Ip 15691 28? 


— 8210120075 Forwards State of NM rept re invest igat i pn of incidrnt 
involving overexposure of patients treated u/I-i25 seeds 
AQ rept will be included in next quarterly rept U/o end 
NU5SBAUMER# D A Assistant Director for State Agreements Programs 
01/M/24 CUNNINOHAMi R E Advanced Fuel 4 Spent Fuel Licensing 
Branch Ip 13692 040 


62i013D152 Discusses insp of Western Industrial X-Ray at Hunters Point 
Naval Shipyard on B28922 Two violations of DDT regulations, 
49CFl?(72,re placarding of transportation vehicle observed 
State of CA consideration of enforcement action requested 
DOOKiH E Olvlslori of Rad i olog 1 cal Safety 4 Safeguards Program 

02/10/06 HQNEV'i D California# State of 2pp 15673 08D 


021O28O3S6 Notification of contract execution# Mod 1 to "Estahllsh 
Collaborative Program Between State 4 Commission to Provide 
Independent Measurements of Radioactivity in Effluents 4 
Environ ” Contractor CT Dept of Environ ProtflCtlon 
SlLVlSiR M Administrative Contracts Branch NRC-O5-73-0H 
02/10/15 COBDrL I X ROSE# H Director's Office# Office of 
inspection and Enforcement (p 15959 236 


—8210200397 Mod It d eob 1 igating funds, to ''Establisb Col labarati va 
Program Between State 4 Commission to Provide Independent 
Measurements of Hadioac tlvity in Effluents 4 Environ Around 
Selected Commissioned Licensed Activities ” 

HEUDNEftiA T Connecticut, State of GUSTAVE# R P Research 
Contract* Branch NRC— 05-73-01 1 02/10/15 tp 1505? 237 


8210290065 Responds to FDIA request for lists of names 4 addresses of 
alt NRC licensees m ME# VT# MAi OH, CT 4 WV 4 appropriate ofci 
In Agreement States of NH,RI,NV 4 MD Forwards requested 
lists 

FELTON# J M Division of Rules and Records 02/10/15 
PARKINSON. T M Intarstate Nuclear Services Ip 15063 311 


— B210290090 Lists of active licenses for States of MA« VT, ME# CT, OH 4 MV 
4 Agreement States as of 820910 

a NRC - No Detailed Affiliation Given 02/10/07 240pp 

LS863 312 


FOPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 


8209090009 Forward* response to NRC 820923 questions on DAW-101 45Pi 
"Statistical Core Design Applied to Dabcock 205 Core," 
including proprietary response to Question 20 4 microfiche 
records of computer run* associated w/llsted questions 
TAYLOR# J H Babcock 4 Wilcox Co 62/00/25 0EROGREN. J S 
Standardtrat I on 4 Special Projects Branch 23pp 14754 037 


8210010008 Responds to FOIA request for 19 categories of docume nts re 
nuclear reactor events 4 safety problems Forwards documents 
listed In App A 

FELTON# J M Division of Rules and Records 82/06/20 UDELLiFI A 
Critical Kas* Energy Project 15pp 15727 005 24X 

Fiche 50-000,82/06/29.0210010000 


—0210050514 Topical rept evaluations of Revision 2 to WCAP-9550, 
"Mechanistic Fracture Evaluation of Reactor Coolant 
Pipe ’* 4 WCAP-9787# "Tensll 4 Toughness Properties of 
Primary Piping Weld Metal for Use in " 
a NRC - No Detailed Affiliation Given 02/06/29 26pp 
15731-005 


02100-10217 Forwards "Hark 1 Owners Group Response to Humphrey 
Containment Concerns#” per 8207 1 5 request 

SHERWDDD, 0 0 General Electric Co MFN 138-82 82/09/24 

Et6ENHUT#0 O Division of Licensing 2pp 15567 351 


—0210010224 NSE0-8a-O982 

"MarSt r Owners Group Response to Humphrey Containment 
Cone BT ns " 

QrLLJG#P F # ROGERS# A E General Electric Co T23-004 92 
02/09/30 2app 19567 353 


8210190530 Foruards results of insp of MO'del Ce-30 gauge mfg by 
Industrial Gauging 4 Control 

GAKPDELL,M A Region I# Office of Director 92/10/12 
CORCORAN, R 0 Maryland. ■Btate of Ip 15751 250 


8210010391 Forwards proprietary hlEDE-22232# "Shutdown of Reactor Power 
w/Boron Injection *' Rept withheld 

GRAVES, C C Reactor Systems Branch B2/09/16 DIAMOND# D 
Brookhaven National Laboratory. Ip 15973. 124 


-—8210190533 Responds to 020006 request for insp of general Licensee 
icility to obtain info re C-Frame type gauge mfg by 
dustriaL Gauging 4 Control 

ENIAWBKIi D J Region 3# Office of Dlrectnr 82/09/20 

'-npi I M -- 3pp 15751 251 


8210040229 Forward* XN-NF-507(P)i "Exx 
Methodology for C-E Reactor* - 8tatl 
Methodology# 0upp I 1 " Rept withheld 
QNSLEY# Q F Exxon Nuclear Co # Inc 
CFO 077 0 2 82/09/29 THOMAS, C 0 

Project* Branch App 15595 350 


on Nuclear Co Setpoint 
stical Setpoint 
tref 10CFR2 770) 

(sub* of Exxon Corp ) 
0tandardl zation 4 8p*c 


lal 


0210270393 Notificatt 
Monitoring Program 
HOLLETT, S Researc 

ri-lnni . 


on of contract execution. Hod 3 to '''Environ 
w/8tat* of NC " Contractor State of NC 
h Contracts Branch FIN 8-1239 NRr-oa-on-no'* 


8210040275 porwarif* complaint 4 amended complaint re law suit filed bv 
ML MllLlaai* per BF Uilllams death allegedly caused by 
radiation exposure during employment from 1958 to Oct 1960 
HARMARD.J E American Nuclear Insurers, 82/09/13 8ALTZMAN, J 
Assistant Director for Bteta 4 Licensee Relations 14pp 1S587 135 


8210040311 Forward* Revisian 4 to SCP-Ol-A# "RADCAL Gamma ThernOiinete r « 
a* Local Power Measuring Device* for Vie in Corea of PWR*#" 
per NUREO-0390 

WARINOrJ, P, Bcandpower# Inc 02/09/29. BERNARD# H Standard i i at t an 
St Special Projects Branch Ip 15586*198, 


IMONDOCKETED ITEMS 
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-MIO04MM 0*i»nu Th«rnioitnt«r« at Local Fual 

aa/oa/aa a9ipp issBa aoo 


d2lOOB(>iS8 Foruardi "Potthtial for kAt«r Hammer During Heitart of NHW 
Pumpi for BUR Nuclear Piant-f " 

HL/AWO.VS Director'-S Office AEOD/EJ05 01/03/01 MICHEUSQN. C 
Dirtctor'i Office ip I56i&3 255 


-iKaa»3 For«.ardt oonproprletarv V proprlatari, ''"“2?’ ^ 

gj -Heaterf Junction ThermocoupU Phaie 

Hi'nit ..Ithheld 

^C-E Operating Planti Ountrs Oroop DASKlNa K P 
I .1:* Llifornia Ed i eon Co 82/09/30 BERNARD. H 
fU-flrfuetiL *< special Projects Branch 7pp ISill 30A 


to 


«f Sa.pl 3 to Topical Rapt CEN-IBS, 
StSd io'ctlan Th.rmocoupl. Phat. Ill Ta.t Rapt •' ^ 


-rleetad Juivct-^ - . 

<oeibu4tion Engines 


82/09/30 77pp 15611 313 


for addl info re NNI-01-6(P>. "Waste 


i:R340i94 FoTuards request for addl info 

Special Projects Branch 02/0^00 
rrCKAi>aC □ News Industrial Corp <subs of Newport Mews 


rpCP>5- C 
|S^S\«Af^ rt R 


0PP 


15S97 218 


■ Rtouests fiicetinfl w/NfiC to present status of BWR owners group 

pXrll on pipe cracking Host favorable date i, 

'i-S^L^E°F°**BHH^Owoerroioup HARWELL^ E F Tennessee Valleij 

02/O9/2'9 VOLLMERiR H Division of Engineering 3pp 

iSiOS. 189 

r- -- 5 ni &4 Foruiards revised organwation chart for Div of NueUar Towel 
’"ird^icTibirf in TVA-TR75-IAd "OA Program Description for 
i 111 Jcnit id Operation of TVA Nuclear Plants " 
init L S Tennllese Vail eg Authority 02/09/29 HAABS.W P 
I!..ur"c. oranch Ip 13605 159 


. forwards 9tea<^ Generator owners group comments on draft 

'‘;«sa%*r:Ur !«nsr(c requirements discussed during 020729 

L‘i!^!cr A D Steam Genarator Owners Group SCHMIDT.A D Florida 

cl 02/09/30 ElSENHUTiD 0 Division of Licenslnp 

I2|| 1W03 2AA 

' Forward* proprletarg 8 . nonpr oprietarg versions of AECO-S-NP 

't^Ritfvaste Vol Reduction SgsiAtnend 1 .'* in response to NRC 
l-niO 6 & 2042 a requests for adtfl info Proprletarg version 

Sis'^X^R ^"'Aerojet^Energv Conversion Co (subs of General Tire & 

1 0 SOO 2091 fSo RR 82 / 10/01 THGMAS, C Standard i latlon 
tijcelel Projects Branch Ip 15615 109 


'51M6M57 Affidavit of 8P Ferreira requesting withholding of ACCf,-2-P, 
Reduction Bgsi " from public disclosure 

crtRElRA S%^^°Airojet Energg Conversion Co (subs of General Tire 
1 Rutter Co ) 02/09/29 4pp 15615 111 


’*'^MKsprietarv^v^J«lon "Raduaste Vol Reduction ‘ . 

I* Aerojet Energg Conversion Co (subs of General Tire U Rubber 
{a I B2/10/01 72pp IS615 115 


a ■ 568034 & Forwards DAW- 101 53P. "EKtended-Durnup Evaluation, "Rep t wilt 
tr\,ui ie support util customer OL applications for 
litct average burnupe up to 45i 000 mWd/mtU Rept withheld 

’Sbiacl b Hllcp* CO 02/09/30. BEROOREN, J, 6 
«inT*rdiiatloii U Special Projects Branch 0pp 15615 100 

KIMJWW Advise* that proprietary WCAP-9063 (P h "Rod Bank Worth 
/(itvriaenti Utllltlng Bank Exchanger " contain* info of 
nrorn to KRC. Resolut i on of concern needed to proceed 

riciAsIc 0^*^ Standard liation*l'*0p-clal Projects Branch 82/09/06 
lilW^EP Meitlnghouse Electric Corp* Ip 15620 OBI 


W?OIIO Forwards request for addl Info re XN-NF-02-25{P)» "Oenoric 
ruhinlcal Design. Ex x on 17x17 Fuel Assembly " Requests date 
fir pi erne d submittal of Info Proprletarg qoestlone 

ThcSw^C 0 Standardixatlon h Special Project* Branch 02/09/13, 
OtaEYiQ.F Eistn Nuclear Co r Inc. (subs of Exxon Corp 1 Ip, 
(H41 073 


21»9»38 WCAP-7fl70 

toxirii froM "Neutron Shielding Pads 
I mtilnghouse Electric Corp. 72/05/31 4pp 


15669 242 


— B2100S0165 "Potential for Water Hammer During Restart of HHR Pumps for 
BWR Nuclear Plants " 

HUANO. J Director's Office AEOO/E105 01/03/31 Mpp 
19663 256 


8210080169 Forwards "Initial Consideration of Potential for Water 
Hammer in Steam Condensing Mode of RHR Bgs OperotiDn for 
BUR Plants " 

HUANOaY 8 Director's Office AE0D/E106 01/03/31 MICHELbDN. C 

Director's Office Ip 15663 271 


— B210080172 "Initial Consideration of Potential for Water Nanmer in 
Steam Condensing Mode of RHR 8gs Operation, for BWR Nuclear 
Plants " 

HUANG. J Director's Office AEaD/£106 01/03/31 ] Ipp 

19663 272 


8210080239 Forwards proprietary response to EGbO ques bions/commein ts rc 
ssJsmic aspects of equipment qualification program & 

"Seismic Analysis of Safety Injection Motors for Byron 
Nuclear Station* 16 2 6 Draiduood Nuclear Stations 16 2'' 

RAHE. EP Westinghouse Electric Corp N8-EPR-2667 02/10/05 

ROSZTOCZY. Z Equipment Gualifl cation Branch ip 1S63B 007 


0210000262 Forward* slide presentation w/summary of 030917 meeting in 
Dethesda*MO re Intergranular Stress Corrosion Cracking 
Prograss Rept 0 End withheld (ref iOCFR2 790} 

ORIDLEY. R L General Electric Co MFN-14l-a2 02/09/30 
JDHNSTQN.WU Assistant Director for Moteriafs 6 Qualifications 
Engineering 6pp 15638 001 


8210080269 Recommends QE h/or affected QWR licensees be requested to 
submit 6 commit to schedule for replacement of alt hold 
down beams w/ Improved design Potential for water hammer 
tgpe loads on jet pump integrity should bo evaluated 
filCHELSON. C Director's Office AE0D/E0O2 BO/05/23 DENTON. M R 
Office of Nuclear Reactor Regulation. Director 4pp 15669 290 


0210000274 Forwards "Review of Emergency Response Guideline* Re 
Prsssuriied Thermal Shock " 

KIN0GLEV«0 D Westlnghouie apsratmg Plants Owner* Group 
KINGSLEY. 0 0 Alabama Power Co QG-72 B2/D6/22 DENTON. H R 

Office of ■Nuclear Reactor Reguiationi Director Ip 15630 200 


— B2JOD0O297 "Review of Emergency Response Guideline* Re Pressunied 
Thermal Shock " 

a Nestlnghouse Electric Corp 02/06/30 B6pp 15630 209 


0210150173 ropwardt nonproprletarg "Combined Seismic-LOCA Mechanical 
Evaluation, for Exxon Nuclear 15x15 Relaad Fuel for 
Westlnghouse PNRs 

OWBtEY. 0 F Cixon Nucleer Co . Inc (subs of Exxon Corp 1 

GFO 002 62 02/10/00 TH0NA8. C 0 Standard i tat I on 6 Special 

Projects Branch Ip 15706 361 


—0210150102 )(N-NF“76-47(NPI(Al 

Nonproprlet erg ^Combined Seismlc-LOCA Mechanical Evaluation 
for Exxon Nuclear 15x15 Reload Fuel for Weetinghouse FWRs " 
a Exxon Nuclear Co ■ Inc (subs of Exxon Corp J B2/10/04 
176pp 19707 001 


9210150416 Foroiardt proprletery rcspon*** to NRG 020900 request for 
addl Inf Qr Question* (-5 re NEDE-237eS-l (P ) . "GEBTR-LOCA & 

SAFER Hodel* for Evaluation of LPCA " Responses withheld 
(ref I0CFR2 790) 

QlflRKrJ F General Electric Co MFN-144-a2 62/10/07 THOMAS. 0 0 

Standartfliaiion & Special Project* Branch Ip 15715 203 


8210150449 Sumniari I is 820002 meeting w/NRC re planned dynamic testinp 
of BWR 4/9 HPCI turbine Mods to original HPCI seismic 
qiial If icet ion test extremely conservative Vieugraphs end 
(iUiRHrJF General Electric Co MFN-146-02 02/10/07 

JOHNBTONrW, V Assistant Director for Materials & Qualifications 
Engineering Bpp, 15703 196 


82101S046I Forwards slide presentation used at 020929 meeting w/NRC to 
discusi GC environ qua 1 i f icatl en program as defined In 
NEDE-24326-P Info withheld 

QUlHKiJ F. Oaneral Electric Co MFN-143-B2 82/10/07 

JOHNQTON^H V Division of Engineering 2pp 15715 277 


B21015051I Forward* XN“NF-aO~19(P ». ”Exxon Nuclear Methodology fo»' 
BWRt Applicetlo-n of ENC Methodology to BWR Reloads." Vol 4 
Rept wlfth-htld (ref I0CFR2 7901 

CHANDLER# J C, Exxon N-Uclear Co. . In( Csuii of Exxon Corp ) 
000.090.02 02/10/13 THOr^e. C 0 Standard! lat Ion Bpeclal 

Project* Branch Ip- 19715.162 
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NONDOCKETED ITEMS 


6210150656 Notification of 621005 branch meeting in Q?thesda<KD to 
dlecuss STS for rod position indication 

TAM.P S Operating Reactors l^^a^c^ 1 92/09/28 1/AROA. S A 

Operating Reactors Branch 1 Ip 13715 310 


6210150691 Oi»co»s«s review of Licensing Topical Rept XN-Nr*-77~37 
"Eixon Nuclear Power Pufcrabution Control for PMR Phase II ■' 

Rept acceptable for referencing in West inghause-des I gned 
reactor reload license applications 

THOMAB. C 0 Standard i la t ion ic Special Projects Branch 02/09/24 
OWSLEVi 0 F Exxon Nuclear Co < Inc tsuhs of Exxon Corp > 2pp 
15715 311 


B210100023 Forwards request for add I info needed to review Topical Rept 
CENPD-266(P)4 "RCCS & DIT CompiitBr Code for Nuclear Design 
THOMAS. C 0 Standards la t son 6 Special Projects Branch 02/09/15 
SCHERER, A S Combustion Engineering, Inc dpp 15721 265 


B21018005D Poruards NEDE-24632, ''Mark I Containment Program Cumulative 
Distribution Functions for Tijpitai Dynamic Responses of Mark 
I Torus tt Attached Piping Sgs» '* per WRC 020909 reques-t 
Rep t withheld 

PFEFFERLEN'H C General Electric Co tFN-l47-82 82/10/07 

VASSALLOf D D Operating Reactors Dranch 2 9pp 15720 016 


6210190607 Submits addl info per S2I014 discussion- w/G Lainas re revietii 
of Dresser safety valve performance observed in EPRI s-afetu 
i relief vailve test program Valves consistently mchiev^ii 
rated steam flow 

RAHE.E P Weitinghouse Electric Corp NS-EPR-2669 62/10/15 

EISEHHiiT. D 0 Division of Licensing 3pp 15739 334 


62101907S5 Forwards comments on NffC proposed steam generator 
requirements, d 1 8 tnbuted at 820729 meeting w/NRC tt md-ostry 
representatives in OethesdaiMD 

HlLLSrL H Tennessee Valley Authority 62/10/13 DENTQN.H R 
Office of Nuclear Reactor Regulation, Director 4pp 15737 100 


0210190810 Faruards proprietary slide presentation entitled. *’GE OUR 
Fuel Performance” from NRC/GE 820708 meeting in San Jose.CA 
Slides not properly labeled proprietary Slides withheld 
(ref 10CFR2 790) 

CHARNLEY, J S General Electric Co JSC-017-02 82/ i 0/1 2 

BERLINER, C H Core Performance Branch Ip 15736 3J7 


8210200113 Notification of 821015 meeting w/BWR owners group It EPRI iis 
Bethesda,llP to discuss status of research on pipe cracking 
in BRRs & questions raised at 820927 meeting w/GUR 
1 1 censees 

CLARK, D Operating Reactors Branch 2 62/10/13 VASSALLOiD B 

Operating Reactors Branch 2 3pp 1S767 320 


6210210329 Forwards proposed proprietary Revision 3 to Topical Rept 
EDR-KPl-A. "Ederers Nuclear Safety-Related Extra-Safety tt 
Monitoring (X-5AW) Cranes " Rapt withheld iref 10CFR2 790> 

CLARK, C W Ederer. Inc 62/10/00 THOHAS/C Standard i lati on & 
Special Projects Branch 2pp 15765 296 


Q2I02S0I5S Notifies of organ! lation re restructuring within Water 
Reactor OiV effective 820927 tt forwards -c lar i f ication of QA 
program plan OA plan in WCAP-aa/0 is accurate description of 
BA program controls 

oAur- er « Westinghoose Electric Corp N5-EPR-2666 62/10/14 

Ouality Assurance Branch 13pp 15770093 


6210260072 Notification of 620930 meeting w/86U in Bethesda,MD to 
discuss status of work re generic accident source term 
c-onslderatlons 

HOUSTON. R M Assistant Director for Radiation Protection 82/0^^^^ 
DENTON, H R . CASE, E , MlNOiJUE, R NRC - No Detailed Affiliation 
Given Ip 1SBO0 359 


6210260305 Requests review of Ins trumen ta ion 1< Control Sys Branch 
proposed requirement for addl reactor trip breaker circuit 
tests in near-term Westinghouse plants TVA recommended 
procedures represent potential threat to safety 
RAHE,E P Westinghouse Electric Corp NB-EPR-2660 82/IO/lB 
SPEIS, T P Division of Systems Integration (post 811005) 2pp 
15G05 231 


— 0206300370 Ac k receipt of 820429 Itr providing position on testir'B 
shunt trip circuits of reactor trip breakers in Westinghouse 
plants Instrumentation & Control Sy a Branch does not concur 
w/vendor position Evaluation end 

ROSA, F Instrumentation & Control Systems Branch 82 / 06 /lB 
RAHE, E P Westinghouse Electric Corp 6pp 15005 233 


6210260340 Forwards proprietary nonproprietary responses to 
I to Reg Guide 1 92, ’'Combining Model Responses If Spatial 
Components in Seismic Response Analysis" to assist in fuel 
assembly analysis Response withheld (ref 10CFR2 790) 

R-AHE,E P Westinghouse Electric Corp NS-EPR-26S0 82/09/17 
BERLIN(9ER, C , MEVER, R 0 Core Performance Branch 2pp 15803 04 5 


— 82£0260351 Submits application for withholding proprietary response 
ftevisiofi 1 to Reg Guide I 92, "Combining Modal Responses 6< 

Spatial Components in Seismic Response Analysis ” Affidavit 
nonpropri etary response end 

UIESEHANN, R A Westinghouse Electric Corp AW-B2-55 82/09/17 

OERLlNGERfC H Core Performance Branch 9pp 15803 047 


8210270072 Forwards proprietary "Exxon Nuclear Power Distribution 
Control for PWRs - Phase II," Buppl 2 tt Addendem 1 to Suppl 
2 End withheld fref I0CFR2 770) 

OWSLEY, 0 F Exxon Nuclear Co , Inc (subs of Exxon Corp ) 

GFO 087 82 82/10/21 THOMAS, C 0 Standard 1 lati on tt Spedal 

Projects Branch Ip 15829 317 


82I0270J64 Forwards nonpropri etary l< proprietary "Generic Nechanicai 
Design for Exxon Nuclear Jet Pump DWR Reload Fuel," per 
NRC 02OG26 request Proprietary rept withheld 
Cref 10CFR2 790) 

CHANDLER, J C Exxon Nuclear Co , Inc (sub# of Exxon Corp > 

JCC 094 82 02/09/29 THOMAS, C 0 Standard 1 zatlon U Spocial 

Projects Branch Ip 15824 236 


--8210270169 XN-NF-81-21 (NP ) (A) 

Nonproprietary "Generic Mechanical Design for Exxon Nuclear 
Jet Pump DWR Reload Fuel " 

a Exxon Nuclear Co , Inc (subs of Exxon Corp ) 02/09/22 

nSpp 15824 238 


8310270214 Forward* proprietary revision to "RQDEX2 Fuel Rod Thermal- 
Mechanical Response Evaluation Model " Revision modifies 
R0DEX2 code based on benchmarking of model to enlarge data 
base Rept withheld (ref 10CFR2, 790) 

OWSLEY, 0 F Exxon Nuclear Co , Inc (subs of Exxon Corp ) 

QFO 088 82 62/10/22 THOMAS, C 0 Standardization U Special 

Projects Branch Ip 15822 347 


8210280433 Forwards review of Westinghouse safety parameter diiplag 
sytr In response t-q 820506 request Verification tt validation 
projram generally acceptable Outstanding concerns must be 
resolved before review completion 

CRUTCHFIELD, D Operating Reactors Branch 5 LSO5-02-1 0-009 

82/10/05 RAHE, E P Westinghouie Electric Corp 7pp 15860 05* 


0210290110 Forward#! for Info, draft rept I* apps on pressuriied thermal 
shock Completed rept will form basis of Commission decision 
due 021030 W/o end 

LAINA8, (3 C Assistant Director for Operating Reactors 02/09/Be 
RQCHiNOi L Babcock tt Wilcox Operating Plants Owners Group 
ROCHINO, L General Public Utilities - GPU Service Core 2dp 
15066 358 


8210290141 Forwards QA Topical Rept, Amend 7 

F19HER,C R OA Technologies, Inc /General Atomic Co LRS 69.CRp.— 
82/10/19 HAA89, M P. Quality Assurance Branch Ip 15854 

— 8210290144 OA-Ai3010A A07 
Amend 7 to QA program 

*■ OA Technologies, Inc /General Atomic Co, OA-LTR-U 
7lpp 15054 31f. 


02/10/5^ 



NONDOCKETED ITEMS 




ilO2?O203 Confirms 92t020 telcon re neu fatigue curve {Figure 2''llb) 
added to IJFDE'2401 l^P-A-4 Curve illustrates Stress/ct^cle 
relatlDrftipi- used in fatigue evaluations it serves as basis 
for fatljoe analysis of approved P0xaR fuel design 
:HJ^RHLEr/JS General Electric Co hFN-lS4'0a 0S/1O/25 
= £HGOR£{ip 'J* fi MRC - Mo Detailed Affiliation Given Ip 15B54 -0// 


IC2?04S3 Foruiard s. f OT Ihfoi draft rept L apps on pressuriied thermal 
ihocb CampLeted rept mill form basis qf Commission paper due 
ra 1030 W/0 ant 1 

lAIRAS. 0 C Assiatatifc Director for Operating Reactors 05/09/20 
^ASKIN.K C-E Operating Plants Quiners Group 2pp I5s&3 IBS 


10290459 Forwards, for info, draft rept S< apps on pressurized thermal 
thoct Completed rept will form basis of Commission paper 
iui BSi030 W/a end 

j^lHASiO C Assistant Director for Operating Reactors 02/O9/2B 
^iN^ElEYiD ifesting hous e Operating Plants Owners Group KlNOBLEV. 0 
Alatiaa Pouier Cq 2pp 15063 1Q3 


sIE WOT NUCLEAR WASTE MANAGEMENT 


0210120353 "Draft Technical Position on Radiohudid* Spec S< Bolubilitij 
0< terminats nnt " 

’ ^Ol^WADO, J NRC - Mo Detailed Affiliation Given 
82fOB^30 3Q^p 15690 305 

0210120355 Trip rept of 920507 internal dosimetry symposium m 
Harri sb urgi PA 

Level Uaste Licensing Management Branch 
ann. 1 ^ High Level Waste Licensins Management liranrh 

^ p p* 1 9o7L> U 43 


8210150356 Trip rept of 020030-0903 vjslt to Denver, CQ it Los Alamos, NM 
to attend fourth annual DOE low level waste mat program 
participants info meeting 

Level Waste Licensing Oranch 

?5690^347 ^ Low Level Waste Li c one 1 ng Dranch 4p*i 


6210150-35B Propotos lead 
Pro j ec t 

WraiOHT, R J High Level 
92/09/22 High Level 
J5690 29B 


respons ib i 1 1 1 le s 

Waste Technical 
Waste Technical 


for Dasalt Waste Isolation 

Development Branch 
Development Branch Bpp 


10120131 ELmimary of 020703 meeting u/DOE, DNL it DuPont re environ 
isseiimmt draft finding of no significant impact re use 
If bairoiiM<Ate glass in defense waste processing facility 
^Hindcnce list end 

■ELLfH d High Level Waste Licensing Management Branch 02/O9/i7 
High L*/il Haste Licensing Management Branch 3pp 15692 154 


list of documents referenced in BCR for Dasiilt 
Waste Isolation Project 

B 3 /oS/o? Technical Development Dranch 

B2/09/5J DDVLE, R , €DOH,Jt , ©REEVES, J 
Management 3pp 15690 295 


Division of Waste 


1^120130 Bequests copies of papers presented at Doieman Montain 
Hating' of Bocky Mountain Section of Geological Qoc of 
i,.r,»rica. dealing w/geologic aspects of Basalt Waste Isolation 

’rOitet 

jfllChTift J High Level Waste Technical Development Branch 
12/00/31 BQUineS, B Energy, Dept of Ip 15672 169 


requests revi«_ ^ „„ 

Program Criteria for Mined Geologic Disposal of Nuclear 
Waites Repository Petformance 6 Development Criteria " 
W/ o «nc I 

SwffPNaiii'^T Waste Licensing rfanagement Branch 

15690*^^69 Health. Biting 6 Environment 




02/07/21 

tp 


,0120147 flespondi t'O 020030 I tr oipressing concern re final version 
>f lOCFfl6J, ‘'Licensing Requirements for Land Disposal of 
ladvsit* " Do mlnimifi Issue for managing loy level radwaote 
jiH bi addressed uithin next fey yrs 

■(ARTINiJ. 0 Division of Waste Management 02/07/21 HARRIS, B J 
Hallh Physl c s Society 8pp 15672 177 


8210120379 Forwards preliminary geological hydrological 
evaluation of C-oke Oven Site, Montrose County, CO heetin 
early Sept to discuss comments 
JACODI/W Colorado, State of 02/00/20 SlirTlLR D 
Waste Licensing Branch ip 15699 330 


tr geotechn 
!1 


Lou Level 


1 cal 


iOIBO'173 Forwards minutes of 020729 briefing on 10CFR60 M/o end 
IELL,M J High Level Waste Technical Development Branch 82/00/31 
>OMLlNfiER,L H Louisiana. State of LIEBDLD.W C Affiliation 
/ntnevn -CAHILiP C Environmental Protection Agency 4pp 




,0120178 Natl f 1 cation of G20909 meeting w/Sasalt Waste Isolation 
'rojsct coord inafeors in Silver Spring, MO for site issue 
ireigsil treatment & syetematlc revlcu 6 comparison of site 

:iiutf 

lRfCHT,R J High Level Waste Technical Development Branch 
12/00/31 QELL.M J , DOYLE, R , COOK, R High Level Waste Licensing 
Imigenent Branch 2pp 15692 209 


021^0120440 Foriiiards draft D0E/NWTS-a3(3 ) , "NWTS Program. Criteria Poi 
Mined Geologic Disposal of Nuclear Wastes Rappsitoru 


_ - . R apPS i toru 

Performance «, Devetopmont Criteria " Radiological safely v 
dosimetry comments requested by 021006 W/o end 
DOYLE*!? R High Level Waste Licensing Management Branch 
Level Waste Licehslng Management Branch 

I 9o71 j Bo 


Ga/09/BJ 

Ip 


[0120322 Forwards draft D0E/NWTB-33{31 , '*NWT8 Program Criteria for 
finid Oeolog i c Disposal of Nuclear Wastes Repository 
Hrformance tt Development Criteria " Comments on repository 
Irslgn features requested by 021006 W/o end 

lOVlE.B R High Level Waste Licensing Management Branch 02/09/21 
T High Level Waste Technical Development Branch Ip 

I967B 392 


1012M24 Forwards draft D0E/NWT8-33<3 J , "NWTS Program Criteria for 
llrjiJ geologic Disposal bf Nuclear Wastes Repository 
‘irforaanei L Development Criteria '* Commente on QA stds 
-tquiit-iil by 821006 (f/o end 

iDVLE.R R High Level Waste Licensing Management Branch 82/09/21 
IfiOKifl F High Level Waste Licensing Management Branch Ip 
iW90 351. 


I&120329 Foruardf “Carrosion of Cast Iron it Low Carbon 8teel Nuclear 
Nile Containers in Basalt Repository “ Draft rept will be 
fluid as NUREO 

<Rl4HTiR J High Level Waste Technical Development Branch 
R/W20 SOUfREBi D Energy, Dept of Ip 15690 353 


I2101S03S9 "Corrosion of Cast Iron l< Low Carbon Steel Nuclear Waste 
CcnUinirs in Basalt Riposl tory i " draft rept 

KALL.E E NRC - No Detailed Affiliation Given 02/00/26 44pp 
L9b90 354 


Q12039I F'lruards second "Draft Technical Position on Radionuclide 
ptc Boltibi li ty Da torminatloni *' 

WiUa.P 8 Nigh Level Waste Technical Development Branch 
2/00/30 MILLER, H J High Level Waste Technical Development 
ranch Ip 15690 301 


8210120554 Commefits on Jul 1702 monthly rept fur Edgemont cleanun 
action program No changes to costs or final delivery of 
contracted products authorized 

FLORY, C A Uranium Recovery Licensing Branch FIN D-22J7 
02/09/14 WOOMANr N A Dattellc Memorial Institute, Pacific 
Northwest Laboratory 2pp 136B4 216 


0210120574 Forwards comments on 
U ml 11 ta 1 H npt site. 

SCARANQ, R A Low Level Waste 

CAMPBELL,!? H Gnerpy. Dept 


draft remedial action concop 

Licensing Branch 02/07/20 
of. 3pp 15685 559 


I 


paper 


for 


. , .w,,. VH p.g aeniDjic, WU to evaluat 

progress on remedial action program 

FLORY, C A Uranium Rscovery Licensing Branch FIN D-2217 

^ Uranium Recovery Licensing Dranch 2pd 

15604-235 


9210220037 Forwards NRC Comments on final draft remedial actlQti concent 
paper for OuranpOiCO Inactive U mill taJlJngs site Comments 
can be easily resolved, 

SCARANO, R A Orinlum Recovery Licensing Branch 02/09/09 
CAMPBELL, RH Energy, Dept of Opp 15706 270 


0210250035 UMTflA-DOE/ALO-34 DRF 

Draft ‘'Remedial Action Concept Paper for U Mill Taillnes 
Slfca at 8hlprocl(,NM '• ^ 

e Navajo Net Ion CAMPBELL* «, H Energy. Dept of 25602 

82/08/31 27pp 15790 316 ^ 


021O26OOB6 Forwards "Certificate of Water Analysis, May 1902 " 

CAIN.J =0»’‘ ea/Oi/M HAZI.E.AJ Col.T.do, at«,« 

or* «Pf, 15014 133. 



384 


NONDOCKETED ITEMS 


I — 0210260091 "C«rt)ficake of iVater AnalgstiiHay 1902 ” Five oversize- 

! listing-) encl Aperture cards available in FOR 

MCDOWELL, J . CURREY. M . HERRERA, D Cotter Corp 05-83 02/07/12 

I Spp 15814 155 


XPORFLIC EXPORT AND IMPORT LICENSES 


8210040383 Ltr of assurance re export of 330 3 3 tig U-S35, contai ne<J in 
1 1 , 590 kg t/, to Japan 

SHIRAKAWA.T Japan 03/09/03 GRIFFIN, J A Energy, Dept oP Ip 
15597 3tl 


8210040395 Ltr of assurance re export of 26B tg U-233, contained in 
10,936 kg (/, to Japan 

5NIRAKAWA. T Japan 03/09/03 GRIFFIN, J A Energy, dept of Ip 
15597 313 


821Q0403B7 Ltr of assurance re export of 340 20 kg U-335, cental nod 
in 10,470 kg if, to Japan 

SHIRAKAWA. T Japan 03/09/03 GRIFFIN, J A Energy. Dept of Ip 
15597 313 


B210040403 Executive Cranch position re hfitsubisM Inti Corp 
application to expert 575 kg U-235, con tame d in 39,690 kg U, 
to Japan Ltr of assurance end License should be granted 
DEVINE, J 8 State, Dept of, Dureau of aceans t* Internatl Environ l< 
Scientific Affairs 82/09/10 SNEA» J R Office of International 
Programs, Director 2pp 15597 230 


8201060245 Req.uests approval of alternate routes for planned irradiatod 
fuel shipments from Chalk River Nuclear Labs to DDE 
Savannah River facility Date of arrival deleted 

DANESE.F L Nuclear Assurance Corp 19955 01/11/13 Division 

of Safeguards 3pp 15636 301 


—8210050467 Advises of plans for series of spent fuel shipments from 
Chalk River to DOE Savannah River Plant 

DANE6E, F C Nuclear Assurance Corp FL0/e2/B4/ET6 03/07/02 

GODY, A Regt-on !■ Office of Director Ip 15626 232 


--&2I0D5047I Corrects 020703 preno t i flea t ion of planned series of 
irradiated reactor fuel shipments from Chalk River to 
Savannah River Plant Port of entry is Derby Line.VT 
DANESE, F L Nuclear Assurance Corp FLD/e2/B6/ETS 82/07/07 
OQDV, A Region 1, Office of Director Ip 15626 333 


8210060007 Amend 5 to GE export ] 1 c ensc, chang ing licensee 6 consignee 
addresses ii adding 3 addi consignees 

PETERSON, M R Assistant Director for Export/ Import U In terna tl qnol 
Safeguards ODW-073-e2 62/00/31 ip 1 5636 267 


|i B21006047I Ltr of assurance re application to export 319 20 kg U-23b. 

■[ contained in l|i200 Vg U, to Japan 

|l SHIRAKAMA, T Japan 02/09/02 ORIFFIN, JA Energy. Dept of Ip 

1S636 219 


I 8210070411 Add! response to FOIA req^uest for documents re IAEA nuclear 

'i| matt safeguards program Forbxards documents listed in App A 

II FELTON, J M Division of Rules and Records 02/09/10 

jr, OREENSERO, E V Tuttle ^ Tag lor 3pp 15647 003 


-8210070486 Notifies that no special physical protection or Inti 
safeguards concerns identified re Amend 1 to application to 
export louh enriched U to Malaysia 

SHEER, T S Material Transfer Safeguards Licensing Dranch 
62/06/38 ZlHMERhAN, J V Assistant Director for Expor t/tmpor t & 
lonal Bafequards ip 15647 S67 


unty concerns exist 
iw enriched (i 

n. - .f, 


— 8210070421 Notifies that no physical security concerns exist rt eiperk 
of lou enriched U to Japan under export license application 
KSNM-ia96 

SHERR.TS Material Control & Accountab i 1 1 ty Developrnant Drorch 
01/13/17 DEVINE, J fi Assistant Director for Expor t/lmperi L 
Int ernatlanal Safeguards Ip 15647 007 


— 8210070436 Notifies that no physical protection concerns axiit re 
applications to export lou enriched U to Japan under 
Licenses XSNM- 1933, 1925, 1938 ?, 1096 

SHERR, T S Material Transfer Safeguards Licensing Branch 
82/03/25 PETERSON, M R Assistant Director for Expor 1 /Imp or 1 i, 
International Safeguards Ip 15647 016 


— 0210070434 Notifies that no physical protection concerns ex lit re 
export of highly enriched V to Japan Update on status of 
negotiations requested 

SHERR, T S Material Transfer Safeguards Licensing Branch 
82/03/09 DEVINE, J B Assistant Director for Export/ Import & 
International Safeguards Ip 19647 015 


— 8210070436 Notifies that no physical protection concerns rilbt re 
applications to export lou enriched U to Japan under 
Licenses XSNM-1 933, 1925, 1930 U 1896 

SHERR, T 5 Material Transfer Safeguards Licensing Branch 
83/02/25 PETERSON. M R Assistant Director for Expor t/Import h 
International Safeguards Ip 15647 016 


— 0210070471 Forwards draft Commission paper re application for Ilctnse 
to export highly enriched U to Franco Comments license 
conditions specified in Enel 2 should be included in 
license 

OURNETTrR F Division of Safeguards 03/05/25 6HEA, J R Office 
of Internationol Programs, Director 3pp 15647 224 


— 8210070436 No t if i es that no physical protection concerni etlit re 
applications to export lou enriched U to Japan under 
Licenses XSNM-1 933, 1925, 1920 I, 1896 

SHERR. T 8 Material Transfer Safeguards Licensing Qranrh 
03/03/25 PETERSON, M R Assistant Director for Eipcr t/ Import & 
International Safeguards Ip 15647 016 


— B2I0070447 Notifies that no physical protection concerns exist re 
applications to export low enriched U to Japan Info 
requested re status of facility attachment to Fukushlma I, 

Unit 4 

SHERR, T fi Material Transfer Safeguards Licensing Brunch 
82/03/11 PETERSON, M R Assistant Director for Expor t/imp uri lb 
International Safeguards ip 15647 038 


•8210070484 Notifies that no physical protection concerns found re 
application for license to export single reload of lou 
enriched IT to Japan 

SHERR, T S Material Transfer Safeguards Licensing Branch 
83/06/23 ZIMMERMAN, J V Assistant Director for Expor t/lmpor t h 
International Safeguards ip 19647 263 


6210070433 License for Transnuc 1 ear, Inc to import 17,000 kg U, enr iihe d 
to 1 04 U-23dias U hexaf 1 uoride, from France 

ZIMMERMAN, J V Assistant Director for Export/Import Sr InternalLonai 
Safeguards 82/09/24 Ip 15637 336 


9210070439 License for Exxon Nuclear Co, Inc to import 93,020 kg IL 
enriched to 4 3X U-235, contained in fuel rods or astemblieiii 
from Taiwan 

ZIMMERMAM.JV Assistant Director for Export/Import << In-tar nht I email 
Safeguards B3/Q9/36 Ip 13637 344 


8210070443 License for Ph iljro-9al amon, I nc to import 500,000 Ig U, 
including normal U «< U enriched to 5 OY, U-235, in any form 
except U contained In irradiation fuels, from any country 
ZIWMERMAN.J V Assistant Director for Export/Import ^ Internat 1 on a i 
Safeguards 82/09/26 Ip 15637 347 


8210070452 Application for license to import 21,703 kg U, coniaknine 
410 49 kg U-235 t< 21,346 kg U, containing 544 232 kg U-235* 
from Uest Germany 

HANNETT, B A Transnuc lear, Inc TNF 410. 02/09/28 MOOflG- H 

Office of International Programs* Director 2pp 15637 396 


0210080003 Forwards application for license to export 500,000 €1 
tritium gas to United Kingdom 

SHAM, A Edluu International Co. 82/09/10 HEMBV,e Assistant 
Director for Export/Import fc Internet i onal Safeguards Ip 
19668 393. 


— B21O0Q000S Application for license to export 500,000 Ci tritium aa 
to United Kingdom * 

SHAHi A Ed lou International Co 800-1(82} 02/09/10 Is 

15668 354 
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£210030033 F®T'U4-ri} 4 application for Hc»n»® to export 400 kg 
, , . - j.-ttrlt*' «nr i ched to O 4'/j to United Kingdom 

va;/ « iPEft* 0 t> AHAX. Inc 02/09/09 hEMDYiE NRC - No Detai 1 ed 
Affiliation Given Ip 15^9 001 


-€^10090035 Ap pi lc«t ion for license to export 400 kp cassitorlte^ 
-enriched to 0 4^^ to United Kingdom 

DISTLER-W F ANAX. Inc SN-EXP 02/09/10 Ip 15669 002 


2100 Q 0037 Foruardt application for license to export 06 961 tn(. i 
Cf-252 a-* ceTfnet wire to France 

hAilNETLB A Tran»nuc laar » Inc 82/09/00 HOQREi N Office nf 
Intirritiona 1 Programsi Director Ip 15669 003 


-E^l00&0040 Application for license to export 86 061 mC i Cf"252 as 
crrait wire to France 

ilANWETTi B A Transnuc 1 aari Inc i TNP 414) 02/09/00 Ip 

004 


-0210000042 Advises that CEA will fabricate Cf-252 It send entire SQur< e 
la tnstltut Oustave Raussij de Viliejuifrln response to 
ovestiont on. 820908 application for license to export 
06 041 "iCi Cf-2S2 as cermet wire to France 

H-WWETTiB A Transnu c 1 earj Inc 02/09/15 HEKDY* E Director's 
Office* Office pf Inspection and Enforcement 2pp 15669 005 


3210000045 Corrected license for Edlow Inti Co to import 30*000 
k« U- enriched to 3- 5'/. U-235t from France 

V Assistant Director for Expor t/Import tt International 
Saflflwrdi 02/09/15 ip 15663 330 


6210090071 Application fPr license to Import 5*000*000 kg U*contalning 
aSGiOOO kg I/-23S 

ST^AWiA Edlow International Co 92/09/17 Assistant Director for 
Esport/Inport International Bafeguards Ip 15669 363 


021COBO1O9 Appl ica tlon for license to import 21*000 kg U* containing 210 
I a U''235* f ram the Netherlands 

HWWETT. D A Transnuclear* Inc 02/09/20 hODRRE* N Office of 
Irtirnational Programs* Director 2pp 15669 360 


&210030I13 App 1 ication to amend export 1 icons e* submitting addl info ra 
interaediats consignees 

H]LS0N*9 D General Electric Co DDW‘‘O03-02 62/09/07 

HRKHTiB L NRC - No Detailed Affiliation Given Ip 15669 362 


6210060119 Exec olive Branch position re Carpenter Technoloov Corp 
eppllcition to export Zircaloy tubing to Norwag License 
sbould be granted 

DEVtNCiJ S 8tatB*Dept of* Dureao of Oceans U Internatl Environ & 
Sxlthtifle Affairs B2/09/17 SHEAi J R Office of International 
frojraiit-i Director Spp 19663 203 


0C2ICOQO-126 Eitcullvt Branch position re KH8 Fusion* Inc appllCatian 
la nport 300 Ci tritium in hollow glass pellets to United 
)<lnpd«n Licenie should be granted 

DEVINEiif 9 8tate*Dept of* Bureau of Oceans It Internatl Environ I* 
Scientific Affairs. 82/09/10, SHEA* J R Office of Internet ional 
PrograAi* Director Ip 15663 313 


0210050139 Appl i cation for license to Import 27*280 kg U*contalning 
B72 96 Lg U-239* from iJest Germany 

HMiNEITj B A Transnuclear* Inc 82/09/13 MOORE* N Office of 
Initroitlona 1 Programs* Director 3pp 15663,243 


G21OO0O133 App 1 leal ion for license to Import 27*000 kg Uicontalning 
324 tg U-235* from the Netherlands 

HAHRETTiB A Transnuclear* Inc 82/09/20. MOORE*N Oftice of 
IntfTniliona 1 Programs* Director 2pp. 15663 246 


02-]O()B9136 Appl Ication to amend export 1 1 canse* tubml tting addl info re 
intiraedlate consignees 

MILSOR. D D. Oitveral Electric Co DDW-0G3-82 02/09/07 

RP[0Hr*a L NRC - No Detailed Affiliation Given. tp I5663’240 


071DOB9130 License for Mitsui U Co (USA)* Inc to export 33*000 lb 
Zlrcalof|-4 tube shells to Japan 

ElHHERMANiJ V Asiletant Director for Export/Import & InternatlonN 1 
Sifiguardi 136261. 82/09/20. tp. 15663.249. 


6210050143 License for Neitinghouse to export 15 kg depleted U oxide* In 
fgra of sintered petletsi to Canade 

Jl^RMAN*J V. Assistant Director for Export/Tmport t International 
Si^guerds IL8-194 02/09/22 Ip 15663.250 


6210000149 License for Meetinghouse to export 1*800 microgram C f-aSL** 
contained in eight cermet sealed sources t< 40D mg Np-237« 
contained in 24 radiation surveillance capsules. to South 
Korea 

ZIMMErmANiJ V Assistant Director for Ex p o rt / 1 mpor t S« International 
Safeguards ILS'IB7 02/09/22 2p p 15663 251 


02 lOOBOl 53 Li c a ns B for Nsstinghouse to export three loniiation chaiffibern 
Zi three gamma chambers to kiest Germany 

ZIMMERMAN. J W Assistant Director for Export /Import 8< I nternat i anal 
Safeguards ZE 10470 02/09/22 Ip 15663 S53 


B2 100801 S7 License for Exxon Nuclear Co* Inc to export fuel rod 
hardware U cage assemblies to France 

ZIHHERMAN, J V Assistant Director for Erpor fc/|mpoT t «* Inter nat i nnci I 
Safeguards 02/09/22 ip 15663 254 


0210000162 Amend i to Transnuc ] ear. Inc export 1 icensc* inc reas i ng 
guantlfeg of 11-235 from 91 434 kg* contained in 90 kg U, to 
94 513 kg.centained in 101 3 kg U 

zrUHERMAN/J V Assistant Director for Export/Import 8* International 
Safeguards 81-269/01 82/09/21 Ip 13663 270 


8210000319 Forwards application for license to export four 2ircaIo9-4 
alloy fuel channels to Republic af China 

W02NIAK.D R Carpenter Technology Corp 2-909-02B B2/09/09 
HEhaV* E Assistant Director for Erpor t/Imp ort & International 
Safeguards Ip 1S663 350 


—0210080320 Application for license to export four 2ircalcig-4 alloy 
fuel channels to Republic of China 

a Carpenter Technology Corp 02/09/09 2pp 15663 359 


G2100QD321 Forwards application to export IS kg depleted if usido to 

Canada 

HERSCM.KM llestlnghouse ElBefcri.c Corp ILS-194 82/09/15 

ZIMMERMAN. J V Assistant Director for Expo r t/Impor t 8* Interna 1 1 onq 1 
Safeguards Ip 15663 361 


--821OO0O3S3 Application for license to eiport 15 kg depleted U nxidu. 
in form of sintered pellets* ta Canada 

HERQCH*MM Westinghouse Electric Corp 02/07/lS Ip 
15663 362 


0210000324 Application for license to export 12 guide thimble tubes 
to Japan 

a G. Itah 6 Co (America)* Inc M’'004 82/09/16 Ip 15663 283 


6210000327 Forwards application for license to export 9.500 kg 
individual rare earth compounds or mixtures I* concenbrabet 
to varlDUs cauntries 

0ARHUM*E C Molycorpr Inc 82/09/16 HEMDY. E Assistant Dlrectur 
for Export/ Ifflipor t «« International Safeguards 2pp 15663 2B9 


--021OGBO331 Application for llcens* to export 9.500 kg individual rarr 
earth compounds or mixtures 8* concentrates to various 
countries Elements consist primarily of c er turn* 1 onthonumr 
rteodymiun t* pr aseodym-l urn, 

WARMOL.W N HolyEUTpi Inc 82/09/16 Ip 15663 29t 


8210080334 Licenie for Luigi Berra* Inc to export 18*400 springs to 
Italy 

ZIlfMERMAKIi J V Afiistant Director for Expo rt/Imp art U International 
Bafeguerds 020-536 02/09/22 Ip 15663 329 


0210000339 Application for license to export 4*050 ft xirconLum 
Grade 11 seamless tubing to Canada 

TUFPERiK F. Cabot Carp 1-6930(01^20043 02/09/15 ip 

I 5663^ 328 


8210080343 Llctnsa far Edlow Inti Co to export 0 01 micro) 
0 17 microgram Pu- 239 to Philippines 

ZIMMERMAN.J V Assistant Director for Expo rt/Impor t t< 
Safeguards PNPC~1 02/09/20 2pp 13663 321 


02EOO8O345 Advises of issuance of license to Mestinghouie 
kg depleted U to Canada w/o 15-day waiting period since 
matl to be shipped oti 020924 

ZIMMERMAN.J V Assistant Director for Export/Import t< 
Sefeguerds 02/09/32 Assistant Director for Export 
Internet i onal Safeguards. Ip 15663 320 


8310080348 Requests Executive Branch position re Inti Co 
application for license to export 5GO* OlX> Cl bulk 
tritium gas Iq United Kingdom 

ZIMMERMAN* J> 9 Assistant Director for Export/Impor t S> 
Safeguards 82/09/22 STOIBER.C A. GtaterDept of* 
it Internatl Environ h. Scientific Affairs Ip 15663 
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8210120117 License for KHS Fusio(i«Inc to export 3D0 Ci tritiunii 
corvtainerf in mi c ro*he 1 1 hollow glass pellets^to United 
Kingdom 

ZJH(1ERM/1Mp J V Assistant Director foi Eiport / Impor t fc International 
Safepuardi KM5F-882-RO 82/09/22 Ip 15689 157 


3210120S0D Application Far license to import 26 kg low enriched LI 
dioiide pellets From Japan 

CROSQLE. K L IRT Carp 82/10/01 HOORE, N NRC - No Detailed 

AFf Illation Given Ip 15672 075 


0210120511 Foruards application For export license For minor nuclear 
export Ltr of assurance required U/o end 

Z U'tKERMAMp J V Assistant Director far Eiport/ Impar t V [ nternational 
Safeguards 32/09/30 CRiFFINi J A Energy. Dept of tp 
J5A72 091 


8210120519 License for Transnuc 1 ear. I nc to import 31,000 kg U.enriclied 
to 1 lO'/i U”235 as LI haxaf luor i de, f rom France 

ZIMHERMANiJ V Assiaiant Director for Eiport / fmpor t Cc International 
Safeguards 32/09/24 Ip 15672 095 


6210130049 License for Tra n snuc I ear, I nc to export 1 464 kg U-23b, 
contained in 3 223 Jkg U V i 264 kg Ll'*235, conta ined in 
6 329 kg U, to Japan 

Z IMMERMANi S R Assistant Director for Export/Impor t & International 
Safeguards <NUK 405)32-097 32/09/28 Spp 15694 361 


8210130055 License For Pechineti Llgine Kuhlmann Development, Inc to 
export 6 547 kg U-23S> contained in 7 DIB kg Ua to Greece 
ZIHMERMAN, J U Assistant Director for Expart/Import & International 
Safeguards 7/2/82 02/09/24 2pp 15694 275 


62101300S9 License for Mitsui & Co f USA K Inc ia export 237 16 
Zirca)oi|-2 barrier tube shells to Japan 

ZIHMERMAN.J V Assistant Director for Expo r t/ Import f< Inter nat lona I 
Safeguards 136249 82/07/26 2pp 15694 358 


8210130062 License for Isotope Products Labs to export 0 0125 mg 
Cm-244 to -Qatar 

ZIMMERMAN. J V Assistant Director for Export/ Import International 
Safeguards W/O 9888 82/09/24 Ip 15694 357 


8210130066 License for Carpenter Tectinologg Corp to export 34 piccer 
of Zircaiog tubing to Norway 

ZIMMERMAN. J V Assistant Director for Export/ Impor t U International 
Safeguards CARTECH-SPD 150 82/09/24 Ip 18696 267 


8210130070 Amend 6 to 0£ export 1 i cense ■ exten ding expiration date bo 
800101 , Chang X ng intermediate consignees & increasing 
quantity of matl for export to 3.055 Irg U-235i conta ined in 
126. 589 kg 0, to Italy 

ZIMMERMAN.J V Assistant Dtrettor for Expo rt/lmport International 
Safeguards BDM-074-92 32/09/24 Ip 15696263 


6210130072 Application for license to export equivalent of 5 kg 
deuterium to Malaysia 

e Sigma Chemical Co D-97 82/09/23 Ip 15696.252 


oplication for license to export 2 mg Cf-2S2. contained in 
lurcerModel QEN-CF 123. doubly pncapsutatedr to 


6210230517 Application for license to export 7 54 kg thorium, 
contained in 10 kg Thorium fluoride in granular form, to 
Lichtenstein -(Bwitxer land ) 

COLTON, E Cerac, Inc 82/09/24 Ip 15786 084 


6210260083 License for Instrumentation Research Technology Carp to 
import 26 kg U, enriched to 47. U-235, as U oxide pellets, from 
Japan 

ZIMMERMAN, J V Office of International Programsp Director 
82/10/01 Ip 15814 324 


Q21O260523 Notifies that Westlnghou&e 621007 application to export 
cable assemblies to Belgium hat been approved w/o IS^day 
waiting period Equipment ready for immediate shipment 
ZIMHERMAN,J V Assistant Director for Expor t/Impor t & I n be r nail on a J 
Safeguards 62/10/14 Assistant Director for Export/Imp or t L 

Internationa 1 Safeguards Ip 15830 176 


6210260541 Notifies that Nestinghouse 621107 application to export one 
compensated lonitation chamber to Belgium has been approved 
w/o normal 15»day waiting period Equipment ready for 
immediate shipment 

ZIMMERMAN, J V Assistant Director for Expor t/Impor t & International 
Safeguards 62/10/14 Assistant Director for Ex port/Impor t 6c 
International Safeguards Ip 1583 0 3 55 


6210260570 App I scat ion to amend export license extending expiration 
date to 851331 

UJLSON, B D General Electric Co DDW-O09-B2 82/10/05 IIEMIIY. F O 
Office of International Programs, Director ip 15614 357 


S210260S73 License for Sigma Chemical Co to export 5 0 kg deuterium 
oxide to Mai a ysta 

ZIMMERMAN, JV Assistant Director for Expor t/Import R Internal iona I 
Safeguards D-97 82/10/13 Ip 19814 359 


8210260574 Amend 1 to OE eiport license, extend mg expiration date to 
851231 

ZlMMERMANiJ V Assistant Director fur Export/Impor t b Inter nAt icn-a 1 
Safeguards BDW~0B9-B2 82/10/14 ip 15014 360 


0210260576 Amen d 3 to BE Co. Inc export license, extend mg expiration 
date to 891231 ii changing end use statement 

ZIMMERMAN, J V Assistant Director for Exporfc/Impor t it In terniit iorkxkl 
Safeguards KKL-DDW 01008 82/10/13 Ip 15630 141 


8210260580 Amend 1 to GE export I icenso, extend ing expiration data to 
641231 

ZIMMERMAN, J V Assistant Director for Export/Import 6 Intarnall ona I 
Safeguards llDW-79201 02/10/13 Ip 15B30 142 


8210270001 Amend 1 to Sandvik Special Metals Corp export licens-ffp 
increasing quantity of mat! from 12,800 to 20,000 lb 
increasing value of export 

ZIMMERMAN, J V Assistant Director for Export/Import 4< Inter na t io-na I 
Safeguards 62/10/13 Ip 15836 078 


8210270003 Amend 1 to OA Co export I i cense, ex tend ing expiration date 
to 851 101 

ZlMMERMANiJ V Assistant Director for Export/Impor t it International 
Safeguards IEL-4015 82/10/13 Ip IDB36 079 


0210270003 Amend 6 to Transnuclear, Inc export I i cense, e x tend Ing 
expiration date to 080301 

riMMERMAN,J V Assistant Director far Export/Import it Internationa ] 
Safeguards RBa-33 180- 120/0 02/10/13 Ip 15836 080 


6210270007 Application for Amend 1 to export I i censci i nereasi ng value 
of equipment to be shipped to Japan 

T8UKUDA, T Mitsui Go (USA J.Inc (Suits of Mitsui h Co .Ltd } 
62/10/12 WRiOHTfD L Office of Internati anal Proarams. Director 
Ip 15836.061 


8210270011 Application for license to export 24,860 lb Zlrcalou tree 
to Germany 

AERNI, 0 L Teledyne Uah Chang Albany 3326(JFM} 82/lO/OQ Ip 
1 5836 082 


8210270014 Appaication for license to export compensated lonixablon 
chamber, Model NL230a4i to Japan 

POCHALp N F (destinghause Electric Corp ZE 60252 62/10/06 || 


8210270017 Application for license to export compensated ioni ration 
chamber, Model WL23774. to Belgium 

paCHAL.W F (ileetinghouse Electric Corp ZE20561 62/10/07 ip 


NONDOCKETED ITEMS 


38 : 


ail0270021 ApplicaticTi for Ucen«» to export 12 6 kg U aa metal to 
Cariida 

SKAJIi A Edloij Internat 1 anal Co AECL-1{03) 82/10/13 Ip 

15036 OOS 


S?|0Z7007* Application for Ucenae to export A. BSO lb Zircalog trex to 
Oarman^ 

/VfJlNIiB L Teledyne Wah Chang Albany 2A20 iJFMJ 02/10/14 Ip 
1503* 299 


5?l'0370O94 Application to amend export 1 i tens®/ chang xng quantity to be 
exported to 30 g U-235. contained in 500 g U tc 500 g Th-232 
ilARCHAl--< J European Comtnuni fci e ». Commission of 02/09/27 
GRlFFlAJrJA Energy, Dept of Ip 13036 218 


02102700-99 Licence for Separative Uork Unit Corp to import 2.000,000 
It niturat U in any form h 300,000 kg U, enriched to 5X 
In any form, from any country 

MIV 1 £RMAII*J V Office of International Programs, Director 

02/10/04 Ip 15036 219 


0710270103 Advitet that proposed import qf 26 kg U. enriched to 47, 
U'^GSi const i t ute & no undue risk to public h ealth, safety or 
er^ i ron 

hOD^E.R 11 Office of International Programs. Director 82/10/04 
Office o-f Int ertiational Piograms, Director Ip 15836 220 


&2I027010B Advises that license to import 26 kg U dioxide peileto, 
enriched to AX. from Japan Issued w/o- 13-day waiting period 
line® natl urgently needed for testing 

ZIHHEBUANpU V Assistant Director for Export/Import 6 International 
Eafraiiar-ds 82/10/04 Assistant Director for Export/Import 8« 

Inltma ti ona 1 Bafeguards Ip 15832 340 


82102701 M Advises that proposed Import of 27.280 kg U. enriched to 3 27 
lJ-23Sr c ors t i t utes no undue risk to public health, safety or 
Shvlron 

HDQFtEi R H Office of International Programs, Director 02/10/05 
D-Tflit of International Programs. Director Ip 15032 341 


0210370-122 Advises that license to Import 27< 200 kg low enriched U in 
farA of U hexafluoride from Wost Oermany issued prior to 
(jptratlon of no-day period stated In FR 

ZlhnEnHAN'. J V Assistant Diroctoi for Cxport/Import G International 
Eifs-^uurdi 0S/1O/OS Assistant Director for Cxpori/Impor b It 
murretional Bafeguards Ip 15032 347 


&2I02701S7 Advises that License to export 230 lb Zircaloy-2 barrier 
tube sh-elis to -Japan Issued w/o lS*'day loaitlng period since 
tubing ready f-or Imcnediate shipment urgently required by 

(uilOAtr 

JIZHHE0HAM, J V Assistant Director for Expori/Jmport International 
Safiguards 82/09/26 Assistant Director for Export/Impor t t« 
InUrnaii bma 1 Safeguards ip 15832 346 


^210270147 Application for license to Import 13« 500 kg U. enriched to 
^ B5X from France 

bWfNETT.B A Transnucleari Inc G2/09/30 HOORE. N Office of 
IrtirrabioTial Prograftisj Director 2p p 16034 342 


8210370149 Forwards applitation for eapart License for minor nuclear 
iijort Ltr of assurance required 

ItHKEKrtAMi J V Assistant Director for Expart/Import & interna tianal 
Esfiguards 82/10/05 ORIFFIN.J A Energy. Dept of Ip 
IW34 344 


'^'9210270162 Application to amend import llcensti increasing amount of U 
from 10 to 15 kg 

CLBCII.R « National Nuclear Corp, 02/09/2? WR10HT,B L 
Aislstant Director for Export/Import it In ternati onal Safeguards 
ig 19834.349, 


9215270196 Foruards application for etport license for minor nuclear 
sipsrt Ltr of assurance r*(tulrsd W/o end 

MHiiCFlMAN. vT V Assistant Director for Export/Import U International 
Safeguards 82/10/06 ORIFFtN.JA Energy. Dept, of Ip 
19036 077 


0210370199 Uir of assurance re export of 8NN to Suitierland 
FfOCMj-C Swltierland 02/09/20 OR IFFIN. J A Energy. Dept of 
19 ^ 34.346 


8210270363 Application to amend export I icons t. Increes Ing quantity to 
kl leportvd from 12.000 to 20.000 16.- 

^TER^L Bendvit 8pacUl Metals Corp B2/10/04 HEMBV.E NRC - 
lis Oitalled Affiliation Olvsn Ip 19834 349 


92102701 68 Requests exemption from 30“day FR notice requirement for 
iapert tlcenie Natl must be exported immediately 
HAWCtT.BA TransnucUar. Inc TNF-419 82/09/23, MOOfiEr N 

Office of International Programs. Director, Ip 16034 390 


0210270194 Application for licenie to export 5 kg deuterium uxidp 
liquid over 2''yr period to Malaysia 

e Sigma Chemical Co 0-90 02/09/30 Ip 15835 340 


Amend 3 to OA Co export 1 ic enso. e x tendi ng eipiration date to 
B51001 & increasing quantity of matl authorized for export 
to 50 g U-SaS, contfli tied in 500 g U 4 500 g fh-a32, to West 
Oermany 

ZIHMERMAM,J V Assistant Director for Export / Import h I n tern a 1 1 ona 1 
Safeguards I EL-954 92/10/06 )p 15936 033 


9310270233 License for Transnuc * ear, Inc to export 96 061 mCi Cf-35cJ. a& 
csrmeiit wired fco France 

ZIMMERMAN. J V Assistant Director for Export/Import 5. International 
Safeguards fTNP-414) 82/10/05 |p 15936 072 


0310270230 License for Carpenter Technology Corp to export four 
Zirca|ov-4 alloy fuel channels to Taiuan 

ZIMMERMAN, J V Assistant Director for Export /Impor t ft International 
Safeguards CARTECH 3-909-0 82/10/05 Ip 15036 075 


0210270243 Informs that Amand 5 to License- XSNM-I6e6 may be issued No 
matl changed circumstances since issuance of License 
X8MM'-ie40 

HQORE, R N Assistant Director for Export/Import i Internal i ono 1 
Safeguards 02/10/06 Assistant Director for Expor t /f mpor I fc 
International Safeguards Ip 15836076 


8210270281 Application far license to export 10 kg thorium oxide 
powder to 1 t«i 1 y 

COLTON. E Cerac. Inc 02/10/06 HEMBV.E NRC - No Detailed 
Affiliation Olven Ip 15B36 304 


9210270282 Amend 1 to Mitsui Air Inti. Inc export license, increasing 
value of equipment for export to Japan 

ZIMMERMANiJ V Assistant Director for Export/Import 6 International 
Safeguards 92/10/14 Ip 15836 305 


B21027D263 Application to amend export I teens e, ox tending expiration 
date to 841231 

WILSON, D D Genera L Electric Co DDU-088-&2 02/10/05 Ip 

15836 306 


6210270284 License for Wastinghouse to- export one compensated 
ionliatlon c hamben Mods 1 NL23774, to Belgium 

ZIMMERMAN. JV Asststant Director for Ex per t/Import it International 
Safeguards 2E-20561 82/10/14 Ip 15036 307 


3210270265 License for U’esttnghouse to export one triax cable asseinblyr 
Model UL-240Se it one coax cable assemb 1 y. Model WL-24060 to 
Belgium 

ZIMMERMAN, J V Assistant Director for Export/Import 4. I nternati-oiial 
Safeguards ZE-20967 92/10/14 Ip 15936 308 


9210270206 Ltcense for Natl Nuclear Corp to export S 0 milligrams 
Cf~3S2. cental ned In one neu-tron source, to United Kingdom 
ZIMMERMAN, J V Assistant Director for Export/Import *t International 
Eefeguards BNFL-C-57B 82/10/14 Ip 15836 300 


021027028? License for CERAC. Inc to export 7 54 kg thor i um, cental med m 
10 tg thorium fluoridei to Switzerlatid 

ZlMMERMANiJ V, Assistant Director for Export/Import 6 Internal i ono 1 
Safeguards TLX-6725 82/10/13 2pp 15036 301 


9210270290 License for Molycorp. Ir 
to Australia, Auitri a, D« 1 g lum. C 
Oreece. Ireland, Italy* Japan, Lu x 
Nonuay. 8wed en. Uni ted Kingdom 
ZIMMERMAN* J V Assistant Dli 
Safeguards 82/10/09 Ip 


9210270313 Requests Executlv,, w. ^ . 

application for license to export small amounts of thorium 
contained in rare earth products U/o end 

ZIMMERMANjJ V Assistant Director for Export/Import 8( International 
Safeguards 82/10/13 5T0IDER.C R State. Dept of, fiureau of Oceans 
* Internatl , Environ it Scientific Affairs 2pp 15836 339 


021027-0391 Application for license tp export 4,950 lb Zircaloy trex to 
Nest Germany 

AERNI.BL Teledyn* Wah Chang Albany, 2419 ITFMI 92/10/14 ip 
15B33 362 


8210270431 License for AMAX. Inc to export 190 kg natural U, contained 
In 35 metric tone tin concentrate it 190 kg natural thorium, 
to United Kingdom 

ZIMMERMAN. JV Assistant Director for Export/Import 8c International 
Safeguards SN-EXP 02/10/05 Ip 15633 250 
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a2l0'270‘l46 License for Cahot Corp 
seamleit tubing of various outs 
Canada 

IlMMERflAMi J V Assistant Oirec 
Safeguards i-A^GO 92/10/05 


to export 4*050 ft rir*coniun> Orade !l 
Ide diameters it lengths to 

tor far Expor t/ Impor t & International 
ip 15933 SaO 


8210260062 Application to amend export license extending expiration 

date 3 vri 

HQWRV* W 6 OA Technologies! Inc /General Atomic Co IEL^401 S 
92/09/30 ZIMMERMAN* J Assistant Director for Exp ort/ Irtipor t «« 
International Safeguards Ip 15962 233 


0210370449 Forwards 
enriched to 3 953i 
HATTORl.H Mitsui 
82/09/27 Ass IS 

Safeguards Ip 


application For license to export 11*279 Ig U* 
1/-235* to Japan 

«P Co lU S A J.Inc (Sub* of Mitsui tf Co .Ltd 
tant Director for Export/ Import ^ International 
t50J2 36) 


> 


^-6210270452 Application for Jicense to export 11*279 it g U. 
enriched to 3 95!* U-235i to Japan 

HDfJDEN, r -Mitsui S. Co (USA ),Inc (Subs of Mitsui *< Co * t tif } 
rtaK'2Fl-R2-(fl ) 82/09/27 tp 15832 362 


6210280064 Application to amend export license increasing quantity to 
15 S 11-235. contained in 330 g U 

rtARCHAL*J European Commutii ties* Commission of B2/09/27 
ORIFFTM. J A Energy, Dept of ip 15062 234 


8210260066 Application to amend export 1 1 cense* Increasing quantity io 
10 g U’'235 p contained in 220 g total U 

MARCKAt* J European Communities, Commies ion of 02/09/27 
ORIFFIW.J A Energy* Dept of ip 15062 233 


0210290030 Application for license t-o export 0 OOOOt25 mg Cm-244 
to Israel 

JAPdR iSMAi D Isotope Products Laboratories U/O 9975 02/09/20 

Ip 15663 003 

9210290032 Application for license to export 355 Zircalay-4 guide 
thimbEe tubes to Japan 

BANGERTER*D H Sandyit Special Metals Corp S5M-2927 02/09/^7 

ip 15662 362 


6210260403 Application for license to export 5 kg deuteriurti oxide 
to India 

4 Slgira Chemical Co D-lOO 03/10/12 6pp 15859 Dl^ 


9210260409 Amend 1 to Westinghous® export 1 ic onse, increasing quartiiv 
of matl authoriied for export to 10 g U'*235 p contained 2ZQ 9 
U* to Belgium 

ZIMMERHAN*J V Assistant Director for Expor t/lmport k International 
Safeguard* IL6-150 02/10/05 ip 15859 331 


6210280035 License for GA Ca to export II kg U-235. con ta ined in 55 4 liu 
U* to Dang lade sh 

ZfMIEHMAN.J V Assistant Oire-ctor for Exp ort/ Imp or t !< International 
Safeguards lEL 1163 82/10/05 2p p 15B63001 


0210280414 Amend S to Transnoclear* Inc export 1 icense* increa* inj 
quantity of matl authorlied for export to 6,730 665 kg 
U-235, c ontai ned in 101,131 620 kg Ui to Suitiorland 

ZIMMERMAMiJ V Assistant Director for Export/Import !< Intarnatiorsl 
Safeguards RDU 331 g0'‘12O/ 82/10/12 Ip 15059 357 


9210260038 License for Ti ansnuc 1 ear* Inc to import 27,200 kg U. enriched 
to 3 24 U-235, from West Germany 

ZIMMERMAN, J V Assistant Director for Export/Import *< International 
Safeguards 82/10/05 ip 15062 361 


6210200040 License for C Itoh I Co, Ltd to export 12 guide thimble tubes 
to Japan 

ZIMMERMAN* J V Assistant Director for Exp ort/ Imp or t It Internationa) 
Safeguards M-004 82/10/05 Ip I SS62 360 


6210280043 Application for license to export 2*490 2iTCalQg-4 guide 
thimble t'ubes*605 2ircalo(|-4 instrument tubes & 720 double 
thimble tubes to Japan End use statement end 
BANGEHTERrD H Sandvi* Special Metals Corp SSM-ae93-2900 
82/09/27 3pp 15062 3S7 


8210260052 Appiicatian for license to export 2*002 mCi Cf-252 
as cornet wire to France 

HAmerfrD a rransnudeap. Inc (TWP 421 > 82/10/04 2pp 

eS962 355 


9210260056 Forwards applications for licenses to export 
enriched to 93 3‘A 0-235* to Denmark C* 2*002 mCi CF-252* 
cermet wire Application for U-235 only enc 1 
HAIJNETT, D A Tran sn uc 1 ea r* Jnc 62/10/04 MDOHE, N 

International Programs, Director Ip 15862 (20 


15 038 kq U* 
as 

Office of 


Application for license to export 15 038 kg 
5, to Denmark End use statement end 
^ Trananudear, ( nc /fUK-420 02/10/04 


U, ehri ched 

3 pp 


to 


0210280419 Amend 1 to Nestinghouse export 1 ic ense* increasing quantity! 
of matl authorlied for export to 10 g U-235* conta ined in 
320 g U* to Franc e 

ZIMMERMAN, J V Assistant Director for Export/lmpor fc 6 intornalioro I 
Safeguards lLS-150 02/10/06 ip 13S59 360 


8210200422 Amend I to WestJnghouse export 1 i c ense, increasing quantlig 
of matt authorlied for export to IS g U-ESS* contained in 330 
g U* to United Kingdom 

ZIMMERMAN, J V Assistant Director for Export/lmpor t tt Internol iora I 
Safeguards 2L5— ISO 62/10/06 Ip 15060 013 


0210280435 Ltr of assurance re application to export 1 464 kg U-23b, 
contained in 3 223 kg U «< 1 264 kg U-23S, contained in 
6 329 kg U, to Japan 

SKfRAKAMA.T Japan 92/09/16 ORIFFIN/J A Energy, Dept of Ip 
15060 063 


8210290367 Requests assistance in expediting Issuance of export 
license Addl valves must be shipped to reactor site 
ARNDT, G E Dorg-Warner Corp CGA/82/454 02/10/13 HEMBY* H 

Assistant Director for Export/Impart 6 International BafeGuard* Lp 
15065 247 


— 8210270372 Application i'nr license to expor 
valves* var I ous globes* gates & supporting 
Bvlglum 

ARNDT* 0 E Qprg-Warner Corp A-55127 


t carbon 
drawings 

82/10/13 


it 

it 


stainless tbael 

data to 

Ip 15065 240 
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CA*<EP,C E 

0210250006 

40-0681 


QASSIN.N 

8210100429* 

FOIA 


nAi.'ER.C E 

0210250034 

40-0601 


BASSO. L F 

8210250095* 

50-318 

S 

DAKER, C E 

B21026COJ 7 

40-0601 


BASSO. L F 

8210250160* 

50-317 

S 

CA^'EBrC E 

0210260022 

40-0601 


BAST IAN. Q E 

82 10070358* 

50-430 

A 

baker, C E 

8210270209 

40-0691 


DATES, A 

8210010065* 

FOIA 


tamep.c e 

0210270435 

40-0601 


BATES, A 

8210010076* 

FOIA 


qall.s j 

&210t50564 

NUREG 


DATES- A 

8210010172* 

FOIA 


BALLARD, R L 

01 t 1240071 * 

SO-266 

P 

DATES- A 

8210040368* 

FOIA 


□ALLARD R L 

0202120129* 

50-266 

P 

bates, a 

9210040371* 

FOIA 


□and ART. n 

7912230014* 

50-324 

P 

OATES- A 

8210040301* 

FOIA 


BANoERTER.D H 

0210230032 

XPORTLIC 

DATES, A 

8210040303* 

FOIA 


fiAr^,EftTER.O H 

0210200043 

XPORTLIC 

DATES- J M 

8210150067* 

70-1113 


BA^VS u w 

8210120124 

RES 


BAUER. £ G 

8210200063* 

50-277 

P 

BAfitsS. H W 

0210120657 

RES 


BAUER- E G 

8210220007* 

50-276 

P 

BARBER G 

8210150285 

50-269 

Q 

BAUER, T L 

Q2I0050174 

50-192 

P 

BARHAM. C D 

0210130550* 

PR 


BAUM, S L 

8210250265 

50-247 

G 

DARITjES. C 

0200290097 

50“l4e 

H 

QAUH, S L 

8210290265 

50-247 

0 

□ARNES. 1 

0210120319* 

OA999 


BAUNACK. M 

8210270415 

50-410 

0 

bARr,ES. I 

0210260550* 

QA999 


3AUNACK.W H 

9210290173* 

50-244 

Q 

Br^RNtTI.J E 

0210060020 

70-1621 


BAUSER.K A 

9210290259 

PR 


BARNU.K, E C 

0210000337 

XPORTLIC 


BA y TER. F 

3210070160 

30-443 

A 

B,iRON. j S 

0210150365* 

50-322 

T 

BAXTER. T A 

9210120262 

50-403 

G 

n,hRON. J s 

0210150365* 

50-322 

T 

BAXTER. T A 

8210120262 

90-403 

G 

baron, j S 

821015Q39O* 

50-322 

T 

BAXTER, T A 

0210200009 

50-400 

G 

lA*ROrA J s 

8210150290* 

50-322 

T 

BAXTER, T A 

3210200009 

50-400 

G 

B„»RP,K 

0210150136* 

70-024 


BAXTER, T A 

82 102000 13* 

50-400 

G 

CAHR,K 

8210220341* 

50-160 

0 

BAXTER, T A 

8210200013* 

50-400 

G 

0>\RP K P 

0210010123* 

50-83 

0 

BAXTER, T A 

0210210365 

90-403 

G 

BARR, K P 

8210010127* 

70-1201 


BAaER,T A 

0210210365 

50-403 

G 

BARR,K P 

g2l00lO137» 

50-324 

0 

BAXTER, T A 

0210250240 

50-403 

G 

BARR K P 

8310150086* 

50-348 

Q 

BAXTER. T A 

021O25O24B 

50-483 

0 

BARR K P 

0210150358* 

SO-335 

0 

BAXTER, T A 

0210250253* 

50-483 

G 

OAffR.X P 

0210220356* 

50-200 

0 

BAXTEfl.T A 

0210250253* 

50-483 

0 

DAPRpK p 

0210220401* 

50-259 

Q 

BAXTER,! A 

0210200360 

90-289 

G 

BARR.K p 

0210220442* 

70-1113 


BAXTER. T A 

0210280360 

90-209 

0 

BARR. K P 

0210220485* 

50-327 

Q 

BAILOR, V B 

0210060425 

RE8 


BARRETT, D J 

8206230020* 

50-245 

P 

BXt'lLGR, V 0 

62101B0407 

RES 


CARRETT. L 

8006240891 

50-247 

P 

DAYNARD,P Y 

8210060190 

50-302 

P 

DARfiETT,L H 

0009100100 

50-247 

P 

CAYNX,RD,P Y 

8210060263 

90-302 

P 

BARRETT. L H 

0009100104 

50-247 

P 

DAVNAHD.P Y 

8210150216 

50-302 

P 

BARRETT. L H 

0210070063 

50-320 

R 

bavnard.p y 

8210190601 

50-302 

P 

BARRETT.L H 

02100701 50 

30-320 

R 

BASNARD,P V 

8210190691 

90-302 

P 

DARRETT.L H 

02lOl9OOi2 

50-320 

R 

UAYNARD.P Y 

0210210421 

50-302 

P 

QAPRETT.L H 

0210190052 

50-320 

P 

DAVNARD.P Y 

0210220207 

90-302 

p 

OARRCTT.L h 

0210190127 

50-320 

R 

DAVNARD.P Y 

0210220399 

PR 


barrows, J 

0210260202 

50-309 

H 

DAVNARD.P Y 

8210260010* 

50-302 

F 

BARRY. L W 

0210050973* 

FOIA 


DAVNARD.P Y 

8210260310* 

50-302 

Q 

BARTH, C A 

0210200062 

50-400 

0 

davnard,p Y 

0210260377* 

50-302 

0 

BARTH. C A 

8210270007 

50-255 

G 

DAVNARD.P Y 

0210260422 

50-302 

p 

BAR TINE. D E 

8210290006* 

COMMISSION 

OAVNARD.P y 

0310260436 

50-302 

p 

BARTLETT, J 

8210150135 

50-220 

S 

DAVNARD.P Y 

0210260454 

90-302 

p 

bartglini. R P 

021OiBO4O1« 

CONTRACT 


DAVNARD.P Y 

0210260497 

50-302 

P 


* 77 

50-206 

P 

DAVNARD.P y 

8210290106 

50-302 

S 


>3 

TOPREP 


DAVNARD.P Y 

0210290312 

50-302 

8 


f3 

TOPREP 


BAVNE.vf P 

6210040213* 

90-206 

F 


17 

50-361 

P 

BAVNE.J P 

0210040317 

90-333 

0 


12 

50-206 

P 

BAYNE. vl P 

0210050079 

50-286 

F 


>S 

S 0-363 

A 

BAS NE, J P 

0210050003 

90-333 

F 


>4 

50-361 

P 

BAYNErJ P 

0210060101 

90-206 

P 


'6 

50-206 

P 

BAYWEr J P 

6310130253 

90-247 

P 


14 

50-206 

P 

OAYNEr J P 

0210150031 

30-286 

P 


J4 

50-361 

P 

BAYNErJ P 

0210190411 

50-333 

Q 


,0 

50-361 

P 

BAYNE. J P 

0210190713 

30-206 

H 


>5 

S 0-206 

F 

BAYNE, J P 

82101 907 2B 

50-886 

p 


19 

50-206 

P 

BAYNE, J P 

8210190738 

30-206 

F 


[0 

50-206 

P 

BAVNE.J P 

8210200020 

90-333 

P 


'2 

50-206 

P 

BAVNE.J P 

0210200039* 

50-333 

P 


[3 

90-399 

H 

BAYNE, J P 

0210200074 

50-333 

P 


15* 

50-289 

0 

BAYNE, J P 

0210210459 

90-206 

p 


H* 

FOIA 


BAYNE, J P 

0210210470* 

30-286 

p 


e* 

FOIA 


BAYNE, J P 

8210260070 

50-206 

P 


10* 

FOIA 


BAZIN, J P 

8210100329 

CONTRACT 



1 1 * 

FOIA 


BAZIN, J P 

6210270199 

CONTRACT 



0* 

FOIA 


BEAKER. U H 

0210160215* 

FOIA 



'7* 

FOIA 


BEAKER, H H 

0210100219* 

FQIA 



0* 

FOIA 


BEAXTER, U N 

8210190222* 

FOIA 



s* 

FDIA 


BEAKER, U H 

8210190234* 

FQIA 



7* 

FOIA 


BEAHER, W H 

0210190291* 

FOIA 



AUTHOR 


BEAMER/W H 
BEAKER, W H 
DEAMER,W H 
BEAKER. W H 
BEAKER. W H 

BEAKER, W H 
BEAKER. W H 
BEARDEN. R 0 
BEARDEN. R 0 
DECHHDEFER, C 

flECHHOEFER.C 
BECHHOEFER, C 
BECHHOEFER, C 
OECHHOEFERi C 
BECHHOEFER, C 

BECH,0 P 
BECKER, R A 
BECKHAK, J T 
BECKHAM, J T 
BECKHAM, J T 

BECKHAM, J T 
BECKMAN, J T 
DEILMAN. T P 
D£LANSER,J L 
0ELAHT, J L 

BELISLE. 0 A 
BELIELE.O A 
BELL, J K 
BELL, J M 
BELL, U M 

DELL. J M 
DELL.J M 
DELL. J M 
DELL.M J 
DELL.M J 

DELL, M J 
BELL,U 
BELLAMY, R 
BELLAMY, n 
BELLMAN, T P 

BEKI8, P R 
BENDER, K 
BENDER, P C 
BENNECHErP E 
BENNETT, A D 

DENSlNOER,P D 
BENTON, J W 
BENrON, J W 
BERGHOLZ,N E 
BEROHOLZ.N E 

DERGHOLZrW E 
0EROHOLZ,W E 
BEROHOLZiW £ 
BEROHOUZ,H £ 
BERLIN, K 

BERLIN, K 
BERLIN, K 
BERLIN, K 
BERLIW, K 
BERLIN, K 

BERNABEI,L 
BERNABEI, L 
BERNABEI. L 
DERNABEUL 
DERNHOFTrS L 

BERNHDFT, 8 L 
DETTENHAUSEN. U 
BETTENHAOBEN. L 
BETTEKHAU8EN, L 
DETTENHAU8EN. L 

DETTENHAUSENiL 
DETTENHAUeENi L 
DHATIA, P 
BtBB,H E 
BICKFORD, H E 

BICKFORD, W E 
DICKWIT, L 
BICKWIT, L 
BIDINOER,0 H 
BtDtNOER,0 H 

QlDiNGERrO H 
BIELAW8KI,A P 
DIELAWSKI,A P. 
0ILLIG,P F 
DILLS, J M 


ACCESSION 

NUMBER 


B21D1G0.297* 

8310180260* 

8210180263* 

8210180266* 

8210180454* 

821018043/* 

82101BO'}3t* 

82100SOC!}?* 

82100B0064* 

8210060239 

021O13O3O4 

8210130431 

8210180172 

0210210290 

0210220332 

8210130476 
8210060454 
8210010022* 
0210060231 
021 006027 & 

8210120047 
D2I01S0329 
0210040205* 
02100501 10* 
0210040162* 

8210130052* 

8210150256* 

82lOieO[76« 

8210180290* 

821OID0295* 

0310180290* 

0310180301* 

8210180417* 

8310130131 

0210120173 

8210120375 

021CO5O3B<7 

8210050537 

8210070265 

□210190757* 

0210010436* 

0210040374* 

0210130132* 

0210080337 

0209290240* 

8210130399 
8210210159* 
8210210159* 
821 00501 84 
821 0060 1B5 

8210060200 

8210130343 

8210130435 

8210200057 

0210150474 

8210150499 

8210150499 

8210150512* 

8210150512* 

0210290297 

B2101 50449 

0210150449 

0210150457* 

0310150437* 

0210040159* 

8210190356* 

0210070283* 

0210070330* 

0210310097* 

0210310162* 

8310290132* 
8210290356* 
82101 S0430 
8210220303* 
0210120092 

0210120102 

0210120256 

0210120314 

8210040397* 

8210220028* 

8210270436* 

8210030391 

8210030391 

021OOIO224* 

0210060390* 


SUBJECT 

CATECD^p 


FOIA 

FDIA 

FOIA 

FOIA 

70-270 

F01A 

FQIA 

FOIA 

50-317 P 
50-32? G 

50-32? G 
SO-32? C 
S0-A9O C 
30-32? e 
30-32? fl 

50-151 S 
90-537 A 
90-331 0 

90-366 P 
50-366 P 

90-366 P 
30-331 P 
50-315 & 

50-309 0 

50-305 B 

90-324 Q 

so-ia? 0 

FOIA 

FOIA 

FOIA 

I-OIA 

FOIA 

FOIA 

WA9rE HOT 
PR 

HASTE HOT 
50-522 0 

00-320 P 
50-209 S 
50-Ji5 g 

50-369 0 

50-320 S 
50-400 C 
50-62 P 
FOIA 

PR 

50-382 0 

50-382 0 

50-53T 0 

50-537 0 

50 537 0 

50-537 0 

50-537 0 

70-L43 
50-520 0 

&0-5SEI 0 

50-520 Q 
50-528 0 

50-520 0 

30-528 Q 

50-350 Q 
90-358 fli 
30-35B Q 
50-350 0 

90-305 S 

50-30^ 3 

50-293 Q 
50-277 0 

50-354 0 

50-272 

50-322 0 

50-222 0 

REQ 
50-335 
NOREO 

NUREO 

50-2Q9 0 

30-289 « 

70-371 
70-L257 

70-U5I 
30-454 0 

30-454 ft 
TOP REP 
30-317 S 



jturHOf* 


B U 

E[£CHC!fiF.C A 
SESChSOfF-C A 

SISCHCFF.C A 
ai£'HCH*iL L 

b:ef:4'.l l 
E [EhCPi L L 
£ CsKCP.L I 

e-jshdf.l l 

31«HOP-L L 
ItEHjPiL i 
EIEKP.L I 
E[?H-:f>.F M 

&S£-raP-R w 
SliHQP- T W 
BlfbOP- T H 
ai^>t3P. T w 
Eli-HuP, T U 

2 E SHOP. T H 
Sl£*hDPi r V 

BISHOP, r 
BrfWP-T W 
6[-h3P. T H 

S[SH:P. T H 
21S40P4 T W 
33 5^0P. T H 
1I5-ETT..P 
SiSSsTT.P 

ELACK.S L 
sLAa.P L 
fLA^P-ft L 
ILArH.R L 
Es.Ar<i,R L 

ELACAiR t 

elack-b L 

ILACK.fi L 
EuAKH^a L 
E^ACH.a U 

iLACH.R L 
ILACJ'.R L 
ELA'K.R L 
ELA^K.fi U 
ECWK.R L 

SLAKf^.R L 
ILA^h.S 
HA^KHA.’4iH S 
tLACi'HASiH S 
ELA:HfKWrB F 

EuAHA.g L 
SLAER. E S 
3LABFr. 3 8 
PLAIR. B 5 
ELAKE. E L 

E.A>£.E L 
SLA^F.r L 
JUO-E.E L 
BLAXC. e L 
SLAKE, t I 

SLAKE. E L 
5.WE.E L 
SJ^E.J 
3LAt<E.U 
SLAKE. J 

BLAHE< J 
BLAKE* J -J 
BLAKE* J J 
SLAKE* J .i 
ILAPE. J J 

KAXE.tJ J 

HLAWE^J J 
BLAKE* J J 
slamharq.b 

ELASIMiL g 
»LAt^tK H 
H 

!LAHER*H H 
SL(]CH*P E 

aLCKH*P 3 
aiQCK.P B 
BLOCHtP B 
ILOCH.P B 
BLOCH. P B 


ACCtSblQN 

number 

SUBJECT 

CATEQQRV 

AU IHOR 

ACLbbtsLUN 

NUMBER 

5UDJECT 

CATEGORY 

author 

ACCESSION 

NUMBER 

SUBJECT 

CATEGDRY 

a210190493» 

50-295 

S 

BLOCH. P B 

8210210349 

50-159 

0 

BOUCHEY.O D 

B2I0050156 

50-397 

E 

031 02604 1 1 * 

50-295 

S 

l3LaCH. P D 

8210210476 

50-440 

G 

BOUCHEY.O r 

8210050348 

50-397 

A 

0210130417 

30-528 

0 

BLOCH. F 0 

8210220242 

30-266 

0 

BOUCHES.O D 

82 1 0060223 

50-397 

A 

0210130417 

50-528 

Q 

BLOCH. P B 

8210220330 

50-155 

G 

OOUCHEV.G D 

8210060319 

50-397 

E 

9210270171 

50-528 

G 

BLODSETT, T H 

02IOO4OD72 

50-3B9 

R 

BOUCHEV.G D 

8210060445 

50-397 

F 

8210270171 

50-528 

G 

BLODGETT,! H 

8210040334 

50-309 

A 

BOUCHEY.O □ 

8210070141 

50-397 

A 

8210070132 

50-329 

0 

BLODGETT, T H 

8210150431 

30-387 

R 

BOUCHEY, 0 D 

8210080095 

50-397 

K 

8210070132 

50-329 

0 

BLODGETT, T H 

82102601 14 

50-389 

A 

DOUCHEY. 0 0 

8210120194 

50-50B 

K 

8210070136 

50-329 

Q 

DLODOETT.T H 

8210260466 

50-389 

R 

BDUCHEV. 0 0 

8210120197 

50-5QB 

A 

0210070136 

30-329 

G 

DL0UOH. A R 

0210130302* 

50-277 

0 

BOUCHEY.O D 

8210130188 

50-397 

A 

B210200054 

50-327 

0 

BLUBAUGH, R E 

B2101 50596 

40-3453 


((OUCHEY, 0 0 

8210130194 

50-397 

F 

9210200054 

50-329 

0 

BLUMOERO, N 

Q2I0210213* 

50-244 

0 

DOUCHEY, 0 0 

0210130575 

50-397 

F 

8210200061 

50-329 

G 

BLUM(3CR0. N 

82 1021 0236* 

50-334 

0 

BOUCHEY.O D 

8210190576 

50-397 

E 

8210200061 

50-329 

0 

BOARDHAN.J R 

0210190419* 

50-49B 

0 

DOUCHEY. 0 D 

0210190646 

50-397 

0 

B2 10260459 

50-245 

P 

DODINE, J C 

8210150648* 

50-244 

f 

BOUCHEY, C D 

G2101 9070G 

50-397 

F 

B2 10260459 

50-245 

P 

nODINE. J C 

8210250343* 

50-244 

s 

BQUCHLY, 0 D 

0210190764 

50-397 

A 

9210060109 

50-362 

0 

UDCHNERT. P 

9210010003* 

50-321 

s 

BOUCHEY, G 0 

82102(0045 

50-397 

K 

8210060133 

30-275 

Q 

DOEHNERT, P 

02100(0009* 

50-366 

s 

BOUCHEY.O D 

8210210049 

50-397 

E 

82(0060264 

50-206 

Q 

BOEHflERT. P 

0210010095# 

SO-366 

& 

BOUCHEV.G D 

8210210148 

50-397 

G 

8210060294 

50-206 

0 

BOLLIWGER.L J 

8210270179 

40-0577 


QOUCHE\ . G 0 

0210210276 

50-397 

E 

82 10080310 

50-206 

0 

DOLT. S E 

0210050504 

RES 


BOUCHEY, 0 D 

0210210327 

50-397 

A 

0210080212 

50-206 

Q 

BaMDEfiOER. C 

82101800264 

50-346 

p 

DOUCHES', 0 D 

0210270012 

50-500 

A 

8210190250 

50-361 

S 

DOOP.H E 

0210060126 

90-320 

0 

BONEN. L A 

8210180146* 

50-464 

G 

8210190479 

50-361 

0 

DOQK.H £ 

9210060131# 

50-228 

a 

BOWER I NO. D 

8210290006* 

COMHISS ION 

G2102S0223 

50-361 

Q 

0OOK.H E 

8210000302 

70-754 


BOWED S, H [ 

92I027006YI* 

50-537 

0 

8210280287 

50-275 

0 

BOOK. (1 E 

B210000311* 

70-754 


BOWMAKGRiN J 

0210150423 

50-3(7 

F 

92102B0324 

50-275 

0 

OOOH. II E 

8210130152 

State Proff 

0OYD, R S 

□210120326 

REVIEW 

GRP 

821 0280330 » 

50-275 

Q 

BOOK. H E 

82(0190450 

50-361 

0 

BOYD, R S 

□210120331* 

REVIEW 

GRP 

8210210213^ 

50-244 

Q 

BOQIK, H E 

8210190473 

70-754 


BOYER. R E 

0210050290* 

0A999 


82102 10236« 

50-334 

0 

(iOOK.H E 

8210190612* 

50-3(2 

0 

BOYER, R E 

8210050295* 

GAY 99 


B210150309* 

50-322 

0 

ttOOK. H £ 

82(0190632 

50-27 

0 

BOYLE. R R 

0210120322 

WASTE HOT 

B2101S0324# 

50-322 

0 

naoK.H E 

8210190636* 

50-27 

a 

DOYLE, R R 

9210120324 

WASTE HGT 

G2101S0337« 

50-322 

0 

DODK. H E 

8210250173 

50-362 

0 

DOYLE, R R 

02(0120448 

WASTE HGT 

02101 50351# 

50-322 

0 

BOOK. H E 

0210250170* 

90-362 

0 

ORACH. D 

8210000216* 

FOIA 


82101 50365# 

50-322 

0 

IIOOK.H E 

82(0200241 

50-397 

Q 

ORACH. E W 

8210070451* 

FOIA 


83(01 50393* 

50-322 

0 

BQOK.H E 

8210200248# 

50 -397 

0 

DR.\&OURY. n D 

B21022034Q 

PR 


83101 S0402* 

50-322 

0 

BOOK.H 0 

82(0190605 

50-312 

0 

DRA&BURY. R □ 

8210290237 

PR 


8210150410* 

50-322 

0 

DOOKER. J E 

82 (005020 ( 

50-490 

s 

DRADFORD.L 

0210030176 

50-269 

0 

02101 50422# 

50-322 

0 

aODKER.J E 

8210050219 

50-450 

e 

DRAOFORD. L 

8210050237 

50-269 

G 

aaiOl 50527* 

50-322 

0 

naOJAERr J E 

8210050317 

50 -45B 

s 

DRAOFORD. L 

8210280236 

50 -209 

H 

0210180099 

50-322 

0 

HOOKER. J E 

0210050350 

50-49B 

8 

DRADFCRD.W H 

0210220232* 

50-348 

Q 

0310190370 

50-312 

0 

BOOKER. J E 

8210(30182 

50-458 

8 

BRADLEY. E J 

8207090301 

50-270 

F 

0210190373 

50-522 

0 

BOOKER* J £ 

82(0130516 

50-458 

s 

DRAOLGY. E J 

8209170149 

50-352 

r 

8210190381 

50-312 

0 

BOOKER, J E 

82(019036/ 

50-458 

8 

DRADLEV.e J 

8210060296 

50-277 

u 

82(01 90390 

50-466 

0 

BOOKER. J E 

8210190510 

50-458 

8 

ORAOUEV, E J 

8210150126 

50-352 

A 

8310280251 

50-322 

0 

BOOKER. J E 

82(0190629 

50-458 

S 

DRAQLEY. E J 

02(01 50397 

50-352 

c 

8210260285 

50-382 

A 

BOOKER. J E 

8210200037 

50-4SB 

8 

0RAI3LEV. E J 

8210200046 

50-277 

p 

Q210120124 

RES 


DOCKER. J E 

8210220376 

PR 


DRADLEV.E J 

821020006'-)* 

50-277 

p 

0210120657 

RES 


BOOKER. J E 

8210250118 

50-450 

S 

BPADLFY.E J 

02 10220006 

50-278 

p 

8210010185 

PR 


BOOKER. J E 

8210260286 

50-458 

8 

DRADLCT. E J 

8210220007* 

30-278 

p 

82(0000215* 

FOIA 


BOOKER. J C 

0210260292 

90-498 

S 

DRAOLCY.E J 

8210260158 

50-352 

A 

8210250356 

PROJ 


BOOKER. J E 

82(0290263 

PH 


DRAOLEY.F J 

8210220321 

PR 


8210250356 

PROJ 


nOOSr A 

8210260504 

50-329 

T 

BRANCH, M W 

02I01S05Q2# 

30-409 

0 

8210250356 

pnoj 


BOOS* A 

8210260504 

50-329 

T 

BRANDENOURO. 0 

821O2SDO0J 

50-247 

G 

8210070194 

50-209 

Q 

BOOTHROVDi J C 

02 1021004 1 

50-201 

P 

BRANDENDURO, D 

8210250099 

50-247 

G 

8210070194 

50-209 

Q 

BORCHCRT.R 

8210220064# 

50-336 

9 

DRANDENBURO, Q 

0210250324 

50-247 

0 

0210000094 

50-289 

0 

BORDEN ICK, Q 

821 0250059# 

30-322 

Q 

BRANBENDURO, D 

8210290271 

50-247 

0 

021OOBOO94 

50-209 

0 

BORDEN ICK.B M 

821004001 1 

50-322 

Q 

BRAUNDrC D 

8210190707# 

50-440 

0 

8210130275 

50-209 

0 

BORDEN ICK.D H 

8210040063 

50-328 

0 

DREHENY, P J 

6210190760# 

50-254 

F 

8210£30275 

50-289 

G 

BORDEN ICK.P H 

8210050243 

go-322 

Q 

BRENtZER.J 8 

82 10060006 



82(0200033 

S0-2Q9 

0 

DORDENICKiD M 

82101501 17 

50-322 

0 

BRENNER. L 

82100(0356 



8210200033 

30-209 

0 

DQROEN ICK.B N 

8210200036 

50-322 

0 

BRENNER* L 

8210210383 



8210150170# 

50-324 

Q 

DOROEN ICK.B « 

8210280209 

50-322 

0 

BRENNER, L 

0210220332 



8210150406# 

50-259 

0 

BORDEN ICK.B M 

8210200234 

50-322 

0 

BREWSTER. C 

8210120460 



8210220218* 

30-424 

0 

BQRDINE.T C 

82IOJ3047I# 

50-1&S 

G 

BREY. H L 




821001009 (# 

50-400 

Q 

BQRDINE.T C 

8210150505 

50- ( 55 

P 





82100101(0# 

50-413 

0 

B0RDl6fEiT C 

821025037 S 

50-153 

F 





8210010124# 

30-269 

Q 

DOROliANN.E A 

8210050137 

50-359 

8 





821 0010303# 

50-309 

0 

eORCNANN. E A 

0210050332 

50-350 

K 





8210010314* 

30-338 

Q 

BQRONANN.E A 

021006027 J 

50-3 SB 

S 





82(0010447# 

50-416 

Q 

BOROHANN.E A 

0210060309 

50-350 

B 





8210150063# 

30-324 

0 

BOROKANN, E A 

8210060358 

50-358 

& 





8210130114# 

60-324 

0 

DOROffANN* E A 

8210130372 

50-398 

8 





8210130123* 

50-369 

0 

DOROmNN.E A 

8210150387 

50-358 

K 





8210040322 

30-413 

0 

BOROHANN.C A 

8210150443 

50-358 

S 





8210040103# 

30-220 

p 

QQROMANN.E A 

8210260279 

50-350 

8 





0210130206# 

50-322 

T 

BOROMANNiE A 

8210260488 

50-398 

E 





0210 150230# 

50-322 

T 

BOROHANN.E A 

8210270281# 

50-358 

Q 





8210130237# 

50-322 

T 

BOROMANN. E A 

0210270289# 

50-350 

Q 





a2l0030P51 

50-266 

0 

DOROMANNi E A 

8210270290# 

50-3SB 

Q 





0210070137 

50-440 

0 

0OR8T. F J 

8210280382 

71-9044 






8210120337 

50-440 

0 

OQRYSIAKrM 

8210190399# 

60-346 

a 





8210130329 

50-440 

0 

flOUCHEY.O D 

8210010020 

50-500 

H 





8210130333 

50-440 

0 

BOUCHEY.O 0 

8210040255 

50-397 

A 





0210200027 

50-266 

0 

BOVCHEY.C D 

0210050126 

50-397 

£ 






r MU I nun IIMUtX 


AU TKOfi 

ALLL^^ION 

NUriDfeR 

SUBJECT 

CA TEC OH y 

AUTHOR 

ACCESSION 

NUMBER 

iOPrrMnAW.S E 

P E 

iif>n,AnfcN,R E 

SP NJH,ffAN» R E 
bri»;^;ian fl E 

B310I80152# 
a^iuieoi 57* 
S3iOtBi:Ofc3» 
8210180372* 
82 101 8037 J. 

POf A 
FQFA 
FOIA 
FOIA 
FOIA 


DUCKr J R 

DUCK. J R 
DUCI-LES, J 
BURDOIN. J F 
DUfiOER. C 

8200290013 

8200290012 

0310040313 

8210060141* 

0310010286* 

GRJf4)<MAr^R E 
flF«UlA\1AU. R E 
9F?IN<J|AN/, R E 
afflNKJlAN. R E 
QRUMllAUrR E 

B2101S0377-* 

82J0va03BG* 

8210100333* 

8210160386* 

9210100397* 

FOIA 

FOIA 

FDIA 

FOIA 

FDIA 


BURGER. C 

OURGER, C 

BURGER. C 

BURGER, C W 
BURGER, C W 

0310320(73* 

8210220503* 

8210330504* 

0210010203* 

0210010397* 

&Rir,vriAM>R E 
aRf/jKmu. R E 
BR|K«^MA»^>R e 
ufJisMwi R e 
bruj^haw r e 

0210180071* 

82{OI0O3?4* 

e2l0lfl0377» 

8210100399* 

8210100402* 

FDIA 

FOIA 

FDIA 

FOIA 

FDIA 


BURGER. C W 
OUROER.C W 
DURGER.C W 
BURGER, F J 
BURGESS. 0 L 

0310190300 

8210190659 

8310220163* 

8210130193* 

021OJ9O75O* 

OFlrgM-MAN. ft E 
URtrJKiMMN R E 
IlRQi:>\ETT. T 

BROflE. R U 
BPOnSKVi A 

6310160406* 

G210-[60«.09» 

8210150496 

0310060354* 

0210050026* 

FOIA 

FOIA 

ItE 

50-361 

REGGO 

F 

BURKE. D J 

BURKE. E H 
BURNETT. P T 
SUR^'ETT.P T 
flURNETT, P T 

9310010245* 

9210360504 

0310010151* 

0210010176* 

0310010472* 

HRuEiSJnH » A 

BflCNS. J C 
GRCJ'^S-J C 

QRvJOKfS. & 

BROOKS. E 

0210270-331 
9210060091 
8210180008 
B210120353* 
021 00lu3i>8» 

NUREC 

50-386 F 
50-286 R 

waste KOT 

50-340 0 

BURNETT.P T 
BURNETT, fl F 
OUR/vETT.R F 
BURNETT. R F 
BURNETT, R F 

0210150143* 

0210070067* 

0210070445* 

8210070471* 

8210070483* 

fiROQKS. E H 
tP02KS,W 

CPOUAC H 

6f Ol^l> E 

BROW. E J 

G3 10010432* 
8210210200* 
0210150386* 
81 1C010072* 

01 J 1040084* 

50-259 

50-271 

50-263 

FOIA 

50-313 

Q 

P 

0 

S 

BURNETT, R F 
BURNETT, R F 
BURNETTE. R 0 
DUR/j5. R A 

burns, s 

0210100107* 

0210190095* 

0210000338* 

8210190435* 

0210150336 

RRtlfr;N.E J 

ERCW« G J 

URCi;rl E J 

SROWW. E J 

QRGWN.E J 

5209/50106* 
8210070104 
02100701 t 1 
0210130093 
S2lOUC3-'2 

50 261 
50-313 
50-348 
NISC 

HISC 

F 

S 

s 

BURNS. S G 

burse y. fl 

DURSTEf/^. S 
BURWELL.S 0 
BUSCH. 0 L 

9210(50090 

0210190458 

82100S0055 

8210210035 

8210070099* 

DPCW. C D 
^RGWN.C 0 

GROW. G D 

BRClWf-t* G 0 

BPGW, 0 D 

G2tU0703B:< 

B21022Q123 

e210220l6< 

6210220464 

Q2J 02001 00 

40-6622 
40- J 162 
40-2259 
40-6623 
40-7530 


BUSCH. S L 

hush. H 

BUSS.n 8 

BUTLER. W 0 

Bu < ton. L d 

0310130300* 
0210120435* 
0310130390* 
83 1 0040379* 
0310050397 

OROiM. K H 

GROWV. N H 

GPOi^W, H K 

0POWW.H ff 
urown.h H 

8210050180 

0210090100 

82ioo9uiag 

0210090109 

8210390097 

50-275 

50-273 

50-323 

30-322 

50-275 

0 

c 

0 

G 

P 

BVRD.R 

BYRD, R 

BYRD, R 

BVRD, ft 

BYRD, fl 

0210080137* 

0210000289* 

0310080298* 

82(0320374* 

8210230431* 

H N 

BROUN. P 

BROUN. R A 

drqhn.r c 

BffQWN.R C 

6210290097 
0210060214* 
8210010331 
6210070281 
02102201? H 

50-275 

50-443 

70-2873 

40-8745 

40-2359 

P 

G 

DYRD, R 

OYRD.ft 

OYRD.fl M 
CAGMCT7A. J P 
CAGNETTA. J P 

0310330463* 

0210390345* 

0310290053* 

0310130360 

8210130331 

GROWN. R 0 

GROWN. R B 
GROWNUEE.V U 
GRQWNLEE.V L 
BROWNLEE. V L 

0310130250* 
02100701 le* 
S2l00l003jt 
82100103374 
0310010469* 

50-537 

50**537 

50-321 

50-321 

50-395 

A 

A 

0 

0 

0 

CAOHETTA. J P 
caometta. j P 
CAHILL. W J 
CAUl.C L 

CAIN, C L 

021013033] 

0210130331 

0210040315 

82(0070394* 

0210230070* 

PRCUNLEE. V i. 
GROWMLEE. V L 
GROWMLEE, V L 
BROWNLEE. \f L 
BROWNS. R J 

G310150103* 
031 01 9037] 
0210230159* 
8210320333* 
02(0130125 

50-424 

50-302 

50-434 

90-348 

NUREO 

Q 

e 

8 

8 

CAIN.C L 

CAIN. J 

CALDWELL. ft A 
CALL. U B 

canppell. D 

0210330138* 

021O36OOB6 

0210260301* 

0210270380* 

9210190040* 

BRUCE. W R 

HRUNE.R L 

BRUNNER . E 

BHUfWER, E 

DRUNNERr J E 

&31Ot304a3» 

0210060004 

0210010007 

0310320255 

6210050346 

CONTRACT 

NUREQ 

50-228 

SO-333 

50-339 

3 

6 

0 

CAMPBELL. 8 
CAMPDELL.U E 
CAMPBELL. M A 
CAMPBELL. R H 
CANTEfirH 

8210290066* 
9210290399 
9210190530 
82£ 0250035 
8210250139 

DRUNiMER.J E 
BRUNNER. U E 
DRUNNER.J E 

BRVAN. R H 

BRyANiV U 

8310060193 

02101002(2 

6310230381 

6210050304 

8210260004 

50 '•229 
58-329 
58-329 
RES 

40-B452 

Q 

G 

0 

CANTEft.H L 
CANTRELL, F S 
CANTRELL. F Q 
CANTWELL, P E 
CAPHTONp D L 

8210060336* 

8210150033* 

8310150334* 

0210180175* 

0210210056* 

BRYAN. V U 

DPYANTi U C 

BRYAHr. J C 

BRYANT. J C 
BRYANT-J C 

8310200446 

0310010166* 

8310010436* 

8310010474* 

0210490447 

40-04 52 

50-269 

50-369 

50-269 

30-207 

0 

G 

Q 

S 

CAPHTON. 0 L 
CAPHTONp D L 
CAPHTON.O L 
CAPRA. U A 

CAPRA, L A 

02 i 0210213* 
0210210236* 
9210290073* 
0210040335* 
0210040340* 

BBYAWT.J C 
DRVAWT.R E 
BUCHANAN. C R 
BUCHANAN. C R 
BUCHANAN. C R 

0210220471* 
aSLQ3l0444* 
03101001 (B« 
83L0(e0a04« 
8310100319* 

50-413 

CONTRACT 

FOIA 

FOIA 

FOfA 

0 

CAflALIB.O P. 
CAflEY, J J 

CAREY. J J 

CAREY, J J 

CAREY, J J 

0210050313* 

0210010013 

9210030165 

9210060076 

8210100561 

BUCHANAN. C R 
BUCHANAN. C R 
BUCHANAN. C R 
BUCHHerT.fi 0 
BUCHHOUZ.R H 

8310100324* 

0310180370* 

8310100375* 

0310190420* 

8807I20I47 

FOIA 

FOIA 

FOIA 

50-333 

50-447 

0 

A 

CAREY, 0 J 

CAREY. J J 

CAREY. >/ J 

CAREY, U" ^y 

CAREY. J xl 

9210150019* 
92 1 01 9031 2 
0210170747 
9210220194 
0210260458 


SUBJECT 

category 

AUTHOR 


ACCEB9l0fj 

NUMBER 

6 3 T ' 


ACR5 


CAREV, U J 


0210270367 

SC 3j4 


ACRS 


CAREY, J J 


82l027026e» 

XQ Ha 


50-315 

J 

CARLSON, 3 0 


8210280303* 

s:*?is 


50-275 

0 

CARR, A V 


9210250125 

50 4!.3 


50-335 

0 

CARR.A V 


82I02502D2 

SOi'lll 


50-324 

Q 

CARR, A V 


8210260415 

s; m 


50-324 

0 

CARR.S E 


0210050^00* 

CO^. 'Jk 


50-261 

Q 

CARR, 8 E 


92102100664 

CO, /i’ 


50-324 

0 

CARRICO, J B 


Q2 10220066 

4iD l\\ 


50-400 

Q 

CARRICO, U B 


82 10220 OVD* 

40 i:\ 


50-324 

S 

CARTER, fi e 


02IO1BOOJ4 

50 i2 


50-324 

S 

CARTER, R 8 


0310130160 

5: l!4 


50-400 

0 

CARTER, R S 


02101 30 163* 

sa lu 


50-271 

R 

CARTER. S 


8310290321* 

50 A,t 


50-329 

0 

CARTER, S 0 


0210060422* 

50 *1? 


50-200 

0 

CARTWRIGHT, W 


0207230301 

5y-3 5 


50-329 

T 

CARTWRIOHT, W 


82072 30 JO 1* 

5Cf'5.] 


50-416 

Q 

CARTWRIGHT, W 

R 

9210010140 

: 2 ->'3 


50-261 

0 

CARTWRIGHT, W 

R 

92lOO|OHS> 

S-D i'- 


50-395 

Q 

CARTWRIGHT. W 

R 

0210010163 

5J'3 » 


50-269 

Q 

CARTWRIGHT, W 

R 

0210010160* 

iO 2i- 


50-537 

0 

CARTWRIGHT. W 

R 

□3(0010209 

SO 3p. 

1 

FOIA 


CARTWRIGHT, W 

R 

a2i00lO2(V* 

50 Jn 


FOJA 


CARTWRIGHT, W 

R 

OS100102JI 

!0 1 3 


FOIA 


CARTWRIGHT, N 

R 

B2(00(OJ36i 

!'j ? ? 

■ 

70-143 


CARTWRIOHT, W 

R 

B21DOBO(D2 

1 ? 

1 

REVIEW GRP 

CARTWRIGHT, W 

R 

8310080 IG5* 

50' J 5 


50-267 

P 

CARTWRIGHT, W 

R 

0210190264 

5u-j 3 

i 

50-333 

Q 

CARTWRIOHT, W 

R 

9310190270* 

3D'J 3 


ORO 


CARTWRIOHT, W 

R 

0310190129 

SO 3*: 

' 

MISC 


CARTWRIGHT,!/ 

R 

921019033/* 

50 '5 3 


50-395 

0 

CARTWRIGHT, W 

R 

8210320237 

50 D 3 

r 

50-266 

P 

CARTWRIOHT, W 

R 

83103302J4* 

9: J f 

i’ 

50-446 

A 

CARTWRIOHT. W 

R 

921032Q415 

aa 3,1 


50-29 

P 

CARTWRIGHT, W 

R 

e2l0?S042li 

s: :5> 

'r 

50-313 

P 

CARTWRIGHT, W 

R 

6310220441 

aj 3'1 

! 

CONTRACT 


CARTWRIGHT. W 

R 

92(02204901 


I 

50-254 

R 

CARTWRIGHT. W 

R 

83102602DI 


1 

FOIA 


CARTWRIGHT, W 

R 

921026020/* 

50 3ii 

1 

NUREO 


CARTWRIGHT, W 

R 

O8102602V0 

5P-0 i 

1 

50-416 

S 

CARTWRIGHT, N 

R 

831 02602 ?'{» 

50 3 r3 

s< 

50-416 

S 

CARTWRIOHT, W 

R 

0210260346 

50 3j? 

t 

50-416 

8 

CARTWRIOHT, H 

R 

02]O^6O3£O* 

5ii 331* 

1 

50-416 

S 

CARTWRIGHT, W 

R 

0210290337 

SC J-J 

1 

50-416 

8 

CARTWRIOHT, W 

R 

0210290347* 

90 

i 

50-416 

S 

CARUSO, R 


0310070005 

ia it 

r 

50-416 

S 

CARUSO, R 


031007016? 

30 Jri 

r 1 

50-416 

9 

CARUgo, R 


9310(30307 

SD ?? 

1 ^ 

PRM 


CARUSO, R 


0310120245 


* 1 

50-213 

P 

CARUSO. R 


8210(30272 

JO-ir 

i t 

50-213 

P 

CARUSO. R 


B3103i0l3J 

5D L4 

t 

50-213 

P 

CARVER. A 11 


B31O0LO1I5I 

30 Xf 

1 

50-459 

K 

CASE, E Q 


82(00605391 

30 3,', 

r 

40-6632 


CASEY, B U 


BS10190720* 

SO rai 

i 

40-81 1 1 


CASHMAN, 0 C 


8510260240* 

CUNTfl*4I 


40-1162 


CA8SEL, 0 W 


8210210346 

50 +14 

4 

WASTE MOT 

CA88EU. D W 


0210210346 

50 414 


50-298 

0 

CA8SEL, D W 


95] 03 1034 7* 

91) 4*4 

t 

50-155 

P 

CASSELr 0 W 


83102103471 

SO m 

1 

50-315 

F 

CATCHPOLErO U 

6210360577 

40 &T41 


50-239 

8 

CAUDLE, ft E 


0310070409 

N-31W 


RES 


CAVANAUOH. W 


0210040107 

(0 3l3 

t 

8t4t* Prog 

CAVANAUGH, W 


92103S0159 

90 3417 

f 

WASTE MOT 

CAVANAUOH, W 


0210260 180* 

90 ]J3 

1 

30-312 

8 

CHAIKEN.U A 


8200290099 

FDM 


50-313 

Q 

CHAN, T L 


B210060393> 

50-JI5 

4 

50-416 

0 

CHANDLER. J C 


82 J 0120330 

50 Hit 

P 

50-510 

Q 

CHANDLER. U C 


0210130511 

lDPf£? 


50-304 

B 

CHANDLER, J C 


9310370164 

tcffep 


50-209 

Q 

CHANDLER.L J 


921004000? 

!0*MS 

1 

50-344 

Q 

CHANDLER, L J 


8210100095 

3C*361 

i , 

50-334 

G 

CHANDLER.L J 


9210220240 
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50-213 

p 

cRow.w r 

8210290192* 

70 

' CCi* J if 


□210290330# 

50-329 

0 

CDUNBIL, W 

G 

0210130331 

90-213 

p 

CROWLEY. B R 

8310010124# 

90-?^? 

u-00}' < R J 


021019U750# 

50-329 

Q 

COUNSIL. tl 

G 

8210130331 

50-213 

p 

CRUTCHFIELD. D 

61092006041- 

PtHA 

t-UuL (J 


821005001 7 

REGGD 


COUNaiL, M 

6 

0210130399 

PR 


CRUTCHFIELD. D 

6sioaioo«3 

SO 2i^ 

COD/iE^. M 

J 

8210060017 

50-278 

S 

COUNSIL, W 0 

0210190555 

50-423 

s 

CRUTCHFIELD, D 

0210040062 

30 

I'OiPME^pM 

J 

8310060047 

50-277 

S 

COUNSIL. W 0 

8210190355 

50-423 

S 

CRUTCHFIELD. D 

62)004006/ 

50- i:/ 

CGG JE^j f1 

J 

8310060074 

50-277 

s 

COLNSIL. W 0 

8210190663 

50-213 

P 

CRUTCHFIELD. D 

8210040099 

30 Ji3 

< Uuf t \ , fl 

J 

D3100600B3# 

50-277 

s 

COUNSIL. W 

G 

0210210340 

50-423 

a 

CRUrCHFIELD, D 

82 100401 

90 ; 1 

UOPRES . M 

J 

02 1 0060 J 77 

50-277 

s 

COUNSIL. U 

G 

0210210340 

30-423 

s 

CRUTCHFIELD. 0 

02lOO4O2ol 

50 #19 

CCaM£> , N 

J 

6210060353 

50-277 

8 

COUNSIL. N 

0 

8210250290 

50-423 

s 

CRUTCHFIELD. 0 

8210040265# 

80 219 

COG’JE^ - M 

J 

021OO7OJ77 

50-277 

Q 

COU,NSIL. W 

G 

8210250290 

50-423 

s 

CRUTCHFIELD. 0 

82100900S9 

30 244 

COORO . M 

J 

□310130226 

50-278 

S 

COUNSIL. 14 

G 

8210250329 

50-423 

s 

CRUTCHFIELD. D 

0210090063 

aO 437 

COOfft^ , M 

J 

8310150154 

50-277 

S 

lOUNBIL.W 

G 

0210250329 

90-423 

s 

CRUTCHFIELD. D 

82100500/2 

30 .55 

COapJE-V p M 

J 

0210150179# 

50-277 

8 

COUNSIL, M 

0 

0210260194 

50-245 

p 

CRUTCHFIELD, D 

8210070010 

90 

c□atffc•^ , M 

J 

□210150400 

50-277 

S 

COUNSIL, W 

G 

8210260194 

50-243 

p 

CRUTCHFIELD, D 

8210070404 

3D-SI3 

caof^Ev , M 

J 

0210230190 

50-277 

fl 

COUNSIL, If G 

0210260414 

50-245 

p 

CRUTCHFIELD. D 

82)0120296 

SO 

roofo. M 

J 

□210260112 

50-377 

S 

COUNSIL, W 

G 

0210260414 

50-243 

p 

CRUTCHFIELD, D 

□210130080 

50 «0a 

CODWeV M 

J 

3210260329 

50*277 

P 

COUNSIL, W 

0 

0210260459 

50-245 

p 

CRUTCHFIELD, D 

0210130093 

50 *H5 

COOPER, O 

U 

3001060054# 

FOIA 


COUNSIL. H 

Q 

0210260459 

50-245 

p 

CRUTCHFIELD. D 

6210130205 

30 Si'i 

COOPER. 0 

N 

0102200195# 

FOIA 


COUNSIL. H 

G 

0210260519 

50-245 

p 

CRUTCHFIELD, D 

021O19O37)> 

90-407 

COCPERr J 

ur 

G2I01B0168* 

FOIA 


COUNSIL, W 

G 

0210260519 

50-245 

p 

CRUTCHFIELD. D 

eSlGlQOO^G 

30237 

COOPER- W 

E 

0210000191 

50-275 

P 

COUNSIL, H 

0 

0210270200 

90-213 

p 

CRUTCHFIELD. D 

8210180069 


COOPER W 

E 

02 10080! 93# 

S 0-275 

P 

COUNSIL. U 

G 

0210270200 

90-213 

p 

CRUTCHFIELD, D 

8210180070 

50'If06 

COOPER, W 

E 

8210080273 

50-275 

P 

COUNSIL. H 

G 

0210270200 

50-213 

p 

CRUTCHFIELD. 0 

0210100073* 

50-:^^ 

COOPER , W 

E 

6210190583 

50-375 

P 

CO WO ill. a 


8210060376 

50-219 

8 

CRUTCHFIELD, D 

8210180074 

90 ?44 

CaOPERi H 

L 

8210190564 

50-275 

P 

COWOILL. c 


B2J007027S* 

50-219 

Q 

CRUTCHFIELD. 0 

0210100079* 

30 Xv'fr 

COOPER. W 

£ 

8210250167 

50-373 

P 

CDl.H T 


8210190244* 

50-261 

6 

CRUTCHFIELD. D 

8210160083 

SO 24C 

COOPER. U 

E 

8210250197 

50-375 

R 

CO;<,H T 


0210220267* 

50-261 

a 

CRUTCHFIELD. D 

82101800a7* 

90 24 4 

COOPER. W 

E 

8210250240 

50-275 

P 

COX.H T 


8210290078* 

90-261 

8 

CRUTCHFIELD. 0 

a2LOtG00?4« 

50-244 

COOPER, W 

E 

8310250291 

50-275 

P 

COX.H r 


0210270339* 

50-261 

a 

CRUTCHFIELD, 0 

0210160110 

30 23) 

COOPER- W 

E 

8210200211 

50-275 

fl 

CRAFT. C M 


8209290240* 

FOIA 


CRUTCHFIELD, D 

8210180J 12 

90-244 

CO&PERp U 

E 

8210280277 

50-275 

P 

CRAIO.U 


0210150267 

50-271 

0 

CRUTCHFIELD. D 

saiOlBOH? 

S 0-24 4 

COOPERi W 

E 

0210290319 

50-275 

R 

CRAIO. J 


0210150388 

50-315 

Q 

CRUTCHFIELD, D 

8210100193* 

S0-2U 

COPELAND. 

V 0 

□210130446 

50-155 

G 

CftAlO. J 


82 102801 63 

50-312 

p 

CRUTCHFIELD, D 

8210180161* 

80*244 

COPELANDr 

V 0 

8210130448 

50-155 

0 

CRANE, P A 


8210010198 

90-133 

F 

CRUTCHFIELD, D 

0210(00101 

90*244 

COPELAND- 

V G 

6210130-457* 

50-155 

0 

CRANE, P A 


0210010406 

50-275 

p 

CRUTCHFIELD, D 

8210100183 

30-409 

COPELAND, 

V 0 

8210130457* 

30-155 

0 

CRANE, P A 


0210010413* 

50-275 

p 

CRUTCHFIELD. D 

0210100107 

30-29 

COPPER, W 

£ 

8210250318 

50-275 

p 

CRANE, P A 


0210050122 

90-275 

p 

CRUTCHFIELD, D 

021O1'7O6BO 

90-237 

CORDARO. M 

6210150206* 

50-322 

T 

CRANE, P A 


8210050144 

90-279 

p 

CRUTCHFIELD. D 

8aioa<yooi5 

90-4OT 

CDRDAR'D, H 

8210150250* 

50-322 

r 

CRANE, P A 


0210120278 

90-273 

p 

CRUTCHFIELD. D 

821030 00( 6 

50* 404' 

CDRDARO. f1 C 

82)0150223* 

50-322 

r 

CRANE, P A 


8210130272 

90-279 

G 

CRUTCHFIELD, D 

8210200025 

50*409 

CORDARO, |1 C 

8210150257* 

50-322 

T 

CRANE, P A 


8210150151 

90-275 

f? 

CRUTCHFIELD. D 

8210200031! 

50- 40V 

CORDARO. H C 

8210150290* 

50-322 

T 

CRANE. P A 


0210150309 

50-275 

p 

CRUTCHFIELD. D 

0210200030 

9Q-JM 

CORE, H R 


8210090303* 

50-203 

3 

CRANE, P A 


8210210044* 

50-275 

F 

CRUTCHFIELD, D 

82 1 OSOOO 4 1 

30-153 

CORLEY', k 

0 

021 0260527 

50-329 

r 

CRANE, P A 


8210220371 

90-275 

P 

CRUTCHFIELD. D 

0210200060 

50-21 V 

CORLEV-U 

G 

8210260527 

30-329 

T 

CRANE, P A 


6210220395 

PR 


CRUTCHFIELD, D, 

8210300070 

90-319 

CORMIER, tf H 

021OJSO456 

50-142 

<3 

CRANE, P A 


8210250192 

90-133 

R 

CRUTCHFIELD. D 

8210210226 

50-3J3 



ACCESSION 

NuriaER 

SUDJECT 

CATEGORV 

AUTHOR 


ACCESSION 

NUNDER 

02102102^6 

3210210336 

9210310545 

e2i02105S2» 

8210310555» 

50-409 

50-409 

50-29 

50-29 

50-29 

P 

0 

P 

P 

P 

CUTCHflJ, J 
D'ANGELO. A 
DAHLHAM, L 
DALE, L F 
DALE, L F 

H 

J 

C 

0210290100 

021019067a* 

0210130566# 

0210010023 

0210040053 

8210330105 
821 0220233 
8210220272 
6210320368 
B210220449 

50-244 

50-155 

50-409 

50-155 

50-409 

P 

Q 

P 

P 

P 

DALE. L F 
DALE. L F 
DALE, L F 

dale, L F 
DALE, t F 


9210040264 

0210040353 

9210060295 

9210070044# 

0210150013 

B21 025009 I 
8210350134 
6210290203 
0210350213 
6210290310 

SO-155 

50-245 

50-237 

50-155 

50-195 

P 

P 

P 

P 

P 

dale. L F 

DALE. L F 
DALE. L F 
DALE, L F 
DALE. L r 


8210190496 

8210190321 

B210I90566 

8210200005 

8210200030 

8210250323 

021Oa5O3a7» 

0210250337# 

8210250363 

0210260102 

S0-15S 

50-153 

50-153 

50-213 

50-219 

P 

P 

P 

P 

P 

DALE. L F 
DALE-L F 
DALE. L F 
DALE. L F 
DALE, L r 


8210200064 

0210200073 

0210210217 

8210220334 

0210220429 

0210260185# 

0210260191# 

8210260229 

0210260296 

8210270004 

50-219 

50-219 

50-206 

30-237 

50-219 

P 

P 

P 

P 

P 

DALE.L F 
DALE.L F 
DALE, L F 
DALE, L F 
OALE.L f 


8210260264 

9210260412 

0210270277 

8210280132 

8210280139 

8210270202 

8210270265 

8210270270 

8210280207 

0210200433 

50-219 

50-155 

SO-155 

50-409 

TOPREP 

P 

P 

P 

P 

DALE, L F 
DALI NO. P H 
DAL I MG. P f1 
DALTON. C 
DALTftOFF, S 


8210290102 

0210120092 

8210120102 

8210220357# 

8207090208# 

9210290169 

8210290175# 

9210290103# 

0210290316 

9210150340 

50-206 

50-206 

30-206 

50-206 

71-5926 

P 

P 

P 

V 

DALTROFF.S 
DALTROFF^S 
DALTROFF, 6 
DALTROFFp S 
DALTROFF, s 

L 

L 

L 

L 

L 

0210130296# 

0210150069 

0210210297 

0210210330 

Q210280196 

8210250110 

8310270097 

021005003-4# 

0210070093# 

8210070179# 

50-70 

71-5939 

REOOD 

50-537 

50-537 

P 

A 

A 

DANCE. H C 
DANCE. H C 
DANCE, H C 
DANCE, H C 
DANCE. H C 


9106220165# 
0210010088# 
0210010106 
82100101 13 
8210010117 

021007-0102# 

6210280434 

630QS9-0094 

021020-0026 

G210S00026 

50-537 

40-2061 

50-322 

90-443 

90-443 

A 

0 

0 

0 

DANCE. H C 
DANCE, H C 
DANCE, H C 
DANCE, M C 
DANCE, It C 


9210010142 

Q2100I0155 

0210010198 

0210010102 

0210010204 

0210300035# 

0210200039# 

0210300042# 

0210300042# 

8210200049# 

90-443 

50-443 

90-443 

90-443 

90-443 

0 

0 

0 

0 

0 

DANCE, H C 
DANCE. H C 
DANCE. H C 
DANCE, H C 
DANCE. H C 


0210010213 

0210010251 

0210010235 

0210010245# 

6210010300 

8210200049# 

8210260091# 

8210010360 

8210010417 

0210040093 

50-443 0 

WASTE MOT 

90-308 8 

50-307 F 
90-307 E 

DANCE, H C 
DANCE, H C 
DANCE, H C 
DANCE. It C 
DANCE, H C 


8210010301 

8210010309 

8210010316 

8210010300 

0210010424 

8210090325 

8210090370 

8210060199 

8210090083 

8210130123 

50-387 

50-307 

50-307 

50-307 

90-307 

P 

P 

P 

P 

P 

DANCE. H C 
DANCE, m C 
DANCE. H C 
DANCE. H C 
DANCE. H C 


8210010451 

0210010466 

8210010467 

6210080227 

021O19OOM 

□210130341 

0210190297 

8210210020 

8210;?10137 

0210220102 

50-307 

50-307 

90-387 

90-387 

50-307 

£ 

P 

8 

8 

J 

DANCE. H C 
DANCE. H C 
DANCE. H C 
DANCE, H C 
DANCE, H C 


8210150053 

0210150072 

8210150078# 

0210150096 

8210150116 

0210220170 

8210220366 

8210290296 

9210290264# 

0210250367 

50-307 

PR 

90-387 

50-387 

90-387 

J 

P 

P 

P 

DANCE, H C 
DANCE. H C 
DANCE, H C 
DANCE. H C 
DANCE. H C 


8210150131 

8210150187 

0210190253 

0210190262 

0210150349 

0210250373# 

0210260270# 

0210260366 

0210260379# 

0210290310 

90-307 

50-307 

50-307 

50-387 

90-387 

P 

Q 

P 

P 

F 

DANCE. H C 
DANCE. H C 
DANCE. H C 
DANCE. H C 
DANCE. H C 


0210190653 

02 I 02201 55 
0210220204 
8210220211# 

02 10220229 

8210050069 

8210060303 

8210060321# 

82101B0179 

0210150275 

50-440 

90-440 

50-440 

90-440 

90-440 

0 

0 

0 

0 

0 

DANCE, H C 
DANCE. H C 
DANCE, H C 
DANCE. H C 
DANCE, H C 


8210220200 

0210220291# 

0210220328 

0310220331 

0210220454 

0210190475 

0210250369 

0210260393 

0210260395 

0210280346 

50-440 

50-440 

90-440 

90-440 

50-440 

0 

Q 

0 

0 

0 

DANCE, H C 
DANE8F, F i,. 
0ANE8E, F L 
0ANE8E, F L. 
DANESE. F. L 


8210220467 

820106D245# 

0210050439# 

8210050446# 

0210050467# 


SUDJECT 

CATEOORy 

AUFHPF 

ACCESSION 

NUMDCR 

SUBJECT 

C A TEG DR V 

90-209 

0 





50-397 

0 

OANESE. F L 

0210050471# 

FOIA 


50-306 

Q 

DAr^eSE, F L 

82102 70427* 

70-1510 

50-416 


DANES E, F t 

3210270429# 

70-1510 

50-416 

P 

DANES E, F L 

8210270437# 

70-1510 



OANESE, F L 

8210270438# 

70-1510 

50-416 

P 





50-416 

p 

DANIELSON. D >1 

8210060300* 

50-440 

a 

30-416 

P 

DAVJDSQW. D R 

■0210040) 46 

50-440 

K 

50-416 

F 

DAVIDS on. D n 

G2100S0132 

50-440 

S 

50-416 

0 

DAVIDSON. D R 

62101301 73 

50-440 

E 



DAVIDSON, D R 

G210I301 79 

50 *440 

A 

50-416 

50-416 

P 

p 

DAVIDSON. D R 

8210130364 

50-440 

3 

S0-4J6 

e 

DAVIDSON. D R 

G210150233 

50-440 

E 

50-416 

E 

PAVIDSD.N, D H 

8210190326 

50-440 

A 

50-416 

E 

DAVIDSON. D n 

0210190333 

50-440 

E 



DAVIDSON, D R 

8210190603 

50-440 

E 

30-416 

50-416 

E 

E 

DAVIDSON, D R 

B210210079 

50-440 

A 

50-416 

P 

DAVIDSON. D R 

8210220339 

PR 


PR 


DAVIDSON. D R 

8210220372 

PR 


50-416 

E 

DAVIDSON. D n 

8210260009 

70-2968 




DAVIDSON, D R 

821026001 1 » 

70-2963 


50-416 

P 





50-416 

P 

DAVIDSON. D H 

02 1 02603 J 7* 

50-440 

0 

50-416 

p 

DAVIDSON. D R 

0210260419 

50-440 

A 

50-416 

0 

DAVIDSON, D R 

0210260575* 

50-440 

r 

50-416 

p 

DAVIS. C E 

821021003/ 

NUflEG 




DAVIS, F C 

0210180066# 

FOIA 


50-416 

P 





NUREO 


DA^qs, J G 

8310070070# 

50-537 

A 

NUREO 


DAVIS. J 0 

8210070071 # 

50-537 

A 

50-387 

H 

DAVIS, J 0 

0210120135 

27-47 


50-278 

p 

DAVIS. J G 

0210120187 

40-2061 




DAVIS, L S 

6207110026 

Fill A 


50-277 

0 





50-277 

•Q 

DAV 1 5, h J 

8210010249# 

50-290 

0 

50-277 

p 

DAVIS. P R 

0207 1 00000 

ACRS 


50-277 

p 

DAVIS. P R 

0207100080 

ACfiS 


50-277 

p 

DAVIS, P R 

0207180005 

50-352 

0 



DAVIS. P R 

8207100083 

50- 352 

0 

50-261 

50-335 

P 

0 

DAVIS, li 

02 1 02203 L 6 

PR 


50-4 1 3 

0 

DAVIS. S H 

8210190296# 

50-31 7 

0 

50-32 1 

0 

DAVrS.a H 

03 E 0270280# 

50-31 7 

B 

50-269 

Q 

DAVIS. 3 ri 

82lOPd02QO« 

50-310 

B 



DAVIS. S M 

8210200301# 

50-317 

S 

50-339 

Q 





30-339 

Q 

DAVIS, W 

821 0210034 

50-259 

F 

90-269 

Q 

DAVAL, R 

8310120267 

RES 


50-424 

Q 

D£ AGAZrO. A « 

821 0ia00.:!5 

50-346 

P 

50-348 

a 

DE AOAZrO. A W 

0210290378 

50-346 

P 



DEAN, V 

0210150465 

50-352 

H 

50-389 

50-330 

Q 

0 

DEAR JEN . J A 

8210290017 

RES 


50-321 

a 

dfqbage.a 0 

R2I0010143# 

50-413 

O 

50-280 

Q 

OEUflAGE.A 0 

0210] 5031 5# 

50-390 

n 

50-330 

0 

DEDflAGE.A G 

8210220145# 

50~40G 

Q 



DEGROOT.D H 

8210010190 

PI? 


90-389 

90-321 

Q 

0 

DEUGEOROE.L □ 

0210040246# 

50-456 

0 

90-250 

Q 

OELGEORCE. L 0 

0210050056# 

50-373 

Q 

50-404 

Q 

DEL GEORGE. L 0 

0310050073 

50-456 

A 

50-369 

Q 

DELOCOHCE, L 0 

0310050123 

50-454 

A 



delceorge. L 0 

8210060260# 

50-373 

0 

50-369 

90-395 

0 

Q 

deloeqrce.l Q 

0210130370 

50-454 

F 

50-399 

0 

DEL GEORGE, L 0 

0310130402 

Pfi 


50-321 

0 

DEL GEORGE, U 0 

0210220393 

PR 


S 0-369 

0 

DEL GEORGE. L □ 

0210260300# 

90-454 

Q 



DELGCOROE.L D 

02 102801 25# 

50-373 

Q 

50-370 

50-348 

0 

a 

DELGEORGE.L □ 

8210290245 

PR 


50-340 

0 

DEL I CHATS I OG, H 

0210030420 

NUREO 


50-424 

a 

DELtCHATSlOb, H 

0210130574 

NUREO 


30-369 

Q 

DELLA RATTA, A 

8210060370# 

70-1100 




DELLA RATTA, A 

8210210238# 

50-271 

Q 

50-269 

50-338 

0 

0 

DELLSV, H M 

0210010381 

PR 


30-269 

0 

DELONG. S R 

8210290251 

REGGD 


50-389 

0 

DEN rSQM. E 

8210000070 

50-275 

P 

30-335 

0 

DE.NISON, E 

8210080090* 

50-275 

P 



DENISON, E 

0210250221 

50-279 

R 

50-269 
SO- 4 24 

B 

Q- 

DENISON, E 

0210270194 

50-275 

P 

50-424 

a 

DENISON, E 

8210270109# 

50-2 7S 

P 

50-424 

a 

DENNING. R L 

0109340007# 

FOIA 


50-348 

a 

OENNIMO, R L 

0201 130322# 

FOIA 




DENNI0TON,S F 

0210210444# 

CONTRACT 
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0210060423 
0210060426 

50-332 0 

FOIA 

FOIA 

50-353 H 

50-537 A 

FERREIRA. 6 P 
FERRELL , C 
FERRELL. C 
FERTN&R. K 

ficdler.p d 

8210060257* 
8210060451* 
0210060455* 
0208190170* 
02 10010077 

TOPnCP 

50-537 

50-537 

30-213 

50-219 

A 

A 

P 

P 

RJKSOJJi-K T 
filKSON.K T 
rikson.k T 
RIKSON. K T 
Hr/ST*« L 

0210260332 

0210260232 

0210360239# 

0210360239# 

0103030076# 

90-322 

50-322 

90-322 

90-322 

FOIA 

T 

T 

T 

T 

FELTOM, J M 
FELTON, J M 
FELTON, J M 
FELTON, J K 
FELTOM, J M 

02JOO6O429# 

0210060434 

0210060437 

0210060442 

0310070003 

FOIA 

FQIA 

50-148 H 

50-537 D 

50-346 F 

FieOLER,P D 
FIEDLER. P D 
FIEDLER. P D 
FIEDLER. P D 
FIEDLER, P 0 

0210070170 

9210070238 

8210130167 

0210130357 

0210150098 

50-219 

50-219 

50-219 

50-219 

50-219 

s 

s 

s 

8 

& 

RfJSTiM t. 

RP^Sti ri L 

RN3r- M t 

RNSr.M L 
unv>L w 

8103060000* 

S10BO3OO41# 

0112030909* 

0201060003* 

0210090009 

FOIA 

FOIA 

FOIA 

FOIA 

90-261 

P 

FELTON, J M 
FELTON, J M 
FELTON. J M 
FELTON. J M 
FELTON. J M 

02JOO7OOO7 

0210070029 

0210070040 

0210070411 

0210070417 

50-244 P 

50-537 D 

50-416 F 

FOIA 

FOIA 

FIEDLER. P D 
FIEDLER. P D 
FIEDLER. P D 
FIEDLER, P n 
FIEDLER. P D 

9210190378* 
0210190704 
02 1 0220 1 07# 
0210250092 
0210250136 

50-219 

50-219 

50-219 

50-219 

50-219 

a 

p 

0 

P 

p 

W 

JRV^L W 

JRY'-L H 

JR^-L W 

L W 

0210050362 

8210060013 

8210190709 

8210260244 

8210260323 

50-324 

90-261 

90-261 

90-324 

90-324 

P 

P 

P 

P 

P 

FELTON. J M 
FELTON. J M 
FELTON, J N 
FELTON, J M 
FELTON, J N 

0310060015 

0210060020 

0210080029 

0210080036 

0210080129 

50-201 S 

FOIA 

50-295 F 

50-269 P 

50-315 F 

FIEDLER, P D 
FIEDLER.P D 
FIEDLER. P D 
FIELDS. C 

FIELDS, C 

0210250189 
8210350205 
8210290254 
8210220443* 
82 1 0290206* 

50-219 

50-219 

50-219 

50-393 

50-395 

p 

0 

P 

s 

& 

JRY, L H 

JRV, L W 

JRV*L W 
/AflS. C A 

/Arig, c D 

0210260405 

8210260475 

0210260908 

0210010178# 

0210010118* 

50-324 

90-261 

90-261 

50-313 

90-321 

P 

P 

P 

Q 

Q 

FELTON, J M 
FELTON, J M 
FELTON, J M 
FELTON, J M 
FELTON, J M 

0210120015 

0210120103 

0210120393 

0210120546 

0210120643 

FOIA 

50-3 P 

50-331 F 

50-294 F 

50-261 r 

FIELDS, C 

FIELDS. J A 
FIELDS. W W 
FINAMORE, « 
FINANORE. D A 

8210290338* 
8210190102 
8210190720# 
82 1 0220288# 
8210060195 

50-395 S 

CONTRACT 
30-261 P 

50-537 G 

50-537 0 

MNSf C. D 
yANS, C 0 
^AN9»C 0 
^ANSi L J 
^ANS, L *J 

0210190219# 

0210190239# 

0210130263# 
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0210070096# 

70-1201 

70-27 

90-269 

90-937 

90-937 

Q 

D 

D 

FELTON, J M 
FELTON, J M. 
FELTON, J H 
FELTON, J M 
FELTON, J N 

0210130004 

0210130105 

0210150594 

0210150621 

0210160016 
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90-315 r 
50-244 F 
30-334 F 
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F I MANOR E,D A 

8210120302 

8210120337 

8210130268 

8210210232 

8210210232 

50-537 

30-537 

30-537 

30-537 

30-537 

0 

0 

0 

0 
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F- a A 

B31 02 10532 

50-537 

C 

FPAHM, R 
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30-311 

s 

GARCIA. P J 

0210210021 

40-3453 


PiNAHORE.fl A 

0310510357 

50-537 

G 

FRAhM, R 

8210150065* 

50-311 

6 

GARCIA. P J 

0210210525* 

40-3453 


FINAKuRE-O A 

8310310357 

50-537 

C 

FRAhM.R 

82101 S0093* 
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5 

GARCIA. P J 

0210220475 
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riNAKaRE. 13 A 

0310310453 

50-537 

G 

FfiAHM. R 

82101501 18* 

50-31 1 

S 

GARC I A. R 

8210060255 

TOPREP 


FIUA*10RE B A 

0210210453 

50-537 

G 

FRA HI, R 

8210150140* 

50-273 

S 

GARDNER. R 

8210040337 

50-329 

S 

rif^AHQHE- D A 

0310220360 

50-537 

G 

FRAHM.R 

82101 50330* 

50-311 

s 

GARDNER. R N 

8210050154* 

50-329 

0 

t INAMDRE* D A 

02103305984 

50-537 

G 

FRAHtl, R 

6210150339* 

50-31 1 

5 

GARDNER. R N 

8210190750* 

50-329 

0 

r [MAHORE. D A 

8310230295* 

50-537 

G 

FPAHM, R 

0210210144* 

50-273 

s 

GARNER, L 

82(0010206* 

50-325 

0 

FIMAMORE. 0 k 

8210260397 

50-537 

G 

FPAHM, R 

8310250057* 

50-311 

a 

GARNER . L W 

82(0010205* 

50-324 

0 

F [MAHORE. 13 A 

0310260397 

50-537 

G 

FPAHM, R 

02IO25O3Q9* 

50-31 1 

s 

GARNER, L W 

0210010415* 

50-324 

0 

HJ'AMQRE. D A 

0210560404* 

50-537 

G 

FRAHM.R 

02102001 28* 

50-311 

s 

GARNER. L W 

8210220173* 

50-324 

0 

Fi/'AMOREiO A 

0310360404* 

50-537 

G 

FPAHM. R 

8210260156* 

50-311 

8 

GARNER, L W 

8210220503* 

50-324 

0 

fimcke. J H 

8210280339 

RES 


FRAH-l, R 

8210290210* 

50-272 

s 

OARRITY . J H 

8210010230 

PR 


r IMOLEV. D E 

03101 20357* 

CONTRACT 


FRAHM. R 

8210290314* 

50-272 

s 

GARRITY. J H 

0210040074 

50-309 

p 

FINDLEY, D e 

8210190037* 

CONTRACT 


FPAHM. R 

0210290361* 

50-272 

s 

GARRITV. J H 

0210040077 

50-309 

P 

h [N/EL A E 

0210310097* 

50-354 

0 

fpalev. R F 

0006300104* 

FOIA 


GARRITY. J H 

8210040217 

50-309 

p 

FINLA^SQN. F C 

8210360246* 

50-323 

T 

FRANCIS. E 

8210130607 

40-299 


GARRITY, J H 

0210060302 

50-30? 

0 

ri.MLEi.H C 

8310290399 

RES 


FPANCIS. E 

0210270054 

40-2359 


GARRITY, J H 

8210(50393 

50-309 

Q 

rlORAVAMTE, ft 

8210130139* 

50-31 7 

F 

FPALFLIN, L 

02100101 16 

70-633 


GARRITY. J H 

8210220203 

50-309 

P 

rroRE.fi A 

□210260352* 

40-8610 


FPANTZ. S P 

8210200058 

50-522 

G 

GARRITY. J H 

8210220212 

50-309 

P 

1 [ORE. R A 

82 10560352* 

40-8610 


FRANTZ. S P 

9210200058 

50-522 

0 

GARRITV, J H 

6210250098 

50-309 

P 

riDREl LI, 0 

0210060345* 

50-528 

0 

FREDLANO.D B 

0206290105 

FOIA 


GARRITY. J H 

8210260144 

50-309 

0 

nscH. c 

0310570158 

XPORTLIC 


FREDRICKSON, P 

0210010350* 

50-324 

0 

GARRITY, J H 

82 ( 0260327 

50-309 

s 

F rSChtfi.L 

0510150500* 

50-263 

P 

FREDRICKSON. P 

02101 50256* 

50-327 

0 

GARRITY. J H 

9210260420 

50-309 

p 

FISH. R L 

0510150550 

NUREG 


FPEEDOERC, L 

8300390009 

FQIA 


GARRITY, J H 

021027000D 

50-309 

G 

FI5h-R.C n 

6310390141 

TOPREP 


FRENCH. L Q 

8210(30531* 

50-29 

8 

GARRITY, J H 

82(0200087 

50-309 

F 

FISHER.C R 

8210290534 

PR 


FRENCH. L 0 

8310260169* 

50-29 

B 

GARRITY. J H 

8210260161 

50-309 

P 

nSMPR.L 

0210150509* 

50-263 

P 

FPIEDMArNK A 

8310120293* 

0A979 


GARRITY. J H 

0210290343 

D0‘309 

S 

FlT2PATflICA. B 

8210040145* 

50-247 

s 

friedmah.p 

8210(50272* 

50-322 

T 

GARY. R J 

0210040318 

50-445 

B 

FLACK. E 

0310070336 

50-461 

0 

FRIEND, H B 

0210190470 

50-275 

P 

GARY. R J 

8210130376 

50-445 

F 

FLACK. E 

6310200072 

ItE 


FRIEND-H D 

8210270351 

50-273 

P 

CARY. R J 

8210100006 

50-44^ 

H 

n EEMOR.C 

0210120454 

CONTRACT 


FRIEND. H B 

0210270351 

50-275 

P 

GARV.R J 

0210220372 

PR 


3 LEEMOfi. C 

0210120467 

CONTRACT 


FRYE, J H 

0210220343 

50-70 

0 

GARY. R J 

6210230338 

50-44? 

S 

FI EEUOfi C 

8210190160 

50-320 

F 

FRYErJ H 

8210250233 

50-142 

0 

CARY. R J 

0210230346 

S0'44S 

s 

FLEEflOfi. C 

8310370416 

CONTRACT 


FUEWTE. E S 

8210220403 

PR 


GARY. R J 

0210260375 

50-44S 

s 

fleencr.c m 

0210120411 

27-39 


FUhflMAM.O R 

8210190730 

50-3(7 

S 

GEE.O U 

8210150553 

fiUREG 


FLFEUOR.C H 

e2l0?704H 

50-337 

X 

FULFORD.P J 

8210210306* 

50-329 

A 

GEFFEN, C A 

02(0120092 



f\ EEMOfi C M 

0210270425 

70-1113 


FULLER. C 

0210050337* 

50-267 

S 

OEFFEN, C A 

0210120102 



FLEENOR.C M 

6310200299 

CONTRACT 


FULLER. C 

0210(90543* 

50-267 

S 

GENADRY.H 0 

9210050428 



FIEENOR.C » 

8210580310 

CONTRACT 


FULLWODO.R R 

0310120092 

NUREO 


GERDEMAN. F W 

0210260019 

40-8698 


FIEENOR.C M 

62 103 00337 

CONTRACT 


FULLWOOD.R R 

8210120102 

NUREG 


GERETY, H F 

82(0(50147 

50-2Q9 

J 

FLEENOR.C M 

0210200354 

CONTRACT 


rUROAL. 0 T 

8210(50571 

NUREO 


OERGEUY, P 

0210030412 

NUPEG 


FI EISHER, 2 S 

8510180503 

50-247 

G 

FU1AT0, E H 

0310070335* 

50-436 

A 

OERNER.L F 

0210280364* 

30-254 

F 

FLEjSHEft, 2 S 

S210500019 

50-247 

C 

GAO.fi K 

8210(30314 

50-309 

0 

GERSTNER.(^ C 

0210190354 

30-461 

& 

rLFJShSR. 2 S 

8210310390 

50-347 

G 

OAOrfi K 

0210130314 

50-309 

0 

GERSTNER. (V C 

0210290050 

30-461 

0 

\ LElSHtR. 2 G 

6310210397* 

50-247 

G 

GAD.R K 

8210270153 

50-443 

0 

OERTMAM. D I 

8210120124 

RES 


1 LEM I NO. T E 

8210120536 

40-8771 


GAO.R K 

0210270153 

50-443 

G 

GERWIN. E r 

8210150474 

30-92Q 

G 

1 LE5SNER. S A 

0209590225* 

so-io 

F 

OAO.R K 

0310270166 

50-443 

0 

OIANELLI. J 

8112010310* 

30-336 

S 

TLIPPO. T A 

8210190349* 

50-205 

0 

CAD.R K 

8210270166 

50-443 

0 

GIANCILI, J 

0210070416 

30-324 

5 

FLORWC A 

0210130554 

WASTE HGT 

GALLE. D P 

0210290080* 

50-10 

F 

GIANELLI. J 

02100000(8 

30-336 

5 

I'LOR^.C A 

8210120634 

40-8452 


OALLO. J 

8207180052 

FOIA 


OIDDONS. T 8 

0210150207* 

50-430 

0 

rLOfiV.C A 

0210120648 

WASTE MOT 

GALLO. J 

0207180032 

FOIA 


GtDD8, D C 

8209270379* 

COPHlSStON 

FLYf^N, 11 

0210040410 

CONTRACT 


GALLO. J 

0210010400 

50-155 

0 

oinsoN. A 

8210050224 

UE 


FLYNN, H 

8210120354 

CONTRACT 


GALLO. J 

0210010400 

50-155 

0 

GIDSON. A F 

e2I0010l2( 

70-1201 


FLYNN. M 

8210180327 

CONTRACT 


GALLO. J 

0210010446 

50-183 

0 

GIBSON. A F 

8210010162 

70-143 


FLYNN, M 

B3101803B4 

CONTRACT 


GALLO. J 

8210010446 

50-155 

0 

GI8BDN.A F 

0210010313 

70-143 


FLYNN, ft 

8210190018 

CONTRACT 


GALLO. J 

02100S0232 

50-155 

0 

GIBBON, A F 

0210010353 

70-27 


FLYNN, ft 

8210190030 

CONTRACT 


GALLO. J 

0210050232 

50-155 

0 

GIBSON. A r 

8210010364 

70-143 


FLYNN, H J 

02101 9000S 

CONTRACT 


OALLO. J 

0210050356 

50-133 

0 

GIBBON. A F 

0210010388 

70-B24 


FLiNN, 8 F 

8210130539 

PR 


GALLO, J 

0210050336 

50-155 

Q 

gibbon, A F 

0210000179 

70- H 3 


FLVrJN, S F 

D2101 50305 

50-400 

G 

GALLO. J 

6210060204 

50-155 

0 

OIDQON, A F 

0210150064 

70-11 13 


FLYNN, S F 

0210220285 

PR 


GALLO. J 

8210060204 

50-155 

0 

GIDSON, A F 

82J0150I30 

70-B24 


FOGARTY. D J 

G2l00802n« 

50-206 

0 

GALLO. J 

0210130437* 

50-133 

0 

GIDSON, A F 

8210150197 

70-143 


FOLEY, T 

0210070216* 

50-206 

0 

GALLO. J 

0210130437* 

50-05 

0 

GIDSON, A F 

8210150215 

70-1201 


FOLEY. T 

8310210307* 

50-247 

Q 

GALLO. J 

0210150300 

50-153 

Q 

GIBSON, A F 

0210130229 

70-27 


FOLSOM. R D 

8210220074* 

40-81 ll 


OALLO. J 

G210150300 

30- (55 

Q 

GIBSON. A F 

8210150361 

70-143 


FOLSO.M,R B 

0210220077* 

40-61 M 


OALLO. xJ 

0210(50470 

30-133 

0 

GIBSON. A F 

8210130403 

70-143 


FONNER.f? L 

8210100103 

70-143 


OALLO, J 

6210150470 

50-133 

Q 

GIBSON. A F 

0210210194 

30-13 

0 

FORD, E W 

0210130319* 

50-302 

6 

GALLO. J 

0210(00(42 

50-434 

0 

GIBSON. A F 

0210210216 

70-1201 


FOfiO.E W 

8210130530* 

50-302 

a 

OALLO. J 

8210100142 

50-434 

G 

GIDSON. A F 

0210210341 

70-27 


FORTUNA.fi A 

8210280047* 

50-324 

p 

OALLO. J 

9210100206 

30-153 

0 

GIDSON, A F 

0210220308 

70-1113 


FOSTER. D 0 

8210320078 

50-434 

a 

GALLO. J 

0210100206 

80-155 

0 

OlESEKE, J A 

0210130592 

HmEO 


FOSTER. D □ 

8310320208* 

50-424 

Q 

GALLO, J 

6210100242 

50-135 

0 

GlESEKEiJ A 

0210210014 

KBREG 


FOSTER. H 

8210010109 

70-1151 


GALLO, J 

0210100242 

50-135 

0 

OiesEKER, J 

8210260118* 

50-373 

i 

FOSTER, J E 

8210130557* 

50-461 

Q 

GALLO. J 

0210200039 

50-155 

0 

0IC8LER.C N 

02IOOIOI79 

30-305 

f 

FOSTER. K W 

0210150549 

NUREO 


OALLO, J 

8210300029 

50-135 

0 

0IE5UER.C W 

82 ICO 10232 

H 


FRAhrf. R 

8210070331* 

50-311 

s 

OALLO. R 

0210070301* 

50-309 

Q 

QIESLER.C N 

0210010307 

n 


FRAHrt. R 

8310070252* 

50-31 1 

3 

OALLO, R ri 

0210070393* 

50-271 

0 

OIESLCR.C N 

0210040156 

30-305 

s 

FRAHM. R 

8210070258* 

50-31 1 

3 

GALLO, R M 

0210150274* 

50-271 

Q 

OIEBLER.C (^ 

0210030263 

30-305 

V 

FRAHM. R 

8210070314* 

50-272 

s 

OALLO. R M 

0210290(37* 

50-29 

0 

QIESLER.C N 

8210060312 

30-305 

7 

FRAHM, R 

8210070377* 

50-31 1 

s 

OALUNICrO 

8210050206* 

50-443 

A 

GIESLER.C N 

0210060328 

50-305 

0 

FRAHM. R 

6210070396* 

50-272 

s 

OAMMILLrW P 

8104290774* 

30-324 

P 

QIESLER.C U 

82I0070IOB 

30-30? 

f 

FRAH'li R 

02101301 70* 

50-31 1 

s 

GANiULLrU P 

8201120280* 

30-324 

P 

GIESLER.C M 

0210130202 

Pfl 


FRAhft. R 

8210130257* 

50-31 1 

8 

OAfiClA. E M 

8210 I 90636* 

50-27 

a 

OIEBLER.C, U 

8210130300 

30-30S 

r 

FRAHM. R 

0210130345* 

50-31 t 

5 

GARCIA. P J 

821012062B 

40-6659 


GIESLER.C U 

8210130501 

50-305 

f 
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GRAY, E H 
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50-334 

0 

5I£=LE«- C W 

5310190409 

90-309 

P 

GRAVr E H 
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50-220 

Q 

“'i-ELESi C H 

Q3103A0260 

90-309 

8 

ORA> , J R 

0210220445 

50-209 

G 

5’5:slej?- c W 
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PR 


ORCEU, J n 

0210270137* 

50-409 
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JtlF£RT. 0 P 
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90-369 

r 

GREEN, H J 
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'tLIEERT, L D 
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90-449 
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RCH 


GREEN, H J 

021 006026 S 

50-296 

5 

SKINSKV. V 

G2 102203 31 

90-307 

H 

GREEN, H J 

□210060409 

50-259 

S 

»[LIN£K^- V 

0310220363 

90-279 

H 

cmCM, M J 

Q2 100604 14 

50-259 

S 
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0210-2*10332# 

90-207 

0 

GREEN. H J 

oaioijoi 57 

50-296 

b 


0210270373 

lOCfR 


GREEN. H J 

0210130169 

50 -259 
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0210270273* 

0210260267* 

8310070133 

8210000322 

0210190447 

8310190653 

0307180037 

0106100203* 

0107300168* 


0112010310* 

6210070416 

as 100000 18 
6210060020 
8203120016* 

0203290028* 
820329003 1 * 
0210060430* 
0210070425 
0210000017 


SUBJECT 

CATEGOny 

AUTHOR 

ACCESSION 

NUHDEft 

SUBJECT 

CATEGORV 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORV 

OEN TEC 
GEN TEC 
FQIA 

FOIA 

OEN TEC 

IS 

IS 

IS 

IHBRO, E V 

IrtBRO, E V 
IPP0LITQ»T 
IPPOLITO, T A 
tPPOLITG»T A 

B21 0130065 

0210190009 

B210070139* 

6206070250* 

0209210383* 

50-336 

50-368 

50-29 

50-244 

50-237 

8 

S 

Q 

P 

P 

JOHNSON.B D 
JOHNSON.!] 0 
JOHNSON, D D 
JOHNSON. B D 
JOHNSON. B 0 

8210060213 

8210120070 

8210130146 

8210180106 

8210190604 

50-255 

50-255 

50-255 

50-255 

50-255 

GEN TEC 

50-498 

50-261 

50-537 

50-537 

IS 

0 

P 

G 

G 

IPPOLITO, T A 
IPPOLITO, T A 
IRDV.a J 

IROy, 0 J 

IRDV. □ J 

8210070121* 

0210080002* 

6209300175* 

0210130438* 

6210130569* 

50-244 

50-237 

50-259 

50-257 

50-259 

P 

P 

8 

S 

s 

JOHNSON. Q D 
JOlfNSON. fl D 
JOHNSON, a D 
JOHNSON, D D 
JOH.NSaN, B D 

8210190620 

8210190639 

8210220106 

9210260103* 

0210200107 

50-255 

90-255 

50-255 

50-255 

50-293 

50-220 

50-335 

50-338 

FOIA 

roiA 

Q 

Q 

0 

IRBY. 8 J 

IRWIN, 0 P 
ISABELLE, L D 
ISHtI, M 

ISLEV, T 

0310290232* 
0210200036 
8210390267 
0210150556 
8210196261 * 

50-296 

50-322 

50-247 

NUREO 

50-346 

8 

0 

S 

s 

JOHNSON, D D 
JOHNSON, C 

JOHNSON. C E 
JOMNSO.N,C R 
JOHNSON. C R 

0210280276 

8206290086 

8210190452* 

0210280448 

8210390155 

50-259 

50-537 

50-382 

71-90(0 

71-6690 

50-302 

50-289 

50-289 

50-289 

50-289 

S 

P 

P 

F 

P 

JABQQUR.K N 
JADPQUR.K N 
JAODOUR^H N 
JACK,R A 

JACK I W. 1 

8210190071 

8210220026 

0210260065 

B210360S82* 

6210190694* 

50-413 

50-413 

50-413 

50-201 

50-373 

A 

A 

V 

G 

Q 

JOHNSON. 0 F 
JOHNSON. 0 
JOHNSON, Q E 
JOHNSON, 0 E 
JOHNSON. 0 E 

8210010223* 

0210040121* 

82100400(9 

0210040017 

8210040023 

50-328 

50-304 

50-440 

50-440 

90-440 

50-209 

50-289 

50-289 

50-289 

50-289 

P 

P 

P 

P 

P 

JACK I W, 1 N 

JACK 111. I N 

JACK I Ur t N 
JACKSON, L H 
JACKSON, L H 

8210060335* 

0210190601* 

8210190626* 

8210010350* 

8210150132* 

50-10 

50-373 

50-295 

50-324 

50-324 

5 

0 

Q 

Q 

Q 

JOHNSON. 0 E 
JOHNSOH. 0 E 
J0NN90H. 0 E 
JOHNSON, 0 E 
JOHNSON, 0 E 

8210060191 

8210190377 

8210200071 

8210210197 

8210210197* 

90-413 

90-440 

30-413 

50-413 

50-413 

50-209 

50-289 

50-289 

50-219 

50-289 

a 

p 

Q 

p 

R 

JACKSONrL H 

JACOB I.W 

JACOBS. A 

JACOBS. A 

JACOBS. A 

0210320307* 

8210120379 

0210050501 

8210050316 

6210150328 

50-321 0 

WASTE HOT 
CONTRACT 
CONTRACT 
CONTRACT 

JOHNSON, 0 E 
JOHNSON, 0 E 
JOHNSON, 0 E 
JOHNSON, J 
JOHNSON, J H 

8210250370 

8210270002 

0210270010 

8210150017* 

6210260232 

30-413 

50-413 

50-413 

90-293 

50-322 

50-537 

50-537 

50-243 

50-331 

50-450 

D 

D 

P 

Q 

Q 

JACOBS, A 

JACOBS. A 

JACOBS. A 

JACOBS. A 

JACOBS. A 

8210180357 

8210180414 

0210190003 

6210190132 

6210210061 

CONTRACT 

50-201 

CONTRACT 

CONTRACT 

CONTRACT 

P 

JOHNSON, J L 
JOHNSON. R A 
JOHNSON. R A 
JOHNSON, ft A 
JOHNSON, W 0 

8210130315* 

6210130054* 

B210190I4I* 

6210190162* 

0210260474 

50-537 

CONTRACT 

CONTRACT 

CONTRACT 

30-360 

50-ses 

50-302 

50-313 

50-285 

50-402 

Q 

Q 

Q 

Q 

Q 

JACOBS. A 

JACOBS. A 

JACOBS. H R 

JACOBS, J L 
JACOBS. ft H 

021 02602 B2 

8210270399 

8210260230* 

8210010434* 

8210120043 

CONTRACT 

CONTRACT 

50-72 

40-1202 

50-209 

R 

P 

JOHNSTON, 0 
JOHNSTON, J M 
JOHNSTON. U V 
JOHNSTON. M V 
JOHNSTON. W V 

8S1 006034 5* 
0210120125 
6202170310* 
02031 10403* 
0205200532* 

50-92D 

NUREO 

50-244 

50-244 

90-209 

50-445 

50-202 

50-202 

50-306 

50-282 

Q 

S 

8 

S 

S 

JACOBS. ft H 

JAFFE, 0 

JAFFE. D H 

JAFFE, 0 H 

JAFFE, 0 H 

8210290162 

8210120139* 

8210070106 

8210070125* 

8210200108 

50-209 

30-317 

50-317 

30-317 

50-317 

P 

F 

F 

P 

P 

jOHe'jaTON.u V 
JONES. D W 

JONES. B W 

JONES. D V 

JO,NES, C ft 

8205200533* 

6210010064 

8210040097 

0210060163 

9210260217 

50-209 

50-937 

50-275 

50-537 

50-290 

50-202 

50-390 

50-438 

30-350 

50-315 

e 

G 

Q 

G 

F 

JAFFE, D H 

JAIN, H 

JAMRISKA, D 
JANUSKA.A 0 
JANUSKA.A 0 

8210290412 

6210120466 

62102B0030 

6210040208* 

8210150543* 

50-317 

RES 

UPORTLIC 

50-331 

50-10 

P 

0 

0 

JONES. D L 

JONES. D W 

JONES. J A 
jowes, J A 

JONES, J A 

0210270009# 
0210010317* 
0006170030* 
82J 00 1 0020 
0210180116* 

90-309 

70-143 

FOIA 

50-261 

roTA 

50-315 

50-315 

50-316 

50-315 

50-315 

P 

P 

P 

P 

Q 

JAPE, F 

JAPE. F 

JAPE. F 

JAPE. F 

JAPE, F 

82I0010I5S* 

8210010176* 

0210010208* 

8210010240* 

6210010432* 

50-416 

50-261 

50-348 

50-321 

50-259 

0 

Q 

0 

Q 

0 

JONES. J A 

JONES. J K 

JONES. J L 
JONESiL If 

JONES. R A 

0210180353* 
82I0I90177* 
8210150004* 
021026021 1 
8210040030* 

FOIA 

CONTRACT 

50-269 

NUREO 

90-445 

50-313 

50-315 

50-315 

50-315 

CONTRACT 

R 

P 

P 

P 

JAPE,F 

JAPE, F 

JAPE, F 

JAPE, F 

JAPE, F 

6210010459* 
0210010472* 
0210150062* 
02(0150143* 
82101 50-269* 

50-369 

50-395 

50-370 

50-269 

50-389 

0 

0 

0 

a 

0 

JONES. R A 

JONES. 8 Z 

JONES. S 1 

JONES. 9 Z 

JONES. W C 

8210100008* 

8210120529 

8210120629 

0210210527 

8209170051 

50-445 

40-0102 

40-6699 

40-6659 

50-203 

50-537 

50-537 

50-537 

50-537 

50-537 

A 

D 

D 

D 

D 

JAPE. F 

JAPE.F 

JAU.M C 

JENKINS.O ft 
JENKINS. Q ft 

8210220147* 

8210220337* 

8210050412 

0210010(59* 

0210130021* 

50-324 

50-370 

NUREO 

50-335 

50-369 

Q 

a 

Q 

0 

JONES. W C 

JONES. W G 

JONES. W C 

JDNEB. W C 

JONES. W C 

8210040166 

8210050247 

0210050301 

0210060196 

6210070333* 

50-205 

90-205 

50-285 

50-285 

50-205 

50-317 

50-317 

50-317 

SO-259 

RES 

8 

S 

S 

T 

JENKINS.O ft 
JENKINS.O ft 
JENKINS.O ft 
JENNIN08.R T 
JENS. W H 

8210150025* 

0210150401* 

8210220461* 

8210130558* 

8210130282 

SO -369 
50-261 
50-33B 
50-317 

PR 

Q 

Q 

Q 

S 

JONES. U C 

JONES. U C 

JONES. W C 
JORDAN, E 

JORDAN. E L 

8210130570 

8210190736 

0210200077 

82 1 00802 1 3* 
8101050528 

90-209 

50-203 

SO-205 

FOIA 

90-247 

50-287 

50-269 

50-483 

50-313 

50-324 

S 

8 

5 

P 

6 

JENSEN. W L 
JOHANSEN. J 
JOHANSEN. J 
JOHANSEN. J M 
JOHANSEN. J M 

B2 102 7009 5* 
021O26O34S* 
82 10290241* 
8210010428* 
8210060227* 

50-289 

40-8610 

70-33 

40-1202 

70-7 

0 

JORDAN) E L 
JORDAN. E L. 
JORDAN. E L 
JORDAN. E L 
JORDAN. H 

8105040420* 

0105280476* 

0106210025* 

0210000187* 

82IOIS0592 

90-352 

90-263 

FOJA 

FOIA 

NUREO 

50-336 

50-324 

S 0-336 
50-368 
50-360 

8 

8 

8 

B 

B 

JOHNSON. A H 
JOHNSON. A H 
JOHNSON. A N 
JOHNSON. A ft 
JOHNSON, a 

9210010459* 
8210150062* 
S2 1022033 7* 
8210190761* 
8210040346* 

50-369 

30-370 

30-370 

0A999 

50-537 

0 

0 

0 

A 

JORDAN. H 

JORDAN. N 

JORDAN, H 

JORDAN, M J 
JORDAN. W S 

02LO21OO14 

6210050162 

8210050353 

8210150530* 

0210200026 

NUREO 

50-263 

90-409 

30-10 

90-443 

50-293 

30-293 

50-336 

50-335 

50-317 

P 

P 

8 

8 

8 

JOHNSON. P 
JOHNSON, fi 

JOHNSON, a 

JOHNSON.B 0 
JOHNSON. B D 

0210040349* 

0210040351* 

8210210274 

6210050263 

8210030302 

50-537 

go-537 

go-454 

50-253 

50-253 

A 

A 

0 

P 

P 

JORDAN. N S 
JORDAN, W. S 
JORDAN. W 8 
JORDAN. W 8 
JORDAN. W S 

8210200026 

0210200035* 

0210200035* 

8210200042* 

8210200042* 

90-443 

SO-443 

50-443 

90-443 

90-443 


5 
P 

6 
S 
S 

B 

S 

P 

0 

F 

P 

A 

0 


0 

s 

o 

Q 

0 

0 

G 

Q 

0 

Q 

0 

0 

0 

Q 

T 

A 


8 

Q 

P 

P 

0 

P 

0 

0 

Q 

0 

0 


M 


B 

0 


F 

a 

p 

s 

p 

0 

s 

ft 

p 

p 

Q 

<k 


3 

3 

Q 

0 

0 

Q 

0 

0 

0 


rcnouiVMU mu I HUM IIMDEX 



ACCESSION 

SUBJECT 

AUTHOf? 

NUMBER 

CATEGORY 

JORDANp U S 

8210200049* 

50-443 

0 

JORDArMJ S 

B2I 0200049* 

50-443 

C 

JOROE^^SE/I, B L 

3210190449* 

50-255 

0 

JonoENSEw, a l 

8210190707* 

50-255 

G 

JUDD. B R 

9210150540 

NUREO 


JULlANr C 

8210010206* 

50-325 

0 

JUL I AN. C 

8210010220* 

50-338 

0 

UUL IAN. C 

8210010346* 

50-250 

Q 

JULIAN, C 

0210220329* 

50-230 

0 

JULIAN. C A 

0210190376 

50-251 

S 

JULIAN, C A 

8210220303* 

50-335 

Q 

JUNOE. M A 

8210040069* 

50-310 

5 

JUNGE. M A 

8210040219* 

50-31 0 

a 

JUNGE.N A 

8210130578* 

50-317 

5 

JUSTUS. P S 

8210120351 

UASTE MOT 

KACICH.R M 

82 10130326 

30-10 

P 

KACICH.R M 

8210130326 

50-10 

P 

KAOAfim,N P 

0210150647 

50-400 

A 

KADAMDI.N P 

8210210258 

50-400 

A 

KADAMDI. W P 

8210210312 

50-400 

A 

KAEFER.M B 

8210290222* 

50-275 

9 

kahle.j B 

8210010127* 

70-1201 


KAHLE. J 0 

8210150136* 

70-024 


KAISER, 0 D 

8210210306* 

50-329 

A 

KAISER, W T 

8210190429* 

50-282 

P 

KALEEL. R J 

8210050418 

NUREG 


KALIVIAWAKI5, W 

9210060395 

SO-2S4 

S 

KALIUIANAKIS, K 

G21O12055I* 

50-254 

F 

KALIVIANAKIS. K 

8210130192 

S0-2S4 

S 

KALI\/IANAKrS, N 

S2101302SJ 

50-254 

S 

KALI VlANAt^IS, N 

8210130324 

50-254 

5 

kalivianakis. N 

021 01 30386 

30-254 

R 

KALlVlAfMKIS. N 

S21O1304I3 

50-254 

S 

KALJVIANAKIS, N 

0210130466 

SO-254 

S 

KALIVIANAKIS, N 

021013050] 

30-254 

S 

KALIVIANAKIS. N 

82101906S8 

50-354 

s 

kalivianakis, n 

8210250148 

50-254 

8 

KALMAN. K L 

8210040344 

4 0-0697 


KAMATH, P S 

8210050360 

NUREO 


KAMMER. D S 

82 100 101 35* 

50-327 

0 

KAMMSR.D S 

8210010197* 

50-438 

Q 

KAfiMER, D S 

8210010420* 

50-510 

0 

HAMMER. D S 

8210250236 

50-259 

F 

hammer, 0 S 

8210250244 

50-250 

F 

HAM,MER, a B 

8210260148 

50-327 

P 

HAMMER, a S 

□210260228 

50-327 

P 

HAMMERER. C 

8210070494* 

FOIA 


KANE. R S 

9210050341 

50-199 

P 

KANE. W F 

8210080309 

50-395 

P 

KANE. W F 

8210290136* 

50-307 

P 

KANEN, A C 

8210260232 

30-322 

T 

KANOA, C H 

0210040200 

50-320 

P 

KANOA, 0 K 

0210070220 

50-320 

P 

HAN<JA, D K 

9210070226 

50-320 

R 

KANOA. D H 

8210070365 

50-320 

p 

KANOA 1 D K 

9210130583 

90-320 

p 

kanga, B k 

0210150043 

50-320 

p 

KANOA . B H 

0210150005 

50-320 

p 

KANOA, B H 

8210190570 

50-320 

p 

KANOA , a K 

8210200012 

50-320 

p 

kanga, B K 

82 1 0260236* 

50-320 

0 

KAPLAN, C 

8210180138 

50-247 

0 

HATAOKA. I 

8210150556 

NUREO 


KAUCHER. J E 

8209190170* 

50-213 

p 

KAUCHER. J E 

8209190290* 

50-302 

P 

KA\^ANAUOH, P F 

8210130471* 

CONTRACT 


KAV'. D 

8210190744* 

50-373 

e 

KAV, D L 

8210190346* 

50-373 

s 

HAY, J 

0210130401 

50-29 

Q 

HAY. J A 

B2101 50363 

50-29 

P 

HAYANAB.W C 

0210250097* 

50-219 

p 

KEAMERrW H 

0210190229* 

POfA 


KEARNEY, B 

8210270054 

40-2259 


KEAR ME YtJ J 

8310130202 

PR 


HECKETSEN. T 

0210360353* 

50-260 

8 

KEDDIS. N N 

9210270124 

50-504 

A 

KEIMIO 

0210130405 

50-307 

8 

KEIMIO 

8210290366 

50-277 

s 

KEIHIO, R 

8210320447 

50-334 

8 

KEIM/0, R 

8210260403 

50-209 

8 

KEIMIO, R R 

8210070240* 

70-33 


KEIMIO, R R 

8210290304* 

50-184 

0 

KEISER/ H W. 

8210010177 

50-307 

8 

KE18ER.H IV 

8210010228 

50-387 

s 

KEISER.H W 

8210010393 

50-387 

8 


AUmOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

accession 

NUMffER 

1 SL2Ji 

CATt^i 

KEISER.H W 
KEISER.H M 
KEISER. H M 
KEISER.H U 
KEISER.H U 

0210040006 

8210040110 

0210130352 

6210130363 

0210130377 

50-387 S 
50-387 S 
50-397 S 
50-387 S 
50-387 S 

KERRIGAN. J D 
KERRIGAN, J 0 
KERRIGAN. J D 
KERRIGAN, J D 
KERRIGAN. J D 

02JO18C243 

8210100255 

0210180378 

a2lOJ90O5i 

321021002ft 

5 0- S33 

s 0 -::^.' 

so-:<5? 

KEISER.H \4 
KEISER.H U 
KEISER.H U 
KEISER.H M 
KEISER.H U 

0210210205 

6210210433 

0210210440 

8210250347 

0210250357 

50-307 S 
50-387 5 
50-307 S 
50-307 S 
50-307 S 

KERRIGAN. J D 
KERRIGAN. J D 
KERRIGAN. J D 
KERRIGAN. J D 
KERRIGAN. J D 

3210210020 

8210210317 

8210210500 

031027000* 

8310270324 

50-552 
50-S,:-^ 
50-41 
5Q-* ■ 

KEISER.H U 
KEISER.H U 
KEISER.H W 
KEISER.H U 
KEITH, H N 

0210250369 

0210250301 

8210260509 

6210280215 

0210040332* 

50-307 3 
50-387 S 
50-307 S 
50-387 S 
50-333 S 

KERRIGAN, J D 
KERRIGAN, J D 
KESSLER. J 
KETZLACH, N 

KEY, W J 

B2 10270339 
8210200416 
821 0200019 
B2{ 02903921 
82101303571 

5C-3«a 

50-^ 

5 0-21 
► 70-2? 

» 50 4J 

KEITH, H H 
KELLER. H T 
KELLEV. D L 
KELLEV. J L 
KELLEY, J L 

0210060292* 

0210270209* 

8210070369* 

8210050267 

0210060104 

50-333 S 
50-330 P 
50-445 0 
50-361 0 
50-361 0 

KIEL, R L 
kinder. E T 

king. M 

KINGSLEY, □ D 
KINGSLEY, 0 0 

9210260Sft1« 
02102503(57 
□21026021 5 
8210000294 
□210000294 

1 COrHfi 
5i5-<4: 

M>5ro 

TOfftr 

TQfft? 

KELLY, A D 
KELLY, JAP 
kelly, J A F 
KELLY, J J 

kelly, j W 

0210010307 
0210010178* 
82 1026030 I* 
8210060145 
0210220497 

PR 

50-313 Q 
50-290 0 
50-247 F 
70-27 

KINNEMAN, J D 
KINNEMAN. J 0 
KINNEMAN. J D 
PINNEMAN. J D 
KINNEMAN, J 0 

0210010410 

0210060225 

9210060327* 

8310260341 

9210260345* 

40 LE 
70-7 
70-7 
40-3±. 

40 861 

kellv. j » 

K ELMERS. A 0 
KEMPER, J S 
ke^mper.j s 

KEMPER.J S 

8210370232 
82101 S0S64 
8210040224 
0210040362 
0210220374* 

70-27 

NUREG 

50-352 0 

50-352 A 

50-352 Q 

KINNEMAN, J D 
KINNEMAN. J M 
KlNNtY. W W 
KINTNER.L L 
KIPER, K L 

82L0290241* 
0210010428* 
0210290304* 
821 0120026 
0210000313 

70-J3 

40-1: 

50'JSI 

50-341 

30-451 

KFl'iPKA.S N 
KENNEDV.O M 
KENNEDY, R T 
KENNEDY.R T 
KENNEDV.R T 

9210150571 

0210130138 

0210010099* 

8210010105* 

0210070448* 

NUREG 

50-265 R 
50-366 S 
50-366 8 

FOIA 

KIRK.O a 

KIRSCH. D F 
KIRSCfl. D F 
KIRSCH, 0 F 
KIRSCH. D F 

82 1 0390094* 

□210060124* 

9210060269* 

0210190230 

0210190501* 

30-3:'^ 
50-3±2 
SO-Wi 
50-361 
50-34 3 

KENNY, T J 
KENVOM. D D 
KENYON, fl D 
KENVON, B D 
KENYON. D D 

8210070216* 

8210060391 

0210080142 

8210080146* 

8210210417 

50-206 0 
50-307 P 
50-38? P 
50-387 P 
50-307 p 

KIRSCH. D F 
KIRSHEN. A H 
kibter, h 
KISTER.H 

KISTER, H 

0210280303* 

0210060244 

0210010007 

□210060046* 

0210070216* 

50 315 
50-263 

SO -2:.: 
50-24 7 
SO-334 

KENYON, 0 0 
KENYON. D D 
KENYON. T J 
KEPPLER.J 0 
KBPPLER.J 0 

0210260350 
8210290230 
0210190084 
801 1060565* 
0209160503 

50-307 P 
50-307 P 
50-390 A 
50-254 S 
50-295 P 

KISTER.H 

KISTER, H D 
KISTER.H B 
KISTER.H Q 
KLEINSDROE. W P 

□2102 10307* 
9310070330* 
92102101 ]S« 
02802901 73* 

aaiooiooRif 

50-147 

50-;:o 

50 333 
50-341 
50-4:O 

KEPPLER.J 0 
KEPPLER.J 0 
KEPPLER.J 0 
KEPPLER.J 0 
KEPPLER.J 0 

0209270242 

8210050105 

0210090107* 

0210090186 

0210050194* 

50-350 H 
50-295 0 
50-295 0 
50-266 0 
SO-266 Q 

KLINE. J R 

KLINE, J fi 

KLINE, J R 

KLINE. J R 
KKETVH.L N 

8210050251 

8210070137 

0210130333 

8210210476 

8210050397 

50-:44 

50-44D 

50'M5 

50-4»: 

umii 

KEPPLER.J 0 
KEPPLER.J 0 
KEPPLER.J 0 
KEPPLER. J 0 
KEPPLER.J 0 

0210060253 

0210000194 

0210130186 

0210130400 

8210130403* 

50-315 Q 
50-315 P 

50-34 1 Q 
50-409 0 
50-409 0 

knight, J p 

KNOLL, F J 

KNOP.n 

KNOP.R C 

KNOP.R G 

8206390655* 
021 0270292 

82 1 OH 90633 
8210130231 
0210250224 

50-2 1+ 
50-3ft4 
50-461 
50-341 
30-461 

KEPPLER.J 0 
KEPPLER.J 0 
KEPPLER.J G 
KEPPLER.J 0 
KEPPLER.J 0 

0210130451 

0210130499* 

8210130547 

8210150497 

8210190532 

50-461 0 
50-461 Q 
50-461 Q 
50-254 0 
50-305 0 

KNOP.R C 

KNOX. J 

KNUTH. D F 

KNUTH. D F 

KOCH, L J 

8210280174* 

8210120138 

8207050005* 

8210130399 

8210050103 

50-461 

30-44] 

PR 

PR 

S0-44C 

KEPPLER.J 0 
KEPPLER.J 0 
KEPPLER.J 0 
KEPPLER.J 0 
KEPPLER.J G 

9210190635 

8210190699 

8210190763 

0210190771* 

8210250312 

50-358 Q 
50-255 Q 
50-440 0 
50-440 Q 

50-395 F 

KOCH. L J 

KOCH.L J 

koedel, C 

KOESTER.O L 
KOESTERiO L 

Q2I0130325 

B2IOJ30470 

8210120066* 

8210040364 

821012019? 

50-443 

50-461 

FOU 

50-40? 

50-40? 

KEPPLER. J G 
KEPPLER, J 0 
KEPPLER.J 0 
KEPPLER, J 0 
KEPPLER. J 0 

8210250320 

0210260179 

8210260198 

8210260204 

8210260371 

50-263 P 

50-255 P 

50-263 F 

50-461 A 

50-409 F 

KOESTER.O L 
KOESTER.O L 

KDLBE. R 

KOLTAY. P 

KOLTAV, P 

8210130399 

8210230403 

821OIS0553 

8210060046* 

8210210307* 

PR 

PR 

NJREO 
90-247 1 

50-24 7 1 

KEPPLER, J 0 
KEPPLER.J 0 
KEPPLER.J 0 
KEPPLER. J.O 
KEPPLER. P 

0210290170 

8210280174* 

0210280174* 

0210290330 

8210250035 

50-461 0 

50-461 0 

50-461 0 

50-358 A 
40-0820 

KOM05KY, G 

KONG. Y H 

KONKLIN, J E 
KONKLIN. J E 
KONKLIN. J E 

8210210160# 

8310280301# 

0210130332* 

021O13O539# 

0310350000# 

50-336 ; 
50-277 P 
50-54 1 i 
50-493 i 
50-341 1 

KERCH. H H 

KERR.V 6 
KERRIGAN. J 
KERRiOANr J 
KERRIGAN, J 

6210290093* 

8210050466 

8210010229# 

8210050393 

8210130571 

50-322 Q 

50-320 P 

50-361 P 

50-443 A 

50-361 p 

KOON. A R 
KORNEOAY.P C 

KOT. C A 

K0UT8, H 

KOUTS. H 

0210320346* 
8310150564 
8310150537 
8307180066 
8207 1 80066 

55-39! t 

KyREG 

nUREO 

ACRS 

ACRS 

KERR lOAN, J 

KERR lOANr J 
KERRiOANtJ D 

KERR IGAN. j. 0 
KERRIGAN. J D 

8210130573* 

0210210035 

9210010037 

8210120025 

0210100237 

50-361 P 

50-400 A 

50-400 F 

50-520 A 

50-309 E 

KOVACK. T S 
KRATZERiM B 

KRAUSE. 0 

KREOERyW E 

KREOER/ W. E 

83IO3B0364* 

0310070408* 

0210040203* 

8100370422* 

8111090062* 

50-354 t 
FOIA 

50-315 * 

50-261 P 
S0-2iW P 
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IIMUtA 
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ACCESSION 

subject 



ACCESSION 

SUDJCCT 



ACCESSION 

SUBJECT 


M rnafl 

NUMBER 

CATEGDRV 

author 

number 

CATEG0R9 

AUTHOR 

NUMBER 

CATEOGRV 

> tJ ^ 

ai 1202083 5« 

50-324 

P 

UAIIMS/ 0 C 

8210310553* 

50-346 

P 

LEASBLTRO, R H 

8210120258 

50-280 

P 

*^ec:er w e 

3112300287* 

50-324 

P 

LAINAS^ 0 C 

02103901 le 

rOPREP 


tEASDURO, R H 

0210120265 

50-280 

P 

u £ 

8201130176* 

50-537 

D 

UAIN4S. 0 C 

0210290450 

ORO 


LEAS0URO, R H 

8210120297 

50-280 

P 

-StG^P. u E 

8201200650* 

50-261 

P 

UAINAS^O C 

0210290453 

TOPREP 


LEASaURG, R H 

82101301 12* 

50-330 

F 

► KjtirJ. If s 

82102/0330 

NUREG 


laimas^o c 

8510290450 

TOPREP 


LEASDURO, R K 

8210130427 

50-280 

G 

fSE^^Si T S 

0310120653 

RES 


UAIRO.R C 

82 10040 103* 

50-220 

P 

LEASDURO, R H 

8210190321 

50-339 

P 

!■ » EUJ. P E 

0310130204 

50-341 

F 

LAhP.M S 

62 ( 00603 1 3* 

50-316 

8 

LEASDUROi R H 

8210200043 

90-230 

P 

^EGER, r p 

0210000093 

50-206 

P 

LANCASTER* B T 

02 1 004003 3* 

50-445 

0 

LEABBURO, R H 

82(022001 1 

30-335 

P 

lEofR. R w 

021 02603 M 

50-206 

P 

LANDGRAF, L C 

6210010289 

50-341 

K 

LEASBURO, R H 

0210220170 

30-200 

P 

^ R ieoer. R 

0210260272 

50-206 

P 

LANOGRAFiU C 

6210010209 

50-341 

K 

LEASBUfiO, R H 

8210220178 

so- 2 ao 

P 

r^ir-.iiH H 

9210070075 

50-440 

0 

LAUOIS. K 0 

8210190376 

50-23S 

5 

LEA5QURG, R H 

8210220200 

5(^-33B 

0 

fSXr'.l R w 

8210130161 

50-209 

F 

landsman, R D 

6210050154* 

50-329 

a 

LEASDURO, R H 

0210220373 

PR 


<<R irr-t R M 

9210130320 

50-209 

F 

LANOSMANjR Q 

8210190750* 

90-329 

0 

LEASBURO/R H 

6210250200 

50-338 

F 

rfl ri'i^l’, fi 1/ 

0210130430 

50-307 

F 

L ANGER, R R 

8210160430* 

FOIA 


LEAS6UR0, R H 

6210260133 

50-338 

P 

CP03 H E 

02 1 0220 1 4 7* 

50-324 

0 

langer. r r 

8210160434* 

FOIA 


LEASQURO. R H 

821 02701 6'a 

50-330 

P 

A 

8210290269 

PR 


lanik.o 

801 1060561 

50-254 

& 

LEA5QUR0, R H 

82 10270204 

50-330 

P 

hi'C L ^ 

8210010403* 

50-307 

S 

LANIK. 0 

021OO6OOB2* 

50-296 

s 

LEA5BURG, R H 

8210270258 

50-338 

P 

l-t-'O r»-V3»'l. 1- A 

9210040080* 

50-307 

5 

LAN IK , 0 

6210070433 

50-219 

3 

LEASBURQ. R H 

3210280130 

50-280 

P 


8210120363* 

CONTRACT 


LANIK, 0 F 

61110230005* 

S0~219 

B 

leasdurc. R H 

8210200266 

90-280 

P 

fi ii-.-^-TATJ, J n 

9210120433* 

50-309 

M 

LANNINO, N 

at 12100374* 

FOIA 


LEASER, J 0 

8207090224* 

50-278 

P 

r 'jfr T f . P »l 

9210080323 

RES 


L ANN INC, H 

0202120236* 

50-272 

6 

LECLAIR. 0 E 

0310190004* 

CONTRACT 


l-Ussl'Jf R. P L 

8210210321* 

50-309 

0 

LANNINO.W 0 

6012290113 

50-302 

6 

LEODICK, R S 

02IOO7O161* 

50-508 

Q 

0. Hfcl/PEVK.R W 

02101305/0* 

50-317 

S 

LANDING, H D 

8107(60079* 

50-260 

S 

LEE. B S 

6210120499 

RES 


inHAf J 

0210180340* 

CONTRACT 


LANMINO, W 0 

8111040004* 

50-313 

6 

LEE, L S 

0207290410 

nureg 


-ACE' J 

0210260129* 

50-334 

F 

LANMINO, W D 

820503061 7* 

50-247 

S 

LEE.N 

02(0210054 

NUREG 


LACC>.l^ S 

9210040065 

50-334 

S 

LANNiNO, N D 

0203030619* 

50-247 

S 

LEE, N 

8210220154 

NUREG 


LiSCe^ 1 i* s 

Q2IO1901Q5 

50-334 

S 

lannino. N 0 

0203190420* 

50-327 

S 

LEE. 0 R 

8210250083 

50-267 

F 

L,-cer.i^ s 

0210150199 

50-334 

s 

LANNINO, W D 

0205190441* 

50-327 

S 

LEE, 0 R 

021 0270104 

50-267 

P 

l*-CE^-1< S 

0210150201* 

50-334 

s 

LANNINO, \f D 

0209150106* 

50-261 

P 

LEE. Q R 

8210270113* 

50-267 

P 

t^CEr.l/ S 

8210190274 

50-334 

s 

LANNINOiW D 

0210070104 

50-313 

B 

LEE. T D 

8210150204* 

70-143 


L^cei . w <7 

0210190232* 

50-334 

s 

LANUING.U 0 

8210070490 

50-260 

S 

LEECH. P 

B2 100 10082* 

90-537 

0 

Lf>ZCs . L^ S 

02(0210006 

50 -334 

s 

LANNtNO,N D 

8210120120 

50-334 

P 

LEI OH. D W 

6210010440* 

40-1202 


LhCEV IJ s 

0210210065 

50-334 

s 

L ANN I NQ. W 0 

B210120162 

gO-295 

6 

LEIKEN. L 

8210200057 

70-143 


LACt't-i^ s 

021 0260 16 J 

50-334 

8 

canpher,u c 

621005038 3 

30-322 

0 

LEI KEN, L 

8210250060 

70-143 


lACE><I^ 6 

8210260203 

50-334 

5 

LANPICR.U C 

6210050383 

50-322 

0 

LEMPOES, r E 

8210010165* 

30-220 

0 

L^CCt.U B 

&21 02604 70 

50-334 

S 

LANPHCR.t C 

0210200036 

50-322 

0 

LEnPGEs, r E 

8210010207* 

50-220 

0 

LACtV.U S 

02102604(37* 

50-334 

a 

LANPHEfi,L C 

6210200076 

30-322 

G 

LEHP(?ES, r E 

8210040182 

50-220 

p 

LHiZCy. W B 

BS 10200271 

50-334 

s 

LANPHER.L C 

0210200076 

50-322 

0 

LEMPGES, r £ 

8210050148 

50-220 

F 

LTlCt^'W S 

821O28O2D0 

50-334 

s 

LANPHER, L C 

8210200003* 

50-322 

0 

LEMPOES, T E 

6210060208* 

5(3-220 

0 

LACE^-II s 

0210200307 

50-334 

s 

LANPHER,L C 

62102000B3* 

50-322 

0 

LEMFOeS. T E 

8210060284 

30-220 

S 

..ACU'-J' R 

G310290241* 

70-33 


LANPHER, U C 

0210200089* 

50-322 

0 

LEMPOES, T E 

8310130347 

50-220 

ft 

lAJijAflT, M U 

0210250383 

30-219 

r 

LANPHER,L C 

02(0200069* 

50-322 

G 

LEMPGES. T E 

8210260164* 

50-220 

0 

LA'i iE^S^^Jr J R 

0210040144* 

30-317 

8 

LANSFORD.R A 

0210040042* 

50-445 

Q 

LEMPGES. T e 

021028(^144 

9 0-220 

P 

J S 

0210130465* 

50-317 

8 

LARSON, C e 

0210150255* 

50-282 

a 

LENTINE.F 0 

B210030207 

SO-299 

F 

LA'iieilSW^I. J s 

0210270269* 

30-317 

8 

LARSQNiC E 

6210190439* 

50-282 

a 

LENTINE.F 0 

8210050270 

50-295 

P 

<,Ai lEl^SKlr ^ S 

821 0270273* 

50-317 

8 

LARSON, T K 

0210150409 

ftE8 


LENTINE.F 0 

821006011 1 

50-275 

P 

tA'JJEWRKli J S 

821028014 1 N 

50-310 

8 

LASHER,!. £ 

8207120253* 

50-447 

A 

LENTINE.F 0 

82102S0399 

50-295 

P 

tAl-JAS. <J 

0108190000* 

FOIA 


LASOTA, J 

0210150474 

50-528 

0 

LEO. F A 

3210190167* 

CONTRACT 


lAlr-AS.O C 

80 1 1 120679 

50-247 

P 

LASSAHNrO D 

82101 S0560 

NUREO 


LESS Vi R P 

8310050095 

37-39 


CAIP/AS. c c 

□ 103120107* 

50-321 

S 

LASSAHN, C 0 

6210280339 

RES 


LESSV, R P 

0210190370 

50-312 

G 

LA UJASi G -C 

8103240292* 

FOIA 


LASUK,S ft 

8210040130 

I««E 


LEVINE, J « 

8310050346 

90-368 

8 

LA|JJ»+3- 0 ■c 

0JO3JIO127* 

FOIA 


LATHAM, 6 D 

0210150307* 

50-322 

0 

LEWIS, 0 F 

8210130505* 

50-329 

r 

uAjPJAB- 0 C 

P106I5OS55* 

50-302 

S 

LATHAH, S B 

8210 150337* 

50-322 

G 

LEWIS, D F 

8210130505* 

50-329 

T 

LArVAS- <j C 

9203190034* 

FOIA 


LAFHAfI,© B 

9210130351* 

50-322 

0 

LEWIS, N D 

0210260442 

50-397 

A 

lAir^A 6-0 c 

821004041 1 « 

FOIA 


LATHAM, 0 0 

6210150365* 

30-322 

0 

LEWIS, ff I 
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AUTHOR 

ACCESSION 

NUMBER 
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CATEGORY 

LEWIS, R C 

8210150037# 

50-416 

a 

LEWIS, R C 

8210(50034# 

50-324 

0 

LEWIS, R C 

6210150036 

50-324 

Q 

LEWIS, R C 

B2101S0040* 

30-324 

0 

LEWIS, R C 

6210150048# 

50-324 

a 

LEWIS, R C 

9210150100 

50-324 

0 

LEWIS, R C 

8210150113# 

50-324 

0 

LEWIS, R C 

0210150171 

50-433 

0 

LEWIS, fi C 

8210150109# 

50-438 

0 

LEWIS, R C 

6210150225 

50-327 

Q 

LEWIS, R C 

9210150237# 

50-327 

0 

LEWIS, R C 

8210150260* 

50-390 

G 

LEWIS. R C 

8210150278# 

50-390 

0 

LEWIS. R C 

6210150384 

50-416 

0 

LEWIS, R C 

6310150396 

50-261 

Q 

LEWIS, R C 

0210220127 

50-400 

0 

LEWIS, R C 

8210220137# 

50-400 

0 

LEWIS, R C 

821 0220237 

50-438 

Q 

LEWIS, R C 

0210220277 

SO-321 

0 

LEWIS, R C 

6210220292# 

50-321 

Q 

LEWIS. R C 

6210220296 

SO-2SO 

Q 

LEWIS, R C 

8210220310# 

50-250 

Q 

LEWIS, R C 

6210220469 

50-327 

0 

LEWIS, R C 

02(0220495 

50-261 

0 

LEWIS, R C 

0910220500# 

50-261 

0 

LEWIS, R C 

6210260309 

50-302 

0 

LEWIS. R C 

021 0260370 

50-302 

0 

LEWI5,R C 

6210260376 

50-335 

0 

LEWIS, R C 

6210260510* 

50-335 

Q 

LEWIS, R C 

6210270229 

50-302 

Q 

LEWIS, 5 H 

6210040019 

50-440 

G 

LEWIS, S H 

0310040021 

50-320 

G 

LEWIS, S H 

6210040032 

50-367 

G 

LIAW. C Y 

6305250020# 

50-155 

P 

LICITRA, E A 

8210130053 

30-400 

A 

LIC1TRA,E A 

6210210320 

50-400 

A 

LI0EN,E A 

8210160009 

50-272 

P 

LIDEN.E A 

8210190507 

50-272 

P 

LfOEN, E A 

8210220275 

50-272 

P 

lieqerhan, E 

6210150188# 

50-322 

T 

LlEBEnMAN,E 

8210150188* 

50-322 

T 

LIERERMAN.E 

8210150206# 

50-323 

T 

LlEflERNAN, E 

8210150240* 

50-322 

T 

LIEOERMAN, E 

62101 S0240# 

50-322 

T 

LIEOERHAN, J 

8208260424 

50-280 

0 

LIHDU,H 

8210130253* 

go-254 

e 

LIHDU.H 

6210130473* 

50-254 

s 

LiHOUrH 

a2ioi305n* 

50-254 

3 

LIHDU, H 

8210250153# 

50-254 

3 

LIN,H C 

LINDEN. E A 

8210150357 

8210270136 

NUREO 

50-272 

P 

LINDER, F 

6210010369 

80-409 

P 

LINDER, F 

6210040152 

50-409 

F 

LINGER, F 

8210050067 

50-409 

P 

LINDER, F 

8210050339 

50-409 

F 

LINDER. F 

6210130365 

50-409 

F 

LINDER, F 

6210150203 

50-409 

P 

LINDER, F 

6210190446 

go-409 

P 

LINDER, F 

8210190448 

50-409 

S 

LINDER, F 

8210190654# 

50-409 

Q 

LINDER, F 

8210220009 

50-409 

J 

LINDER, F 

8210220176 

50-409 

Q 

LINDER, F 

6210250349 

50-409 

F 

LINDER, F 

6210260319 

50-409 

P 

LINDER,F 

0210200046# 

30-409 

F 

LINDER, F 

6210260051# 

50-409 

F 

LiNDERrF 

8210260055# 

50-40? 

F 

LINDER. F 

6210290151 

50-407 

P 

LINDER, F 

8210290307 

50-409 

P 

LINDSEY, I D 

8210150462 

50-416 

G 

LINEMAN, J J 
LINEMAN, J J 
LINEMAN, J J 

LI NEMAN. J J 
LINEMAN, J U 

lineman, U J 

LINEMAN, J J 
LINEMAN, J J 
LINENDEROER.O 

6210040338 

6210040344 

62(0040348 

8210040365 

8210120479 

6210120591 

62I012064( 

82102205(5 

8210270178 

40-B502 

40-8697 

40-8793 

40-8760 

40-0786 

40-874 5 
40-8681 
40-8714 
50-537 

G 

LINER, R 

8210040355# 

50-537 

A 

LINER, R 

liner, R r 

8210040357#- 

8210040350# 

FOIA 

50-537 

A 

LiNNEMANNiR E 

8210040037# 

50-445 

0 

linnemann,r e 

8210040037# 

50-445 

G 

LJNNEMANN,R £ 

8210(50176# 

50-322 

T 



ACCESSION 

SUDJECT 

AUTHOR 

NUMBER 

CATEGORY 

LINNEMANN, R E 

8210150178# 

50-322 T 

LINVILLE, J C 

8210210115# 

50-333 a 

L IP INSKI. D R 

8210210196# 

50-245 Q 

LIP INSKI. R 

8310190601* 

50-373 Q 

LIPPOLD, W J 

0210260299 

50-318 P 

LITERSKI.L A 

0209290225* 

50-10 F 

LITTLE. fl H 

O21O2500BO# 

50-341 Q 

LITTLE.H 

6210040003 

CONTRACT 

LITTLE.H 

0210120414 

CONTRACT 

LITTLE, H 

6210120490 

CONTRACT 

LITTLE. M 

G210120510 

CONTRACT 

LITTLE. M 

8210120534 

CONTRACT 

little. M 

8210120349 

CONTRACT 

LITTLE, H 

8210120607 

CONTRACT 

LITTLE.M 

9210130058 

CONTRACT 

LITTLE, « 

8210130071 

CONTRACT 

little, M 

8210180365 

CONTRACT 

LITTLE. M 

8210180395 

CONTRACT 

little, H 

821016041 1 

CONTRACT 

LITTLE. M 

8210190210 

CONTRACT 

LITTLE, H 

6210210147 

contract 

LITTLE. H 

82 1021 0502 

CONTRACT 

little, K 

8210260516 

CONTRACT 

LITTLE.N 

8210360525 

CONTRACT 

LITTLE, W S 

8210060305 

50-440 0 

LITTLE, W S 

8210060329 

50-10 G 

LITTLE.M S 

8210060379 

50-373 0 

•LITTLE, W S 

82(0130368 

50-341 Q 

LITTLE, W 5 

6210190589 

50-373 0 

LITTLE.M S 

8210190617 

50-295 0 

LITTLE, H S 

8210190619 

50-440 A 

LITTLE.M S 

8210190669 

50-266 0 

LITTLE.M S 

B210J 90682 

50-373 0 

LIU.L 

6210130509 

50-331 P 

LIVERMORE,H 

0210190633 

50-461 3 

LIVERMORE, M H 

B210130557# 

50-461 0 

LIVERMORE, H H 

6210250232# 

50-461 Q 

LO. R 

0210050937 

50-320 P 

LO, T 

Q205250010# 

50-155 P 

LO, T 

8207300222# 

50-206 P 

LQBEL.R 

6103050756# 

FOIA 

LOCWSTET.W A 

0210130487 

50-413 D 

LOCKE, R F 

8210060320 

50-275 G 

LOCKE, R F 

0310250(92 

50-133 R 

LOCKE, R F 

021 0250 196# 

50-133 R 

LOFTUS.H J 

8210310054 

NUREG 

LOFTUS.M J 

8210320154 

NUREO 

LOFV.R A 

6210260280# 

CONTRACT 

LOGSDON, « J 

8210040338 

40-8502 

LOMBARDO, J J 

0210250284 

50-2(9 P 

LONG. A 5 

6210120397 

RES 

LONG. D J 

6207050085 

50-247 P 

LONG, F J 

8210010194# 

50-324 Q 

LONG.F L 

8210220180 

50-438 0 

LONG. J M 

B2IO10O137# 

50-346 S 


tOMO. R L 
LONOEWECKER, J 
UGNOENECKERr J 
LONCENECKER, J 
tONGENECKER, J 

LONGEIvfECKER. J 
LONOENECKER, J 
LONOENECKEfl. J 
LONGENECKER, J 
tONOENECKER, J 

LQNCENECKER, J 
LONGENECKERi J 
LOMCENECKER, J 
LONGENECKER, J 
•LOiSiGENECKER, J 

LONOENECKER. J 
LONGS n^E,D E 
LOOKAJJAUOH, A L 
LOOKADAUONiA L 
LODKIG^G G 

LCREN2,R A 
LOR 10. P 
LOTITOrE 
LOTITO.E rt 
LOTTS. A L 

LOTTS, A L 
LOVE.n S 
LQVENDALE.P C 
LOVENDALE.P C 
LOW.R L 


8210250097* 

8209300353 

8210040167 

8210040251 

8210040304 

8210060217 

821006024? 

8210130246 

8210130249 

8210130311 

8210150186 

8210210022 

82102(0273 

8210260168 

8210260302 

0210260401 

8210290399 

8310210159# 

6310210159# 

6210150431 

6210210034 

6210290240 

8210210437# 

82(0310328 

8210060425 

8210180407 

0210130557* 

02100S0205# 

8310050380# 

8210320326 


50-219 

50-537 

50-537 

50-537 

50-537 

50-537 

30-537 

50-537 

50-537 

50-537 

50-537 

50-537 

50-537 

50-537 

50-537 

50-537 

RES 

50-302 

50-382 

RES 

50-259 

PR 

50-317 

50-317 

RES 

RES 

50-461 

50-266 

50-166 

PR 


ACCESSION 

AUTHOR NUI1DER C4T£r' 


LOWENDERO, H 

S2I00JO079* 


LOWENSERO, H 

821 0-0 70066* 

50-5]T 

LOWENDERO. H 

8210070009# 

f 0--» ■'T 

LOWENDERG. H 

G2I0070095# 

50*5#" 

LGWENDERC. H 

S2l007009fJ» 

S0*5 " 

LOWENBERG- H 

0210070101* 

5U-5r 

LOWENBERG, M 

8210070119* 

50*5j7 

LOWENBERO. H 

0210070123# 

50*53' 

LDWENBERO, H 

0210070126* 

50*53' 

LDWENQERG, H 

^210070123* 

50-5 3^ 

LOWENDERO. H 

0210Q7013I » 

50-5:" 

LOWENQERO, H 

6210070134# 

SO-Sj-" 

LOWENBERG, M 

0210070130* 


LOWENDERG. H 

6210070142* 


LGWENflERC. H 

02 1 00 /■O 14** 


LGWENBCRO, H 

8210070148# 

50*5:" 

LOWENDERO, H 

0210070131 # 

5 0 5j’ 

LOWENDERO, M 

8210070154# 

SO ‘■3? 

LOWENDERG. H 

821007015 7* 

50 'j7 

LOWENDERG, H 

821007016 ]« 

50 13' 

LOWENDERO, H 

8210070166* 


LOWENDERO, H 

8210070170* 

50' 

LOWENDERO, H 

□2100 70 1 74* 

50'‘T’ 

LOWENDERO, M 

8310070106* 

SO-53 

LOWENDERO. M 

G21G070I'?0# 

5i>*;3' 

LOWENDERO. H 

6210070195* 

Sii-'-j" 

LOWENDERG, M 

82100/0200# 

50-^3’ 

LOWENBERG. H 

a2l00702.D2# 


LOWENDERG, H 

8210070206* 

50*53' 

LOWENflERO, H 

021007020 7* 

50-5jT 

LOWENDERO, M 

82SQ070222# 

SO Sj"" 

LOWENDERO, H 

82(0070221* 

50-5jJ 

LOWENDERO. H 

8210070225* 

50-53'' 

LOWENDERO. M 

a2l0070?9|# 

50*53? 

LOWENDERO, H 

8210070259* 


LOWENDERO, M 

0210070260* 

5L, SjI 

LOWENDERG, H 

B2 10070262# 

50*53? 

LOWENBERG, H 

0210070264* 

50- 53 ? 

LOWENDERO. M 

B2100/02i6* 

50-bjT 

LOWENDERO, H 

0210070269* 

50-5JT 

LOWENDERO, H 

0210070273* 

5D-5J? 

LOWENDERO, H 

Q2I0070276* 

Sj-5 hT 

LOWENDERO, H 

02100/0260* 

50 53T 

LOWENDERG, H 

021007023?* 

SO SjT 

LOWENDERO. H 

0210070285* 


LOWENDERO, H 

0210070291* 

5&'5j? 

LOWENDERO, H 

0210070291# 

5J-53T 

LOWENDERO, H 

0210070298* 

5C-?jT 

LOYSEN, P 

0210120299# 

SC'IS? 

LUBENAU, J 0 

0012160362# 

FOJA 

LUDENAU, J 0 

8210130018* 

FC13A 

LUDWIO, P 0 

0210130465* 

SO-Jbl . 

UOEDKE, E A 

B2 10250223 

50*113 . 

LUETT, W 

8210060252* 

SO an 

LUKENS, L L 

3310250033* 

NLsr; 

LUNOELL. D E 

8310360099# 

10 G'Sl 

LUNOVALL. A E 

8310070139 

50-317 1 

UUNDVALL, A E 

8210(30 lOJ# 

50*3 C7 i 

UUNDVALL. A E 

8310130338 

50*3L7 ? 

LUNOVALL. A E 

8210130391 

FR 

LUNOVALL, A E 

8210180005 

50-jiJ V 

LUNOVALL, A E 

8210180124 

SO*jI? t 

LUNOVALL, A E 

8310190803# 

50-311 1 

LUNOVALL, A E 

8210230370 

SO'Sid i 

LUTKEHAUS, T C 

0310190677 

5C-3,'’J 1 

LYNCH, M D 

8210040300 

50-4(7 i 

LYNCH. 11 D 

8210330463 

50-44T i 

LYNCH, M D 

8210320468 

SO «47 i 

LYONS, J E 

0203240397# 

50*24'( } 

LYONS. J E 

0203020367# 

S0-24t # 

LYONS, J E 

620304050 2* 

50*;« ? 

LYONS, J E 

62D<3100593# 

30-24+ 1 

LYONS, J E 

6203110334# 

S0-2t( P 

LYONS, J E 

02031 10339# 

50-244 } 

LYONS, J E 

8210070038# 

50-2(( ( 

LYONS, J E 

8210070060# 

50-2U i 

LYONS, J E 

8210070073# 

50-244 t 

LYONS, J E 

0210070076# 

50-2+4 P 

LYONS, J E 

021 0070080# 

50-241 P 

LYONS, J E 

0210070003# 

50-3(4 P 

LYONS, J E 

0210070087# 

50-244 f 

LYONS, J E, 

8210070090# 

50 -JU P 

LYONS, P J 

0210220491 

40-29^ 

MACDONALD, C E 

0210120146 

Tl-634r 

MACDONALD, C E 

8210(20150# 

71*6347 


PERSONAL AUTHOR INDEX 


405 


(hUTHCR 

accession 

NUMBER 

SUBJECT 

CATEGORV 


author 

ACCESSION 

NUHOER 

SUBJECT 

CATEGORY 


AUTHOR 

CC, '-tuD. c E 
— C E 
*^-s>vDCri''*' 0' c E 

r^'C'Dr^^uD- c F 
c E 

B210J20158 

eat0l30l&6^* 

8210120169 

G210120174* 

8210120100 

71-9001 

71-9001 

71-9034 

71-9034 

7 1 *6703 


MAJOR. R 

MAJOR. R 

MAJOR. R 

MAJOR. R 

MALAR 0, J C 

0210060000* 

8210060026* 

02 100 60060* 
0210080051* 
0210100061* 

FOIA 

FOIA 

FOIA 

50-289 

FOIA 

0 

MARTIN. T T 
martin. T T 
MARTIN, T T 
MARTIN, T T 

martin, t r 

pJiCD3‘J4L.O' C E 

D c e 

M^CtONALC. C E 
“«CC'0.*JALDi C E 
M^CE0.^J^LD- C E 

B2!ol20l92< 

0210120334 

8210120336# 

8210120339 

8210120340* 

7 1 -6703 
71-9010 
71-9010 
71-9037 
71-9037 


malar 0. J c 

MALAR 0. J C 

MALARO. J C 

MALARO J C 
MALINAU3KA8. A 

0210100326# 

021O10O320* 

0210180343* 

0210220000# 

02LO12O453 

FOIA 

FOIA 

FOIA 

40-81 1 1 
RES 


MARTIN. T T 
martin, t t 
MARTIN. T T 
martin, t t 
martin, T t 

D C E 
i-rt' co:^*^LD- c r 
c E 

•*^C03’'ALDr C £ 
r*»-':D3':ALD c C 

8210120349 
8210120352* 
32101 203d 1 
3210120384* 
3210150*53 

71-9964 

71-9964 

71-5900 

71-5900 

71-6346 


MALLETT.D S 
HALLETT, 0 S 

malmros.M h 

UAUSCH.M G 
MANCINI.E A 

02(0180435# 

82(0100436# 

0210190743# 

0205270526# 

0210000022# 

FOIA 

FOIA 

50-344 

FOIA 

CONTRACT 

Q 

martin, t t 
martin, t r 

MARTIN. T r 

martin, t r 

MART 1(4. T T 

h-CCONrti 5 C b. 
!''«CDj J4I O' C E 
c F 

t-..,CC0N4UDi C E 
P-aCCZiNALO' c E 

02J01 ‘70£>07 

0210150*91 
0210260569* 
821020031 1 
8210200316* 

71-9151 

71-9044 

70- 143 

71- 905/ 

7 J '9037 


MAr-EATlS. G A 

HANG At;, C V 

MANGAK, C V 

HANGAN, C V 

IIANGAtl, C V 

0210010413# 
0210010033 
0210040(17 
0210040276 
Q2100S011 1 

50-275 

50-220 

50-220 

50-220 

50-220 

P 

P 

P 

F 

P 

MARTIN. T T 
(MARTIN. T T 
MARTIN. T T 

martin, t t 

MARTIN. T T 

#*i.\r:D3<h,V,LD C E 

c F 

h acdona-lD. c c 
f E 

m-lDGNALD' C F 

0210260322 

□2102BuJ26» 

0210280329 

8210200333* 

0210280334 

7 1-6346 

7 1 -6J46 

71 '674 5 
71-6745 
71-6677 


tlANGAN, C V 

MANOAH, C V 

MANOAN. C V 

MAfvlOAN, C V 

MANNO, S F 

0210050260 

02(0050354 

0210130107 

9210210322 

0210040071 

50-220 

50-220 

50-220 

50-410 

50-410 

P 

P 

P 

H 

S 

MARTIN, T T 

martin, t r 

MARTIN. T T 
MARTIN. T r 
martin. r T 

h^CDONftiri. c E 

riHlEC-iMO c G 

M, uEOf^rtlD C F 
}^r«'-rO\'ALD 1- t 
CEOr'ALD- c E 

82 10^:0033 '* 
0210280338 
0210200342* 
82IU2U0J.U 
021u2603‘I 5* 

71-6677 

7 1 -6678 

7 1 -6678 
71-6115 
71-61(5 


NANNO, B F 

MAHNO* S F 

MAMRO. S F 

MAN«0*S F 

MANSER* W C 

0210040170 

8210040190 

8210150129 

0210250370 

0210010104 

50-410 

50-410 

50-410 

50-4(0 

70-143 

Q 

S 

S 

s 

MARTIN, T T 
MARTIN.! T 

martin. T T 
MARTIN, r T 
MARTIN. r T 

c fc 

r<ACC3'»Al-&.C L 
MArOul^lAr ORE 
MA'.EVOVi f A 

MA< ►LI?.' L 

621ij2H0jD7 
3210280359* 
0210151>41c‘ 
82100604 5<‘* 
821015031 / 

7 1 *9098 

71-9090 

RES 

rOiA 

50-170 

G 

MANSER* W C 

MANSER W C 

MANSER. U C 

MANSER. W C 
MAfiCHAL. J 

□210(30061 

0210150371# 

0210150408# 

0210150477# 

0210270094 

70-143 

70-143 

70 '143 
70-143 
XPOftTUIC 


MARTIN, T T 
MARTIN, T T 
MARTIN. r T 
MARTIN. T T 
MARTIN, r T 

>L 1 

*-a:hl irv. L 

T \Uil 

rA.'Hl 1N<L 
irj,u 

GJlOlUnSl / 
021010039S 
8210150375 
0210220439 
8210220439 

50-1/0 

50-1/0 

50-1/0 

50-170 

50-170 

G 

G 

0 

G 

6 

HARCHAL , J 

MARCHAL. J 
MARCHI.M U 

MARPIS* D C 
MARGULIES* M D 

0210280064 

0210330080 

0210260263# 

0210010049* 

0210190303 

XPORTLIC 

XPORTLIC 

50-305 

50-302 

50-454 

3 

G 

G 

MARTIN, r T 
MARTIN, T T 
MARTIN. T T 
MARTIN, r T 
MARTINEZ. F /* 

I-Ai-fH UM 

rA'>LrN,L S 
a-Ai;ifCLl rO F 

0210200220 

0210200220 

82 1 02 204 4 U* 
a r? 1022 1^4 4 8* 
82100I039'* 

DO- 1 70 
30-1/0 
50-170 
50-170 

50 400 

G 

G 

G 

0 

0 

MAflGULIES.M D 
HARGUUIES.M fl 
MARUT. 0 

MARUT. D 

MARl^T, D I 

0210130166 

0210130170 

0210230138* 

8210280130* 

02102/0430# 

50-454 

50-454 

50-271 

50-271 

50-271 

0 

G 

F 

F 

F 

MASON. J n 
MASON* vf R 
MASON. R E 
MASgARO.S A 
MASSARO.G A 

mmu^o.i.a l 
MAri“U6 C C 
r<AliiF«,G t 
MAJSFA'. G i 

82102001 16" 
0219150 39** 
8210050226 
021005938/ 
0210070364 

50-3/3 

50-263 

50-267 

50-450 

50-445 

Q 

0 

0 

G 

0 

MARUT, 0 1 
MARSHALL. J R 
MARSHALL. J R 
MARSHALL. J R 
MARSHALL. J R 

B210270430* 

0210070395 

0210120247# 

0210(20392# 

0210(30212 

S0-S71 

50-313 

50-313 

50-313 

50-313 

F 

F 

0 

0 

S 

MASBARO. 8 A 
MASSARO. 6 A 
HATERS. 0 R 
MATERS, Q R 
MATHESCM. 6 M 

Q 1 

MAOStNf G 1 
t'AOaSNi' 0 1 
#iAD-=£r6 C 1 
lEN, C L 

32101200311 
n2lOl9u4K} 
02101 904 3 1 
021019054-' 
0210190/72 

50-392 

50-490 

50 '382 

DO -267 
50-445 

Q 

G 

0 

S 

0 

MARSHALL* J R 
MAn5HALC,*J R 
MARSHALL. J R 
MARSHALL. J R 
MARSHALL, J R 

0210130302 
0210130409 
82101305(3 
8210150002 
82101 S0073 

30-313 

50-368 

50-313 

50-313 

30-313 

s 

p 

s 

p 

F 

MATHIS* C J 
MATHIS* C J 
MATHIS* C J 
MATHIS* C J 
MATHIS* C J 

rtAC?.€U 0 L 
MACSfrr C L 
maDsGN C l 

MADFEN 0 L 
MADFE16 G L 

G21919O016 
0210220122 
0210220130 
8219220404 
fc12 10260298 

50-445 

50-490 

50-290 

50-267 

50-290 

Q 

0 

0 

0 

0 

MARSHALL. J R 
MARSHALL. J R 
MARSHALL, J R 
MARSHALL, J R 
MARSHALL, J R 

8210150494 

0210190917 

8210190545 

8210220114 

02 1 02 S 0206 

50-313 

50-313 

50-368 

50-313 

50-313 

P 

s 

s 

p 

p 

MATHIS. C J 
MATHIS. C J 
MATHIS. C J 
MATHIS. C J 
MATLI(4. £ 

j^AOjEN.-C 1 
t-A3Efi. T fi 

0 

MAONUSr D 

MAIER' j f 

0210260142 

021005042/# 

0210280041* 

0210280041* 

0210010357 

50-267 

50-155 

50-322 

50-322 

50-244 

Q 

P 

F 

F 

P 

MARSHALL. J R 
MARSHALL, J R 
MARSHALL. J R 
MARSHALL, J R 
MARSHALL. J R 

0210250292 

0210260120 

8210260192 

8210300112* 

8210290240 

50-368 

30-368 

50-313 

50-313 

PR 

8 

6 

P 

F 

MATLOCK. R 0 
MATLOCK, ft 0 
MATLOCK, R 0 
MATLOCK. R 0 
MATLOCK, R 0 

r.A lER. J 6 
riA lERr J F 

haier. j g 

kaiER- j F 
fTAlER. J C 

0210010365* 

0210010444 

0210040291 

0210040234# 

0310130195 

50-244 

50-244 

30-244 

50-244 

30-244 

P 

P 

P 

P 

S 

MARSHALL. H M 
MARSHALL, H M 
MARSHALL. U H 
MARSOLAIS.L D 
HARSTON.R R 

8210070398 

0210070390 

0210220294 

8210100190 

8210130021* 

50-327 

50-327 

50-329 

50-271 

50-367 

G 

Q 

0 

F 

Q 

MATLOCK, R 0 
MATSON. E ft 
MATTHEWS.C W 
MATTfA.J C 
MArriA, K J 

maier. j E 
maier- j F 
►iAiER* J E 

HA lERj -J F 
>1AIER- J F 

8210130439 

0210150643* 

0210190591* 

0210190610* 

0210190637# 

50-244 

50-244 

50-244 

S 0-24 4 
50-244 

Q 

F 

Q 

0 

Q 

MARSTON.R ft 
MARfUJ. D £ 
MARTIN. J 
martin, j P 
martin. J P 

8210220461# 
8210120536 
02102601 13* 
8210010460* 
8210070103* 

50-338 

40-8771 

30-397 

50-041 

50-537 

8 

A 

A 

A 

MATTIA.M J 
MATTIA.M J 
MATTIA.M J 
MArnA,M J 
MArrrA*M J 

KAFER- -i ^ 

MAIER- j fc 
nAjEPr J e 

PIAIER- J E 

02 101 9064 7* 

0210220332* 

0210220360# 

0210220383 

0210250275 

50-244 

50-244 

50-244 

PR 

50-244 

Q 

G 

0 

P 

MARTIN. J B 

martin, r a 
martin, t j 
martin, t t 
martin, t t 

8210120147 

0210120420 

8210060336# 

0210010157 

02100(0332 

PR 

RES 

30-354 

50-220 

50-213 

Q 

0 

Q 

HATTIA,M J 
MATTIA.M J 
MAtriA.M J 
MATTIA.M J 
MATTIA.M U 

jirt jEft< J B 
iKAlER* J e 

J09^ R 

HA JQR' ft 

rA jOftr ft 

0210250334 
02(0290217# 
0210050478# 
B2J 0050493# 
0210050539# 

50-244 

50-244 

FOIA 

FOIA 

FOIA 

S 

0 

MARTIN. T T 
martkt, T T 
MARTIN. T T 
MARTIN, T T 
WARtnir T T 

82 1004 0250 
8210060034 
0210060099 
8210060138 
0210060211 

50-322 

50-29 

50-317 

70-398 

50-412 

Q 

0 

0 

0 

MATTIA.M J 
MATTIA.M J 
MATTiMOErJ J 
MATTlHOErJ J 
MATTIMOE.J >J 


accession 

NUI1JIER 


0210070377 
02 I 00 7029 A 
0210070307 
0210070317 

02100703^1 

3310070333 

0210070392 

0210130099 

0210130170 

Q2S01304<;1 

3310190375 

02S0210052 

0310210069 

8210210091 

0210210109 
0310210146 
821031020! 
8210310221 
0210? 10231 

Q3102102S5 
G210310313 
8210210435 
8210210437 
021 0220 16B 

0210220177 
0210320260 
0210220367 
02 1 0260 1 7 7 
8210J60334 

0210390060 

0210290004 

0310290103 

0310290135 

0210290201 

02 102902 30 
0210290275 
02102903-11 
0210290350 
020606001 5<# 

02101002Q44 

82I01BO2B74 

0210120400 

02100000304 

02100503001* 

02100305004 

0210060369# 

0210130150 

0210200223 

0206270016# 

0210040100 

0210060023 

8210070345 

0210070340 

8210130472 

0210190335 

0210250122 

0210200129 

0210200146 

0210130315# 

0210070302# 

0210070370 

0210000195 

0210000275 

8210000304 

8210130217 
0210090314 
8210060424# 
8210210261 # 
821007002 I » 

8210070499# 

8210120350# 

8210120366# 

8210120401# 

8210100390# 

0210190010# 

8210190I8S# 

8210190339# 

8210210444# 

8210270203# 

0210270223# 

0210270230# 

0210010097 

0210090220 

0210070207# 


SUBJECT 

CATEOORV 

70-1100 
50-293 0 

50-278 Q 
70-364 
go-277 0 

50-219 Q 
5 0-24 S Q 
50-443 Q 
50-317 Q 
50-309 Q 

XPOHTLIC 
50-219 Q 
50-209 Q 
50-352 Q 
50-354 Q 

50-354 Q 
DO-272 Q 
50-244 Q 
50-271 Q 
go-334 Q 

50-220 0 
50-309 0 

50-272 0 

70-2116 
70-371 

70-371 
70-687 
gO-392 Q 
50-220 Q 
50-333 a 

50-209 a 

gO-322 0 

50-220 a 
50-322 0 

50-387 0 

70- 33 

50-293 a 
00-322 a 
50-322 a 
CONCUSSION 

FDIA 

FOIA 

RES 

roJA 

rojA 

FOIA 

rojA 

50-341 A 
50-341 A 
CONN 1 80 ION 

50-S93 B 
50-293 6 

50-293 8 

50-293 S 
50-293 S 

50-293 S 

71- 6346 
50-293 S 
50-293 S 
50-537 A 

50-397 O 
50-397 S 
50-397 0 

50-397 8 

50-397 8 

50-397 8 

Il-E 

CONTRACT 
90-423 Q 
C ONTO ACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 
90-320 F 
CONTRACT 
CONTRACT 
CONTRACT 

CONTRACT 
CONTRACT 
50-312 F 
50-312 P 
50-3J2 0 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

accession 

NUMBER 

SUBJECT 

CATEGORY 

AUWOR 

ACCESSION 

NUHBER- 

S'. 

t T 4. r, * 

MATTIMOE. J J 

951007029A* 

50^:112 

0 

HCCLESKEY.K £ 

8210150331* 

50-322 

0 

MCGUIRE. 0 R 

6210210342* 

70-3? 

sai 007033 

50-312 

a 

HCCLESXfV.K £ 

0210150365* 

90-322 

0 

MCGUIRE. D ft 

0210260265* 


MATTittOe. J J 
MATTinOE. J J 
MATTlIiOE, J J 

821Q13Q175 

50-312 

P 

HCCLES«EV, K e 

8210130393* 

50-322 

0 

MCGUIftE. D fl 

021026091 5* 

50-J 1 

H21 01 30399 

PR 


HCCLESYEV^K £ 

8210150402* 

90-322 

0 

MCGUIRE, D R 

8210270239* 

50-9.3 

9210190331 

50-312 

P 

HCCLESXEY, K £ 

8210150410* 

50-322 

G 

MCGUIRE. M F 

82102I00S4 

SvFe; 

HATTIKGE^ J 

ea 10 190594 

50-312 

P 

MCCLESKEY, K £ 

8210150422* 

50-322 

G 

MCGUIRE. M F 

82102301 54 


82 1025006 5 

50-312 

F 

HCCLES7EY. K £ 

0210130527* 

50-322 

0 

MCGUIRE, e A 

8209300307 


WATTItWE. J J 

0210250094 

50-312 

P 

fICCLESKEY. E 

0210250039* 

50-322 

0 

MCGURREN. H J 

821020005 5 

S0-3ii. 

Q21025Q3Q6 

50-312 

S 

HCCLUWO. C E 

8210150490 

50-361 

6 

MCGUfiftEN. N J 

6210200059 

50“317 

HATTIMOE. J J 

6210260231 

50-312 

P 

nccLUHo. c e 

0210150490 

50-361 

0 

MCGURREN. H J 

821-0280353 

50 

HATT^MinPiJ J 

aaioaeoaas 

50-312 

P 

HCCLUNO. C E 

0210130490 

50-361 

G 

MCINNIS, D 

02O71BOO44 

5u-?iL 

MATTSQM.R 

MATTSON. « 

MATTSOJI.R -j 

0010240413# 

Q(H0240496« 

0007130303 

FOIA 

FOIA 

50'247 

P 

HCCI-URE.J D 
MCCORD. R K 
MCCORKLE. 0 

0210070413* 

8210150348 

8210070084* 

71-9150 

Nuneo 

50-537 

D 

MCINNIS. E L 
HCINTOSH. H 0 
MCKEEVER.R F 

621022031* 

saioseooj'o* 

821025014] « 

PH 

50-35? 

MATTSDN.fi J 

8200310034* 

50-1 S5 

P 

MCCRELESS, T G 

8210050409* 

FOIA 


MCftENNA.E M 

80I02I0036 

SO-3 

MATTSON. R J 
matt«!0Ni r j 

9210010189* 

0210070032* 

FQIA 

50-269 

G 

MCCULLOCH. W H 
MCDERMOTT. 0 

8210150571 

6210120427 

NUREO 

CONTRACT 


MCKENNA. M 
MCLEAREN, r 

8210050206* 

821OI20361 

50- M3 

MATUSCHECK. R J 

11 AURA, F 

0210270066 
82101 90694# 

40-0761 

50-373 

Q 

MCDERMOTT, D 
MCDERHOTT, D 

8210120403 

0210210036 

CONTRACT 

CONTRACT 


MCLEAflEN, T 
HCLEAREN. T 

0210120416 
6210L2054 0 

so 3«? 

CCNT^ri 

MAUREPiR J 

e2t0taQ4l9» 

50-201 

P 

MCDERMOTT, D 

8210210174 

CONTRACT 


HCLENDDN. 0 D 

0210151534 7 

SO-:-'! 

MAUfilN.L V 
HAORIN.L V 
rtAURlWiL V 

8209150432 

8309150438* 

8209220135 

70-2946 

70-2946 

50-382 

A 

MCDERMOTT. 0 
MCDERMOTT.O K 
MCDERMOTT. 0 K 

0210200370 

8210130008 

0210190001 

CONTRACT 

CONTRACT 

CONTRACT 


MCLEREN. T 
HCMURRAV. C M 
MCMUfiflAY. C M 

0210290420 

OgiOOl'>39b 

0210010395 

COr.lKj^- 
5D'3« 
50-3 ; 

MAUfilN. L V 

9210010370 

50-392 

F 

MCDERMOTT. D K 

8210260237 

CONTRACT 


HC/1URRAV. C M 

6210iS0309« 

50-333 

MAUfilN.L V 

9210040078 

50-332 

a 

HCDIARHID.R C 

0210250396 

PROJ 


MCMUHRAV.C M 

02101 50J24* 

50-03? 

MAURIN. L V 

8210040110 

S0-3G2 

A 

MCDIARHID.R C 

8210250356 

PROJ 

e 

MCMURRAY. C M 

6210150337* 

SO-JfJ 

HAUfilN. L V 

821 0040 16B 

50-382 

F 

MCDONALD. C ft 

0210260493* 

50-350 

flCMURRAV.G M 

92101S0351 * 

50-332 

MAUfilN. L V 

0210040191 

50-382 

A 

MCDONALD, J A 

8310150303* 

50-390 

0 

MCMURRAViC H 

021 0 1 5036 S* 

5a-3i2 

HAURIN. L V 

8210130174 

50-382 

S 

MCDONNELL, E J 

0210120550* 

CONTRACT 


MCMUHRAV. C M 

8210150393# 

50-33? 

MAURIN. L V 

8210130343 

50-382 

S 

MCDOWELL, J 

031026009 l« 

WASTE MOT 

HCf1UftftA^.C M 

02lOt5O4Oi*# 

50-33? 

MAURUl.L V 

9210130243 

30-302 

S 

MCDUFFie.M A 

8210050106 

50-400 

A 

MCMURRAY, C M 

82] 01 50410# 

50-233 

MAURiNiL V 

0210130551 

50-382 

S 

MCPUFFje.H A 

0310050125 

50-400 

A 

MCMURRAY. C H 

82iOlS042S* 

50-333 

MAURIN. L V 

8210130364 

30-382 

6 

MCDUFFIE. M A 

8210190512 

50-400 

A 

MCMUfiRAV.C M 

0210150527* 

f 0-372 

MAURIM, L V 

8210190345 

50-302 

S 

MCDUFFIE, M A 

0310200032 

50-400 

C 

HCHURRAY. C H 

0210250056 

90 333 

MAURIN.L V 

G21O190342 

50-382 

6 

MCDUFFIE. M A 

8310200004 

50-400 

C 

MCMURRAY. C M 

02] 0250036 

50-333 

MAURIN.L U 

0910250217 

50-382 

S 

MCDUFFIE. M A 

8210360462 

90-400 

A 

MCMURRAY. C M 

8210250059* 

50-J32 

MAURtH.L V 

0210250242 

50-382 

3 

MCFARLAND. C ft 

82 101 5031 9* 

90-390 

0 

MCMURRAY. C M 

8210290283 

90-332 

MAUftfN.L V 

8210250254 

50-382 

S 

MC FAUOHY. J P 

0210060282 

50-416 

S 

MCMURRAY, C H 

8210290203 

50-332 

MAUfilN. L V 

8210250341 

50-302 

s 

MC GARRY. J H 

0210050202 

50-413 

0 

MCNElLLiC A 

8210040324 

30-333 

MAURrN. L V 

021O25O35S 

50-002 

A 

WCGARRV.J M 

0210050202 

50-413 

0 

MCNEILL. C A 

8210060285 

50-333 

HAUfilK.L V 

8210260362 

50-382 

F 

MCOARRY. J H 

0210050200* 

50-413 

G 

MCNEILL. C A 

8210120240 

50-3>3 

MAUfifN. L V 

0210270190 

50-302 

K 

MCOARRY.J M 

0210050200* 

50-413 

0 

MCNEILL.C A 

0210150203* 

50-333 

MAUfiJNrL V 

8210290433 

71-6574 


MCOAUCHY. J P 

8210010234 

50-416 

F 

MCNEILL. C A 

8210190069 


MA’CWELL.O F 

8210220163* 

30-400 

Q 

MCCAUGHY.J P 

8210010243 

50-416 

6 

MCNEILL.C A 

02 102000 10 

3J'373 

MA<WELL.J C 

8210290039 

ACflS 


MCOAUOHY.W P 

8210060201 

90-416 

8 

MCNEILL.C A 

8210260170 

50-333 

MA<W£LLtJ C 

0210290035 

ACRS 


HCOAUOHV.J P 

821 0060224 

50-416 

a 

MCNEILL.C A 

02] 0260306 

50-3J3 

MAV.E L 

0210130225* 

50-29 

S 

tfCGAUGHY. J P 

0210080120 

50-416 

s 

MCNEILL. C A 

8210260330* 

50-333 

HAVER. L 0 

02IOI5O174 

30-263 

e 

MCOAUOHY.U P 

0210080186 

50-416 

3 

MC.NEILL.C A 

02IO26C370 

50-353 

HAVER. L Q 

0210150381 

50-282 

s 

MOOAUGriV. J P 

0210080223 

50-416 

3 

MCNEILL. W M 

8310260558* 

0ARY9 

HAVES, ft L 

3 J 07370 t 66* 

30-266 

Q 

tiCOAUOHYfJ P 

8210080277 

50-416 

S 

MCNIVEN.H D 

8107270166* 

50-2^6 

HAVES, R L 

0107270169* 

50-266 

Q 

MCOAUOHY, J P 

8210080204 

50-416 

6 

MCNIVEN. H D 

0107270174# 

SO-?ti 

HAVES, R L 

8107270174* 

50-266 

a 

MCOAUOHY. J P 

0210000295 

50-416 

S 

MCNULTY, A 

8210040001 

C0Mq4l 

HAVBS.fi L 

0107270178* 

50-266 

Q 

mcqauqhy.j p 

8210150011* 

50-416 

0 

MCNULTY. A 

831 00701 S3 

cOfMm 

HAVES. R L 

0107270182* 

50-266 

Q 

MCOAUOHY. J P 

0210150019# 

50-416 

Q 

MCTIERNAN. T J 

8210280019* 

FOIA 

HAVESrfi L 

0107270185* 

50-266 

Q 

MCOAUOHY, J P 

8210150024* 

50-416 

0 

MEDFORD. M 0 

8310260450 

SO'SOb 

HAYES. R L 

0IO727O1QB* 

50-266 

0 

MCOAUOHY. J P 

8210180104 

50-416 

R 

MEDLOCK, ft U 

0210150644 

40-945 

HAYES, ft U 

8107270191# 

50-266 

Q 

mcoaugmv.j p 

8210190417 

50-416 

S 

MENAFFEY, R F 

8210040107* 


HAYES. R L 

8107270194# 

50-266 

0 

HCOAUOHV.J P 

0210190361 

50-416 

8 

melkqnian, E 

8210290309 

SO-UuB 

HAVES, fi L 

0107270196# 

50-266 

0 

MCOAUGHY. J P 

6210220065 

SO-416 

6 

MENCZER.W D 

8310040009 

50-263 

HAVES, ft L 

8107270198* 

50-266 

Q 

mcoaughy. j p 

0210220131 

50-416 

6 

MENDENHALL. E E 

8210060405* 

50-254 

HAVES, fl L 

8107270199* 

50-266 

0 

HCOAUOHV.J P 

6210220138 

50-416 

S 

MENDEZ.R 

8310060384* 

50-3^3 

HAzens, 0 R 

0205050400* 

50-261 

P 

HCOAUOHV.J P 

0210220181 

50-416 

8 

MENOQNCA. M 

S2I0190501* 

90-3il 

HCALPfNErE J 

021001031 7* 

70-143 


HCOAUOHYr J P 

6210220196 

30-416 

8 

MENODNCA.M M 

02! 0380303# 

S&-273 

hcalpjne.e j 

8210010361* 

70-27 


MCGAUGMV.J F 

0210220259 

30-416 

S 

MENTER. L 

8310270163 

JCPDRU 

HCALPrHEfE J 

0210010371* 

70-143 


HCOAUOHV.J P 

8210220269 

90-416 

s 

MERCER.J W 

8210120350* 

CONTRA 

hcalpine.e j 

821001 0390* 

70-624 


HCOAUOHV.J P 

8210320278 

50-416 

8 

MERKLE. J 0 

0210050504 

RES 

HCALPIHE.E J 

8210150067* 

70-1113 


HCOAUOHV.J P 

8210320284 

50-416 

S 

MERRl WEATHER. N 

0210010216# 

50-389 

HCALPIHEiE J 

0210150204* 

70-143 


HCOAVOHV. J P 

6210320428 

50-416 

8 

MERR I WEATHER. N 

0210010384# 

50-404 

MCBREAfiTY.R A 

8210210264* 

50-220 

0 

HCOAUOHV. J P 

8210320458 

90-416 

8 

MERRl WEATHER, N 

8210010433# 

S0-9J£ 

MC8REARTV.R A 

8210290280* 

30-293 

0 

HCOAUOHV.J P 

8210360449 

50-416 

a 

MERRIWEATHER.N 

8210220189# 

50-43E 

MCBRIDE. L H 

9210130349* 

S 0-267 

ft 

HCOAUOHY. J P 

8210260913 

90-416 

s 

METZOER.J R 

8210190136* 

70-821 

MCBRIDE. L H 

0210190667* 

50-267 

R 

MCOAUOHY. J P 

8210290050 

50-416 

s 

MEYER. 0 M 

8210210056* 

so-2a? 

MCBRIDE. « F 

8210260250 

50-289 

Q 

MCOAUOHY. J P 

8210290073 

50-416 

8 

MEYER, J F 

8000130744 

50-24? 

MCCABE 

8210060376 

50-219 

S 

HCOAUOHV.J P 

0210290124 

50-416 

8 

MEYER, J F 

8009080466 

50-^3 

MCCABE, e C 

8210130405 

50-387 

8 

MCOAUOHViJ P 

8210290193 

90-417 

B 

MEYER. K A 

82I0I20399* 

50-331 

MCCABE. £ C 

8210150235* 

50-317 

Q 

HCOAUOHV, J P 

821029031 1 

50-416 

6 

MEYER. 0 R 

8210120397 

ftES 

MCCABE. E C 

8210190714* 

flO-317 

a 

MCOAUOHY, J P 

8210290340 

30-416 

8 

MICHEL.C J 

8210220395 

PR 

MCCABE. E C 

8210290210# 

50-352 

a 

MCOAUOHVr J P 

8210290340 

90-416 

B 

MICHEL. C J 

8210260968 

70^1*: 

MCCABE.E C, 

6210290366 

90-277 

e 

MCORATH. J R 

8210120308* 

30-259 

0 

MICHEL, C J 

8210260571 

70-14' 

MCCAHE. E C 

6210150302# 

90-277 

0 

MCGUIRE. 0 R, 

8210080228# 

50-321 

Q 

MICHEL. C J 

8210270235 

70-J4: 

MCCAROELCrR K 

8210150412 

RES 


HCOUlftE. D R 

8210000259# 

50-395 

Q 

rtICMELSDN. C 

8009240202 

50-351 

mccleskev.k E 

8210150296# 

S 0-322 

0 

MCOurRE.O R 

82 1 01 50300# 

70-143 


michelson, C 

81070JOJ6I* 

50-361 

MCCLESl^EVxK E 

8210150309* 

50-322 

0 

MCGUIRE, D R 

82 J 0100007* 

90-348 

Q 

MICHELSON. C 

8107090355* 

FOIA 

MCCLESKEV.K E 

8210150324# 

S 0-322 

0 

MCGUIRE. D R 

8210210206# 

50-13 

Q 

MICHELSON. C 

8108240273* 

FOlA 

MCCLESKEY, K. E. 

8210150337# 

60-322 

0 

MCOUmE.O R 

82I02I02S3# 

70-1201 


michelson, C 

8103270056# 

FOIA 
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Accessiofj 

sun^/ec^ 




ACCESSION 

SUBJECT 



ACCEsaroN 

GUQJECr 


AU rrfOfl 

NUfincw 

CATE(50RV 

Aurnan 

NUMBER 

CATtODRY 

AUTHOR 

HUMBER 

CATECDRY 


a J 091? 50504 « 

FOIA 


MICU8A. H 

J 

0210290216 

50-272 

5 

'FILLS. L M 

02 1 007025 S 

50-259 

P 


a 109^ B0Q3d.it 

50-312 

S 

JIlDUrtA. H 

J 

8210290310 

50-272 

8 

MILLS. L M 

0? 10070348 

50-438 

A 


aUOl9O920<» 

FOl A 


niDUllA. H 

J 

0210290353 

50-272 

8 

MILLS. L M 

0210080160 

50-390 

8 


Q110l90933*t 

FOFA 


MIELE. 11 L 


0210150170* 

50-322 

T 

MILLS.*. H 

aaLOQaoi6G 

50-390 

0 

fin hcLeon-c 

B1 1 I0-60I30» 

foi a 


MILES. E B 

0210070017 

CONTRACT 


MIULS.L M 

8810000218 

50-259 

P 

►lit C 

01 1 U9104r't‘ 

50-206 

Q 

MILES, e 0 


0210070456 

CONTRACT 


MlLLjB.t M 

0210000819 

50-359 

□ 


01 t^0^07^5♦ 

roi A 


MILETI. D 

S 

0210150223* 

50-322 

T 

MILLS. L M 

0210080822 

50-430 

3 


RJ 12310193* 

FOIA 


MILETl. B 

S 

8210150223* 

50-322 

T 

MILLS.L M 

8210000847 

50-390 

S 


8201 190040* 

FDI A 


MILINAZZC 

I.P L 

8210150 517* 

(IA999 


MIULS.L M 

8810000255 

50-390 

s 

M;r."ELS0NpC 

0201 190296* 
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O2JOOI046Y* 

a2lOtR30259« 

fl3l0290034j« 

82l0i>40l9£i* 

a3lO<^lOl7U* 

821012095** 

0210 J 20556 • 
021004»00’19» 

oaioi 10449 * 

0210220172* 

02lOtV4020h 

82100*0202 
aa 1 0060306 
0210000063 
aaioisooss 

0210040399 

0210010437 
02JO1 90476 
0210150480 
0210130132* 
0210190601 

G2101B04Q0* 
0210260013 
0210010218 
02 too 10232 
02(0010232 

0210190500* 

0210150504* 

0210130509* 

0210280036* 

021020003R* 

8210190350* 

0210100363* 

0210270227* 

0210060400* 

02IOJ5O495* 


COMTPACT 
50-329 0 

90-329 0 

50-355 0 

50-199 G 

RES 

CONTRACT 
50-324 Q 
50-321 0 

50-390 0 

50-399 Q 
50-142 r 
OA999 
CONTRACT 
CONTRACT 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

author 


accession 

NUMOER 

SUBJECT 

CATEGORY 

SMITH, ri G 

6210060277 

50-316 S 

SPESSARO, R L 


0210130514 

50-483 

0 

SM I TH, P 

0210130061* 

CONTRACT 

SPESSARO. B L 


9210130533* 

50-483 

0 

SMITH. P A 

0210040002* 

CONTRACT 

SPESSARO . B L 


8210190432 

50-262 

0 

SM I TH, P A 

0210040004* 

CONTRACT 

SPESSARD, B L 


6210190433 

50-40? 

Q 

SM I TH. P A 

0210120425* 

CONTRACT 

SPESSARO.B L 


8210190560 

50-293 

0 

SMITH, P A 

9210120496* 

CONTRACT 

SPESSARD, B L 


B21O1906J3 

50-295 

0 

SMITH, P A 

0210120517* 

CONTRACT 

SPESSARD, B L 


0210190630 

S 0-409 

0 

SM I TH, P A 

821012054 1* 

CONTRACT 

SPESSARD.ff L 


0210190707* 

50-255 

Q 

smith, p a 

0210120613* 

CONTRACT 

SPESSARD. B L 


9210250072 

50-341 

Q 

SM I TH, P A 

0210130074* 

CONTRACT 

SPESSARD, B L 


8210250075* 

50-341 

0 

SMITH, P A 

921018033B* 

CONTRACT 

SPESSARD, R L 


0210230106 

50-409 

Q 

SMITH. P A 

0210160401* 

CONTRACT 

SPESSARD. R U 


9210260161 

50-305 

Q 

SMITH, P A 

92101604 16» 

CONTRACT 

SPESSARD. R L 


9210260307 

50-4S4 

Q 

SM 1 TH, P A 

9210190149 

CONTRACT 

SPESSARD. B L 


9210290122 

50-373 

Q 

SMITH, P A 

6210190156* 

CONTRACT 

SPESSARD. B L 


9210290174* 

50-461 

Q 

SMITH, P A 

9210190162 

CONTRACT 

SPICKUER. I 


9210060453* 

50-537 

A 

SMITH, P A 

9210190167* 

CONTRACT 

3PILHAUS, A F 


9210190002* 

contract 


SMITH. P A 

6210190228* 

CONTRACT 

SPiTZflERO, 0 D 

1 

9210220004 

70-416 


SMITH, P A 

021O21O16U 

CONTRACT 

SPRENCEL, J F 


0210120330* 

CONTRACT 


SMITH. P A 

0210210505* 

CONTRACT 

SRENIAW6KI, D 

J 

8207070319 

70-2740 


SMITH, P A 

8210260520* 

CONTRACT 

3RENIAWSKI, D 

J 

6210040130 

I8,E 


SMITH, P A 

9210260530* 

CONTRACT 

SRENIAWSKI. D 

J 

6210050204 

70-2942 


SMITH. P A 

0210280235* 

CONTRACT 

SBENIAWSKI, D 

J 

6210050314 

I&E 


SMITH, P A 

8210290390* 

CONTRACT 

SBENIAWSKI< D 

J 

0210190533* 

Stake Prog 

SMITH, R D 

8210120396 

40-0102 

SBENIAWSKI, 0 

J 

8210260471 

I&E 



SMITH, R D 
SMITH, R D 
SMITH, R L 
SMITH, R N 
SMITH, S K 

SMITH. H 0 
SMI TH, H G 
SMITH. H 0 
SMITH, W 0 
SMITH, H G 

SMITH, IJ 0 
SMlTJt. U O 
SMITH, W 0 
SMlTif, U G 
SMITH, U 0 

SMITH. IJ 0 
SMITH. U 0 
SMITH, IJ 0 
SMITH. W R 
SNIEZErt, J H 

SNICZEA, J H 
SNIEZEK, J H 
SNOW. 0 A 

snyPER, P j 
SNYDER. B J 

SNIDER- S C 
SODA, K 

SQLLEMaeROEfl, D. 
QOLLEMBEROER, 0 
SOOrP 


CONTRACT 


SORRELL. E C 

50-29 

0 

SQPReLL.,E C 

XPORTLIC 


SOUCV.A R 

70-371 


SPARKS, 0 L 

50-206 

F 

SPARKS,© L 

50-220 

0 

SPARKS. 0 L 

50-27 

0 

sparks,© l 

00-21? 

P 

SPARKS, 0 L 

50-322 

0 

SPGCTEa, A 

go-29 

P 

SPEC7EB, 8 N 

50-20? 

G 

SPEDDEH, H R 

50-514 

0 

SPEIS. r P 

50- *^60 

0 

SPEIS. T P 

50-321 

R 

SPECMA*!, H J 

40-6622 


SPELMAM, H J 

40-6622 


SPELMAN. H J 

40-6622 


SPENCER, D 

PR 


SPENCER. M D 

PB 


SPESSARD. R 

pb 


SPESSARD. R 

50-263 

P 

SPESSARD, R L 

50-263 

P 

SPESSARD. R t 

50-263 

P 

SPESSARD, R L 

50-322 

F 

SPESSARD. R L 

30-322 

F 

SPESSARD. R L 

CONTRACT 


SPESSARD. R L 

CONTRACT 


SPESSARD. R L 

40-6632 


SPESSARD. R L 

50-247 

S 

SPESSARD. R L 

50-234 

0 

SPESSARD. R L 


0210210321 

40-3453 


STADNICK, S 

B210I30332* 

50-336 

S 

0210210332 

40-8691 


STAHL, D M 

0210130432 

50-329 

0 

0210070156* 

CONTRACT 


stahl, D H 

0210130402 

30-329 

0 

0210280095* 

50-324 

P 

STAHlE. c 

8210210942 

50-327 

p 

82101 50377* 

50-263 

P 

STAMIRIS. B 

02 1 0050238 

SO-329 

Q 

8210040073 

50-315 

8 

STAHIR IS, D 

021OOSO24O 

50-329 

Q 

8210040199 

50-315 

S 

STAMIRfS, D 

0210210370 

50-329 

G 

8210040201 

50-316 

6 

STAMPLEY, N L 

8210050193 

30-416 

S 

8210040212 

50-315 

P 

STAN5DERBV. W 

8210260515* 

50-335 

Q 

8210040321 

50-316 

8 

STANSBERRY. W W 

021 0180007* 

50-340 

Q 

0210060300 

50-3 J 5 

8 

STARK. R H 

8200370699 

50-537 

A 

0210100120 

50-316 

S 

STARK.R H 

0210120445 

50-537 

A 

0210190266 

50-315 

8 

STARK. R rt 

0210130069 

50-537 

A 

0210190340 

50-315 

6 

STARK.R n 

8210220023 

50-537 

A 

0210190390 

90-315 

6 

STARK, fi f1 

□210280436 

30-537 

A 

0210190 573 

50-315 

S 

STARKEY. R D 

0210130242 

50-261 

R 

0210190727 

50-3<6 

8 

STABKEV. R B 

8210190240 

50-261 

5 

0210190749 

50-315 

S 

STARKEY. n B 

0310220265 

50-261 

S 

0210050360 

NUREO 


STABKEV, R D 

0210220499* 

50-261 

Q 

0105040513* 

50-205 

P 

STARKEY, ft 0 

0210290074 

50-261 

3 

0107170126* 

F81A 


STARKEY. R B 

8210290333 

50-26 i 

S 

0210050083* 

FOIA 


STARMEB.fi J 

02101 20356 

WASTE tiGT 

0210190703 

50-244 

8 

STARD3TECKI, R 

0203050387 

50-317 

0 

0210260535 

50-320 

P 

8TARDSTECKI.R 

0210010294* 

50-220 

0 

02 102 70320 

50-320 

P 

STAHOSTECKZ.R 

02IOG6OO24 

50-247 

0 

8S10200103 

RES 


STAROSTECKT. R 

0210060150 

30-293 

Q 

0210150421 

RES 


STAfiOSTECKJ. R 

0210060240 

SO-3I7 

0 

0210120494 

40-0728 


STAROSTECKT, R 

0310060318 

50-354 

0 

0210120514 

40-2259 


STAROSTECKT.R 

0210070214 

50-286 

0 

0210120460 

RES 


stardstecki, R 

0210070239 

70-33 


0210190016* 

60-321 

F 

STAROSTECKI. R 

8210070360 

50-219 

0 

0210190046* 

50-321 

F 

starostecki.r 

0210070337 

50-220 

Q 

0210010374 

PR 


STAROSTECKI. R 

0210070357 

50-309 

0 

0210010240* 

50-416 

5 

STAROSTECKI. R 

0210070362 

50-333 

G 

0210050203* 

50-416 

S 

STAROSTECKli R 

0210070376 

50-271 

Q 

0210060226* 

60-416 

S 

STAROSTECKI.R 

8210130291 

50-277 

0 

0210220162* 

50-416 

s 

STAR03TECKI,R 

8210130303 

70-135 


0210220191* 

50-416 

5 

STAROSTECKI. R 

8210130496 

70-1100 


0208010016* 

50-289 

M 

STARDSTECKI, R 

8210130656 

50-347 

D 

8210150640* 

50-244 

F 

STAROSTECKI, R 

8210150001 

50-293 

a 

8210220086* 

40-aiii 


STAROSTECKI, B 

O21015OO1S 

50-334 

a 

0010280090 

50-247 

P 

STAROSTECKI. R 

821 01 50076 

50-289 

D 

0011110004 

60-247 

P 

STAROSTECKI. R 

0210150033* 

50-209 

0 

82101 S0463 

40-2061 


STAROSTECKI. R 

8210150214 

30-317 

0 

0S 102503 1 5 

40-2061 


STAROSTECKI. B 

8210150221 

50-209 

0 


021025031 & 

0210040134* 

8210010302 

021OOPOOB8 

02lOO0OiG? 

B2 10040070 
8210050306 
0210050336 
0210060266 
021006035? 

0210080190 
0210180166 
021018021 1 
0210*80240 
0210180404 


40-2061 

50-373 

PR 

50-295 

50-316 


STAROSTECKI, R 
STAROSTECMlrR 
STAROBTECKfi R 
STAROSTECKI, R 
STAROSTECKI, R 

STAROSTECKIr R 
STAROSTECKIr R 
STAROSTECKlr H 
STARDSTEWI, R 
STARDSTECKJ» R 

STARQBTECKi.ft 
g TAROS TECKI.R 
STAROSTECKI.R 
STARDSTECKlifl 
STAROSTECKI.fi 


8210150246 

0210150271 

B2101S0299 

0210190702* 

0210190797 

021O21O1QO 

8210210182 

021OS1OS41 

0210210300 

0210310464 

0210220153 

0210220344 

8210260134 

0210260229 

8210260237* 
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PERSONAL AUTHOR INDEX 


AUTHOft 

ACCESSION 

NUMBER 

SUBJECT 

categorv 

author 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

author 

ACCESSION 

NUMBEfl 

CATtv 1 

r 

STAROSTECI^I, fl 

S,ai0260AG3 

50'269 

S 

STGLZ. J F 

8210270342 

50-287 

P 

TAR«S,D N 

8210270332 

40-64.:^ 


STAROSTECKf^f? 

8210390147 

50-29 

a 

STOL?. J F 

8210270372 

50-346 

P 

TAUBER. H 

02lOOlO‘15c. 

50-3H 

t 

STAROSrECKl, R 

0210290171 

50-244 

Q 

STQLZ.J F 

821 0270382# 

50-346 

P 

tauder. H 

B2JOOSOQ46 

50-3H 

A 

STAROSTECKIiR 

8210390189 

50-213 

0 

STOLZ. J F 

021O27O3B7# 

50-346 

P 

TAUBER. H 

9210150322 

50'34( 

} 

STAf?OSTECXI,fi 

8310290200 

50-352 

0 

STOLZ. J F 

8210290143* 

50-313 

P 

TAUDER, H 

B21O10OIBO 

5^-341 

i 

STARQSTECKIrR 

8310290212 

50-244 

a 

STOLZ, J F 

8210290140# 

50-313 

P 

tauder. H 

8210190696 

5C'3<P 

i 

STARQSTECK I . R 

0210290300 

50-184 

a 

STOLZ. J F 

8210290302# 

50-346 

P 

TAUBER, H 

82102204 1 4 

30-34t 

4 

STASEKi S 

82103501 16# 

50-373 

Q 

STOLZ. J F 

8210290307# 

50-346 

P 

TAVLOR. D 

8210360446* 

50 Ji" 

i 

BTASZESKY.F H 

0204160212 

50-293 

a 

stone, j c 

8210060393# 

50-315 

Q 

TAVLOR , D J 

82tOl505Z)0 

NW=K 


STEED. L t. 

021OO6OO96^» 

30-334 

R 

STONER.M A 

8210210301# 

50-339 

A 

TAYLOR. J 

8210120270 

50-413 

- 

STEELE. R L 

8210350084 

30-344 

5 

STOVER. J B 

8210100332* 

CONTRACT 


TAVlQR. J H 

0209090009 

TOP^E/ 


STEELE.ft L 

8310250164 

50-344 

8 

STREETER, J 

8210040198 

50-237 

5 

tavugr. j H 

82100&034 6 

TOF/iE/' 


STEELE, W J 

8910150099# 

50-311 

S 

STREETER. J 

8210080088 

50-295 

S 

TAILOR, J H 

0210250132 

PTZi 


STEFANO* J 

821019001 1 

50-440 

F 

STREETER, J 

0210080189 

50-316 

S 

TAVLOR, J W 

8210130391 

Pfl 


STEFANO. J 

8210270073 

50-440 

A 

STREETER. J 

0210260467 

50-254 

s 

TAYLOR.P A 

82101S0369# 

50 -30^ 

. 

STELLO. V 

8210190631 

REVIEW 

GRP 

STREETER, J F 

B2100S02S3 

50-346 

0 

TAYLOR, R 0 

9210190020# 

9li 44V 

3 

STELLO. V 

8112210166# 

FOIA 


STREETER, J F 

8210050274 

50-315 

Q 

TEDESCO. R L 

0210260481 « 


i 

STELLO, V 

0210010109# 

5 0-366 

S 

STREETER, J F 

0210150249 

50-282 

Q 

TERC.n M 

0210150059# 



STELLO. V 

82100 10SB6 

REVIEW 

GRP 

STREETER. J F 

8210150385 

50-263 

0 

TEST, R Z 

02102702491 

so 2J3 

s 

STELLO. V 

8210040314 

REVIEW 

GRP 

STREETER. J F 

8210150497 

50-409 

0 

thadani. a 

0203 17001 6# 

SD'Wl 

1 

STELLOrV 

8210080109 

REVIEW 

GRP 

STREETER. J F 

0210150523 

50-10 

Q 

THATCHfcR, T L 

0210080073 

50'5:2 


STELLO, V 

0210000196# 

FOIA 


STREETER. J F 

0210150530# 

50-10 

0 

THATCHER. T L 

0210000073 

sa-s'j 

t 

STELLO. V 

0210120 053# 

REVIEW 

ORP 

STREETER, J F 

8210190421 

50-255 

0 

THATCHER. T L 

0210000073 

so-'*"? 


STELLO, V 

8210150138 

REVIEW 

ORP 

STREETER. J F 

02 J 0190427# 

50-253 

Q 

THATCHER. T L 

0210220434 

50 '5:? 

« 

STELLO. V 

0210180002 

REVIEW 

ORP 

STREETER, J F 

8210190643 

50-331 

Q 

THIES, A C 

0210260331 

50-34T 

( 

STELLO. V 

8210190006 

REVIEW 

ORP 

STREETER, J F 

8210250105 

50'-373 

0 

THOMA, J 0 

0210040400 

50 

/ 

STELLO, V 

0210250131 

REVIEW 

ORP 

STREETER. J F 

0210250109# 

50-373 

G 

THDMA. J 0 

3210000049 

50'E47 

/ 

STELLO. V 

8210250156 

REVIEW 

ORP 

STREETER. J F 

6210280164 

50-202 

0 

TH0/1A, J 0 

821013004/ 


f 

STELLO, V 

0210270190 

REVIEW 

GRP 

STREETER. J F 

0210200160* 

50-202 

0 

THOMA, J 0 

8210130063 

50 

f 

STELLO. V 

0210200031# 

50-336 

P 

STREETER. J F 

0210280223 

50-305 

0 

THOMAS, 0 R 

8210100358# 

FOlh 


STELLO V 

0210280351# 

REVIEW 

GRP 

STREETER. J F 

0210200226# 

50-305 

G 

THOMAS . C 0 

021OG4O394 

TOrl^rP 


STEPHE^SO,N. C J 

8210130536# 

50-289 

S 

STREETER, J F 

8210200229# 

50-305 

0 

THOMAS, C 0 

82(0050460 

50-461 

1 

STEPTOE.P 

8210050223 

50-329 

Q 

STRENGE.D L 

02102/0041# 

50-537 

G 

THOMAS. C 0 

0210050540 

SO-IBZ 

t 

STEPTOE. P 

0210050223 

50-327 

0 

STROM, P 0 

0210270338 

NUREG 


TH0.”5AS. C 0 

9210050543# 

50-lW 

/■ 

STEPTOE.P P 

8210050215 

50-329 

Q 

STUCKV. S « 

0210180147 

go-397 

Q 

THOMAS. C 0 

02100/0074 

TOFflEP 


STEPTOE.P P 

8210050215 

30-329 

0 

STUCKV, 8 W 

0210250325 

50-209 

G 

THOMAS. C 0 

02100701 lO 

TOP 


STEPTOE.P P 

8210080092 

50-255 

0 

auaRAMONlAN.N 

8210120640# 

30-341 

A 

THOMAS, C 0 

0210120475 


/ 

STEPTOBrP P 

0210080093 

30-255 

0 

SUGARHAN, R J 

0210010244 

50-352 

0 

THOMAS. C 0 

02(Ol2a48O« 

50-62 

f 

STEPTOE, P P 

8210000099 

50-255 

Q 

SUGARMAN.R J 

8210010244 

50-352 

0 

THOMAS, C 0 

02101204421 

50 -b? 

f 

STEPTOE.P P 

0210080099 

50-255 

0 

SUOARltAN, R J 

B21O18O204 

50-352 

G 

THOMAS. C 0 

0210130(15 

30-142 

t 

STERNBERG, D K 

0210010053 

50-344 

0 

SUCARMAN, R J 

0210180204 

50-352 

G 

THOMAS, C 0 

8210150601 

TOPlsEf^ 


STERNDERO. 0 W 

8210060155 

50-508 

Q 

SUOARMAN.n J 

8210180200# 

50-352 

G 

THOMAS, C 0 

0210100021 

TOPnE# 


STERNBERG. D « 

8210060330 

50-312 

Q 

auOARMAN.R J 

6210100200# 

50-392 

0 

THOMAS, C 0 

0210220105 

TDPPEP 


STERNBERG. 0 M 

8210060341 

50-528 

0 

SUGARMAN.n J 

6210180217 

50-352 

G 

THOMAS, C □ 

8210260506 

50-19? 

P 

STERNBERG.D N 

8210070150 

50-500 

0 

SUOABMAIN.R J 

6210100217 

50-352 

G 

THOMAS, J 

8210070275* 

50-219 

i 

STERNBERG, D H 

8210070279 

50-312 

0 

SUOARMAN.R J 

6210(00223 

50-352 

G 

THOMAS, L M 

8210070109 

50-445 

F 

STERNBERG. D M 

0210070290 

50-318 

0 

SWQARMAN.R J 

0210180223 

50-352 

0 

THOMAS. L M 

02(0250170 

SO- CD 

F 

STERNBERG.D N 

021OQ7O29? 

30-397 

Q 

SUGARHAM.R J 

0210100224 

50-352 

0 

THOMAS, R D 

0210080311# 

70-754 


STERNBERG.D M 

02100703 1-9 

50-312 

Q 

SUGARMAN. R J 

0210(00224 

50-352 

G 

THOMAS, R D 

8210130130 

£7~<a 


STERNBERG, D N 

821007037a 

50-460 

Q 

SUGAPMAN.R J 

0210100226# 

50-352 

G 

THOMAS. R 0 

02 ( 0260304 

27-10 


<;TFBwnFon n m 





021 01 00226# 

50-352 

G 

THOMPSON. D 

8207180041 

FQIA 







0210180253 

50-352 

G 

THOMPSON.! R 

0210070099# 

50"W 

1 






0210180253 

50-352 

G 

THOMPSON, T R 

0210270280# 

50-155 

1 






0210190364 

90-329 

K 

THOMPSON. V J 

8210220246 

PR 







0210210477# 

50-272 

0 

THOMSEN.F T 

8210010302 

50-5;J 

( 






0210060240# 

50-366 

B 

THOMSEN. F T 

8210050171 

50-525 

1 






0210290334# 

50-321 

5 

THOMSEN.F T 

8210090171 

SO -525 

i 






0210290364# 

50-366 

0 

THOMSEN, F T 

0210130190 

90-522 

C 






0210290381# 

50-366 

S 

THOMSEN, F T 

0210130367 

50-522 

t 






0210010064 
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VERRELtM) N 
VERRELLI/D M 
VERRELLI.D M 
V£RRELLr*D H 

VERRELLI^O H 
VERflELLI.D M 
VERRELLI.D H 
VERRELLIiD M 
V£flRELLr,0 « 

VERREULI.D M 
VERREUUIfD M 
VERREULI.D M 
VERRELLI/D M 
VERHELLI.D h 

VERRELLI/D M 
VERRELUJ. D H 
VERRELLI/D M 
VERRELLI.O N 
VERRELLI/D H 

VERRELLI.D H 
VERREULTiD H 
UERREUKD H 
VERRELLhD H 
VERRELt 1 . 0 H 

VERRELLhD M 
VERRELLI.D M 
VERRELUhD M 
VETERE. L A 
VILLA. R 

ViLLAiR 
VILLA, R 
VILLFORTH, J C 
VINCE, S 
VfSSEflrJ E 


ACCESSION 

NUMflER 

fl2E 01 50544# 
8210130004 
03 10360245 
8210010086 
0310010120 

0210010133 

0210010146 

02100)0171 

0210010173 

0210010191 

8210010200# 

0210010333 

0310010336 

0210010340# 

0210010411 

0210010421 
0210010426# 
021 0010430 
8210010442 
0210010452 

021O1SOO26 

8210150109 

6210130149 

S210150I62 

0210150309 

8210150300 

8210150304 

6210130310 

0210150323 

8210130349 

8210150399 
0210220)37 
8210220160 
02 10220 169 
02102203)2 

0210220315 

021O22O32S# 

9210220390 

9210220459 

9210220473 

9210220400# 

0210220409 

6210220494# 

0210250207 

6210030390 

6S10050408# 

6210270051# 

6210180169 

62)0190040# 

8210160416# 


SUBJECT 

CATEGORY 

flA999 
50-340 0 

50-327 0 

50-400 Q 
50-03 0 

50-324 0 

50-416 0 

50-324 Q 
50-261 0 

50-430 0 


50-447 

50-447 

50-413 

50-315 

CONTRACT 


walker, R 
walker, R 0 
walker, R D 
WALKER.R 0 
WALKER, R D 

WALLACE, T 
WALLICK.H E 
WALSKE- C 
WAnOAClL T V 
WARD, E C 

WARD. E C 
WARD.K 0 
WARD, W J 
WARP W J 
WAREM60URC 

WARFMQQURG, 0 
WAREMDOURG. D 
WAR6MOOURO, 0 
WARCHBOURO. D 
WAREMQOURG I) 

WAREMDOLIRO. D U 
WAREMBOURG, D W 
WAREMOaURO, 0 W 
WAREMBOURO. d w 
WARLOL , w N 

WARING, J P 
WARWICK. R 
WARWICK. R 
WARWICK, R F 
warnick.r r 

WARWICK. R F 
WARWICK. R F 
WARWICK. R F 
WARWICK. R F 
MARWICK, R F 

WARWICK. R F 
WARWICK, R r 
WARWICK. R F 
WARWICK. R F 
WARWOCK. R 

WATERS, J R 
WATSON. M E 
WEBB.W A 
WEDER.C F 
WEBER, D A 

WEBER. W V 
WEE. D r 
WEG5T. W F 
WEIGLAWU, 0 G 
WEIL.C H 


ACCESS lew 
WUMflER 

e2l02£30'l67 
621 01 50366# 
8210150502# 
0210150336* 
82103501 16* 

8210260101 

6210190315# 

0206060013+ 

62t0[203?3 

0310060164 

0210250200 
6310060306* 
Q010150JC3 
aiOL 140002* 
8210040114 

02O91 50440* 

0210050331 

021OIJO344 

0210190537 

0210190695 

8210060256 
0210190306 
8210210061# 
8210230359 
02 I 000033 J* 

H21004031 1 
0210040337 
0210190627 
831 0040195* 
8210030139 

e2l-OObOH6* 
8210080106 
8210J J0557* 
6210150441 
0210190739 

B3I01907&7* 

0210260190 

0310290154 

6210290377 

0310280082* 

0210190599* 

0210200096* 

0210190185# 

0210210034 

8210380432# 

021OQ5O427# 

0210040109# 

8210200031 

0210270330 

0210190707# 



PERSONAL AUTHOR INDEX 



ACCCSbIDN 

SUBJECT 



/.urnCR 

hiUKJSEfl 

CATEOaftY 

AU TMOR 


8310320410 

50-247 

G 

WIESEMANI6R A 

tSS-E P 

U£:8 5= E P 

V.11S5 .E P 

UZLSS E P 

0310330465 

SO-289 

G 

WIESENANN-R A 

8210330465 

0280260397 

50-209 

50-537 

Q 

G 

WlOOlNSrE 
N1GG1N3 E 

8210360397 

50-537 

G 

niocins. e 

k-eiSS.E P 
ultlSS-E P 

0210260397 

50-537 

G 

NIOC INS, E 

021 0360404a 

50-537 

0 

NIQOINS. E 

831 0260404* 

50-537 

G 

UrCGINlON/ D 

j “t p f 

8310260404* 

50-537 

Q 

WIGGINTON. 0 

-,HFe E R 

D2 1 O380243 

50-247 

G 

MI CO IN TOW/ 0 


03 1 033U34J 

50-247 

0 

N I ^ TOR . D 


0310190332 

50-341 

S 

NIaTOR. D 


0310040004 

50-341 

B 

WiLCaVE. M N 

n ^ 

8310040127 

50-341 

3 

WILCOVE.M N 

".£* L £ .0 ^ 

0210190657 

50-34 1 

S 

WlLCOVE,N N 


02 1hj 2 jOl'/ 1 

50-341 

6 

UIlCOUE*!! N 

k£'l-L£.D ^ 

ft L 

U’trJDrfiL ir*L R L 
►^■trJCEWLiCH n 1 

03l03t.03fr3» 

50-341 

0 

MILCOVE. M N 

0310010236* 

50-310 

S 

NH-CaUE.II M 

03lOl3O550« 

50-317 

S 

WILCOVE^N N 

821020036/* 

50-317 

S 

UIL^US. O 

^ri,r.Efn icH.p L 
tit rjCEPl JCH R L 

kf ' SHJif A 

»»t ,SV. A, . f A 

03 10200384* 

50-310 

s 

WILKINSON, E P 

0310200313* 

50-31 7 

s 

WfuKINSON.W P 

0210010260 

50-206 

s 

WILLETl.D J 

02100601 j 1 * 

50-220 

a 

WILLIAMS* C C 

031L»19O612« 

50 -312 

0 

WILLIAMS. C C 

^,fcJ^■■ _iftkiS»' 1' F A 

-t# ^ 

0310. "’06 V,* 

50-27 

Q 

WILLIAMS, C C 

83102301 70* 

50-362 

0 

WILLIAMS, C C 

0210200244* 

30-397 

0 

WILLIAMS, C C 

«EN?L<Vk£^l F A 
u'fN/ei A 

0310200240* 

50-397 

0 

wa LIAMS. 8 A 

0310210054 

nurfg 


MILL I Alls, D r 

jtrjJEi'A >+ 
n£Rt<£rt ' B J 

0310720154 

NUREO 


WILL lAHS. J U 

0210130130* 

50-346 

s 

WILLIAMS* J W 

0303040530* 

50-329 

Q 

WlLLlAl'iS, J U 

.ZsT /» L 
,L'5r. A e 

0310050221 

SO- 329 

G 

WILLIAMS. J W 

0310050221 

30-329 

0 

WILLIAMS* J W 

" - T AT 

02 1 ijO'j0.730 

50-329 

C 

WILLIAMS, J W 

kit . f^ c 

JF5T 1 J 

031 0050230 

50-329 

0 

WILLIAMS. J W 

03 1 007002 1 * 

CONTRACT 

WJLLIAMS.P n 

0310120458* 

CONTRACT 

WILLIAMS. R E 

^SriRfrj^v.h D 

03 10^40365 

40-8768 


WILLI AMS. R e 

te-TLRO.F C 

£sT£R.M J 

€'^rfRM^lA ^ f 

iSTCRMAf/i r F 

0310120479 

40-0706 


WILLHCRC.R L 

8310270330 

NUREO 


WlLLNORC^n L 

a2l00503v39* 

50-267 

Q 

WieLNGRE. R L 

0310070369* 

50-445 

0 

WILLHORE.R L 

0310 170547 

50-267 

S 

WILLffORE.R L 

r&TER^^AMrT F 
iSrfeRMA'A 1 1 
?3-TEHPW^>T f 

031'J19<j776* 

50-445 

Q 

WILLM0fte»R L 

0310190620* 

50-443 

0 

MlLLMOftE.R L 

0210380149* 

50-267 

0 

WILLHORE.R L 

-r rtrtMA^ ri. n •■' 

"TTEPMA* M 

f{3lOe''lOO'?D 

27-39 


MILLMCRE. R L 

0310370299 

50-360 

0 

MILLMORE.R L 

s) 

i»n tT*i ft 

ew. ft 
^EUPff-i 

15 R C. t P > L 

G310370299 

50-350 

Q 

UILLHORE. R L 

H3l0t|40l29* 

50-249 

S 

WILLMDRE.n IL 

0310350316* 

50-249 

Q 

WlLLMORt.. R L 

0309210550* 

50-500 

A 

WILLMORE, R L 

0310180214 

5O~S0P 

A 

WILLMOBE, R U 

H-L 4. 
fllt,r A 

lirt ^ A >* 
iITfc . J ft 
i|Tf . O W 

G21O120617 

50-443 

A 

HILLMORE.R L 

0210220067* 

50-416 

B 

willmorc.r u 

Q2 1 0290332* 

30-416 

S 

WILLMORE, ft L 

Q2 1039034 4* 

50-322 

0 

WILLHORE.R L 

0210360530* 

CONTRACT 

WILLHORE.R L 

ire.fj i 

ITE.R n 
ntFJtfi. H i 
(. 

irwEVrO 0 

8206170006* 

50-312 

p 

WILLHORE.R U 

0210050412 

NUREO 


WILLHORE.R L 

Q310CH0459* 

30-369 

0 

WILLHORE.R L 

02lO2rOl47* 

90-324 

0 

WILLHORE.R L 

8210040105* 

90-293 

s 

WILLHORE.R L 

ITfJfcV.O G 

ir^'fcv^o c 

riTfEv. 0 Q 

{Tlft:.^>G 0 

a 

B31006QQ30* 

0210070247* 

90-593 

90-293 

8 

8 

WILLHORE.R L 
WILLSEY, W B 

8210070346* 

8210130479* 

90-293 

60-293 

9 

8 

WILLS^Y. W B 
WILSON. A K 

0S1 01 90237* 

50-593 

8 

WILSON, a A 

0 

r^vEv.O 0 

TlEM^ ^ E 
tviORT^^ f 
wrON- ft D 

0210200131* 

60-293 

8 

WILSON, a D 

0210380150* 

0210230171* 

0210130074* 

60-293 8 

40-2259 

contract 

WILSON. 0 D 
WILSON. a 0 
WILSON. a D 

02(0000276 

60-395 

P 

WILSON. J L 

+irrAr*. K R 
H'ifR.W P 

<5 

B007310117 

SO-247 

P 

WILSON. J L 

0210210034 

8210070265 

50-259 

50-289 

F 

8 

WILSON. J L 
WILSON. J U 

0210000293 

0210000299* 

70-27S9 

70-2709 

WILSON. J L 
WILSON. -J L 

EErtAN. D 0 

[>E;tFA/4,P 0 
[>Ee^NrD 0 

PER. A V 
Dcff^*AFU‘AA H 

0210150507 

9210190673 

8210250190 

8210260402 

0210150557 

UE 

l&E 

70-2690 

70-1297 

NUREO 

WILSON. J U 
WILSON. J L 
WILSON. U U 
WILSON. J L 
WILSON, J L 


ACCESSION 

NUHflER 

SUBJECT 

CAIECORY 

AUTHOR 

accession 

NUMBER 

SUBJECT 

CATEGORY 

8210190508* 

50-395 

P 

WILSON. J L 

82 1006039 8* 

50-280- 

8 

0210260351* 

TOPREP 


WILSDN.J L 

8210130204 

50-280 

B 

S3I0120347 

CONTRACT 


WILSON, J L 

8210130308* 

50-280 

B 

0210120391 

CONTRACT 


WILSON. J L 

0310130313* 

50-200 

S 

8210190230 

CONTRACT 


WILSON. J L 

a2l0j302J6» 

50-280 

S 

8210270207 

CONTRACT 


WILSON. J L 

8210130500 

50-280 

8 

8210270226 

CONTRACT 


WILSON. J L 

9210130507* 

50-280 

8 

Q2l0?600fll 

50-315 

P 

WILSON. J L 

02IO1SOO54 

50-200 

a 

6210270344 

50-295 

P 

WILSON. J L 

0210150095 

50-280 

s 

8210280405 

50-295 

r 

WILSON. J L 

8210150139 

50-200 

a 

8210210381 

50-155 

G 

WILSON, J L 

0210150359 

50-201 

a 

8210210361 

50- 1 55 

0 

WILSON. J L 

8210150394 

50-200 

8 

8210010062 

50-329 

G 

WILSON, J L 

6210230095 

50-200 

s 

8210040018 

50-329 

G 

WILSON. J L 

8210220097* 

50-280 

& 

8210040057 

50-329 

Q 

WILSON. J L 

0210220100* 

50-260 

a 

8210150406 

50-320 

0 

WILSON. J L 

0210220392 

50-280 

e 

0210300051 

50-329 

0 

WILSON, J L 

8210220393* 

50-200 

s 

0210260364 

30-329 

G 

WILSON. J L 

8310220408* 

go-sao 

a 

0210260388 

50-329 

0 

WILSON. J L 

0210220413* 

50-280 

s 

8210 130328* 

50-254 

6 

WILSON. J L 

a3l0'220424 

50-281 

s 

0210050101* 

FOIA 


WILSON. J L 

9210220435* 

50-261 

s 

82000 loot 9* 

ORG 


WILSON. J L 

8210270213 

50-200 

6 

0210190569* 

50-397 

0 

WILSON. J L 

8210270215* 

50-280 

S 

0210190787* 

50-440 

0 

WILSON, J L 

0210270220* 

50-280 

S 

0210060384* 

90-373 

a 

WILSON, J L 

S2102703S4* 

S 0-200 

0 

0210060393* 

50-315 

0 

WILSON. J L 

9310290264 

SO -280 

0 

8210130374* 

50-341 

Q 

WILSON. J L 

82I0S9O370* 

50-280 

5 

8210130557* 

50-461 

G 

WILSON. J L 

0210290276* 

50-280 

8 

0210210046 

NUREG 


WILSON. J L 

0210290202* 

50-280 

S 

0208290100 

FOIA 


WILSON. K R 

8210190697* 

50-302 

8 

8210010164 

50-335 

6 

WILSON. R D 

0310200053 

go-400 

0 

Q3 10060209 

50-251 

S 

WILT. D D 

8210010250 

50-440 

G 

8210000262 

go-250 

8 

WIUT.B D 

8210010350 

50-440 

0 

8210130486 

50-335 

S 

WILT. J) D 

8210010323 

50-440 

0 

8210130532 

50-335 

g 

WILT, P D 

8210010333 

50-440 

0 

8210260116 

SO-250 

s 

WILT.P D 

0210050173 

90-440 

0 

8210260357 

50-335 

s 

WILT. D 0 

e2l0OS0l73 

50-440 

0 

82IO10O3S4* 

FDIA 


WILT. P 0 

0210050228 

50-440 

0 

8210IS0401* 

CONTRACT 


WILT. 0 D 

0210050328 

50-440 

0 

B2I0120604* 

40-8745 


WILT. 0 P 

0210030243 

SO-440 

0 

8210010345 

50-440 

0 

WILT, D D 

9210050242 

50-440 

0 

8210010345 

50-440 

0 

WILT. D D 

921 0050258 

SO-440 

0 

G210010457 

50-440 

0 

WltT. 0 0 

9210050252 

50-440 

0 

8210010457 

50-440 

0 

WILT. D D 

9810250331 

50-440 

0 

8210050255 

50-440 

0 

WILT. 0 D 

9210230331 

50-440 

G 

0210050265 

50-440 

0 

WltMS. R W 

8210010284* 

50-329 

E 

8210070405 

50-440 

0 

WINTERHOFF. D 

8210130236* 

30-373 

0 

8210070406 

50-440 

0 

WINFERHaFFi D 

8210250163* 

50-373 

8 

8210160467 

50-440 

G 

WINTERHOFF, D 

8210260313* 

50-373 

S 

8210130467 

50-440 

G 

WIRFS. L 

8210070426* 

FOIA 


0210100159 

50-440 

0 

WIRFB.L 

6210070464* 

FOIA 


0210100159 

50-440 

0 

WITHERS. D P 

8210010307 

PR 


8210230309 

50-440 

0 

WITHERS, D D 

8210040163 

50-344 

P 

8210220309 

50-440 

G 

WITHERS, 8 D 

8210060253* 

50-344 

0 

8210220309 

50-440 

0 

WITHERS. 0 D 

021013039? 

PR 


8210220309 

50-440 

Q 

WITHERS, B D 

62 1 022030 1 

PR 


8210220396 

50-440 

0 

WITHERSPOON.^ 

8210130315* 

SO-537 

A 

8210220396 

90-440 

0 

WIZNER. P G 

S21G190277* 

50-315 

8 

8210220405* 

50-440 

0 

WIZNER, D 0 

0210190287* 

50-315 

8 

82 10220 4 OS* 

50-440 

0 

WIZNER. P Q 

8210190415* 

50-315 

8 

S2 10280231 

50-440 

Q 

WIZNER. P G 

8210 190735* 

50-316 

8 

821 0280231 

50-440 

Q 

WOJCHOUSM.A V 

0210060260* 

50-263 

8 

8210260246 

50-440 

0 

WOJNAB/E J 

8210310142* 

50-309 

Q 

0210280246 

90-440 

Q 

WOLF, J F 

8310270176 

50-320 

0 

6210290237 

50-440 

0 

WOLF.J F 

8210280245 

50-275 

0 

8210290207 

50-440 

0 

WOLF, T R 

8203] 20 100* 

50-331 

S 

0210050320 

50-277 

P 

WOLF. T R 

8206220591* 

50-324 

P 

8210150356 

50-277 

ft 

WOLF. T R 

8207120140* 

50-324 

P 

8207050075 

FOIA 


WOLF. T R 

8209150162* 

50-325 

P 

6210260065 

50-413 

V 

WOLF. T R 

8209150164 

50-324 

a 

6210000113 
821008013! 
621 026057 ( 
821027026: 
8210050071 

821005007^ 
821-0 050071 
0210050081 
621005008^ 
821005009] 

6210050092 

621005010^ 

0210090109 

8210060361 

8210060372 

XPOftTLlC 

WOLFE, ft 

8210130366* 

50-346 

8 
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AUTHOfl 


wQLLerr. s 
woLLErr. s 
WuLLETT. S 

wollett,s 

UOLLETT, S 

WuLLEVtrt-E J 
WOLT^^ER. E 
WOLT^JER. E F 
wove, T 
WQva T 

WOOD-E C 
WOOD- E C 
WOOD. E C 
WODO.E C 
WOODHEAD.C P 

WCODHEAD.C P 
WOODRUFF, ft L 
WOODRUFF* ft L 
WOQDHUFF*R L 
WOODRUFF. R L 

WOODS. H W 
WOOLEVER.E 0 
WOOLEVER.E J 
WOOLEU£ft*£ J 
waOLSEV.fi T 

WGOLSEWR T 
WOOLSEV.R T 
WOZNfA.^, D R 
WRAV, J R 
WRAV. J R 

WRAy.J R 
WRA\ * R 
WflrOHr* E Q 
WRIGHT. E 0 
WRIGHT. C 

WRIGHT. N A 
WRIGHT. U A 
WRIGHT. N A 
WRIGHT, R J 
WRIGHT. R J 

WRIGHT. R J 
HfilGHT. R J 
WRIGHT. R J 
WRIGHT. R W 
WRIGHT. R W 

WUDZKI.J J 
WULLER.O E 
WULLER.O E 
WULLER. G E 
WULLER.O E 

WULLER. G £ 
WULLER.O E 
WULLER.O E 
WULLER.O E 
WULLER. 0 E 

WULLER, 0 E 
WULLER.O E 
WULLER.O E 
WVAT Ti J ti 
WVSOCKI, J 

VANOELL.L A 
VANICHKO.S E 
YARHICK. T P 
VARNICK. T P 
YATES. K R 


ACCESSION SUBJECT 


number 

category 

AUTHOR 

8210130587 

6210190076 

6210260270 

8210270027 

8210270393 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

/ATES, K R 
YODER. G L 

YORK, F S 

YORK. J W 

YORK, J W 

S2 10260 143 
8210290107* 
6210210238* 
8210190246 
821 02500 19 

50-412 S 
50-220 0 
50-271 Q 
40-299 

40-299 

YORK. J H 

YOUNG. F 

YOUNG. G G 

YOUNG. M A 

YOUNG. M A 

8210210015 

0210260193 

6210260199 

8210270165 

8210040082 

50-309 B 
50-309 S 
50-309 S 
50-309 S 
50-341 0 

YOUNG, T 
vau.NG. T 

YOUNG. T 

YOUNG, T 

YOUNG. T 

8210120261 

8210010048 

8210010100 

8210010154 

8210010358 

50-142 G 
State Prog 
State Prog 

State Prog 

State Prog 

YOUNG, T 

YOUNG, y A 
YOUNGSLOOD.B J 
YOUNGBLOOD, 0 J 
YOUNGBLOOD. 0 J 

0101090296* 

021OO7OJ55 

8210070233 

8210260135 

8210120619 

50-247 S 
50-412 S 
50-412 S 
50-412 S 
40-0781 

YOUNGSLOOD. fl J 
YCUNGDLOOO. Q J 
YOUNGBLOOD. D J 
YOUNGDLCQO, B J 
YOU.NGBLOOD. B J 

8210120624* 

8210210515 

8210060319 

8210070345* 

8210080179 

40-8781 

40-8084 

XPORTLIC 

50-219 Q 

70-143 

YOUNGBLOOD. D J 
YOUNGBLOOD, fl J 
YOUNGBLOOD, D J 
VOU.NGOLQDD, B J 
YOUNGBLOOD. 0 J 

8210150358* 

8210250210 

8210180145* 

6210180433* 

82102501(6* 

50-335 0 

50-275 P 

FOIA 

FOIA 

50-373 0 

YOUNGBLOOD. 0 J 
YOUNGBLOOD. D J 
YOUNGDIODD, D J 
YUHAS. G 

VUHAS, 0 P 

8210040016 

8210060062 

8210260033 

8210120138 

8210120178 

50-329 G 

50-329 G 

50-440 G 

WASTE MOT 

WASTE MGT 

VUNQT. C P 

YUNDT, C P 
VUNOT.C P 

2ARIJIS, W A 
ZEDROSKI.E L 

6210120325 

8210120356 

0210120359 

8210010143* 

6210220145* 

HASTE MOT 

WASTE MGT 

WASTE MGT 

50-413 Q 

50-400 Q 

ZECH. G 

TECH, 0 

ZIBULSKY. H 

zibulsky. H 

ZIELENDACH. W R 

8210120541* 

8209290072 

0210040(04 

8210050278 

8210050281 

CONTRACT 

50-461 A 

50-461 A 

50-461 E 

50-46J E 

ZIELENBACH.W R 
ZIMMERMAN, J V 
ZIMMERMAN, J V 
ZIMMERMAN, J V 
ZIMMERMAN.J V 

8210050289 

82I01301B1 

0210130270 

8210130399 

8210130490 

50-461 E 

50-461 0 

PR 

PR 

50-461 A 

ZIMMERMAN. J V 
ZIMMERMAN.J V 
ZIMMERMAN. J V 
ZIMMERMAN.J V 
ZIMMERMAN.J V 

8210150357 

0210260003 

8210280089 

8210010381 

0210150552 

50-461 A 

70-2946 

50-461 A 

PR 

NUREG 

ZIMMERMAN.J V 
ZIMMERMAN.J V 
ZIMMERMAN.J V 
ZIMMERMAN.J V 
ZIMMERMAN.J V 

0210190539* 

8210190429* 

8210260557 

6210270195 

8210120092 

50-285 Q 

50-282 p 

40-8102 

40-8(02 

NUREG 

ZIMMERMAN.J V 
ZIMMERMAN.J V 
ZIMMERMAN.J V 
ZIMMERMAN, J V 
ZIMMERMAN.J V 


ACCESSION SUBJECT 

number category 


8210130102 
021O1SO567 
8210010233 
82100103030 
83 1001 0305* 

e3100103U* 
8210150091* 
02lOOlOOi7* 
821004001 & 
8310280060 

8210060336* 

0210060345* 

8310250138 

0310350361* 

0210250375* 

8210200372* 

8310040340 

8210040285* 

8210040307* 

0210040320* 

8310040370 

8210040373 

8210040377 

0210120341 

8310120344 

8210120348 

0210210288 

8210280430 

8310280429 

0210270008 

8210290115 

8310290128* 

0210290363 

8210010260 

8210280248* 

8210190026* 

8210250084 

8210250164 

8210250074* 

0201(90041* 

0310120188* 

8210120196* 

8210230179* 

8210320264* 

8310130092 

8210120102 

0210070433 

8310070439 

0210070443 

8210080065 

8210000138 

0210080143 

8310080149 

8310000153 

0210080157 

0310080162 

8210080334 

8210080343 

8210080345 

8210080340 

8210120117 : 

8310120511 : 

8210130519 ; 

8210130055 J 

0310130059 ) 


NUREG 

NUREO 

PR 

5O’-430 0 

50-309 0 

50-338 0 

50-20^ 0 

FOIA 

50-460 G 
50-244 G 


50-312 0 

50-528 Q 
50-312 S 
50-528 0 

50-520 0 

50-520 Q 
40-0793 
50-338 P 
50-330 P 
50-330 P 

50-483 A 
50-482 P 
50-341 A 
50-424 A 
50-350 A 

50-546 A 
50-387 P 
50-454 A 
50-454 A 
50-546 A 

50-397 P 
50-307 p 
50-454 F 
50-206 & 

50-397 0 

50-344 F 
50-344 B 
50-344 S 
50-260 P 
raiA 

50-3 p 

roiA 

70-371 

70-687 

NUREO 

NUREO 

XPORTLIC 

XPGRTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 


AUTHOR 

ACCESS ton 

NUMRER 

LUP CCT 
C4TtS. a 

ZIMMERflAN, J V 

7 I ttriERMAN. J V 
ZIMMERMAN, J V 
ZIMMERMAN.J V 

Z IMMERMAN, J V 

G2lOt J0r)*5j 
83101300^6 
03101 J0070 
G3l026a0<| 1 
10 JY-O'-.J i 

itr^iLL 
JM'RlLtt 
n nflrLM 

IPOSILJ- 

>Fu91lJi 

ZlMflERMAN, J V 
ZIMMERMAN. J V 
ZIMMERMAN, J U 
ZIMMERMAN, J V 
ZIMMLRMAM, J V 

0? 1 0uV,O‘j4 1 
esiojYjO'i/ f 
OJ 10 Z60-D/4 
02MOJ60'i/M 
O3l0J60'Hj!C4 

SPl'HTi II 
JtJmMC-K 
iHfRlLl' 
If tlfilLli 
ir'LiflRCi 

ZmMLHflAM, J V 
ZIMMERMAN. J U 
ZiriMCRMAN, J V 
ZIMIILKMAN, J V 
ZiMHCRflAN, J V 

OJ10.»7<J|JIJ| 
GSIOJZOODJ 
Ci3l<>*'/OOOS 
GJ10P/009V 
nc?10p/Nl UR 

xf twlLW 
It UitLlL 
RI'kHU H 
jcrfiiMiP 

ZIMMERMAN.J V 
ZIMMERMAN. J V 
ZIMMCRMAN, J u 
ZIMMERMAN.J V 
ZIMMERMAN. J V 

njiojzo uv 
02io«'yoi.i / 
03hl'zoi‘) 6 
ffJlO.VtJ '0 1 

M■|•OTl li 
Jll'l'MI It 
If < 'HU- 
St I’nd Ic. 

*i'iHri rc 

ZIltHLRItAN. J V 
ZIMMERMAN, ,/ V 
ZIMMERMAN, J V 
ZIMMERMAN. J V 
ZIMMERMAN, J V 

\ 

rjiOLVoj Ui 
OJIOJ.’OJM,' 
0*’l(),VO,‘Jt.1 
IIJIDJ/O.'iri', 

ifcirinri. 
Xi \»^U 1 
ilU-'TU'' 

Hf 

Zll'iMERMAN, J U 
ZIMML'RMAN, J V 
ZIMMERMAN. J V 
ZIMMERMAN.J V 
Zlf^MERMAN, J U 

fiJKXVOJCU, 
tip 1 OJ/OJeJ ; 
02' 1 (>.•;<> JVC J 
fJJlOJ/Ull i 
M,1I01V04 (3 

JPI'IMII' 
rmiMi ji 
Ihlilili 

urunfLCi 

icpHPtr 

ZIMMERMAN.J V 
ZIMMERMAN, J V 
ZIMMCRMAN, J V 
ZIMMCRM.ML J V 
ZIMMERMAN, J V 

njJ0.V0446 

HSIOI’KGO 

03 10, >4100 IH 

rRzio.vjooio 

liJI0,'i]u4OV 

jirijpiiM 

«( ihiiii 

xrpkiTn' 
ItrirBH 1 

J<f ililc !■ 

ZIMMrRMAN. J V 
i IMMCRMAN. J V 
ZIMHIRMAN, J V 
ZIMMERMAN, R P 
ZIMMIRMAN, b R 

□;IUV(J04 14 
nr.'hVlM4 10 
[>J10J(104J.' 
8^102901/ i. 
«a I ooAO i 1 tf 

UHIil 

III JMii. 
Yl'llH R h 

ao :u : 

5i> tJ4 t 

riMMCRMAN, fj R 
ZIMMERMAN, 0 R 
ZIMMERMAN. a R 
ZIMMERMAN, B « 
ZIMMERMAN. 0 R 

OJl 0060,14 9 
021012064 *1* 
0J 10130049 
02] OL JOa95 
0:MOI3OJJ1 

50 rai f 
90 .'&( r 
Il’RHRfC 

50 Vi f 

TO t> 

ZIMMERMAN. 8 H 
ZIMMER MAN. 0 R 
ZIMMERMAN. B R 
ZIMMERMAN. 0 R 
ZIMMERMAN, G R 

n:>ioi30c) in 

0210150I7II 
riaioi50J64 
021 0250 JOL' 
f]210yD005 4 

90 i.'i f 
90 ZM 1 
50 2M P 
90 1- 

iC 4lG C 

ZIMMERMAN, B « 
ZIMMERMAN. S R 
ZIRWAOrH R 

ZU0AN6. 2 

ZUOANS, Z 

njioano275 

0»?1O2'/O13n 

aaioibooivi 

ouonavooafi 

ojoopvooa* 

?)D-3Z1 r 
50 *hi f 

50 ji; s 

AIRI 

ZUDANSi 2 

ZUDAN8. 2 

ZUOANS, 2 

ZUFELT. E 

ZUKOft. D 

02101(10.1.90* 

0ai02ZO39« 

021027039IJ 

02102000241 

0203090669* 

ccif*iPA:T 

DC 341 t 
S034I 3 

50 J)J i 
so-a-ji 1 

ZUMMO, J 

ZUPKO.J M 
ZURAKOWSKlrP R 
ZWCT2IG.0 0 
ZWCTZIO.O 0 

D2i0;i90240 
0210250^45 
021000031 (« 
0210060141* 

OS 10060299* 

PR 

f 

70-754 
5Q'?75 a 
50 SOi, i 

ZWIEO. A 

82 101 505 



] 

j 

i 

) 

i 
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The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P, The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
In this column by symbol; for example, ACRS, These cate- 
gories are defined in Appendix B and listed in the Contents. 


An asterisk following the accession number In this Index 
indicates that the document Is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
Index entitled "'Cross Reference of Enclosures to Principai 
Documents." 
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ACCESSION 

NUMBER 
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AUTHOR 

AFFtUJATlON 

ACCESSION 

NUMBER 
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CATECanY 

AMAX. loc 

02IOOQOO33 

XPORTLIC 



0210000022# 

CONTRACT 



031OOSOO35» 

XPORTLfC 


Altfen R«se#rch 

8210050388 

NUREO 



82102S0035 

40-0820 



82101 30287# 

50-309 

E 

A»«aciAt«5. Inc 

8210150557 

NUREO 


Allird Gbemical Corp 

82101 50600 

40-3392 



02IOOSOI92 

50-209 

Q 

Amoncan Electric Power Service- Corp 

8210070286# 

50-315 



0210210359 

50-289 

0 

American Oeopbtjsl cel Union 

8210190002# 

CONTRACT 



0210240400 

30-209 

0 

Americen In«tltute of Aeronautics. & 

9310120432# 

CONTRACT 


A«T-ci|«t Ccmversion Co <9ubs of 

8210040255 

TOPBEP 


Astronautics 




C^jivrdl Tlte S' Rubber Co ) 




American Nuc leap Insurers 

0310010307 

PR 



82 100 4025 7« 

TOPREP 



8210040275 

TOPREP 



8210040239» 

TOPREP 



8210290255 

PR 


Ait FoTC»iiDppfe of 

8210070459« 

CONTRACT 


American Nuclear 9oc 1 

8210010210 

PFl 


Air Fore !.> t of. Radioisotopr Commititoe 

8210270179 

40-8577 



0210010232 

PR 



a210270lB2« 

40-0377 



8210320379 

PR 


Co 

0210010129 

50-340 

8 

Amersha#! Corp 

8210080225 

71-9167 



0210010129 

50-348 

0 


02J 0080233# 

71-9167 



021001 0139« 

30-340 

B 


02 10 05023?** 

71-9167 



02IOOIO147« 

30-340 

3 

Anehelm, CA 

8210250356 

FROJ 



0210010195 

50-348 

r 

Antfrulis Research Carp 

0210270221# 

CONTRACT 



0210010195 

50-340 

F 


0210270223# 

CONTRACT 



0210010224 

pn 


Antioch College oP (.aw 

8210150341 

50-155 

Q 


82100 50044 

50-364 

P 


8210210301 

50-155 

Q 


821OOSOO09 

50-364 

P 

Appling Gountg. OA 

8210120425# 

contract 



0210000299 

TCPflEP 


Argonne National Laboratory 

0208290019 




021 01 30270 

PR 



821 ■ 




8210130527 

50-364 

P 


82' 




8210150074*1 

50-340 

0 

Arliona Public Service Co 





0210150338 

50-364 

P 






02101 30344» 

SO-J64 

P 






82101 90073** 

50-348 

F 






0210170073** 

SO-349 

F 






0210190409 

50-340 

8 






02101906144* 

50-340 

B 






0210190722 

50-340 

R 






8210190723** 

50-340 

R 






8210 190747 

50-364 

R 






0210190773# 

50-364 

R 


tJtfilUU/’UtClJ 

50- 520 

0 


0210250090 

50-364 

P 


82100 70219 

50-530 

a 


0210240410 

50-364 

P 


9210070229 

50-520 

0 


0210240437 

50-364 

P 


8210070229 

50-528 

8 


0210240453 

50-348 

8 


8210070229 

30-528 

S 


0210240453 

50-340 

a 


6210070320 

50-520 

3 


8210260443# 

50-348 

8 


0210070320 

30-520 

0 


8210260470# 

50-340 

8 


0210070320 

50-520 

a 


0210240400# 

50-340 

8 


8210070321 

50-520 

a 


0210240490# 

50-340 

8 


8210070339 

30-saa 

s 


8210200158 

50-340 

P 


0210070339 

50-520 

8 


0210280150 

50-340 

P 


8210070339 

50-520 

s 


0210200145# 

50-340 

P 


0210070354 

50-520 

a 


0210280145# 

50-348 

P 


8210070374 

50-520 

0 


0210200282 

50-364 

P 


8210070391 

S 0-529 

s 


0210290299 

50-364 

B 

. 

8210060155 

50-520 

0 


8210290292# 

50-364 

B 


0210130107 

50-528 

8 

■ ^ A jp h ^ ^ O' f j 

0210070335# 

50-430 

A 


8210130396 

PR 


VPI*T wi ^ 

0210070358# 

50-430 

A 


6210130443 

50-528 

Q 
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420 
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0210130446 

50-530 

B 



8210290253 

PR 



8210130491 

50-530 

S 

ONR Ouners Group 

0210050053 

TOPREP 



02101 30495 

50-529 

s 



8210250181 

TOP REP 



8210130544 

50-529 

3 



0210230184* 

TOPflEP 



9210130544 

50“929 

S 

Babcock 

6 Nt Icox Co 

8209090009 

TOPfiEP 



0210150163 

50-528 

A 



0210010284* 

50-329 

E 


02101 50176* 

50-528 

A 



8210060346 

TOPREP 



82101 90315 

50-528 

C 



0210120304* 

0A999 



8210190463 

50-528 

A 



8210120315* 

QA999 



8210190717 

50-523 

A 



0210130300* 

70-135 



B210190717 

50-526 

A 



8210220231 

70'G24 



8210220394 

50-520 

0 



0210220497 

70'27 



0210250100 

50-528 

S 



0210250132 

PT21 



0210250305 

50-520 

S 



0210270232 

70-27 



6210250326 

50-520 

3 

Backuci 

R A 

0210060194 

50-443 

G 


8210260275 

50-526 

5 



8210060194 

50-443 

C 


8210260563 

70-2949 




0210060206* 

50-443 

C 


0210270211 

50-520 

A 



0210060206* 

50-443 

fl 


8210280057 

50-528 

A 

Baiti/nore Gas & Electric Co 

0210040066 

50-318 

•i 


0210290057 

50-520 

A 



8210040069* 

50-318 

s 


821 02B0057 

60-528 

A 



8210040142 

50-317 

t] 


8210200139 

50-520 

A 



0210040144* 

5Q-317 

1» 


9210280137 

50-528 

A 



62100402U 

50-310 



0210280139 

50-520 

A 



0210040216 

50-318 

u 


8210280199 

50-520 

A 



8210040219* 

50-310 

fj 


G2102Q0199 

50-520 

A 



8210040226* 

5Q-3ia 

R 


82102B0199 

50-528 

A 



821OO6O30S 

SO-317 

rj 


82 10280374 

50-520 

£ 



0210060390* 

50-317 

fJ 


82101 50631 

RES 




8210060394* 

50-3J7 


Arx7onaj Unlv of 

65 1005 0509* 

CONTRACT 




8210070159 

50-317 

0 


6510210066* 

CONTRACT 




0210130103* 

50-317 

3 


8210040109 

50-313 

P 



0210130330 

50-317 

F 


021004011 J* 

50-313 

P 



8210130338 

50-317 

P 


021OOSO346 

50-368 

S 



0210130342* 

50-317 

P 


8210070395 

50-313 

F 



0210130342* 

50-317 

P 


9210070395 

50-313 

F 



0210130391 

PR 



02101 2024 7« 

50-313 

Q 



0210130461 

SQ-317 

h 


82101 20252* 

50-313 

0 



02IOI 30465* 

50-317 

S 


0210130212 

50-313 

8 



8210130543 

SO-317 

6 


82lOJ3D2l4tf 

50-313 

8 



0210130558* 

50-317 

Q 


8210130382 

50-313 

S 



821013056B 

50-317 

ij 


0210130388* 

50-313 

B 



8210130578* 

S0-3J7 

s 


0210130409 

50-360 

P 



0210150423 

50-317 

r 


8210130313 

50-313 

8 



8210100005 

50-317 

r 


8210130522* 

50-313 

Q 



0210100039 

50-318 

a 


0210150002 

50-313 

P 



0210180124 

50-317 

p 


02101 50073 

50-313 

r 



021 0 1 90290 

50-317 

3 


0210150073 

50-313 

F 



Q2l 01 90296* 

30-3V7 

U 


8210150494 

50-313 

P 



8210190730 

50-31/ 

'3 


0210190517 

50-313 

0 



0210190003* 

SO-317 

(i 


0210190526* 

50-313 

8 



8210190003* 

50-317 

3 


8210190545 

50-368 

0 



6210210320 

50-317 

P 


8210190550* 

50-360 

a 



8210210320 

50-317 

n 


8210220114 

50-313 

p 



8210210457# 

50-317 

n 


8210250159 

50-368 

p 



0210210457# 

50-317 

R 


0210250161* 

50-360 

p 



8310210546* 

50-317 

r 


0210250206 

50-313 

p 



0210210546* 

50-3J7 

F 


8210250292 

50-368 

S 



8210210551* 

50-317 

r 


0210250298* 

50-360 

S 



8210210551# 

50-317 

F 


8210260120 

50-368 

s 



8210220370 

50-318 

p 


0210260123* 

50-360 

8 



B21022038S# 

50-318 

p 


0210260100* 

50-313 

0 



8210250008 

50-310 

a 


8210260192 

50-313 

p 



8210250095* 

50-310 

G 


0210370101 

50-360 

p 



8210250154 

50-317 

s 


8210280112* 

50-313 

r 



0210250160* 

SO-'Sl? 

s 


6210280112* 

SO-313 

F 



8210260299 

50-310 

p 


62I02G01I4* 

50-313 

F 



8210270237 

50-310 

B 


8210290240 

PR 




8210270241* 

50-318 

s 

Arm«d Force* Redi ob i o j og i-c Research 

0210260425 

50-170 

0 



8210270244 

50-317 

3 

tnitltut* 






8210270248* 

50-317 

8 

ArmV«Dept ofi Headijuarber $ Materiel 

8210270222 

40-0632 







Development U ReAdinees Comoiand 






0210270252 

50-317 

Q 







0210270257* 

50-317 

S 


8210270227* 

40-8632 




8210270266 

50-317 

S 

Arni^i Dept of 

8210190105* 

CONTRACT 



6210270269* 

50-317 

Q 

Arm(/fD»pt off Corpt of Engineer* 

8210120471* 

CONTRACT 



8210270272 

50-317 

S 

Aspectif Inc 

82101 90167* 

CONTRACT 






Aasoclated Techno logleej inc 

0210220226 

PR 




0210270273* 

50-317 

5 







6210270274 

50-317 

S 

Atlas Mineral* 

0210150596 

40-3433 




B2I027027S* 

50-317 

S 


8210260079 

40-3453 




0210270276 

SO-317 

3 


0210260080* 

40-3453 




8210270278* 

50-317 

8 

Atom Sclencaei Inc. 

82101 20440* 

CONTRACT 






Atomic InduitfiAl Forum 

02060 60013* 

COMMISSION 



8210270279 

50-317 

S 







8210270200# 

50-317 

6 


8209270379* 

COMMISSION 



0210280134 

30-318 

9 


8210130200 

PRM 




8210280141* 

50-318 

S 


6210290242 

PR 




8210280191 

30-310 

3 



'-unruHATE SOURCE fNDEX 


421 


AUTHOR 

AFF [LIATIDN 

ACCESSldN 

NUMJICR 

subject 

CATEoaRY 


8210200194 

50-318 

y 


8210200195* 

50-31© 

S 


0210280200* 

S0-3ie 

8 


8210280203 

50-317 

S 


0210200205* 

50-317 

G 


0210280249 

50-317 

G 


0210280255* 

50-3J 7 

Q 


0210200263 

SO-317 

s 


0210280267* 

50-317 

5 


8210280279 

50-318 

S 


0210200204* 

50-310 



02102B0296 

50-317 

0 


02 102 00301* 

50-317 



0210280305 

50-317 

B 


0210280313* 

50-3t7 

9 


0210200310 

50-317 

B 


□210200332* 

50-317 

S 


0210280336 

50-3 IB 

9 


0210280341* 

50-318 

9 

CaUelJe MeaionaZ Institute/ Columbus 

02101 S0592 

NUREG 


Ljftoratar 1 as 





0210190007* 

CONTRACT 


8210190420* 

50-333 

0 


8210190428* 

50-333 

0 


0210210014 

NUREO 


iltelle H^*Li5oriiil Institute# Pacific 

8209140027* 

50-244 

P 

/jorthcest Laboratory 





02092 1 0323* 

50-309 

P 


0210050410 

NUREO 



0210070236* 

50-537 

A 


0210070315* 

30-537 

D 


0210070310* 

50-537 

0 


82100 70323* 

30-537 

D 


0210070327* 

50-537 

D 


8210070332* 

50-537 

D 


0210070335* 

50-537 

0 


8210070347* 

50-537 

D 


0210070465* 

50-537 

D 


8210080009* 

CONTRACT 



8210000322 

Rce 



0210120092 

WHEO 



0210120102 

NUREO 



0210120125 

NUREQ 



0210150533 

NUREO 



8210220149 

NUREO 



821 02 7004 1 * 

50-537 

G 


02102 70421 

RCS 



0210290041* 

30-205 

f» 

jr Crej'k Uraniuffi Co 

□210130644 

40-0452 


ihtil Carp 

02100 50248 

50-329 

R 


□210060241* 

50-155 

P 


0210130303* 

50-329 

T 


□210130373* 

50-434 

A 


Q210I 90470 

50-275 

P 


0210190470 

50-275 

P 


0210220203 

PR 



0210260304 

50-329 

T 


0210370331 

50-275 

P 


8210270331 

50-275 

P 

■4tfLartfynif Ptyc hulog i cal Corp 

0210130399 

PR 


liingiTi DuPont j/ Astaciates. Jnc 

0210130399 

PR 


<r idg!«i f~al rbon k */ 6 Oiamand 

0210260367 

50-330 

0 


0210260367 

50-330 

0 


8210260373 

50-338 

Q 


0210260373 

50-330 

0 

cboff, C A 

8210130417 

50-520 

0 


0210270171 

50-520 

0 

hc>/ L L 

8210070132 

50-329 

0 


0210070132 

30-329 

0 


0210070136 

30-329 

G 


0210070136 

30-327 

0 


8210070140 

50-329 

Q 

itij Computar ServtceSi Inc tsubs of 

8210260561* 

CONTRACT 


ling Co J 




|-EMrn«T Corp 

8210150517* 

QA799 



02101 30526* 

QA997 



0210290367 

XPORTLIC 



0210290372* 

XPORTLIC 


«Tt Col L *94 

0210180362* 

CONTRACT 


Qn Ed lean Co 

02041 60212 

50-293 

& 


8204160222* 

50-293 

a 


0204 J 60225* 

50-293 



82071 00064 

FOIA 



8210040100 

50-293 

B 


8210040103* 

50-293 

e 


t 


AUTHOR 

AFFiLfATION 


Do^tqn 5tdt« CaDege 
Drookhaven l^aElonal Laboraton; 


Drgant Ic Ori|ant AfA 
Durns t Roe Co 
Durs9<|« D 

C-E 0(>erat(n} Plants Ounors Group- 
C Itoh tn Co CAmericalf Inc 
Cabot Cor|> 

California^ Stabs of 


Calitorniai Unlv -of* Gorkelay 


CaHfornlai Univ qfi toe Angalai 


Caivert County/ HD 
Camner S< Shapfro 

Carolina Envl ronmen-tal Study Group 
Carolina Pouar & Light Co 


ACCESSION 
NUH BER 


82100 901&6 
G2 10060023 
S2l006G03Ga 
B2100600SO 
G21 0060085* 

6210060164* 
62 100601 BO* 
8210070245 
8210070247* 
8210070340 

6210070346* 
8210130399 
0210130472 
8210130479* 
82101 50444 

6210 1 90235 
02101 90237* 
8210190721 
8210250085 
82102 50122 

B2102 80129 
8210280131 e 
8210280146 
82102 QOlSOe 
82101 50350 tt 

8207160066 

8210070449 

6210120367 

8210120390 

8210120495 

9210120459 

8210120460 

8210120466 

02101 20630 
0310120642* 

8210120649 
0210220135 
8210210444* 
02100 40173* 
02101 50458 

3210040323 

8210080324 

8210080339 

8210050180 

8210290097 

8107270166* 

8107270169* 

0107271)174* 

8107270170* 

8107270170* 

8107270182* 

8107270182* 

8107270185* 

6107270JG5* 

0107270188* 

8107270191* 
8107270194* 
0107270196* 
81072 7019B* 
0107270199* 

02101 50456 

02102 OOOQl 
0210250076 
02102 90Q43* 
0210290051* 

8210180371* 
0210150334 
8210260150 
8209140148 
82091 401 S3* 

8209160299 
8209160311* 
8S 1 0010020 
821OOJO103* 
82ioai{)i0a* 

8210010290 

8210010303* 

82I001036D* 

0210010399* 

8210010473 

8210010475* 
021 00 30009 
82100 50106 
8210050106 
S2100501S5 


SUBJECT 

CATEGORV 


50-293 0 

50-293 S 
50-293 S 
50-293 P 
SO-293 P 

30-293 (1 

50-293 0 

SO-293 3 

50-293 S 
SO-293 S 

50-293 S 
PH 

50-293 8 

50-293 8 

50-293 P 

50-293 B 
50-293 S 
SO-293 a 
50-293 P 
71-6346 

50-293 3 

50-293 B 
50-293 S 
50-293 a 
CONTRACT 

ACRB 

RES 

RES 

RES 

RES 

ftE8 

RES 

REB 

RES 

50-341 A 

RES 

NUPEO 

CONTRACT 

QA999 

50-395 0 

TOPREP 
XPORTLIC 
XPORTLIC 
50-275 0 

50-275 P 

30-266 Q 
30-266 O 
50-366 a 
50-266 Q 
50-266 0 

SO-866 Q 
50-266 Q 
S 0-266 O 
50-266 Q 
50-266 Q 

50-266 Q 
50-266 0 

50-266 O 
50-266 a 
50-266 a 

50-142 0 

50-142 P 
50-142 & 

SO- 142 P 
50-142 F 

CONTRACT 
50-322 0 

50-413 P 
50-324 r 
50-324 F 

50-325 S 
50-325 S 
50-261 H 
50-324 0 

50-324 q 

50-324 S 
30-324 B 
50-400 O 
30-324 Q 
30-324 S 

30-324 B 
50-261 P 
30-400 A 
50-400 A 
50-400 A 



(^unruKAlt SOURCE INDEX 


AUTHOR 

AFf iLlATIflfV 

ACCESSIO^J 

NUMBER 

SUBJECT 

CATEODWY 

AUTHOR 

AFFIUIATION 

Access ION 
NUMDER 

SUBJECT 

CATEGORY 


0210090123 

50-400 

A 


0210220409 

PR 



B2£ 00 50362 

50-324 

P 


0210220412 

50-400 

C 


0210050362 

50-324 

P 


8210220412 

50-400 

b 


8210050371* 

50-324 

P 


0210220404 

SO-400 

'I 


021OOSO37J* 

50-324 

P 


8210220492* 

50-384 

Q 


821 0060013 

50-1761 

P 


Q21 02 20499* 

50-261 

a 


0210060016* 

50-261 

P 


021O2SO2O2 

50-26 1 

r 


0210060316 

50-324 

F 


6210260244 

50-324 

I' 


0210060316 

50-324 

F 


0210260244 

50-324 

p 


8210060320 

50-324 

£J 


0210260256 

90-325 

0 


8210060323* 

50-324 

r 


8210260866* 

50-325 



0210060323* 

50-324 

r 


8210260269 

50-324 

‘j- 


8210060327* 

50-324 

a 


0210260294 

50-325 

s 


8210060349 

50-261 

r 


8210260310* 

50-324 

ll 


8210080180 

50-400 

a 


0210260323 

50-324 

p 


0210000180 

50-400 

u 


0210260323 

50-334 

p 


0210080191 

50-325 

s 


0210860325* 

50-324 

p 


02i 0000193* 

50-325 

a 


0210260325* 

50-324 

p 


8210080220 

50-325 

a 


0210260344 

50-329 

*> 


8210000221 

50-324 

a 


0210260368* 

50-325 



82 10080330* 

90-324 

s 


821 0260390 

50-400 



8210080283 

50-400 

8 


0210260390 

50-400 

EJ 


03101 2064 9* 

50-261 

r 


8210260403 

50-334 

(• 


8210120647* 

50-261 

f 


0210260405 

90-384 

i» 


02101 30243 

50-861 

n 


0210260410* 

S 0-324 

r 


8210130244* 

50-261 

n 


8210260410* 

50-324 

p 


8210130295 

50-324 

r 


8210260462 

50-400 

A 


8210130295 

50-324 

F 


0210260473 

50-261 

r* 


8210130323 

50-261 

n 


8210260482* 

50-261 

p 


8210130323 

50-261 

H 


0210260500 

50-261 

1* 


8210130323 

50-261 

N 


8210260511* 

50-261 

p 


821 0 1 30323 

50-261 

H 


6210200054 

50-400 

c 


8210130477 

50-323 

6 


0210200279 

50-324 

r 


8210130483* 

50-325 

5 


021O28O27S 

50-384 

r 


02101 30409 

50-325 

S 


8210200270* 

50-324 

r 


8210130497* 

50-32S 

a 


0210260270* 

50-324 

1 


8210130539 

PR 



8210290074 

50-861 

a 


0210130550* 

PR 



8210290078* 

50-261 

<] 


8210130567 

30-400 

8 


8210290079 

50-384 

0 


8210150016* 

50-324 

Q 


0210290099* 

50-324 

6 


82101 50023* 

50-324 

0 


0210290243 

50-324 

S 


621 01 30030 

50-324 

p 


0210290246* 

50-324 

S 


82101 50036* 

90-324 

Q 


8210290298 

SO-400 

a 


82101 50041 

50-384 

5 


0210290290 

50-400 

s 


82101 50049* 

50-384 

Q 


0210290260 

50-400 

s 


82101 50046* 

90-324 

0 


0810290325 

50-325 

a 


82101 50106* 

50-324 

Q 


0810290331* 

50-325 

q 


82101 90190 

90-261 

P 


8210290333 

50-261 

0 


8210130264 

50-261 

P 


0210290336 

50-334 

S 


8210150291 

50-324 

0 


0210290339* 

50-861 

8 



50-324 

<k 


8810270342* 

50-324 

5 



50-400 

0 


8210890346 

50-325 

6 



50-384 

& 


0210290358# 

50-389 

8 



30-135 

p 


8210290350 

50-261 

P 



30-400 

6 

C*rp*nt;*r Ttefinolagy Corp 

8210060319 

XPORTCIC 




-* 

S 


8210080320* 

XPQRTLIC 





3 

Ovnt^tr for L*u In tih* Public rnt*r*fb 

0210050210 

50-875 

0 




Q 

Ciracj Inc 

0210220917 

XPORTLiC 





A 


8210270861 

JCPORTLIC 





A 

Ch*p*l HUl Antl-Nucl**r Oraup Effort 

0210010326 

90-400 

G 






0810010337 

50-400 

G 






8210150340 

90-400 

G 






021021041? 

50-400 

Q 





C-hir levoi X/ Ml 

0210190215* 

CONTRACT 






C^4tt*noo9*' TM 

0210260920* 

CONTRACT 






ChRm-Nuel*4r Inc 

821O2BO3B0 

71-6601 






ChorrVf M M /Ch*rrv# Flgnn & Kanttr 

0210070127 

50-494 

Q 




„ 


0210070187 

50-454 

Q 


cJriCi v<^U0009 

30-400 

0 


0210070129* 

50-454 

G 


8210200013* 

50-400 

0 


8210070189* 

50-454 

0 


6210200013* 

30-400 

0 


8810160151 

50-454 

C 


8210200021* 

50-400 

<3 


0210210276 

50-454 

G 


8210200021* 

30-400 

Q 


821 0210270 

50-454 

0 


6210200032 

30-400 

C 


8210210364 

50-454 

Q 


8210200032 

30-400 

C 


0210210364 

50-454 

G 


6210200084 

30-400 

C 


8810250071 

50-434 

D 


6210200084 

30-400 

C 


0210260380 

50-454 

8 


8210200086# 

30-400 

C 


8210260360 

50-434 

O 


0210200086* 

30-400 

0 


0210260384* 

90-454 

Q 


8210220075 

30-400 

8 


8210260364* 

90-454 

0 


8210220075 

90-400 

8 


6210290293 

50-494 

0 


0210220132* 

SO-400 

0 


821 0290309 

50-454 

0 


8210220265 

50-261 

8 

Chicagoi Unlv of 

8210190063* 

CONTRACT 



6210220267* 

90-261 

B 

Chrl*t*"R*r la 

8210190341 

90-159 

G 


8210220205 

Pfi 



8210210381 

50-155 

0 



wwnrv^nMIt CIUURCE INDEX 
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AUTHQR 

AFFTLI^iTiaN 


i-rcinnjtj Cas Electric Co 


tii-eni As toe ) <» 1 1 ofi far Sound Enei Qy 


tjient for NutJear fJeactor Safeti^'lnc 


KFjand Electric rilu^inating Co 


ACCESSION 

NUMBER 


8210050137 
8210050332 
821 00 50334# 
B2100A0271 
02100^0309 

021OO6O35B 

0210070402 

8210130294 

0210130297* 

0210130372 

8210 150387 
02101 50443 
8210180154 
8210260279 
0210260480 

0210290281* 

8210290285* 

0210290290* 

8210290299 

0210150224 

8210250104 
8210200355 
8210150200 
0210150317 
02101 50395 

8210150395 

0210220439 

0210220446* 

0210280220 

8210010345 

02100 1034S 
8210010457 
8210010457 
0210040146 
□210040146 

8210040150* 

8210040150* 

0210050132 

8210050255 

8210050255 

8210050374 

0210050374 

0210070405 

0210130173 

0210130173 

02101 3D179 
0210130179 
0210130364 
8210130364 
8210150161 

0210150328 
02101 SO220 
0210150333 
8210150467 
8210100155 

8210100155 
8210190326 
021 QJ 90336 
0210190333 
0210190333 

8210190683 
8210190683 
021 02 J 0079 
8210210304 
8310210204 

8210210353 

0210210353 

8210320305 

0210220305 

8210220309 

0210220309 
821 0220339 
0210220372 
8210220396 
8210220396 

8210220405* 

8210220405* 

0210230299 

8210290299 

8310250322 

8210250322 

82l02i>0009 

0210260011* 

8210260337* 

8210260337* 


SUBJECT 

CATEGORY 


S0-3SB S 
S0-35B K 
50-358 K 
90-350 S 
50-358 a 

50-358 S 
50-350 0 

50-353 A 
50-358 A 
50-356 a 

50-358 K 
50-356 a 
50-336 rt 
50-358 S 
50-358 E 

50-359 Q 
50-359 Q 
50-350 a 
30-358 G 
50-445 O 

50-445 G 
60-445 G 
50-170 If 
50-170 0 

50-170 0 

50-170 0 

50-170 0 

50-170 C 
50-170 0 

50-440 0 

50-440 O 
90-440 0 

90-440 0 

30-440 » 

50 '440 K 

50-440 K 
50-440 K 
50-440 0 

50-440 0 

50-440 G 

90-440 0 

90-440 0 

90-440 0 

50-440 r, 
50-440 C 

30-440 A 
50-440 A 
50-440 a 
50-440 « 

50-440 0 

90-440 0 

90-440 0 

50-440 E 
50-440 0 

30-440 Q 

90-440 0 

30-440 A 
50-440 A 
30-440 C 
90-440 E 

50-440 E 
90-440 e 
50-440 A 
50-440 0 

90-440 0 

30-440 G 
50-440 0 

30-440 0 

50-440 Q 
50-440 G 

30-440 0 

PR 

PR 

50-440 Q 
30-440 Q 

30-440 0 

30-440 0 

50-440 0 

90-440 G 
50-440 G 

30-440 0 

70-2960 
70-2968 
50-440 0 

50-440 Q 


AUTHOR 

AFFlLlAriGN 


Coalition for Safe Power 
Cobe Labor* tone* , rnc 
Colorado State Unlv 
Colorado* State of 
Colt Indostrics* inc 

ColuAbla Univ 

Combutfcion Engineering, Inc 


Coflimerce.DBpt of. National JJureau of 
Standard « 


Conunanwealth Edieon Co 


ACCESSJOM 

NUMBER 

82102 604J9 
8210260419 
8210280231 
8210280246 
0210290367 

0210050389 

8207180039 

8210150223* 

8S10120379 

8210230417* 

8210290309 
8210040329* 
0210120397 
0210130504* 
8210 1 50306 

82101 50313* 
02101 50319* 
0210100133* 
9210190004* 
8210200022 

6210220440 

8210380202 

6210290240 

6210050530* 

8210060147# 

0210130160 
0210130163* 
8209290169* 
02092 90223* 
0210010009 

8210010009 
9210010009 
921 00 10202 
9210010202 
0210010202 

8210010202 

0210010202 

6210010271 

8210010271 

0210010271 

8210010271 

0210010271 

8210010301 

8210040060 

0210040060 

0210040116 

021OO4O12J# 

0210040126 

0210040129# 

8210040131 

8210040134# 

8210040180 

8210040189# 

8210040218 

6210040218 

6210040221 

8210040223# 

8210040223# 

0210040246# 

0210040247 

0210050056* 

an* An 


SUBJECT 

CATEGORY 


50-440 

A 

50-440 

A 

50-440 

0 

90-440 

Q 

50-440 

0 

50-922 

FOIA 

Q 

50-322 

T 

WASTE rtor 
04999 

90-200 

TOPREP 

RES 

70-UQO 

P 

50-470 

E 

50-470 

E 

50-470 

C 

50-317 

CONTRACT 

P 

50-360 

P 

70- 1 1 00 

50-470 

PR 

CONTRACT 

B 

70-390 

50-104 

R 

50-104 

n 

50-10 

r 

50-10 

F 

50-237 

r 

50-237 

F 

50-237 

r 

50-454 

€ 

50-454 

C 

50-494 

E 

50-454 

C 

30-454 

E 

50-454 

A 

50-454 

A 

90-454 

A 

90-454 

A 

90-454 

A 


Pfl 

50-494 K 
50-454 K 

50-304 0 
50-304 3 
50-249 3 
50-249 3 
50-373 9 

50-373 S 
50-237 0 
50-237 8 
50-295 P 
50-895 P 

50-373 P 
50-373 P 
90-373 P 
50-456 


0810060252# 

8210060262 

8810060267# 

8210060266* 

0210060203 

3310060367# 

8210060367# 

02101)60395 

3210060405# 


50-373 8 
50-304 8 
50-304 0 
50-373 0 
50-295 J 

50-237 0 
50-237 Q 
50-254 8 
50-854 B 



^^unruHAI t SOURCE INDEX 


AUTHOR ACCESSION SUBJECT 

AFEILIATIDN NUMBER CATEGORY 


021OOSOO3O< 50-295 T 

8310080031 • 50-293 F 

021 0080031 « 50-295 F 

8210080111 50-29S P 

8210080111 50-295 P 

8210080178 50-237 0 

8210080178 50-237 Q 

821 00 BO 178 30-237 0 

8210080178 50 -237 0 

0210080178 50-237 0 

0210080178 50-237 0 

8210080170 50-237 Q 

0210120105 SO-237 P 

8210120105 50-237 P 

8210120105 50-237 P 

02101 20105 50-237 P 

02101 20551# 50-254 F 

8210130192 50-254 8 

02101 30 t9A« 50-354 3 

8210130197 50-249 8 

8210130300 50-373 R 

02101 30201 » 50-349 3 

821 01 3021 5* 50-373 R 

8210130233 50 - 373 P 

8210130233 50-373 P 

8210130234 50-373 8 

8210130236* 50-373 6 

8210130241 50-373 P 

8210130241 50-373 P 

8210130251 50-S54 8 

02101 30253» 50-254 S 

8210130324 50-254 8 

8210130328* 50-254 9 

8210130370 50-4S4 F 

B210I 30370 50-454 F 

8210130373 50-454 0 

0210130373 50-454 C 

8210130376 50-10 F 

0210130376 50-10 F 

8210130376 50-10 F 

8210130376 50-10 F 

0210130376 50-10 F 

0210130376 50-10 F 

8210130376 50-10 F 

8210130376 50- JO F 

0210130376 50-10 F 

0210 1 30376 50-10 F 

8210130376 50-10 F 

0210 1 30376 50-10 T 

8210130376 50-10 F 

0210130376 50-10 F 

0210130306 90-254 R 

8210130386 50-254 R 

021 0130390# 50-254 R 

0210130390# 50-254 R 

8210130402 PR 

8210130413 50-254 8 

0210130423# 90-254 8 

8210130466 30-254 B 

0210130473# 50-254 8 

0210130501 50-254 B 

0210130511# 50-254 6 

0210 1 50044 50-237 B 

821 OJ 50049# 50-237 B 

02101 50097 50-249 8 

02101 90102# 50-249 8 

8210150405 50-299 R 

8210150405 50-295 fl 

02101504114^ 90-295 R 

8210150411# 50-275 R 

0210100097 50-10 R 

0210100097 50-10 R 

8210180097 50-10 R 

0210100100# 90-10 R 

8210100100# 50-10 R 

0210100100# 90-10 R 

0210100142 50-494 0 

8210100142 50-454 Q 

8210100146* 50-494 0 

0210180167 50-304 8 

02101 00179# 90-304 8 

0210100196 90-10 P 

8210190050 50-373 8 

0210190098# 50-373 8 

8210190299 50-456 8 


AUTHOR ACCESSION SUBJECT 

AFFILIATION NUMBER CATEGORY 


0210170344 50-373 3 

0210190346# 50-373 3 

8210170403 50-247 3 

B210I 90412# 30-249 S 

0210190443 50-275 P 

0210190445 30-237 P 

8210190445 50-237 P 

0210190445 30-237 P 

021 01 90445 50-237 P 

8210190445 50-237 P 

8210190450 50-249 tJ 

8210190462 50-373 S 

0210190464 50-237 P 

021 01 90460# 50-373 S 

8210190471* 50-249 D 

8210190401# 50-373 S 

8210190483 50-295 B 

0210190407 50-373 « 

8210190493# 50-295 S> 

8210190494* 50-373 S 

8210190490 50-373 0 

0210190503* 50-373 9 

0210190509 S 0-373 S 

9210190314# 50-373 S 

0210190522 50-373 « 

0310190525* 50-373 1 

0210190536 SO-373 S 

8210190565 50-237 P 

021 01 90573* 50-373 £1 

8210190606 SO-373 C 

8210190634* 50-295 Q 

0210190624# 50-295 O 

0210190650 50-254 B 

8210190662 50-456 fl 

0210190609 50-295 U 

0210190700# 50-254 C5 

0210190715# 50-295 t. 

0210190737 50-373 B 

8210190744# 50-373 3 

0210190700 50-254 P 

0210200002 50-373 Q 

0210200007# SO-373 L! 

8210200070 50-247 O 

0210220335 50-237 P 

0210220350 S0-]0 F 

0210220350 SO- 10 F 

0210220350 50- JO F 

8210220358 50-10 F 

0210220350 50-10 P 

8210220350 50- JO F 

0210220358 50-10 F 

8210220303 PR 

0210220399 30-295 P 

8210250069 50-237 P 

8210250069 50-237 P 

8210250069 50-237 P 

8210250108 50-454 E 

0210250100 50-454 C 

B210250I0B 50-454 H 

8210250114 50-254 P 

0210250126# 50-254 P 

0210250140 50-234 S 

8210250152 50-373 3 

0210250153# 50-254 la 

8210250155 50-254 P 

8210250155 50-254 P 

8210250163# 50-373 5 

821 02 SO 169# 50-254 P 

8210250169# 50-254 P 

8210250211 50-456 O 

0210250211 50-456 ti 

8210230260 50-237 B 

821 0250270# 50-237 S 

8210250203 50-237 S 

8210230296# 50-237 G 

0210250306 50-249 S 

0210250309 50-234 F 

6210250316# 50-249 B 

0210230324 50-247 Q 

8210250324 SO-247 0 

8210250328 50-249 9 

8210250340# 50-249 9 

8210260023 71-9079 

8210260115 50-373 8 

8210260118# 50-373 S 



V.UHKUHATE SOURCE INDEX 


425 


AUTHOR 

AFFILIATJOW 


it*eh E'nji jn«f r Ing Gervlcvii Inc 
aopport Corp 


NclAcut Vdtnk** AlOflilc Paw«r Co 


ACCESSION 

NUMBER 


0^10260151 
82103601S1 
SSI 0260210 
0210260219 
02 1 026022 U 

Os 10260223 m 
02 10260227 
8210260233 
0210260230# 
0210260254# 

□210260295 

0210260297# 

0210260308# 

0210260311 

e2l02603l3« 

0210260317 

0210260321# 

0210260399 

0210260411# 

0210260405 

0210360526 

0210360526 

0210260526 

0210360526 

0210260526 

0310260526 

0210260526 

0210260526 

0210260526 

0210360526 

0210260526 

0210260526 

0210260526 

0210260526 

0310260542# 

0210360543# 

0210260543# 

0310360542# 

0310260543# 

0210260542# 

0210260542# 

0210260575# 

021OS6O575# 

8210260579# 

0210260579# 

0210270251 

0210370254# 

0210200130# 

0210200120# 

0210200125# 

0210200126# 

0210200126# 

0210200364# 

0210200364# 

0210280375# 

0210200375# 

8210200424# 

0210200434# 

0210200427# 

0210300427# 

0210300445# 

6210300445# 

0210200447# 

0210200447# 

0210290060# 

0210290077# 

0210290000# 

0210290245 

0210040170# 

0210190010# 

0210190156# 

8209300336 

0210010307 

0210010307 

8210010307 

0210010310# 

0210010330 

8210010312 

8210010312 

0210010312 

0210090376 

0210130331 

8210190132 

0210190130# 

8210190663 


SUDJECr 

CATEODiRy 


50-373 P 

50-373 P 

50-373 S 

50-304 a 

50-373 a 

50-304 a 

50-373 B 
50-295 a 
50-373 S 

50-295 S 

50-373 a 

50-373 S 

50-454 Ci 

50-373 9 

50-373 3 

30-373 3 

50-373 3 

50-295 S 

50-295 8 

50-237 P 

50-10 P 

50-10 P 

50-10 P 

50- iO P 

50-10 P 

50-10 P 

50-10 P 

50-10 P 

50-10 P 

50-10 P 

90-10 P 

50-10 P 

50-10 P 

50-10 P 

50-10 P 

50-10 P 

50-10 r» 

50-10 P 

50-10 P 

SO-tO P 

50-10 P 

50-440 I* 

50-440 r 

50-440 r 

50-440 r 

50-249 0 

50-249 0 

50-295 r 

50-895 P 

50-373 Q 

50-299 r 

50-299 r 

50-294 P 

50-234 F 

50-294 P 

50-254 r 

50-295 F 

50-295 r 

50-295 F 

50-895 r 

50-295 f 

50-293 r 

50-299 F 

50-293 F 

30-10 K 

50-10 F 

50-10 F 

PR 

50-806 F 

CONTRACT 

CONTRACT 
50-213 P 

50-213 P 

50-213 F 

50-213 P 

50-213 P 

PR 

30-213 P 

50-213 P 

30-213 P 

50-213 a 

50-213 P 

90-213 8 

90-213 8 

50-2J3 P 


AUTHOR 

affiliation 


ConnMcHcut* Stat* qA 
Conner 6 Nvtfcvrhahn 


Conoyar & AtsdCiatvs^ Iflc ]n«uranc# 

Conacrvatioo Council of North Carolina 
Canaoiid^ted Edison Co of Nobi York 


Cunsol icl#tl on Coal Co 
Coniumerc Fou#r Co 


ACCESSION 

NUMBER 


8210270200 

8210270245 

6210270249# 

02JO28OD71 

8210200074# 

0210200397# 
0210030197 
0S1OOSO197 
0210050326 
82100 30302 

03100 30302 
931 GO 70402 
9310200066 
0210290299 
0210060020 

8210210340 

0210010401 

0210010401 

8210010409# 

0210010409# 

0210010414# 

0210010414# 

0210010425# 

□210-010430# 

0210010443# 

6210010449# 

6210040141 

8210040145# 

8210060232 

0210060232 

0210060396 

0210060400# 

0210070361 

0810070366# 

0210120293 

0810130277 
021013041 1 
02101 30419# 
0210130455 
0210130559# 

0210190690 
021025(108) 
0210250001 
02102 5009? 
021 02501 4 5 

0210290149# 
0210260332 
B2I 02 80194# 
82102 00194# 
8210200159# 

SSI 0290271 
6S1 004021 4 
0SO7O7O419 
BJ2O7O70419 
0207070422# 

0207070422# 

0207070420# 

0207100052 

S21OOIOS70 


SUD^IECT 

CATEGORY 


50-213 P 
S0-SI3 3 
50-213 0 

50-213 0 

SO-233 S 

CONTRAC T 
50-352 O 

50-352 O 

50-352 A 

SO- 352 O 

50-352 0 

50-350 0 

50-352 0 

50-350 0 

70-1651 

90-400 
50-3 
30-3 
50-3 
SO-3 

50 -3 P 

50-3 P 

30-3 P 

90-3 P 

90-3 P 

SO-3 P 

60-247 3 

SO-247 3 

90-247 T 

90-247 T 

50-247 B 

50-247 a 

SO-247 9 

50-247 0 

50-247 P 

rn 

S0-S47 B 

50-247 0 

30-347 P 

90-347 0 

90-247 P 

SO-247 0 

90-247 £> 

30-247 0 

50-247 0 

30-247 0 

90-247 P 

90-3 r 

50-3 F 

90-3 r 

90-247 Q 

90-10 P 

90-329 K 

50-329 K 

SO -329 K 

90-329 K 

50-329 It 

FOJA 

90-329 E 


•a ■3‘S -DC 





CORPORATE SOURCE INDEX 


AUTHOR 

ATFILIATION 


ACCeSSION 

NUMBEfl 


d3ia0£01?3 

03100A0204 

0210060213 

02100602t6ff 

0210060222 

0210060239 

0210070013 

0210070013 

0210070013 

0210070014# 

6210070014# 
62100 70018# 
62100 70018# 
6210000062 
62100 60099 

62100 60113 
62100 60113 
6210080279 
6210120076 
6210130003* 

8210130007# 
8210130130 
0210130143# 
02101 3014* 
821013015*# 

82101 302M 
82101 302M 
8210130265 
0210130265 
8210130266# 

8210130267# 

8210130267# 

0210130334 

8210130440 

8210130457# 

8210130471* 
82101 30462 
6210130494 
8210130494 
0210130505# 

82101 30905# 

6510130921 

0210150146 

0210150152# 

8210150200 

82101 50207# 
82I0J S0470 
8210150533 
6210100166 
8210180191# 

82101 80206 
8210180212 
0210180242 
82101 90364 
82101 90364 

8210190499 

6210190499 

8210190520 

6210190539 

8210190546 

8210190604 

0210190615# 

0210190620 

6210190626# 

0210190639 

8210190649# 

8210200029 

8210210294 

0210210294 

8210220117 

8210220166 

8210220334 

8210220361 

8210220381 

0210290371 

6210260121 
0210260121 
621 0260163# 
8210260195# 
6210260199# 

8210260316# 

8210260504 

0210260527 

8210280061# 

8210280063# 


SUBJECT 

CATEOORV 


50-329 0 
50-155 0 
50-253 fl 
50-255 S 
50-1 55 F 

50-155 P 
50-15S P 
30-155 P 
50-155 P 
50-155 P 

90-155 P 
90-155 P 
50-155 P 
50-255 0 
90-259 O 

50-329 R 
50-329 R 
50-135 O 
50-255 P 
80-329 P 

90-329 F 
50-235 R 
50-253 R 
90-255 S 
50-255 B 

50-329 K 
50-329 K 
SO-329 T 
50-329 T 
50-327 K 

50-329 K 
90-329 K 
90-295 P 
50-159 C 
50-155 0 

90-193 0 
90-329 0 
50-329 T 
50-329 T 
90-329 T 

90-329 T 
PR 

50-253 8 
50-255 Q 
50-193 0 

90-153 0 
90-155 0 
50-153 P 
90-253 S 
50-255 S 

90-153 0 
90-320 0 
30-199 G 
50-320 K 
50-329 K 

90-155 P 
50-135 P 
50-320 B 
50-235 P 
50-235 P 

90-259 B 
50-255 8 
30-259 S 
50-255 S 
50-255 B 

50-255 9 
50-155 0 
90-329 A 
50-329 A 
50-155 P 

30-255 P 
PH 

30-329 0 
50-329 0 
50-139 r 

50-329 8 
SO-329 8 

so-Bsg a 
50-329 Q 
50-329 0 

50-155 Q 
50-329 T 
50-329 T 
50-235 F 
50-255 F 


AUTHOR 

AFFILIATIOM 


Control* for Environmental Pollution^ 
Inc 


Canvalf Inc 

Cooper Energy 6*i'vicei 
Cornell Univ 
Cotter Corp 


Cot/ncll on Economic PrJoriti#* 
Crearti Inc 

Critic 4 l Energy Project 


■D'Appolonia Consulting Engineeri/ Inc 
lOairylend Pouer Cooperative 


Date Design Laboratories 
OaKatb A### Alliance for Responsible 
Energy 


Debavoise t( Liberman 


Debevolse 6 Plimpton 

Oe f ensii Dtp fc af> Defense Rudear Agency 
Del-Aware Unlimited^ Inc, 


Delaware# Univ of 
Detroit Edison Co 


ACCESSiaN 

NUMBER 


6210260076 

8210260107 

0210260276 

6210290163* 

8210290163* 

8210290226 

6210290226 

6210290229* 

8210290229# 

6210290240 

6210390360# 
0210290360# 
62J 0200106* 

6210260041* 

0210260049# 

6210290267 

6210120236 

6210090412 

8210260096 

6210260091# 

8207110023 
8210050360 
0206060002 
821 00 10006 
6210060010 

6210270439* 

8210010369 

8210010394* 

8210040152 

8210030067 

8210050070* 

8210050339 

6210130365 

6210130381 

8210130416* 

6210190203 

8210190446 

8210190448 

6210190454* 

8210190654* 

821022000? 

0210220176 

0210250349 

6210260319 

8210200048# 

8210280091# 

6210260053# 

0210260099# 

021O29O1SJ 

6210290307 

6210060346* 

6210210346 

621 02 1 0346 

6210210347* 

8210210347* 

8208290008 

6210040024* 

6210050202 

6210090202 

621OO9O20B* 

8210050208* 

621013029? 

8210220383 

6210060179 

8210130528 

8210010244 

0210010244 

8210180204 

6210160204 

6210160208# 

6210180208* 

6210180217 

6210180217 

6210160223 

6210180223 

62101 B0224 
6210160224 
6210180226# 
6210160226* 
6210180253 

6210180253 

6210150223# 

0210010269 


SUnJECT 

CATEGORY 


50-339 IS 
90-355 r 
SO -255 P 
50-339 Q 
50-339 Ql 

SO-329 A 
SO-329 A 
50-329 A 
50-329 A 
PR 

50-329 n 
50-329 a 
70-820 

70-820 

70-020 

50-24; n 
PT21 
NJREO 
MASTE MOT 

waste mot 

70-1910 

NUREO 

POIA 

FCHA 

FOIA 

40-0631 
50-409 P 
50-409 P 
50-409 I* 
50-409 P 

50-409 P 
50-409 I 
90-409 r 
PR 

50-409 Q 

50-409 P 
50-409 P 
50-409 b 
50-409 6 

50-409 0 

90-409 J 
50-409 0 

50-409 I 
50-409 P 
30-409 f* 

90-409 r 
90-409 F 
90-409 r 
50-407 P 
50-409 P 

50-209 P 
50-454 0 

50-454 0 

50-454 a 
50-454 0 

FOIA 

50-449 0 

50-413 0 

50-413 0 

90-413 C 

90-413 0 

50-449 0 

PR 

90-348 M 
PR 

50-392 0 

50-352 G 
90-352 G 
50-392 0 

50-352 0 

90-352 B 
50-352 0 

90-352 G 
50-392 0 

50-352 0 

50-352 G 
50-352 0 

SO -352 0 

50-352 0 

50-392 0 

90-392 G 
50-322 T 
90-341 K 



ounruhiAlIz SOURCE INDEX 


427 


author 

affiliation 


.cad Corp 
;i«rcK AaiocX-ate-s 


'g. J A 

J 0 


htnjccl Co 


Lr*f io 


ACCESSION 

NUMBER 

8310010295# J 

8210010297# 

8210010456 

8210040004 

8210040137 

8210000046 

8210130150 

8210130282 

8210130284 

8210150322 

6210180160 

8210170332 

8210190657 

6210190696 

8210220414 

8210250191 

6210260302# 

8210280222 

6210290399 

8207100050 

6207180060 

0207180061 

6210070199 

8210260340 

8210260340 

8210260355 

8310260355 

0210040231 

8210180199# 

8210180215# 

8210180219# 

8210180222# 

6210100227# 

8210180234# 

8210180339# 

0210100247# 

6210160251# 

8210160257# 

6210180260# 

6210100262# 

6S1 01 80266# 
8210180354# 
8210180350# 
82101QQ424# 
8210160427# 

8210160426# 

0210160430# 

0210180431# 

8210180434# 

6210290202 

Q2Q917QQ53 

6210010090 

8210010090 

8210010093 

6210010134# 

6210010232 

0210010202 

8210010353 

0210010387 

0210010463* 

8210040107 

8210040232 

8210040232 

8210040233 

8210040245* 

8210040245* 

8210040245* 

8210040254 

6210040254 

8210040273* 

8210040273# 

0210040279* 

8210040279* 

8210040266* 

0210040206# 

8210050130 
8210050202 
8210050202 
6210050208# 
82100 50306* 


SUBJECT 

CATECORV 


SO-341 K 
50-341 K 
50-341 A 
50-341 8 

50-341 S 

50-341 A 
50-341 A 
Pft 

50-3*1 F 
50-341 Q 

50-341 A 
50-34 1 3 

50-34 1 3 

50-341 Q 
90-341 A 

50-341 8 

50-34 1 0 

50-34 1 A 
RES 
FOIA 

FQIA 

FQIA 

50-352 0 

50-338 0 

50-338 G 

50-338 G 
50-338 0 

50-264 J 
50-10 P 
FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

70-278 

FOIA 

FOIA 

FOIA 

roiA 

FOIA 

50-264 6 

50-413 r 
50-367 0 

90-367 Q 
50-370 O 
90-413 0 

PR 

90-367 Q 
50-267 F 
00-370 Q 
90-269 0 

90-269 F 
50-267 P 
90-269 P 
60-269 P 
50-269 P 

50-269 P 
50-269 P 
90-369 H 
50-369 K 
50-369 K 

50-369 K 
50-369 K 
50-369 K 
50-369 K 
50-369 K 

50-413 A 
50-413 0 

50-413 0 

f 50-413 0 

. 50-413 0 


8210050264 

8210050384 

Q2100603U 

8210070072 

6210070072 


50-413 A 
50-413 A 
50-413 A 
90-369 F 
50-369 F 


AUTHOR 

AFFJLiATiaN 


ACCESSION 

NUMBER 


02J 0070092 
82100601^08 
0210120276 
9310130139 
02101 30 1 77 

0210130160* 
8210130262 
8210130262 
82101 30263* 
8210130263* 

8210130290 

8210130399 

8210130467 

8210130502 

8210130399 

0210150012* 

8210160068 

6210150079 

8210150004* 

8210150094 

B210I 50094 
82101 50J01# 
8210130101# 
02101 S0369 
821 '‘150918 

82101 50518 
82J0 150922# 
8210150322* 
62101 50617 
62101G0056 

£210180053 

6210180053 

£210180060* 

£210180060# 

£210160060# 

6210180126 

0210190103# 

8210190103* 

8210190108# 

8210190944 

82101 90944 
8210190944 
82101 90952* 
0210190952* 
8210190952* 

0210190611 

8210190611 

8210190699 

8210190693 

8210190740 

8210190742 
£2101 90751* 
8210210131 
8210210407 
0210210407 

B21 02 10407 
8210210411* 
82I02104U* 
82102 1041 I* 
8210220134 

0210220134 

0210220202 

£210220202 

8210220206 

£210220206 

8210220319 

0210220327 * 

6210220426 

0210220426 

8210220426 

0210250102 
8210250125 
Q2102 50125 
8210250282 
0210250202 

8210250304 

8210260201 

0310260331 

6210260336* 

£210260415 

6210270139* 

0210270109* 

0210270144* 

0210280017* 

0210280017* 


SUBJECT 

CATEGOHV 


50-413 A 
50-413 S 
50-329 A 
SO-269 P 
50-369 S 

50-369 S 
50-369 K 
50-369 K 
50-369 K 
SO -369 K 

50-269 0 

PR 

50-36? P 
50-237 P 
PR 

SO-369 0 

50-413 0 

30-269 £ 

50-269 0 

30-413 K 

50-413 W 
50-413 K 
50-413 K 
50-269 a 
50-369 F 

50-369 F 
50-369 r 
50-369 r 
70-2944 
SO-267 P 

50-269 P 
50-269 P 
50-869 P 
50-269 P 
50-269 P 

50-370 A 
50-369 F 
SO-369 F 
50-369 F 
50-269 R 

30-269 fl 
50-269 R 
50-269 R 
50-269 R 
50-869 R 

30-4 13 F 
30-413 F 
50-270 B 
50-270 8 

50-370 F 

50-369 R 
50-369 R 
60-869 P 
50-269 P 
50-26? P 

50-269 P 
50-269 P 
50-269 P 
50-269 P 
50-413 0 

50-413 0 

50-369 Q 
50-369 Q 
50-369 a 
50-369 0 

30-369 S 
50-369 9 

50-269 0 

30-269 3 

50-269 0 

50-413 ^ 

50-413 G 
50-413 0 

50-413 0 

30-413 0 

50-369 P 
50-413 A 
50-369 P 
50-369 P 
30-413 0 

SO-369 F 
50-369 F 
50-369 F 
50-369 F 
50-369 F 


<440 


(JUKPUHATt SOURCE INDEX 


AUTHOR 

AFFILIATION 


Ouqusm* Light Co 


EO^(Ol Inc 


ACCESSION 

NUMBER 

SUBJECT 

CATEOPRY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATECDRY 

021 0200050* 

50-369 

F 


8210250373* 

SO-213 P 

0210380020* 

50 *-369 

F 


82102702B8* 

50-135 P 

02102000^5 

50-413 

E 


0210280293 

RES 

8210280065 

50-413 

E 


0210280323 

RES 

0210290045 

50-370 

8 


0310280339 

RES 

8210290003 

50-270 

9 


B21028D432* 

50-247 P 

0810290087* 

50-270 

S 


0310290017 

RES 

0210290119 

50-413 

3 

ENSA. Inc 

8210210594* 

CONTRACT 

0210290190 

50-269 

0 

E*rth<iu*le Engmttrlng Resvjrch In»fcitut* 

B3I01204G6* 

contract 

0210290199* 

50-269 

0 

Ebasco S*rvlc*<, Inc (subs of En«erch 

0210040073 

50-309 n 

8210290350 

50-413 

S 

Corp ) 



8210290308 

50-207 

S 


8210040334 

50-309 A 

8210290313* 

50-207 

s 


02101 50431 

SO-309 fl 

0210290354 

50-413 

s 


0210190720* 

50-261 P 

0810290354 

50-413 

s 


8210260114 

SO-309 A 





8210260466 

50-339 f 

8210290355 

50-269 

S 




0810290365* 

50-269 

9 

Eddlen<ani U 

82102 10308 

50-400 C 

82100 J 0013 

SO- 334 

F 


0210210308 

50-400 ( 

8210040065 

50-334 

S 


0210210376 

50^400 C 

8210050165 

50-334 

P 


0210210376 

50-400 C 





0210210419 

50-400 C 

0210050160* 

50-334 

P 




8210060076 

50-334 

R 


0210210419 

30-400 C 

02(0060001* 

50-334 

R 


0210250068 

50-400 C 

0210060088 

50-334 

R 

Edalstaln 1( Payn* 

8310210419 

50-400 ( 

B21 0060096* 

50-334 

R 

Edarar* Inc 

6210210339 

TDPREP 




Edgarf 0 L 

8210030184 

SO-537 ( 

0210070155 

50-412 

S 




8210070233 

50-412 

s 


0210060185 

50-537 < 

8210130561 

50-334 

P 


8310060200 

50-537 ( 

8210150018* 

50-334 

Q 

Edison Elactrlc Institute 

6210130202 

PR 

8210150185 

50-334 

8 

EdloLi International Co 

0210070410* 

7l-9iS0 





8210000003 

XPORTLtC 

0810150199 

50-334 

S 




8210130201* 

50-334 

S 


8210080005* 

XPDRTLJC 

8810150208* 

50-334 

8 


0210000071 

XPPRTLIC 

0210150312 

50-334 

P 


021031053? 

70-2955 

8810150316* 

50-334 

P 


8210210543* 

70-2995 





0210370021 

XPC3RTLIC 

8210190274 

50-334 

e 




8210190282* 

50-334 

8 

Electric Power Research Institute 

0210120397 

RES 

8210190747 

50-334 

P 

Emporia State Univ 

8310180416* 

CONTRACT 

6210210006 

50-334 

8 

Energij Fuels Nuclearr Inc 

6210220516 

40-9601 

8210210010* 

50-334 

S 


8210250006 

40-0601 





8210250008* 

40-8601 

8210210065 

50-334 

S 




0210210072* 

50-334 

a 


0210250034 

40-0601 

8210220184 

50-334 

a 


6210260017 

40-0681 

8210260125* 

50-334 

F 


0210260018* 

40-0661 

0210260129* 

50-334 

F 


0210260022 

40-0681 





8210270209 

40-8681 

0210260135 

50-412 

B 




8210260143 

50-412 

8 


0210270435 

40-3601 

6210260163 

80-334 

8 

Energy* 0*pt of 

8210040251 

50-337 i 

0210260167* 

50-334 

B 


0210050184 

50-537 < 

8210260203 

50-334 

8 


8310060165 

50-537 i 





0210060200 

50-537 1 

8210260226* 

50-334 

9 




8210260458 

50-334 

F 


B2I0070409 

71-9150 

8210260478 

50-334 

8 


0210130246 

50-537 I 

0210260487* 

50-334 

9 


0210130249 

50-537 / 

821 0270267 

50-334 

P 


0210130311 

50-537 1 





0210130343 

50-537 < 

6210270268* 

50-334 

P 




821 0270271* 

50-334 

P 


8210130435 

50-537 < 

8210280271 

50-334 

8 


0210190466* 

50-322 ^ 

8210280280 

50-334 

8 


0310200057 

70-143 

0210280307 

50-334 

8 


0210210022 

50-537 < 





8210210273 

50-537 / 

8010070320* 

50-305 

P 




82052 S0020* 

50-155 

P 


0210250025 

WASTE MOT 

8810060417 

NUREO 



0210250060 

70-143 

8210070099* 

SO-29 

P 


8210250061* 

70-143 

8810000054* 

foia 



8210260168 

50-537 i 





6210260302 

50-537 i 

0310000037* 

FOIA 





0310060064* 

50-317 

P 


8210260401 

50-537 i 

0310120110 

RES 



8210270074 

71-6639 

9310120124 

RES 



0210270079* 

71-6639 

0310120300* 

50-213 

P 

EnergyrOept off Clinch River Breeder 

0209300333 

50-537 1 




Reactor Plant 



0310120360 

RES 



8210040167 

SO-537 i 

0310120397 

RES 





0310120400 

RE8 



8210040304 

30-537 ^ 

0310120430 

RES 



0210060217 

50-537 J 

6310130463 

RES 



6210060249 

50-537 J 





6210150166 

50-537 f 

8210120654 

RE0 


Engineering Decision Analytie Companyr 

8210070091* 

50-29 1 

6210120657 

REB 


Inc 



0210130409 

RES 





6210150412 

RE8 


Engineering Science 

821 02 003 19* 

CONTRACT 

6210150415 

RES 


EntulilOfE B. 

8210150200 

50-J70 1 




Enviro Audits 

8210040301* 

90-330 1 

8210 1 50421 

RES 


Envlronottntat Protection Agency 

8210130117 

50-413 ! 

6210 1 30560 

MUREO 



0310260235 

50-440 1 

8210130611 

RES 





8210130625 

RES 


Envirosphere Co 

0210200306* 

CONTRACT 

6210200102 

RES 


European Communl t iis* CornfftlBslon of 

8210270094 

XPORTLIC 



CORPORATE SOURCE INDEX 


429 


AUTHOR 

AFFILIATION 


£ T V tipr> 

ft K cr HucLear Co • Itic (^ub-s of Ekidp 
-ilorp ) 


Fj"nt5-»1 lieia]-s isubs of FanstoeK Inc ) 
Fcj«ra]i Emergenct^ Ka-nagoment Agencg 


FinanoPBi D A 
Ft'Or# & Ja^lot? 

FlaiTiflinai Andprsoni McClung & Finch 
FloTida Pflwe-r t Light Co 


ACCESSION 

NUMflER 


0210280064 

0210200080 

8210130517* 

0301200662* 

8210040229 

8210120230 
8210130123 
02 101 50033 
8210150173 
8210150182* 

8210150511 

0210190502 

0210260357 

0210260560* 

0210270092 

0310270164 

0210270169* 

0210270195 

0210270197* 

0210270214 

8210280104* 
0210070075 
0210070109 
021 00 70 J 09 
0210070112* 

0210070112* 
0210130161 
0210130320 
021 01 30430 
0210190760* 

0210210159* 

0210250170 

0210130260 

0210210232 

0210260352* 

0210150490 

0209170062 

0210010017 

8210010Q84* 

0210010153* 

8210010164 

0310010174* 

0210010292 

0210010292 

8210010321* 

0210050061 

82100S0152 

8210050416 

0210050419* 

8210050567* 

0210060209 

8210060212# 

8210060236 

8210060276 

8210060201 

8210060200 

6210060208 

8210060371 

8210000252 

82100802574 

0210000264 

0210130090 

6210130257 

8210130269 

8210130301 

02101 3034B 

0210130399 

0210130456 

0210130462* 

0210130536 

0210130552 

0210130562* 

0210150035 

0210150039* 

0210150407 

0210150407 

0210150413* 

0210150413* 

0210150439 

0210150439 

8210190106* 

0210190186* 

0210190194* 

0210190310 


SUBJECT 

CATEGORY 


XPORTLIC 
XPORTLIC 
CONTRACT 
50-261 P 

TOPfiEP 

50-316 P 
50-316 P 
SO-316 P 
TOPREP 
TCPREP 

TOPREP 
30-219 P 
40-6102 
40-6102 
TOPREP 

TOPREP 

TOPREP 

40-6102 

40-6102 

TOPREP 

40-7500 
50-440 0 

50-445 r 

50-445 r 

50-445 F 

50-445 F 

50-2B9 r 

50-269 F 

50-307 F 

50-254 r 

50-30 2 O 

50-10 r 

50-537 O 

50-537 0 

40-8610 

50-361 0 

50-250 F 

50-389 A 

50-33 5 0 

50-335 0 

50-335 a 

50-335 a 

so-aso p 

50-250 P 

50-230 O 

50-33 5 P 

TOPREP 
50-369 A 

50-369 A 

50-335 f 

30-231 S 

50-251 a 

30-309 8 

50-389 A 

50-250 P 

50-33 5 P 

50-335 r 

50-38 9 R 

30-250 a 

50-250 a 

50-33 5 Q 

50-30 9 a 

50-36 9 £ 

50-369 A 

50-3B9 A 

50-569 F 

PR 

50-335 6 

50-3 3 5 0 

50-309 S 

50-3 3 5 B 

50-335 3 

50-335 3 

50-335 S 

50-250 P 

50-250 P 

50-250 P 

50-250 P 

50-250 P 

50-250 P 

30-250 F 

50-250 F 

50-250 F 

50-335 P 


AUTHOR 

AFFILIATION 


Florida Pow*r Corp 


Food & Drug Administration 

Forbc* Kialth 8gs * East Suburban Health 
Cantor Monrosvi I la« PA 
Fox Cooiulting Engintors & Osologlsts 
Franklin Ins 1 1 tute/Franli 1 In Research 
Cantar 


ACCEBSION 

NUHBER 

B2101 90348 
82101 90351 
82101 90351 
82101 90371 
82101 90374* 

8210190440 

0210190440 

0210190440 

0210190440 

0210190359 

8210190559 

0210220090 

0210220167 

8210220214 

0210220266* 

8210220304* 

0210220451 

0210250313 

0210250317 

0210260116 

0210260117* 

0210260357 

0210260367* 

8210260391* 

0210270253 

8210280067 

8210200254 

8210200291 

8210280291 

0210280293* 

8210260293* 

0210290240 

6210010049* 

8210060198 

0210060263 

8210130310 
8210130319* 
8210130520 
8210130530* 
82101 50216 

8210190677 
8210190681 
82101 90687* 
82101 90691 
8210210421 

9210220DS2 

0210220056* 

8210220207 

0210220395 

0210260010* 

8210260012* 

8210260310* 

8210260377* 

0210260422 

8210260436 

8210260454 

8210260497 

8210290186 

8210290312 

8210"’''^^“ 

B21Ci£VU«(ai 

82101 20306* 


SUBJECT 

CATEGORV 


50-387 A 
50-250 Q 
50-250 0 
50-335 F 
50-335 F 

SO-250 F 
50-250 F 
50-250 r 
50-250 F 
50-250 P 

50-250 P 
50-25 1 P 
50-309 S 
S0-3B9 Q 
50-335 0 

50-250 Q 
50-335 G 
50-389 A 
50-389 n 
50-250 S 

50-250 S 
50-335 S 
50-335 S 
50-335 0 
50-250 P 

50-387 E 
50-309 A 
50-250 F 
50-250 F 
50-250 F 

50-250 F 
PR 

50-302 Q 
50-302 P 
50-302 P 

50-302 5 
50-302 a 
50-302 0 
50-302 S 
50-302 P 

50-302 9 
50-302 P 
50-302 S 
50-302 P 
50-302 P 

50-302 9 
50-302 S 
50-302 P 
PR 

50-302 F 

50-302 F 
50-302 0 
50-302 0 
50-302 P 
50-302 P 

50-302 P 
50-302 P 
50-302 S 
50-302 a 


KtU-UU 
4IA8TE ffOT 


Friends B Family «1 
OA Technologies! Ir 


v/wfir v/n/^ I K IIMUEX 


AUTMOft 

AFFILIATIOM 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR 

APFIL/ATION 

ACCESSION 

NUMBER 

subject 

CATEGORY 

<JUARD 

&2to2eoo^a 

8210290/41 

G2/0290144# 

8210270234 

8210150470 

XPORTLIC 

TOPREP 

TOPREP 

PR 

50-361 C 




8210150202 
62JDJ 90398* 
8210190570 
8210190577* 
8210190704 

50-209 0 

S0-2J9 ft 

50-3^0 P 
50-320 P 
50-219 P 

GJge^BtbCock Acsoc^atvtr Inir 
0>all«ghtr> P M 

Galloi wf 

Odr<f> Inc 

Oener^l Accounting Oi‘fic« 

621 0270230* 
82101 50470 
G2l00£f}204 

82 J 0280374* 
0210270020* 

CONTRACT 

50-361 0 

50-155 Q 
CONTRACT 

50-537 0 




B21 020001 2 
8210210280 
8210220187* 
8210220372 
9210250092 

50-3i0 P 
tO-Si9 P 

S0~SI9 0 

PR 

50-ai9 P 

QenvTal Electric Co. 

8207090224* 
8207120147 
82071 20253* 
8207290410 
8210010217 

50-270 P 

90-447 A 

50-447 A 

NUREO 

TOPREP 




82102 50097* 

0210250136 

0210250/09 

0210250265 

0210250383 

50-ai9 p 
50-219 P 
50-ai^ P 
50-219 Q 

50-2/ 9 r 


8210010224* 

8210050328 

8210050378 

B2IOOSO4O0# 

8210080113 

TOPREP 

50-447 A 

50-447 A 

50-447 A 
XPORTLIC 




0210260236* 

0210260499 

8210260505* 

0210280124 

8210280127 

50-320 Q 

50-209 R 

SO- 209 fl 

50-320 
50-320 3 


8210080135 

8210080262 

8210150248 

0210150416 

8210150445 

XPORTLIC 

TOPREP 

71-5926 

TOPREP 

TOPREP 

Oeorqi* 

Gvorgia 

Ini tJ tut* 
Pow*r Co 

o/* Technology 

8210290204 

8210290234 

82/0290254 

82102203/9* 

0210010022* 

50-209^ P 
PR 

50-219 P 
SO- 1 60 0 

50-32! a 


8210150461 

8210180050 

9210170785* 

0210190785* 

8310190010 

TOPREP 

TOPREP 

SO-254 P 

50-254 P 

TOPREP 




8210010094 

82/0010090* 

8210050080 

82/0050084* 

8210050330 

50-366 S 

50-36 6 8 
SO-366 G 
50-366 0 

50-32 J P 


8210220174* 

8210220205 

8210220320* 

e2lQ22Q427« 

82102S0074* 

50-447 A 
70-1113 

70-1113 

7Q-tll3 

50-260 P 




6210050330 

8210060231 

0210060246 

0210060240* 

8210060275 

50-321 P 

50-36A P 

50-366 d 

50-366 G 

50-366 P 


8210250077* 
8210250078* 
82102 SOI 10 
Q2102S0U3* 
82102 50177* 

50-260 P 

50-260 P 

50-70 P 

90-70 P 

50-254 P 




B51OO6O270* 

8210060287 

0210060209* 

02100603/7 

8210060324* 

50-366 P 
SO-366 B 
50-366 n 
S0-P66 S 
50-366 3 


8210250184* 

8210260264* 

8210360570 

8210270046 

8210270051* 

TOPREP 

CONTRACT 

XPORTLIC 

50-447 A 

50-447 A 




8210070168 
62100BD234 
82/0080240* 
82101 20047 
82/0120050* 

50-424 A 
50-366 0 
50-366 S 
SO-366 P 
50-366 P 


8210270057 

6210270263 

6210260198* 

8210280201* 

8210290208 

71-5939 

XPORTLIC 

90-277 P 

90-277 P 

TOPREP 




B21D1 30129 

0210130/29 

8210/30132* 

8210130/32* 

02/0130183 

SO-321 R 

50-321 n 

30-321 R 

50-321 R 

50-366 8 



P 

P 

P 

P 

r 




8210130185* 

02/0/30220 

6210130223* 

82/0130256 

82/0130258* 

50-3A6 8 
50-366 9 
50-366 S 
50-32/ S 
50-321 0 







02 101 30406 

8210130414* 

0210130541 

821013054?* 

0210150329 

50-366 Q 
50-366 S 
50-366 8 
50-366 S 
50-321 P 







0210150333* 

8210150362 

0210150362 

0210/90016* 

0210190016* 

50-321 P 
50-424 A 
50-424 A 
50-321 F 
50-321 F 







8210190017* 

02/0190017* 

0210190046* 

0210190046* 

0210190051* 

50-321 F 
50-321 F 
50-02/ F 
30-321 F 
50-021 F 







0210/90904 

0210/905/1* 

02/0/90995 

0210/90602* 

0210220076 

50-3i4 S 
50-366 9 
50-366 8 
50-366 S 
50-424 8 







0210220208* 

82102202/9 

6210220222* 

6210220207* 

82/0220207* 

50-424 0 
50-321 9 
30-021 S 
50-321 a 
50-32/ 0 







6210220290 

6210220298* 

6210220364 

6210220386 

6210220368* 

50-366 F 
50-366 P 
50-321 & 
PRM 

50-32/ 8 



uutiruHAIh SUURCE tNDEX 


AUTHOR 

AFFILIATIOW 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORT 


8210270246 

50-424 

A 


8210270246 

30-424 

A 


0210290075 

50-366 

S 


021O29OOGO« 

50-366 

9 


0210290096 

50-321 

9 


82l0290106e 

50-321 

S 


6210290206 

50-366 

a 


8210290209* 

30-366 

a 


8210290262 

50-321 

s 


8210290272* 

50-321 

s 


8210290273 

PR 



8210290326 

50-321 

s 


0210290327 

50-321 

a 


8210290329* 

50-321 

3 


0210290334* 

50-321 

3 


8210290349 

50-321 

s 


8210290357 

50-366 

3 


021O29O3S9* 

50-321 

0 


0210290364* 

50-366 

S 


0210290373 

SO-321 

3 


8210290374 

50-366 

8 


0210290375* 

50-321 

B 


0210290381* 

50-366 

S 

trdrii) Inc 

8210120350* 

CONTRACT 



0210190339* 

CONTRACT 


Gj] Co <Pet roton I c s ) 

0210220510 

40-6659 


an ^ HiJ!" fnc (-suha oF Dravo Corp 

) 8210270124 

50-504 

A 


8210270129* 

S0-5B4 

A 

d^r A»^ociates 

0210070021* 

CONTRACT 



0210120450* 

CONTRACT 


Idi. Ptjmpai Inc 

6210150326* 

30-341 

Q 


6210150330* 

50-341 

0 


8210150335* 

50-341 

Q 

prnmant Accountability Project 

6210150449 

50-330 

0 


0210150457* 

50-330 

G 


8210210391 

50-358 

G 


6210210400* 

50-356 

0 

i-t Lafcoa Energy Alliance 

8210190460 

50-255 

0 

e«i>b 1 dttp 0 

0210210308 

50-400 

Q 


0210210300 

50-400 

Q 


8210210419 

50-400 

6 


8210210419 

50-400 

Q 

i. R 

0210000001 

50-413 

Q 

' Statei Utilities Co 

0210040215 

50-458 

K 


8210040215 

50-458 

H 


8210040220* 

50-458 

K 


8210040220* 

50-450 

K 


02100 50201 

50-450 

S 


02100 50219 

30-458 

S 


0210050317 

50-450 

a 


0210050350 

50-430 

8 


0210130182 

50-430 

8 


8210130516 

50-450 

3 


8210190367 

50-450 

8 


8210190510 

50-450 

B 


0210190629 

50-450 

8 


6210200037 

50-430 

6 


8210220376 

PR 



0210250110 

50-450 

5 


021 02 60286 

60-458 

S 


821 0260292 

50-450 

9 


0210290263 

PR 


J nc 

0210060004 

NUREO 


ird Englnieri ns Development 

0210150550 

NUREO 


ird t-ory 




in ^ li/elii 

0207110033 

50-537 

A 


8207110034 

50-537 

0 


8208290094 

50-322 

0 


8210060193 

50-537 

0 


8210060210 

50-209 

0 


8210120274 

50-289 

Q 


82 101 20327 

50-537 

0 


0210130303 

70-143 



6210200026 

50-443 

G 


8210200026 

50-443 

Q 


8210200035* 

50-443 

G 


6210200035* 

30-443 

Q 


0210200042* 

30-443 

Q 


021 0200042# 

30-443 

G 


8210200049# 

50-443 

Q 


8210200049# 

50-443 

0 


8210200054 

50-329 

6 


0210200061 

50-329 

0 


6210210357 

50-537 

Q 


8210210453 

50-537 

Q 


AUTKDR 

affiliation 


ACCESS I DN SUBJECT 

NUMBER CATECORV 



0510220268 

SO-537 

G 


0210220276* 

SO-537 

Q 


0510220288* 

50-537 

0 


8210220295* 

90-537 

0 


0210220410 

90-247 

0 


8510230465 

50-289 

0 


8210260397 

90-537 

G 


8210260404# 

50-337 

Q 


0210280242 

90-247 

Q 

Harold J Spelmati & Aatoclaiet 

B2101 50463 

40-3061 



8210250315 

40-a06l 


Harpcr-Oracs Hospa Detroit^MI 

8210050213* 

70-2942 


Harvard Univ 

82100101 19* 

FQIA 


■Harja Engineering Co 

8210290422* 

CONTRACT 


Nause of Rep 

02100 70458* 

FQIA 


Housing % Urban Oevelopnientf Dep t ol 

0210270066 

40-0701 


Houston Lighting h Rosier Co 

821001 0381 

PR 


6210050329 

50-470 

B 


6210070120 

50-466 

0 


0210070147 

50-466 

Q 


82102000S2 

90-473 

A 


8210200052 

50-470 

A 


621 0200075 

90-473 

A 


0210210363 

90-473 

Q 


0210210363 

50-473 

0 


8210210368* 

50-499 

0 


8210210368* 

50-493 

Q 


8210220123* 

50-499 

0 


8210220239 

50-473 

A 


8210220239 

50-490 

A 


6210220241* 

50-490 

A 


0210220334 

PR 



0210250112 

50-490 

B 


8210250249 

S0-49G 

B 


02X0290259 

50-490 

A 


62102SD263 

50-498 

A 


02IO2SD398 

50-490 

A 


0210260452 

50-490 

B 


8210260452 

30-490 

S 

Hovist R L 

8210090169 

50-532 

0 

Hunton 6 Will lens 

0210120307 

50-088 

0 


6210150279 

S 0-388 

0 


B210J 90296* 

5 £>-032 

0 


0310200003 

90-328 

0 

INTERA Envlroneiental Consu I tants« Inc 

0210290399 

nr a 


IRT Corp 

6210120366* 

CONTRACT 



8210120503 

KPORTLJC 


JdahOf et#t* of 

6210270028* 

50-537 

0 

Igoe, V ti 

6207100037 

50-4Q3 

B 

Illinois Fauer Co 

6209290072 

50-461 

A 


6210040104 

50-461 

A 


82100901S3 

90-461 

K 


62100 90109* 

50-461 

K 


82100 50270 

50-461 

E 


8210050201 

50-461 

a 


62X0050369 

50-461 

E 


6210130181 

50-461 

Q 


62101 30184* 

50-461 

Q 


02X0130270 

PR 



02X0130325 

50-461 

A 


0210130399 

PR 



6210130470 

50-461 

F 


0210130490 

90-46i 

A 


621 OJ 50357 

50-46X 

A 


B2J 01 90350 

50-461 

0 


8210190334 

50-461 

8 


0210190416 

SQ-461 

8 


821 0260003 

70-2746 



8210200050 

50-461 

Q 


8210260089 

50-461 

A 


8210280160 

50-461 

8 

Illinois/ State of 

8210280213 

50-461 

A 

8210810051 

NUREO 


rtllnols/ Unlv of, Urbana-Chempaign 

8210260901 

50-374 

G 

B2I01S0419* 

87-39 



0810130265 

50-389 

1 


821013026S 

90-327 

T 


8210130476 

50-151 

S 


8210130494 

50-389 

T 


8210130494 

90-329 

T 


0810210051 

NUREO 


Inifiana U Michigan Electric Co. 

0810010362 

10-315 

F 


88X0040073 

50-315 

a 


88X0040075* 

90-315 

0 


8310040199 

50-315 

8 


431 



UURKOHATE SUURUE IIMDEX 




AUrHCW 

AFffLfArlOf/ 


ACCESSION SUBJECT 

NURSER CATECaRY 


AUTHOR 

AFFILrATJON 


aocgssion subject 

NUMDER CATfCOfly 


821004020! S0-31& P 
021 0040203* 50-315 0 
e2lOO’tCS!<}5» 50-3! 5 S 
0210040209* 50-316 8 
e2!0040Z{2 50-a!5 P 


asioffmoG^i^ 

liikBrior,I>*pt of 0310040322 

Inttfjor, Dtpt of. Fish & Wildiif# Scrv-lci 0210030214 

Eatvg^^ Aisoclatcs, Ll:4 02100 704G'fl« 

Intaffidte Nucjeiif Services 82071 3005A 


so-^M r 

50-4JJ J> 
50-244 ? 

roM 

miA 


8210040321 50-316 S 
0210040327# 50-316 B 
8210040330* 50-316 0 
021 0050 J 30 50-315 P 
0210050130 50-315 P 


Iowa ElactPit Light 4» Po\4»ar Co 


8210040367 50«-ni I li 

82100 40376* OO-rJUl Ei 

82100 50307* 50-.J'jl Q 

8210120397* 50-.i?| r 

8210130133 lO-lJI h 


8210050159 

0210050159 

8210050160* 

0210050160* 

0210050211 

9210050276* 

0210050349 

0210050349 

8210060256* 

0210060277 

9210060300 

0210060307* 

9210060313* 

0210070279 

9210070279 

0210070206* 

0210070286* 

0210090132# 

0210000132* 

9210000136# 

02iOO8Oi36* 
02101 50604# 
0210150604* 
8910150616# 
0210150616# 

8210100120 

0210100123# 

8210180129# 

8210190040# 

0210190266 

8210190277* 

0210190287# 

a2l0t9C34C 

8210190342# 

8210190390 

8210190389# 

8210190404* 

8210190415# 

0SJO19O572 

8210190578# 

82101 9058B* 
8210190676 
0210190676 
8210190605# 
0210190605# 

0210190727 
0210190735# 
02101 90749 
0210190737# 

*»*3< 


50-315 P 
50-31 S P 
50-315 P 
5D-3J 5 P 
50-316 P 

50~3J 5 D 
50-315 P 
50-315 P 
50-315 0 
50-3J6 S 

50-315 9 
50-31S 9 
50-316 0 
50-315 I 
50-315 1 

50-315 1 
30-315 I 
50-315 F 
50-315 F 
50-315 F 

50-315 F 
50-315 F 
50-315 F 
50-315 F 
50-315 F 

50-316 5 

50-316 a 
50-316 0 
50-315 F 
50-315 9 

SO-315 & 
50-315 8 
50-315 S 
50-315 3 
50-315 3 

50-315 8 
50-315 6 
50-31 S 8 
50-315 6 
50-315 8 

50-315 8 
50-315 R 
50-315 R 
50-3J5 R 
50-315 R 

50-316 8 
SO-316 8 
50^3i3 B 
50^315 B 
50-315 P 

50-315 P 
50-315 P 
50-315 F 
50-3 J 5 F 
50-31 F 

90-315 F 
50-31 5 F 
90-315 F 
50-315 F 
90-315 F 

contract 

50-373 0 
50-170 0 
50-170 0 
50-170 0 

50-170 0 
50-170 O 
50-170 0 
CONTRACT 

FQIA 

ORO 

foia 

S0-S19 P 
50-329 A 


Iowa/ Univ of 
l#ham, llticolh It Q»«l« 


product# Uboratorl# 
J4cli*onvlM# Shipyard#, Inc 

x/4pah 


Joint Appllcant#-Palo V«rd# 


/rf#e 

Dr*»d#r 


Joint Int#rv#noM-Diablo Canyon 
>nt#rv»nor#-got*rford 

*<LD AifoclBt*i4 Inc. 

KMC, Inc 


0210130137* 

8210130193 

R2I0I30J9H* 

02IO13OSOV 

0210130917* 

02101 30D46 
0210130005 
8210130590* 
0210(90160 
0210190664* 

02(0200093 

0210200096* 

0210250231 

0210250261# 

02(0250209 

8210250300* 
02(0250384 
82i 02503117 
02ioaij0130 
82(0260461 

8210260409 

0210260495 

0200290018 

0207!l8CWJ5a 

02(0010400 

82(0010446 
82100 5021 3 
0210050221 
02(0090221 
02(0090223 

82(0090223 
82(0090259* 
82100 90230 
8210090230 
02100 90233 

Q2100S0396 
02100 90 J*?l 
P2 1 0000002 
PSIOOOOO?? 
astoioc^ra 

miOl ^0440 
8210130457# 
0210130402 
8210190300 
02(01 90470 

0210100148 
0210180506 
0210100242 
B2 10200029 
0210290211 

02(0280030 
02/0220316 
0210040382 
0210040009 
02(0040307 

02(0060471 
021O28O43S 
0210150421 
0210200002 

0210130417 

0210130417 
0210(30406* 
0210130406* 
0210270(71 
0210050210 

0210050366 
02(0050372* 
0210050370* 
0210190168* 
0210150240* 

0210580041* 
0207050008* 
0210010293 
0210180026 


I>0-T1( L, 
^0-3 H ii 

30-;ni s 
50-33 ( (I 
50-:i 11 r 

50-3 ri 0 
50-JU U 

SO-:I3j K 
j30-:},ji r 
30-331 a 

00 rr 

50-:ni 
50-1 u 1 j 
30-jai i, 
SO-JJi h 

so :i33 
5o-:h( *1 

50 :rji 

50-331 I' 

90-3'Jl F 

90-331 P 
30-3.11 I* 
Acno 
rtiiA 

00 -199 0 

9|j-t59 a 
50-^39 & 

90-3V9 C 
90-359 0 

30-359 0 

90-350 0 

SO- oy V 0 
90-329 0 

90 -35V 0 

90-IS9 0 

50-1 3& U 
90-4S4 Q 
30-a9& 0 

90-J?59 (1 

90-454 0 

50-155 0 

90- 1 53 Q 
30-3J9 0 

90- ( W 0 
90-155 0 

80-454 0 

50-159 0 

30-193 O 
50-195 0 

90-456 O 

XPORTLIC 

Pfl 

XPORTLIC 

JtPORflJC 

XPDRTLrC 

XPDftTLlC 

XPOftTLIC 


REO 

30-W7 

Q 

so-sao 

Q 

90-526 

0 

90-526 

0 

50-520 

0 

50-326 

0 

50-275 

0 

90-3 88 

0 

50-308 

0 

50-388 

0 

30-322 

T 

30-328 

T 

9D-i»22 

P 

PR 

PR 

REVIfeH ORP 



v^wnrv^riMi t SUUHCE INDEX 


43 $ 


AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR ACCESSION 

SUBJECT 


AFFILIATION 

NUMBER 

CATEOORY 

affiliation number 

category 


02101 2033 IS 

REVIEW ORP 

02101 90306* 

50-322 

T 


021013039'? 

PR 


82101 50223* 

50-322 

T 

un T*iT'po 

021O20O356S 

CONTRACT 


0210150240* 

50-322 

T 

CJS & El « c tr 1C Co 

82100403£]4 

50-402 

S 

82101 502SO* 

50-322 

T 


B2101 20179 

50-402 

11 

02101 S0297* 

50-322 

T 


024 0130397 

PR 


8210150265* 

50-322 

T 


0210220403 

PR 


8210150272* 

30-322 

T 

StatP Univ 

02101903^5 

50-108 

fl 

0210150279 

50-322 

0 

^n«coit Copper Corp 

0DIO22OO74S 

40-8111 


8210150201* 

50-322 

T 

8210220077* 

40-ai 11 


8210150270* 

90-322 

r 


e2L02200a£» 

40-0111 


8210150309* 

50-322 

0 

iluclty< State op 

02102 10046 

NUREO 


8210150324* 

50-322 

Q 

rr-McGe* ChemjcAl Corp {sobs of 

8210260576 

40-8027 


8210150337* 

50-322 

0 

i-rr-Hcaee Corp ) 




02101 50351* 

50-322 

Q 

r-McOee Corp 

0210260543 

40-0027 


8210150369* 

50-322 

0 


0210260340* 

40-0027 


82101 50393* 

50-322 

Q 


021 0260565 

40-8027 


8210 1 50402* 

50-322 

0 


0210270077 

40-2061 


82J01 B04I0* 

50-322 

0 


8210270088* 

40-2061 


0210 1 50422* 

50-322 

0 


0210270242 

40-0027 


02101 50527* 

50-322 

Q 


9210270247* 

40-0027 


8210200003 

50-322 

Q 

r-HcOe« Nuclear Corp 

0210220487 

40-0027 


8210200036 

50-322 

G 

3u>nee Countf/r NT 

B2J 01 20613* 

CONTRACT 


8210250059* 

50-322 

Q 

lipatTicki Loctharti Hilli Christopher 

8210010375 

50-322 

0 

0210260141* 

50-322 

Q 

Phil 1 ipf 




8210280036* 

50-332 

F 

8210050100 

50-275 

Q 





8210050189 

50-322 

Q 

B2l02a{l039* 

50-322 

F 





0210280041* 

50-322 

F 


821 0050303 

50-322 

Q 

8210280285 

50-322 

3 


0210200076 

50-322 

Q 

8210290269 

PR 



0210200003* 

50-322 

Q 

Lot Alaaot Scientific Laboratery 82I0I20428 

RE6 



0210200089* 

50-322 

Q 




0210250050 

50-322 

Q 

Louisa Counly« VA 8210260367 

50-338 

0 





8210260367 

50-338 

0 


8210290097 

50-275 

P 

8210260373 

50-338 

0 


0210290097 

50-275 

P 

8210260373 

50-339 

0 


□210290203 

50-322 

Q 

Louisiana Pouer U Li^^t C« 8209150432 

70-2946 


shen; A H 

02IOO6O244 

50-205 

It 



Kville. TN 

8210100401* 

CONTRACT 


8209150436* 

70-2946 






8209150438* 

70-2946 


ru AUiance 

0210210419 

50-400 

0 

8209220135 

90-382 

A 

inan^ J H 

0210120363* 

CONTRACT 


8209220137* 

50-382 

A 


8210120423* 

50-389 

a 

8210010370 

30-382 

F 

o-sse< HI 

8210260530* 

CONTRACT 





il-ATiif«rfanj fnc 

0210100338* 

CONTRACT 


0210010331 

PR 






8210010435 

90-382 

0 


8210180340* 

CONTRACT 


0210040078 

50-382 

Q 

«nc« Oeneral Hosp LawrencoiMA 

8210210449* 

70-2J16 


0210040110 

90-302 

A 

eric* Livermore Leborotory 

0205250010* 

50-155 

p 

8210040168 

50-302 

F 


0206170006* 

50-312 

p 





0207300222* 

50-206 

p 

0210040191 

50-382 

A 





0210070124 

50-382 

Q 


8209130461* 

50-293 

p 

0210070197 

90-302 

0 


0209200475* 

50-29 

p 

0210000086 

50-302 

Q 


0210150549 

NUREO 


8210000090 

50-302 

Q 


0210290113* 

50-324 

p 




tKtff Larobf Lelbv MacRao 

0210010209 

50-341 

K 

8210130174 

50-302 

8 





8210130243 

50-302 

0 


0210100160 

50-289 

0 

8210130245 

50-302 

3 


8210280250 

50-289 

0 

8210130551 

50-382 

8 


0210290234 

PR 


8210130564 

50-382 

8 

ue of Mofnen Voters of Rockford^ lU 

0210070127 

50-454 

0 





0210070127 

50-454 

0 

82101 50347 

50-302 

A 





9210190345 

50-302 

Q 


0210070129* 

50-454 

0 

8210190542 

50-382 

0 


0210070129# 

50-454 

Q 

8210210372 

50-382 

Q 


0210210274 

50-454 

0 

8210250217 

50-382 

8 


021 02 1 0274 

50-454 

0 





0210210270 

50-454 

Q 

82102 90242 

50-382 

9 





821 02 90254 

50-882 

8 


0210210270 

50-494 

Ct 

8210250341 

50-392 

8 


0210210304 

50-454 

G 

8210250355 

50-392 

A 


8210210304 

50-454 

0 

8210260362 

50-392 

F 


0210260300 

50-454 

0 





0210260300 

50-454 

Q 

0210260423 

50-382 

0 





0210270190 

50-382 

K 


8210260304* 

50-454 

0 

8210270193* 

50-382 

K 


8210260384* 

50-494 

Q 

8210280387 

50-382 

G 


8210260392* 

50-454 

Q 

8210290430 

71-6974 



8210260392* 

50-454 

0 





0210270293 

50-454 

0 

Louisiana! 8tat« of 8210040002* 

CONTRACT 






8210150462 

50-416 

0 


0210290305 

50-454 

Q 

Lguelt, Vnlv of 8210280103 

90-223 

R 

ort Steel fouiKfrv 

8210270370 

40-8193 


8210280196* 

50-223 

ft 

h ilnl V 

8210050368 

NUREO 


Louvnstaini Neuman. Re 1 «< Ax elrad tt Toll 8210070120 

50-466 

0 

- n 

0210010310 

PR 





8210290306 

50-209 

0 

8210070147 

SO-466 

0 





8210200098 

50-522 

0 

jet Ecolosv Ac t ion 

8210070199 

90-352 

0 

8210210363 

90-498 

0 

E< land Lipht Ihfl Co 

8210040274* 

90-322 

Q 

8210210363 

50-490 

0 

8210040361* 

90-322 

a 

8210210369* 

90-498 

a 


0210070304 

50-322 

s 





8210120307 

50-322 

G 

0210210368* 

50-490 

0 





9210290239 

PR 



8210150168 

50-322 

T 

HPR Assoclatast Inc. 8210010061* 

50-219 

p 


8210150170* 

50-322 

r 

9210010069* 

90-219 

p 


8210150100* 

50-322 

T 

Maine Nuclear Referandinn Caetmittee 9210260202 

50-309 

H 





CORPORATE SOURCE INDEX 


AUTHOR 

AFFIHATJON 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGOfiV 

Hdinft Vanktt Atomic Pou/er Co 

8210010230 

PR 



0210050193 

50-416 

S 


021004007^ 

50-309 

P 


82 ICO 50203 )» 

50-416 

s 


0210040077 

50-309 

P 


821 0060201 

30-416 

s 


821O040SI7 

50-309 

P 


021 0060203* 

50-4 16 

5 


021ODSOO15S 

50-309 

F 


6210060224 

50-416 

S 


0210050010* 

50-309 

F 


8210060226# 

50-416 

s 


02lOO&Oi71 

50-509 

P 


8210060295 

50-4 1 6 

p 


0210060173* 

30-309 

P 


0210060295 

50-416 

p 


8210060302 

50-309 

Q 


6210070044# 

S0-4I6 

F 


02101 30SS2 

50-309 

P 


821 00 70044* 

50-416 

F 


021O13O3S4* 

50 -309 

P 


0210070048* 

50-416 

F 


6210130203 

50 -309 

P 


82100 70046# 

50-416 

F 


6210130286* 

50-309 

P 


8210080120 

50-416 

S 


0210130314 

50 - 309 

0 


0210000127# 

50-4(6 

s 


021 01 30360 

50-309 

P 


621 0080106 

50-416 

s 


021O13O3&9* 

50- 309 

P 


0210080192# 

50-416 

s 


0210150370 

50- 309 

0 


6210060223 

90-416 

0 


6210210015 

SO-309 

s 


0210080277 

90-416 

s 


0210210010# 

50-509 

6 


0210060201# 

50-416 

s 


0210220203 

50-309 

P 


0210000282 

90-416 

B 


6210220212 

50-309 

P 


62100B02B4 

50-416 

s 


6210250090 

50-309 

P 


8210060267# 

50-416 

5 


0210260144 

50-309 

0 


6210080289# 

50-416 

S 


0210260193 

50-309 

6 


0210060295 

50-4 1 6 

3 


021026019? 

50-309 

6 


6210000290* 

50-416 

S 


6210260200* 

90-309 

B 


82101 SOOl 1# 

50-416 

0 


0210260206* 

90-309 

6 


82101 S0013 

S0-4!6 

Q 


6210260327 

90-309 

Q 


6210150019# 

50-416 

Q 


0210260450 

50-309 

P 


02101 50024* 

50-416 

0 


0210270000 

90-309 

Q 


6210100104 

SO-416 

fi 


6210270007* 

50-309 

0 


8210160109* 

50-416 

R 


B210270165 

50-309 

9 


0210190417 

50-416 

S 


0210270177# 

90-309 

B 


6210190424* 

50-4(6 

B 


0210200067 

50-309 

r 


021 01 90496 

50-416 

P 


8210200161 

80-309 

p 


6210190521 

50-416 

P 


6210290343 

90-309 

e 


8210190561 

50-416 

B 

M«lner St«t« of 

0210060190 

90-309 

0 


6210190566 

50-416 

E 


8210200257 

50-309 

0 


82101 90566 

50-416 

E 

Manhattan Cgllaga 

0210050341 

50-179 

p 


0210190567# 

SO-416 

e 

HapJeton Intarvanort 

6210070390 

50-329 

0 


0210200005 

SO-416 

E 


0210220294 

SO-329 

0 


6210200005 

50-416 

E 

Marsh & McLannaflf Inc » H M Ri/clvaf 

6210040313 

50-315 

J 


6210200030 

SO-416 

E 

Con«i/ltantSf Inc DIv 





6210200030 

90-416 

E 

Marshal 1< H H 

6210070396 

50-327 

0 


6210200064 

90-4(6 

E 

Hargland< Univ of 

0210260240# 

CONTRACT 



0210200073 

50-416 

E 

Matsachufsttf Initituti of Taphnoloav 

8210050426 

NUREQ 











6210200073 

50-416 

[ 


02101 S0574 

NUREO 



6210210217 

50-416 

P 


821 01 90334 

50-20 

p 


6210210217 

50-416 

P 

Maguoodj NJ 

021OS60392# 

40-0610 



8210220069 

50-416 

Q 

McDonald Enfflnooring Analgtis Cg , Inc 

8210150343# 

50-341 

Q 


6210220067* 

SO-416 

8 


8210190346# 

50-341 

Q 










0210220131 

50-416 

G 


0210190392# 

50-341 

Q 


6210220190# 

50-416 

a 


6210260493# 

50-398 

E 


0210220190 

50-416 

9 

Maovphli etata Unlv 

8210270402# 

CONTRACT 



6210220162# 

50-416 

S 

MatropoUtan Edison Co 

0210060210 

30-287 

0 


0210220161 

50-416 

9 


0210070194 

50-207 

0 










8210220191* 

50-416 

9 


0210000094 

50-289 

0 


8210220196 

50-416 

S 


62101 30279 

50-269 

0 


6210220199# 

50-416 

Q 


02101 90260 

50-320 

8 


6210220259 

50-416 

5 


6210150267# 

90-320 

0 


0210220262* 

SO-416 

a 


0210200033 

50-207 

0 










0210220269 

50-416 

s 


8210210173 

50-320 

0 


0210220274# 

50-416 

s 


0210210179# 

90-320 

0 


8210220278 

50-416 

a 


0210210266 

SO-320 

Q 


6210220202# 

50-416 

G 


6210210374 

50-207 

Q 


0210220284 

90-416 

B 


0210200360 

50-287 

0 










6210220209# 

50-416 

s 

Miami ValUy Powfr Project 

02101 90449 

90-358 

0 


8210220334 

PR 



6210150497# 

90-350 

0 


0210220425 

50-416 

E 


6210210391 

90-358 

0 


6210220428 

50-416 

0 


0210210400# 

90-358 

0 


6210220431# 

50-4(6 

a 

Michigan^ Univ, of 

0210060424# 

CONTRACT 











8210220450 

50-416 

s 

Mlero~T*I Corp 

6210190223# 

CONTRACT 



8210220462* 

50-416 

0 

Millar. D 8, 

8210050236 

90-307 

0 


0210260264 

50-4(6 

p 


821020006S 

50-309 

0 


0210260412 

50-416 

p 


0210290303 

50-307 

0 


0210260445 

90-416 

e 

Mississippi Pouar tc Light Co. 

8210010023 

90-416 

F 










0210260913 

50-416 

Q 


8210010223 

PR 



0210270277 

30-4 J 6 

P 


0210010234 

90-416 

F 


0210260132 

50-416 

a 


6210010243 

50-416 

a 


0210260132 

30-416 

0 


8210010249# 

50-416 

8 


0210260139 

90-416 

p 


6210040053 

50-416 

P 










0210260135 

50-416 

p 


8210040053 

50-416 

P 


0210290050 

90-416 

0 


6210040264 

50-416 

P 


0210270099# 

90-416 

9 


8210040353 

90-416 

P 


0210290073 

90-416 

0 


8210040393 

90-416 

P 


0210290081# 

90-416 

6 



UUHPORATE SOURCE INDEX 


435 


AUTHOR 

AFFILIATION 


Stat-e af 
itiouriJ Btate of 

it!Ul t Co (USA Inc (Subs of 
Is t &uJ tr Co ■ I-tcf ) 


ilycorp-i Inc 

nroi X.“R4y Co » Inc. 
ir^an Aisociatas 


rj.ani & Doclius 

unf Laiboratorv/ Monsanto 
rrai^x Plumb t< hurray 

fndiiitrl ecp Inc 
3 Corp 

lECH llJuclear Technnlogy, Inc > 


lonaj Nuclear Corp 
iona2 Nlldllfe Federatton 

ural Ariources Defence Council 


1^0 N«ilon 

Public Pouer District; 


EFig-land Coalition on Nuclear 
lufr Ian 


ACCESSION 

SUDJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEODRV 

AFFILIATION 

number 

CATEGORY 

8210390102 

50-416 

P 


0210200049* 

90-443 

a 

8210290102 

50-416 

P 


8210200049* 

50-443 

0 

8210290124 

50-416 

5 

Neu Hanipshlr*/ State of 

8210250307 

90-443 

A 

8210290135* 

50-416 

S 


8210120081* 

FOIA 


8210290193 

50-417 

S 


8210120023* 

FDIA 


8210290311 

SO-416 

s 


6210120062* 

FOIA 


8210290332* 

50-416 

8 


0210010877 

50-97 

r 

8210290340 

50-416 

B 


6200890099 

50-322 

A 

8210290345* 

SO-416 

S 


0210100419* 

50-201 

P 

8210290348 

50-416 

S 


8210210041 

50-201 

P 

8210290351* 

50-416 

8 


B2 10220321 

PR 


8210220403 

PR 


Neu York* State aft Energy RaiearcK & 

0210860582* 

50-20J 

0 

8210270033* 

CONTRACT 


Development Admi nie tration 




8210130078 

XPORTLIC 


New YorkiNY 

0210100130 

50-247 

0 




New* 4i Obcerver 

0207100044 

50-261 

P 

8210130080* 

XPDHTUIC 


Ncwi-Htrald Wniaugbhyi OH 

8207100055 

50-440 

F 

0210270007 

XPORTLIC 


Niagara Hohaut Pawer Carp 

0210010033 

50-220 

P 

8210270448 

XPORTLIC 



9210010165* 

50-220 

Q 

8210270452* 

XPOiRTHC 



0210010807* 

SO -280 

Q 

8210080327 

XPOfiTHC 



92100 40071 

90-410 

a 

8210080331* 

XPORTLIC 



8210040117 

90-220 

p 

8210010005 

71-481 



0210040170 

90-410 

a 

8210010024* 

71-491 



0210040102 

50-220 

p 

821 00 &0 235 

50-247 

<J 


9210040103* 

90-220 

r* 

8210250081 

50-247 

0 


0210040190 

90-410 

0 

8210230081 

50-247 

0 


B2I 00 40296 

90-220 

r 

8210250S16 

50-247 

Q 


0210040303# 

50-22(3 

r 

8210250216 

50-247 

0 


021OO5O1J J 

30-22(3 

p 

8810250265 

50-247 

c 


0210050140 

50-220 

F 

8210850265 

50-247 

0 


9210050260 

50-220 

p 

83102 50272 

50-247 

H 


8810050354 

50-220 

p 

0210250278 

50-247 

H 


0210060200* 

50-880 

0 

8210290271 

50-247 

C 


0210060204 

50-880 

B 

0210260581 

30-201 

Q 


0210060871* 

30-820 

B 

88101 50S49 

NUREO 



0210130107 

50-820 

P 

8210260457 

50-309 

Q 


0210130347 

50-220 

R 

8210260465* 

30-309 

0 


0210130330* 

50-280 

R 

8210010434* 

40-1202 



021015013? 

SO-410 

B 

8210010440* 

40-1202 



02101 50135 

50-880 

B 

8210060334* 

50-261 

r 


B2J01 50142* 

50-820 

B 

8210210306* 

50-329 

A 


8210210382 

50-410 

H 

8210010460* 

50-341 

A 


6210250370 

50-410 

S 

8210030427# 

50-155 

P 


6210260184# 

50-280 

Q 

8210150377# 

50-263 

P 


6210200121 

50-880 

Q 

8210150500# 

50-863 

P 


6210200144 

50-280 

P 

8210150504# 

50-263 

P 

North Carollnai State of 

821 022051 8 

70-1113 


8210150509* 

50-263 

n 


6210270399# 

CONTRACT 


8210130076 

XPOftTLJC 


North Carollnai Uplv of 

62 1 020032 J# 

FOIA 


8210870132# 

XPORTLIC 


North Sho-re Committae Against Nuclear (t 

621 D1 50234 

50-322 

Q 

0210080073 

50-S22 


Thermal Pollvtlon 




8210820434 

50-322 

H 


021 01 50309* 

30-328 

Q 





0210150324* 

90-328 

Q 

8210060195 

50-537 

0 





8210180303 

50-537 

0 


0210150337# 

50-382 

0 

8210180327 

50-537 

0 


6210150351# 

50-328 

0 

8210130268 

50-537 

0 


6210150365# 

90-328 

G 

02101 30383 

70-143 



6210150393# 

50-328 

0 





62JOi 90402# 

50-328 

Q 

8210800001 

70-143 






8210200004* 

70-143 



6210150410# 

90-328 

Q 

8210810238 

50-537 

Q 


02101 90422# 

50-328 

0 

8210810240* 

50- 537 

0 


0210190527# 

30-322 

Q 

8210210357 

50- 537 

Q 


6210290059* 

90-322 

Q 




Northeaei Nuclear Energy Go feubi of 

6210010207 

50-813 

P 

8210210453 

SO-537 

0 

Northaaet UtlJltleei 




8210880268 

50-537 

0 





8210220276# 

SO-537 

C 


9210010207 

90-813 

P 

8210220279* 

50-537 

c 


921 00 1 0207 

50-813 

P 

8210220283* 

50-537 

0 


0210010214* 

50-813 

P 





921 DO 10230 

PR 


8210220288* 

50-537 

0 


921 DO 10312 

50-813 

P 

8210820295# 

50-537 

0 





6210860397 

50-537 

0 


9210010312 

50-813 

P 

8210260404# 

50-537 

0 


9210010376 

50-336 

S 

8210250025 

WASTE MOT 


9210010389# 

50-336 

B 





92119040180 

30-845 

r 

8210010058 

50-290 

f 


9210050090 

50-336 

p 

8210130318 

50-299 

F 





8210220136# 

50-299 

0 


9SIOO 50110 

30-845 

p 

6210280254 

30-298 

p 


98 10050177 

90-845 

p 

8210260217 

50-298 

0 


9810090179 

90-336 

p 





931 0050 1 87# 

50-336 

p 

8210260328 

50-299 

0 


0310060040 

90-849 

p 

8810290323 

50-299 

p 





8210200026 

50-443 

0 


621006C094 

50-849 

p 





6810060233 

50-845 

0 

8810200026 

50-443 

0 


6210060237 

50-336 

p 

8210200035* 

50-443 

0 


6210060230# 

50-336 

p 





6210070290 

50-845 

0 

8210200035* 

50-443 

0 





8810200042# 

5(J-443 

0 


0210070304 

90-845 

0 

6210200042# 

50-443 

0 


B8 10070396# 

90-243 

a 





UORPORATE SOURCE INDEX 


AUTHOR 

AFFlLIATrOM 


Northt«>t UtiUtits 


Rarth»rn CJllfornls Power Agonci^r 
Cal if ornl4« 8tet« ofi 
Northern Iniflana Pi/blic dervict Co 

Northern Stitt* Power Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGCRV 

8210070360 

50-245 

5 


0210060380* 

50-263 1 

8210080105 

50-423 

A 


8210060300* 

50-203 1 

8210 1 30220 

50-336 

S 


0210080117 

50-203 1 

e2J0130232« 

SO-336 

S 


8210080184 

50-202 1 

8210 130326 

50-10 

P 


8210060184 

SO-202 J 

8210130331 

50-213 

P 


82101 30260 

SO-903 1 

8210130331 

90-213 

P 


0210130261 

50-203 1 

8210 1 30331 

50-213 

P 


8210130510 

50-282 1 

8210190472 

50-336 

0 


6210130533* 

50-282 ! 

8210 1 90476» 

50-330 

0 


8210130563 

50-3G6 ( 

8210190555 

90-423 

8 


8210130506* 

SO-aO0 ( 

8210510135 

5O-330 

8 


B2101 50174 

50-203 J 

8210210160* 

90-330 

S 


8210150180* 

50-263 ! 

82102 1 0340 

90-423 

B 


8210150255* 

50-202 ( 

8210210425 

50-245 

S 


8210150255* 

50-202 ( 

8210350060 

50-330 

B 


8210150304 

50-203 1 

8210220064* 

90-330 

B 


6210150381 

50-282 ! 

8210220103 

90-243 

8 


0210150390* 

50-282 

82I0220J08* 

50-245 

8 


8210190289 

50-363 ^ 

B2108S0112 

50-24 S 

□ 


8210190293* 

50-263 

8210220110* 

50-245 

B 


8210190422 

50-2B2 1 

8210220195 

50-245 

S 


8210190439* 

50-202 

8210220201* 

50-245 

G 


8210190439* 

50-282 1 

0210250290 

50-423 

B 


8210190479 

50-263 1 

8210250329 

50-423 

S 


8210190720 

50-300 ! 

8210200194 

90-245 

P 


8210190745* 

50-300 ! 

8210500414 

50-245 

P 


8210250179 

50-292 1 

821 0200432 

50-330 

8 


8210250183* 

50*282 ! 

8210300441* 

50-330 

S 


8210250200 

50-282 J 

82102 00459 

50-245 

P 


0210250304 

50-202 i 

8210200319 

50-245 

P 


8210250370* 

50-282 ! 

8210270200 

50-213 

P 


8210260154 

50-282 1 

82102 70200 

50-213 

P 


8210260134 

50-282 J 

8210010207 

90-213 

P 


8210260209 

50-263 1 

8210010207 

50-213 

P 


0210270202 

50-282 ( 

8210010207 

50-213 

P 


82LO27OS02 

5o-aoa 1 

82100 1 0230 

PR 



821029023? 

pfi 

8210010315 

50-213 

P 


8210290249 

pft 

821001031S 

50-213 

P 

Nuclear Asturanc* Cprp 

8201060245* 

FOIA 

0210010370 

50-336 

S 


8210050439* 

FOIA 

0210040120 

50-245 

r 


B21OO5O440* 

70-1510 

82100 50090 

50-336 

P 


8210050407* 

FOIA 

8210050110 

50-245 

p 


8210030471* 

FOIA 

0210050177 

SO-245 

p 


8210070150* 

COl^TftACT 

0210030179 

50-330 

p 


8210270427* 

70-1510 

8210000048 

50-245 

p 


B2102704S9* 

70-1510 

8210000094 

50-245 

p 


0210270437* 

70-1510 

8210000233 

50-245 

0 


6210270430* 

70-1510 

82100 00237 

50-336 

p 


8210280448 

71-9010 

02100 70250 

90-245 

8 


8210290135 

71-0693 

6210070304 

90-245 

3 

Nuclear EnergiJ Servicer Inc 

8210040228* 

50-392 < 

62100 70356* 

90-245 

Q 

NucUar Fuel 9*rvice*i Inc (sub* of 

62100 JO 184 

70-143 

6210070360 

50-245 

9 

Oett<l Qll } 



6210130228 

90-330 

8 


8210150001 

70-143 

6210130331 

90-213 

P 


8210150371* 

70-143 





6210150408* 

70-143 

6210130331 

50-213 

P 




6210130399 

PR 



6210150477* 

70-143 

8210190555 

30-423 

S 


021O22O39S 

PR 

6210510135 

50-330 

8 


8210260508 

70-143 

0210210340 

50-423 

8 


821026057 1 

70-143 





82I02605BJ 

so-aoj 1 

62 105 10425 

90-245 

8 




6210510430* 

50-245 

8 


8210260982* 

50-201 ^ 

6210520060 

50-330 

B 


8210270235 

70-143 

6210520103 

30-245 

3 

Nuclear Leu Center 

82071 8004 J 

FOIA 

8210520195 

50-245 

8 

Nuclear Sijttem 

821 0290398* 

CONTRACT 




Oak Rltfpe National Laboratory 

8202020441* 

FOIA 

6210550590 

50-423 

8 




6210550329 

50-423 

8 


B2031603Q3* 

FOIA 

8210500194 

90-245 

P 


62032 S 0320* 

FOIA 

6210500414 

50-245 

P 


8210050504 

RES 

8210500432 

50-336 

8 


82100600(53* 

FOIA 





0210060425 

RES 

821O50O4S9 

90-245 

P 




8210200519 

50-245 

P 


821 0070253* 

50-537 - 

S2102 70500 

50-213 

P 


82101 204S3 

REE 

6210250336 

PROJ 



8210120633 

RES 





8210150504 

nureo 

8210090102 

30-367 

0 

* 

8210150567 

NUREO 

8210010036 

50-203 

P 


821 01 50509 

NUREO 

821001004I* 

50-203 

P 


8210150577 

NUREO 

0210010040* 

50-203 

P 


8210180407 

RES 

0210010000 

50-203 

P 


8210210034 

50-259 

6210040123 

90-282 

P 


B21 02 10037 

NUREO 

6210050319 

50-282 

P 


8210210039 

NUREO 

6210000558 

50-203 

8 


8210260206 

NUREO 

6510000560* 

50-203 

B 


8210270035* 

50-537 

6510000377 

90-203 

P 


8210270052* 

50-937 


m ic V 



CORPORATE SOURCE INDEX 


437 


AUTHOfI 

AFFILIATION 


County^ NJ 

GiTtirp o* Mana^enent & Budget 


Cji# PE-trolpum- It>c 


>1-^10 CitliPns for Responsible Energy 


a>i«o State (Jniv 
Oinart Corp 

Di. li Che<nLca 1 Atomic Workers Inti 
Ok IdhOtna Steel Castings Co 
L'^jbd Public Power Oistrirt 


'grange County* CA 

•jregoTi Envi ronmen tnl Council 
Crricki Herrington if Sutcliffe 


Pacific Atr ProiJucts Co 
Pacific Oas fc Electric Co 


Pacific P^mps Dlv 
Pa X^etto A| I i«r>c* 


ACCESSION 

NUMDER 

SUBJECT 

CATEGQRV 

AUTHOR 

AFFILIATION 

ACCESSION 
MUH BER 

BUDJECT 

CATEGORY 

82t027005&« 

50-537 

0 

Parani«tvr< Inc 

0210260200* 

CONTRACT 

B21Q2700&8» 

50-537 

0 

Parent* Concerned About Indian Paint 

0210200019 

50-247 

< 

02102 SOI ion 

FOIA 



0210200019 

50-247 

( 

02lO29COO&tt 

COMMISSION 


0210220309 

30-247 

( 

821 01 2054 1» 

CONTRACT 



8210220309 

50-247 

( 

8210120402 

000 


Pathfinder Mines Carp 

OHIO 1 50601 

40-6622 


6210120404 

O0G 



02101 30607 

40-2259 


0210270116 

000 



02101 506 13* 

40-2239 


821027011*? 

000 



0210130415 

40-6622 


8210260577 

40-0745 



0210180420* 

40-6622 


8210270063 

40-0745 



□210220476* 

40-6622 


021O2SOO46 

40-8745 



02102 50020 

40-6622 


0210280049* 

40-8745 



0210260013 

40-6622 


8210010335 

50-440 

& 


0210260014* 

40-6622 


8210010335 

50-440 

G 


02JO2 70054 

40-2259 


0210010366 

50-440 

Q 


0210290177 

40-6622 


0210010366 

50-440 

0 

Pennsylvania Pit(u>r 4- Light Co 

02100 IOL77 

50-397 

f 

8210010377 

50-440 

G 


0210010180* 

90-307 

t 

8210010377 

50-440 

G 


0210010220 

50-307 

r 

0210010306 

50-440 

G 


02100 10360 

50-300 

£ 

0210010306 

50-440 

0 


02100 10393 

50-307 

c 

0210010416 

50-440 

G 


0210010402* 

50-387 


8210010416 

50-440 

0 


0210010417 

30-307 

r 

8210060207 

50-440 

Q 


0210040052 

50-307 

E 

02101 S0192 

50-400 

0 


0210040006 

50-387 

£ 

821010021 1 

50-440 

0 


0210040008* 

50-307 

n 

0210210351 

50-440 

a 


0210040110 

50-307 

G 

82102 10351 

SO-440 

Q 


0210040122* 

50-307 

G 

8210210350* 

50-440 

r. 


02100 50325 

50-387 

n 

0210210358* 

50-440 

G 


0210050370 

50-307 

n 

0210210366* 

50-440 

G 


0210060199 

50-307 

F 

82102 10366* 

50-440 

0 


0210060391 

50-307 

p 

8210220481 

50-440 

G 


0210080083 

50-307 

p 

62102 10178* 

CONTRACT 



0210030142 

50-387 

p 

8210060413* 

FOIA 



0210080146* 

50-307 

p 

8210130281 

70-143 



0210080151* 

50-307 

p 

0210220316 

PR 



0210130122 

50-387 

p 

82091 70051 

50-285 

r 


02101 30341 

50-307 

c 

82100 40186 

50-285 

□ 


0210130352 

50-387 

8 

8210040187* 

50-285 

B 


0210130361* 

30-307 

8 

8210050247 

50-205 

P 


0210130363 

SO -387 

a 

02100 50301 

50-285 

S 


0210130371*1 

50-387 

ti 

82100 50303* 

50-285 

b 


B210 130377 

50-387 

8 

0210060196 

50-205 

P 


0210130389* 

50-387 

G 

0310070333* 

50-205 

0 


0210190166* 

30-387 

r 

02101 30570 

50-285 

B 


B210190166* 

50-387 

r 

0210190736 

80-205 

0 


62J0t 90173* 

50-307 

r 

02101 90746* 

50-285 

1) 


B2J0I 90173* 

50-307 

r 

0210200077 

50-205 

P 


0210190297 

50-307 

p 

02101 30259 

PRM 



02JO2 10020 

50-007 

a 

02100 80073 

50-522 

0 


B210810020 

30-387 

0 

8210130309 

50-361 

G 


02JO2IO137 

50-307 

8 

82101 50454 

50-36 I 

Q 


0210210137 

50-307 

U 

02101 504 54 

50-361 

0 


0210210295 

90-307 

a 

02101 S04S2 

50-361 

0 


B210210293M 

50-387 

G 

02101 504QS 

30-361 

0 


0210210417 

50-387 

p 

8210190372* 

0A999 



0210210433 

50-387 

s 

0210010190 

50-03 

r 


0210210436* 

50-387 

0 

0210010307 

PR 



0210210440 

50-387 

s 

0210010406 

50-275 

i» 


0210210446* 

50-387 

a 

0210010413* 

50-275 

i> 


0210220102 

50-307 

j 

021OQSO122 

30-275 

p 


0210220175 

50-387 

j 

021OOSOH4 

50-275 

p 


0210220366 

PR 


82100 50144 

50-275 

p 


6210250256 

50-307 

p 

0210060220 

50-275 

0 


8210250264* 

50-307 

p 

0210120270 

50-275 

p 


0210250276* 

50-307 

p 

8210120283# 

50-275 

p 


8210250347 

50-307 

0 

0210130272 

50-275 

0 


B2 10250357 

50-387 

0 

8210160151 

50-275 

R 


8210250367 

50-387 

p 

0210X50159* 

50-275 

R 


0210250369 

30-387 

8 

0210150309 

50-275 

P 


82 1025 0373* 

50-307 

p 

8210210044* 

50-275 

F 


0210250377* 

50-087 

8 

0210210048* 

50-275 

F 


0210250380* 

50-387 

r 

8210220371 

50-275 

P 


8310250391 

50-387 

8 

8210220395 

PR 



8210250399* 

50-307 

0 

82102 50 L92 

50-133 

R 


8310260270* 

50-307 

0 

0210250196* 

50-133 

n 


0210260350 

50-307 

p 

8210260359 

50-133 

P 


8210260394* 

50-307 

p 

0210270236 

50-275 

R 


8210260366 

50-307 

p 

0210270240* 

50-275 

R 


B210260379* 

50-087 

p 

8210270351 

50-275 

P 


8210260389* 

50-307 

p 

0210290219 

50-275 

Q 


0210260909 

50-387 

8 

8210290222* 

SO-275 

8 


0210280215 

50-387 

8 

0210040155* 

0A999 



0210280219* 

50-387 

s 

8210000081 

50-413 

0 


8210290230 

90-387 

p 



CORPORATE SOURCE IIMDEX 




AUTHOR 
AFF IHATIQN 


Statt 

P»nii»y Ivjnia, Stata of 


Perkinii Coiti Stantr OJ»an 


PhilatffipMa Elactric Co 


P^o«niXr AZ 

Plpa Fabrication Initltwta 
Plataau Rv^ourctf) Lt<i, 


ACGESSiahi 

iHUMBER 


SUBJECT 

CATEGPRV 


AUTHOR 

AFFILIATION 


ACCESS lorj 
NUMBER 


6210290310 
82 J 01 30487 
SS1DOAO210 
8210210378 
0210270203# 

821028023 &• 

8210290131# 

8210010382 

8310050171 

S310130190 

0210130367 

8210130367 

8210130498 

8210130490 

0210200043 

BSl 0260430 
8207090201 
8207090208# 
820709021 5# 
8209170149 

0210040224 

8210040362 

8210040362 

8210050197 

0210050197 

0210 0 50320 
82100 50320 
0210050321# 
8210050321# 
8210090382 

6210050302 
8210060017 
821 0060047 
82J 0060074 
8210060083* 

8210060177 

82100 60296 
0210060296 
0210060393 
0210070177 

8210070188# 
821 OJ 30226 
8210130296# 

82101 90069 
8210100126 

82101 50126 
82101 50133# 
8210150133* 
S2101SO154 
8210130179# 

8210150282 
82101 30293# 
8210 J 30356 
82101 503S6 
6210 1 30360# 

02101 50360# 

02101 50397 
02IOJ 50397 
0210130400 
0210200046 

0210200046 

8210500063# 

8210200063# 

0210200066 

021 02 00068# 

0210200068# 

8210210297 

6210210297 

6210210^30 

0210210330 

8210220006 

0210220007* 

8210220190 

8210220190 

6210220194* 

0210220194# 

8210220374* 

0210260112 

0210260198 

8210260329 

8210280196 

8210280204# 

0210040004# 

0210220342 

8210260019 


50-387 

50-413 

50-289 

90-289 

CONTRACT 

CONTRACT 

CONTRACT 

50-532 

30-522 

50-522 

50-522 

50-522 

50-522 

50-522 

50-532 

50-522 

50-278 

50-278 

50-378 

50-352 

30-352 

50-352 

50-352 

50-352 

50-352 

90-277 

50-277 

50-277 

50'-277 

50-352 

50-352 

50-276 

50-277 

50-277 

50-277 

50-877 

50-277 

50-277 

50-277 

50-277 

50-277 

50-270 

50-277 

50-277 

50-352 

50-352 

50-352 

SO -368 

50-277 

SO -277 

50-277 

SO -877 

50-277 

50-277 

30-277 

SO -877 

S 0 - 3 S 2 

SO -392 

50-277 

50-277 

90-277 

50-277 

90-277 

50-552 

50-277 

50-277 

50-277 

50-277 

50-277 

50-277 

30-278 

30-279 

50-277 

50-277 

50-277 

50-277 

50-352 

30-277 

50-352 

50-277 

50-277 

50-277 

CONTRACT 

PR 

40-0698 


Pollution 6 Envi ron/n#nt# I Problems# 
Portland Cement Aitociatron 
Portland General Electric Co 


pDiifsr Authority of the State of Neu Tork 


PreaJdint of US Executive Offices 
Project Managenient Corp 

Public Interest Research Oroupi Neiu /ort 

Public Service Co, of Colorado 


021 02 ] 0235 
0210260527 
02100 40163 
82100802531 
6210130399 

8210 1 90024 # 
8210190026 # 
6210220301 
0210250004 
8210250093 # 

82102 50164 
82102 50175 # 
B 2 lOiO 402 l 3 « 
021004031 ? 
8210040324 

8210040332 # 

8210050079 

0210050003 

0210050065 * 

8210050089 # 

8210060091 

8210060145 

8210060148 # 

8210060181 

8210060235 

8210060235 

8210060285 

8210060292 # 

6210120240 

8210120243 # 

8210120253 
0210150031 
8210150203 # 
8210180088 
621 01 80091 # 

8210190069 
8210190077 # 
821019041 1 
8210190435 # 
0210190713 

8210190728 

8210190734 # 

8210190730 

8210200018 

8210200024 # 

0210200028 

8210200039 # 

0210200074 

8210210439 

0210210470 # 

8210210473 # 
8210220326 
8210250061 
821 02 50001 
6210250216 

8210250216 

8210250265 

8210250265 

8210250272 

0210250272 

0210260170 

8210260175 # 

6210260306 

8210260338 # 

8210260378 

8210260386 # 
8210280070 
8210290271 
B 20 B 0 10022 
8210070448 # 

8210050184 

B 2 IOO 6 O 109 

8210060200 

8210130343 

0210130435 

8210260361 

8210130335 

8210130335 

8210130337 # 

0210130337 # 

8210200019 

0209150440 # 

8210040114 

0210050331 

6210050337 # 


SUBJECT 

CATECO^Si 

30-295 i 
50-339 i 
50-344 I 
50-314 { 

PR 


I 


50-344 

50-314 

FR 

50-344 

50-344 

SO -344 

50-344 

50-286 

50-333 

50-333 

SO - 3 33 
50-206 
50-333 
30-333 
50-3 J 3 

50-286 
50-247 
50-247 
50-206 
50-24 7 

50-247 

30-333 

50-333 

50-332 

50-333 

50-247 

50-286 

50-333 

50-286 

50-206 

50 - 3 J 3 

50-333 

30-333 

30-333 

50-206 

sa- 2 l ?6 

50-286 

50-506 

50-333 

50-333 

50-333 

50-333 

SO-333 

50 - 20 & 

50-206 

50-206 

PR 

50-247 

50-247 

SO -247 

50-247 

50-247 

50-247 

50-247 

50-247 

50-333 

50-333 

50-333 

50-333 

50-333 


50-333 S 
50-286 P 
50-247 0 

RISC 
FOIA 


50-537 

50-537 

90-537 

50-537 

50-537 

50-537 

50-247 

50-247 

50-247 

50-247 

50-247 

50-267 

50-267 

50-267 

50-267 


(A tA 



CORPORATE SOURCE INDEX 


439 


AUTHOR 

AFFfLIATlON 


fuJtJit Service Co of Indiana, Inc 


J^jblic Service Co of New Hampshire 


P-ubllC Borvico Cloctnc 4- Oas Co of New 
Jrf s«V 


ACCESSION 

NUiiBER 


321 00&0273 
3210060202* 
a2lD0602a6» 
021OOSO256 
9210 1 30344 

B210130349* 

3310190306 

3310190937 

aaiOl90S43» 

3210190655 

0210 190667* 
0210190701 
0210190706* 
8210210001* 
821 02 10009* 

9210320359 
32102 50083 
0210270104 
B310270113« 
8210270110* 

0310280382 
8210010230 
3210130545 
821 02 SO 130 
8210290239 

8210290240 
8210010465 
B2I 00 10465 
8210010470* 
8210010470* 

8210040112 

8210040112 

8210040193 

0210040193 

8210050199 

6210050199 
0210070105 
62J 01 30436 
82101 50510 
02101 QOOOl 

8210190126 

021019013 

0210190136 

021019013b 

8210190363 

8210260149 
62 J 0260330 
8210270153 
8210270153 
8210270166 

0210270166 
8210200119 
02102801 19 
02100 1004S 

82100 10047* 

0210010123 
02100 1012Q* 
D2100 10144 
0210010150* 
02100 10181 

8210010193* 

021001023/ 

0210010239* 

0210010344 

8210010355* 

02100 10383 
02100 10390* 
8210010407 
8210010412* 
0210010419 

0210010423* 
02100 10453 
8210010461* 
8210060326* 
0210070221 

8210070231* 

8210070243 

8210070246 

0210070248# 

8210070249 

8210070252* 

0210070254 

0210070250* 

0210070305 


SUBJECT 

CATEGORY 


50-267 P 
50-267 P 
50-267 P 
50-267 P 
50-367 n 

50-267 n 
50-267 r 
50-267 a 
50-267 U 
50-267 n 

50-267 R 
50-267 r 
50-267 P 
SO-267 r 
50-267 r 

PR 

50-267 F 
50-267 P 
50-267 P 
50-267 P 

71-9044 

PR 

hlBC 

50-546 Q 
PR 

PR 

50-443 A 
50-443 A 
30-443 A 
50-443 A 

50-443 A 
50-443 A 
50-443 A 
50-443 A 
50-443 A 

50-443 A 
50-443 A 
50-443 A 
50-443 A 
50-443 A 

SO-443 C 
50-443 S 
50-443 S 
50-443 S 
50-443 S 

50-443 a 
30-443 9 
50-443 0 
50-443 0 
50-443 0 

50-443 0 
50-443 A 
50-443 A 
30-311 Q 

50-311 0 

50-311 a 
50-311 0 
50-311 B 
50-311 S 
50-272 C 

50-272 0 
50-31 1 Q 
30-31 1 S 
50-311 S 
30-311 S 

50-272 G 
50-272 S 
50-31 1 G 
50-311 B 
50-311 fi 

5Q-31 I B 
50-31 1 S 
30-31 1 B 
30-354 Q 
50-311 S 

50-31 1 8 
50-311 B 

50-311 a 
50-311 Q 

30-311 a 

30-311 G 
50-311 Q 
50-311 S 
50-272 8 


AUTHOR 

affiliation 


Puget Sound Pout 


ACCESSION 

NU/IBER 


B2I00703I4* 

8210070351 

02100 70359* 
82100 7036G 
92100 70371 

0210070375* 
02£OO 70377* 
8210070380 
0210070388* 
0210000241 

8210080296 

8210120328 

6210130164 

6210130170* 

6210130219 

8210130227* 

G210130340 

8210130345* 

8210130331 

8210130358* 

8210130354 
8210150057 
8210150058 
62101 50063* 
8210150066* 

82101 S0071 
62101 S0075* 
82101 50080 
8210 1 50068 
8210150009* 

82101 50093* 
asiOl 50099 
82101 50109 
8210150111 
82101 501IB* 

02101 50121* 
0210150127 
8210150140* 
0210150148 
82101 50155* 

8210150311 

0210150320* 

821015033?* 

0210100009 

02101 90307 

8210190507 

8210190515* 

8210190515* 

6210190644 

6210190651 

G21020001Q 
6210200014* 
6210200005 
621 0200070* 
6210210134 

8210210144* 

6210220275 

6210220326 

6210250053 


SUDJECT 

CATEGORY 


50-272 3 
50-31 1 S 
50-311 S 
50-272 fl 
50-311 3 

50-272 0 
SO-311 3 
50-272 G 
50-272 G 
50-311 a 

50-311 B 
30-272 0 
50-31 1 Q 
50-31 1 3 
90-311 3 

50-3 U G 
50-311 a 
50-311 a 
50-311 Q 
SO-311 8 

PR 

50-311 Q 
50-272 3 
50-311 9 
50-272 8 

50-272 0 
50-272 3 
50-31 1 0 
50-311 S 
50-311 S 

50-311 8 
50-311 0 
50-311 0 
50-272 0 
50-311 0 

50-272 S 
50-272 a 
50-272 G 
50-272 a 
50-272 a 

50-311 3 
SO-311 3 
50-31 1 a 
50-272 P 
SO-272 P 

50-272 P 
90-272 P 
50-272 P 
50-3 1 1 B 
90-311 B 

30-3 u n 

SO-311 R 

S0-27S n 

90-272 R 
90-272 □ 

50-272 0 
50-272 P 
PR 

50-311 3 





AUTHOR 

AFFILIATION 


Purdue Rfkvarch Fourvtfatian 

Purdur Ur»iv 
PyU. R B 


ff F R«fdV' Inc 


ftad»aUon Hanagemvnt? Corp 
Raedr J 0 

Raaaarch Counsel of Uasfilngton 
Richardii Brandts Killer & Nelson 

RicMend; WAf 

Ridihalgh# £gg»rs Associates 
Rivgrside> CA 

Robert L Cloud Associetesf Inc 


Rochester Oai & Electric Corp 


Rockland Citizens for Bof* Energy 

Rockland Count;;/ NY 
Rockii/ell Internetlonel Carp 


Rockg Mountain Energg Co 


Rolf Jensen Associetesr Inc 
Rondout Aiiocietes 

Ropes l< Oreg 


SEP Owners Croup 

Secra/nento Municipal Utllitg District 


CORPORATE SOURCE INDEX 


ACCESSION 

NUMBER 


8210130367 
B21 01 30498 
6210130498 
8310200045 
8210200058 

0210210337 

8210210337 

0210210339# 

0210210339# 

8210120342# 

0208290011 
82102500-63 
92J02 50063 
9210250063 
0210260429 

G210260429 

0210260429 

02IO2SO247 

0210280157 

821028Q272 

8210040037a 
8210150178# 
0210060197 
8210040403 
82071 10024 

8210210141» 

B21021050S» 

8210270085# 

8210250354 

0210080070 

8210080080# 
9210250231 
021 OS 701 04 
9210270183* 
0210010357 

02100)0345# 

8210010349# 

8210010444 

0210040281 

0210040284# 

8210040280# 
0210070030# 
92101 30195 
02J 01 30199# 
8210130439 

62101 90443# 
0210190440# 
8210190591# 
8210190418# 
9210190437# 

0210190447# 

8210190703 

0210220352# 

8210220340# 

9210220393 

8210250275 
8210250334 
0210250343# 
0210290217* 
G21 0200019 

0210220375 

8210130054# 

9210130315# 

0210190102# 

0210220321 

0210100390 
8210100405# 
9210250043 
0210190105# 
8207 1 00077 

8210130314 

9310270153 

8810870153 

0210270146 

8210270144 

0S1O1 30384 

6210010057 

8210050220 

6210070207# 

9810070394* 

8210070331# 

6810130175 

6210130599 

6210190270 

6210190209# 


SUBJECT 

CATEOaRV 


50-522 G 
50-522 0 

50-522 Q 
50-522 0 

50-522 0 

50-522 D 
50-522 a 
50-522 8 

50-522 D 
CONTRACT 

ACRS 

50-259 0 

50-299 0 

50-259 0 

50-259 0 

50-259 0 

90-259 0 

50-275 R 
50-275 R 
50-275 P 

50-443 0 

50-322 T 
50-483 0 

fOlA 
FOIA 

CONTRACT 

CONTRACT 

71-4639 

PROJ 

50-275 P 

50-275 P 
50-273 n 
50-275 P 
50-275 P 
90-244 P 

50-244 r 
50-244 P 
90-244 P 
50-244 P 
50-244 P 

50-244 P 
50-244 P 
50-244 9 

50-344 8 

50-244 Q 

50-244 F 
50-244 F 
50-244 0 

50-244 a 
50-244 0 

50-244 Q 
50-844 9 

50-244 0 

50-244 Q 
PR 

50-244 P 
50-244 Q 
50-244 0 

50-244 0 

50-247 0 

50-247 0 

CONTRACT 
50-537 A 
CONTRACT 
PR 

40-0380 
40-0360 
40-0697 
50-320 F 
50-3 0 

50-309 0 

90-443 0 

50-443 0 

90-443 0 

50-443 0 

SO-IO P 
50-312 F 
50-312 P 
50-312 0 

50-318 0 

50-312 Q 
50-318 P 
PR 

50-312 R 
50-312 R 


AUTHOR 

AFFILIATION 


Safe Pou#r for Mains 

San Cleirente/CA 
Sandla Laboratortes 


Sandvlk Special Metal* Corp 

Santa Monica. CA 

Scandpoueri Inc 

Science App 1 icati on#/ Inc 


Science Hanagefflent Corp 

Bcloto Kefflorsal Hosp Portsmouth. OH 
Seecoast Anti-Pollution League 


Senate 

Sensible Main* Power 

Shew. Pittmen/ Potts *< Trowbridge 


ACCESSION 

NUMBER 


0210190331 
0210190594 
0210190590# 
02JO1 90603# 
82102SQ037 

02102 90045 

8210250094 

8210230384 

0210250390# 

8210240231 

9310890389 

6210240457 

0210240445# 

8210120554# 

0209290240# 

0210050380 
02100 50397 
0210040004 
8210Q ?Q413« 
02101 50552 

92101 S057 I 
62101 50431 
0210350033* 
821024021 1 
02ID27O330 

0210290399 

8210270143 

9210290032 

8210280043 

8210090077 

0210040311 

8210040319# 

8204210571# 

8210040344# 

0210040349* 

8210040350# 

6210040351# 

8210040355# 

9210040357# 

0210040412# 

02100 60447* 
8210120357* 
8210120422# 
8210190029* 
6210190037# 

9210870413* 
62102 70419# 
3210270420* 
0210290320# 
B21 02 90006* 

8207070324* 

6210040194 

6210040194 

6210060204* 

8210040204* 

8210040214* 

6210040214* 

6206010014* 

6210050234 

82I0200Q45 

8210290303 
8210010345 
021 00 10497 
9210090255 
8210050255 

0810050374 

6210050374 

6210070124 

0210070194 

0210070197 

0210070405 

6210000004 

0210060090 

0210000094 

0210120242 

0810180267 

6210130275 

0810150161 

6210190228 

0210130447 

0210160155 

6210200009 

8210200009 

6210200013# 

6210200013# 


SUBJECT 

CATECORV 


50-312 P 
30-312 P 
50-312 P 
50-312 P 
71-9C94 

50-312 r 
50-318 r 
50-312 S 
50-312 S 
50-312 P 

S0-3\2 P 
50-309 G 
50-309 O 
CGNTRACr 
FOIA 

NUREG 

NUREG 

NUREG 

71-9150 

MUREO 

NUfiEO 

RES 

NUREO 

NUREG 

NUREO 

RES 

XPORTLIC 
XPOfllLlC 
TPORTL IC 
& 0 -M 2 O 

TOP REP 
rOPREP 
50-264 P 
50-937 A 
50-537 A 

50-S37 A 
50-537 A 
50-537 A 
FOIA 
CONTRACT 

50-537 C 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

50-397 H 
CONTRACT 
70-1113 
50-204 V 
COMMISSION 

70-2748 
50-443 G 
50-443 0 

50-443 0 

50-443 G 

50-443 0 

50-443 0 

50-289 N 
50-309 0 

30-309 0 

50-309 C 
50-440 0 

50-440 0 

50-440 0 

50-440 0 

ftO-440 G 
50-440 0 

50-302 O 
50-209 G 
50-308 <3 

30-440 0 

50-362 0 

50-302 0 

50-209 0 

50-483 0 

50-866 0 
50-209 O 
50-440 C 
50-440 G 
50-440 6 

50-440 G 
50-400 O 
50-400 G 
50-400 O 
50-400 Q 



CORPORATE SOURCE INDEX 


441 


AUTt^QR 

ArFit-iArroN 


£h«r(»h44n Opponents CoaUtion 


:i»m Club 


ACCESSION 

NUMBER 

SUBJECT 

CATEGCRV 

AUTHOR 

AFFfLlATION 

accession 

NUMBER 

SUBJECT 

CAT60DRV 

6210200021* 

50-400 

0 


0010010348 

30-395 

S 

0210200021* 

50-400 

0 


8210050175 

50-395 

E 

0210300033 

50-209 

0 


8210050210 

50-395 

P 

0210210173 

50-320 

G 


8210030324 

50-395 

r 

0210210179* 

50-320 

Q 


82100 60242 

50-395 

F 

6210210266 

50-320 

Q 


6210000230* 

30-393 

0 

0210310204 

50-440 

Q 


B2L00BO276 

30-393 

P 

6210210204 

50-440 

0 


8210120246 

30-395 

F> 

8210210353 

50-440 

0 


6210180156 

30-393 

P 

0210210353 

50-440 

G 


6210100162* 

50-395 

P 

0210210365 

50-483 

Q 


6210190332 

50-395 

r 

0210210372 

50-302 

0 


0310190457* 

50-393 

r 

02102J0374 

50-267 

e 


6210190505 

50-395 

p 

8210220305 

50-440 

Q 


6210190513 

50-393 

p 

8210220305 

50-440 

Q 


6210190533 

50-393 

p 

8210220309 

50-440 

0 


0210220340 

50-395 

8 

0210230309 

50-440 

G 


6210220346* 

50-395 

6 

8210220396 

50-440 

0 


6310220353 

PR 


0210230396 

50-440 

G 


6210220430 

50-395 

Q 

0210220405* 

50-440 

G 


0210220443* 

30-395 

B 

0210220405* 

50-440 

Q 


6210250330 

50-395 

P 

82102S0S4Q 

50-463 

G 


6210250339* 

50-395 

P 

82 102 50253* 

50-483 

Q 


6210260140 

50-395 

F> 

82102 50299 

50-440 

G 


0210260159 

50-395 

P 

0210250299 

SO'440 

Q 


0210260166* 

SO -395 

P 

8210250322 

50-440 

0 


6210260172 

50-395 

r 

0210250332 

50-440 

Q 


6210290245 

PR 


0210260406 

30-266 

G 


62102 9027 J 

PR 


0210260433 

50-362 

G 


6210290264 

50-395 

Q 

8210260216 

50-440 

Q 


6210290866* 

50-393 

Q 

0210260216 

50-440 

Q 


8210290335 

50-393 

Q 

0210260231 

50-440 

0 


0210290330* 

50-395 

a 

0210260231 

50-440 

0 

6>oifth Caroline* State of 

02101 30506 

50-413 

0 

021O2GO246 

SO- 4 40 

0 


B2I01 00106 

50-413 

0 

0210260253 

50-266 

Q 

Sauth Carolina* Univ of 

0210190444* 

30-395 

p 

6210260360 

50-289 

0 

Southern California Edison Co 

8210040177 

50-206 

p 

8210260367 

SO-382 

0 


0210040323 

TOPflEP 


0210290267 

50-440 

0 


0210050006 

50-361 

a 

0210150309* 

30-322 

0 


6210050012* 

50-361 

a 

0210150324* 

30-322 

0 


62100 50016 

S0-36t 

a 

0210150337* 

50-332 

0 


6210050019* 

50-361 

a 

02101 S03SI* 

50-322 

0 


6210050024* 

50-361 

a 

0210130365* 

50-322 

€ 


6210050029* 

50-361 

s 

0210150393* 

50-322 

0 


6210050032* 

30-361 

0 

0210150402* 

50-322 

0 


6210050037* 

30-361 

3 

0210150410* 

30-332 

0 


B2100SQ041* 

50-361 

D 

0210150422* 

50-322 

0 


6210050044* 

50-361 

6 

0210130527* 

50-332 

0 


6210050046* 

50-361 

6 

0210200036 

50-332 

0 


B2J 0050050* 

50-361 

G 

8210230059* 

30-322 

0 


0210050096 

30-361 

G 

0210060195 

50-537 

0 


0210050090* 

50-361 

0 

0210120327 

50-537 

0 


0210050101* 

50-361 

0 

0210210232 

50-337 

Q 


0210050151 

50-061 

6 

0210210357 

50-537 

0 


0210050234* 

50-361 

6 

8210210453 

50-537 

0 


021 00509/. 1 

i-n-HA 1 

r> 

0210220260 

50-537 

0 





0210220200* 

50-537 

0 





0210220295* 

50-537 

0 





0210260397 

50-537 

Q 





0210260404* 

50-537 

Q 






Ch*fli4cal Co 
I tvtn Kinfl Hi ning. Inc 


0210130072 

0210270194 

0210200400 

0210250054 

021O25OO5^tt 


XPDRTLIC 

XPQRTLIC 

XPORTLIC 

40-6602 

40-0602 


I nc 


4 lr. « 


821027004B 

0210070132 

0210070132 

0210070136 

8210070136 


40-0602 
50-329 0 

50-329 0 

50-329 0 

50-329 0 


nnie<lPP* AlUence for th» environment 
^AFC) 


0210070140 

0210200054 

0210200061 

0210210346 

0210210346 


50-329 0 
50-329 0 
50-329 0 
50-454 0 

50-454 O 


jjl Admlnl»kr^tion 


02102 10347H 
0210210347* 
8210160330* 
0210180340* 
8210210444* 


50-494 0 

50-494 0 

COMTRACT 
COHTrtACT 
CONTRACT 


v»n <;ountV' TX , „ „ 

Cerollne Electric it 0** Co 


0210270221* CONTRACT 
0210270223* CONTRACT 
0210130074* CONTRACT 
0210010167 50-395 0 



44 / 


AUTHOfl 

AFFILIATION 


Southern California, l/nlv of 
Southport, NC 

Soothw«»t Resaarch ln»titut» 
Spam 

Spiogel ^ McDlarmid 
St Jotiph Hoap AI(iuqu<rqua< NH 
St L\ik*t Hosf NllwauUaiWl 
Stamlrisr B 


Standard! 2»d Nuclear Unit Power Plant 
Syetiin 


Stater Dept, ofi Bureau of Oceana tr 
Internatl Environ (c Scientific Affaire 


Steam Cenerator Owner* Group 
Stearne-fioger Engineering Corp 
Stevenion & Attociatte 
Stone & Nabeter Engineering Corp 


Stone tc Webeter, Inc. 

Stoner Aieoeiatefi Inc 
Structural Ognamict Research Corp 
Suffolk County^ NV 


CORPORATE SOURCE INDEX 


ACCESSION 

NUMBER 


82101 90402 
8210150482 
8210190309 
82101 '9031 7« 
8210190323* 

8210190328* 

8210190455* 

0210170490 

8210190506* 

8210190934 

8210190960 
82101 90560 
8210190625 
0210190625 
8210190625 

8210250137 

8210250140* 

8210250207 

8210250214 

8210250218* 

8210250227* 
821 0250269 
021 0250273* 
8210250280 
8210250303 

8210260214 

8210260247 

8210260272 

8210260416 

8210260424* 

02102 60435* 

6310260448 

8210260450 

0210260472 

6210260477* 

8210260066 

8210280068* 

6210250000 

0210280086* 

6210290063 

0210290069* 
02102 70408 
82101 30061* 
0210120330* 
0206060015* 

8210250356 

0210120066* 

0210290247 

821005023B 

0210050238 

021 00 SOS 40 
8210050240 
0210210370 
8210080260 

8210080260 

8210080260 

0210060266* 

8210080266* 

8210080266* 

0210220352 

0210220253* 

0210260274 

8210040403 

0210080119 

8210080IS6 

8210050152 

8210220316 

8210190666* 

0210150206* 

0210190265* 

821 01 90290* 

8210190492 

0210190500* 

8210220346 

0210290303 

0210290237 

6210190261* 

6210210301* 

0210180163* 

0210010395 

0210050487 

62I00903B3 

0210150309* 


SUBJECT 

CATECORV 


50-361 G 
50-361 0 

50-361 S 
50-361 3 

50-361 S 

50-361 S 
50-361 0 

50-206 S 
50-206 3 

50-361 P 

50-361 P 
50-361 P 
50-206 F 
90-206 F 
50-S06 F 

50-361 S 
50-361 S 
50-361 B 
50-361 S 
SO-361 S 

SO-361 Q 
50-361 3 

50-361 S 
50-206 S 
50-206 0 

50-266 P 
S0-20b P 
50-206 P 
50-361 P 
50-361 P 

50-361 P 
50-206 P 
50-206 P 
50-206 P 
50-206 P 

50-206 a 
50-206 G 
50-361 a 
50-361 S 
50-361 A 

50-361 A 
50-295 O 
CONTRACT 
CONTRACT 
COKMISSION 

PROJ 
FOIA 
REOGO 
50-329 0 

50-329 0 

50-329 0 

50-329 0 

90-329 0 

30-482 K 

90-482 K 

90-482 K 
90-402 f( 
90-482 K 
90-402 K 
90-482 A 

50-482 A 
50-402 A 

XPQRTLfC 

XPORTLIC 

XPORTLIC 

TOP REP 
PR 

90-213 P 
50-322 T 
50-322 T 

90-322 T 
90-395 P 
90-395 P 
PR 

90-275 n 
PR 

90-322 T 
50-329 A 
90-358 A 
90-322 0 

50-322 0 

90-322 0 

50-322 0 


AUTHOR 

affiliation 


Sugarmant H J 


Sunflower Alliance 


Sui tierland 
Sgeteme Control, Inc 

TRC Environmental Consul tante, Inc 
TRWf Inc 

Target Research, Inc 
Taladgne Energy Sgitems 

Teledgnt Engineering Services 


Teledgne Wab Chang Albany 
Tennaese* Vallag Authority 


ACCESSION 

NUMBER 


0210190324* 
821 01 50337* 
0210130351* 
8210150365* 
0210150373* 

8210130402* 
0210150410* 
8210130422* 
02101 S0527* 
8210200036 

0210200076 

0210200003* 

8210200009* 

0210250058 

8210250059* 

0210260232 

0210260239* 

8210260242* 

0210260246* 

8210260407 

0210290283 
02100 J 0244 
0210010244 
0210180204 
0210100204 

02101 B020B* 

0210100209* 

8210100217 

0210180217 

8210100223 

B2101 00233 
8210100224 
0210100234 
8210180226* 
0210160226* 

0210100253 
6210180251 
02100 1 02S0 
8210010250 
0210010323 

0210010323 

0210050173 

0210050173 

0210050226 

0210050228 

8210050242 

0210050342 

8210090252 

0310050252 

8210250331 

0210270150 

8210040335* 

0210040340* 

8210050410 

0210150290* 

0210120950* 

0210270373 

0210270376* 

8210080123 

0210000373 

8210050191* 

021OOOO191 

8210000193* 

B2101905Q3 

8210190584 

8210190504 

0210250167 

S2102SOI7I* 

0210250197 

8210250201* 

0210250210 

0210250210 

8210250240 

0210250291 

0210290318 

0210250310 
0210200211 
02102 B021 3* 
0210200277 
0210290319 

8210290322* 

8210270011 

8210270076 

8210270391 

0200170297 


SUBJECT 

CATEOOflV 


50-322 Q 
50-322 e 
30-322 3 

50-322 6 

50-322 fr 

50-323 C 
50-323 O 
SO-322 C 
50-322 e 
50-322 0 

50-322 G 
50-322 0 

50-322 O 
50-322 C 
50-322 G 

50-322 7 

50-322 T 
50-322 1 

50-332 T 
SO-332 H 

50-322 C 
50-352 0 

50-352 a 
50-352 G 
50-352 O 

50-352 C 
SO-352 0 

50-3SS 0 

50-352 G 
50-3S2 C 

50-352 0 

50-352 5 

50-352 0 

50-352 0 

50-352 C 

SO-352 0 

50-392 a 
50-440 0 

50-440 0 

50-440 G 

50-440 0 

50-440 0 

50-440 0 

50-440 0 

50-440 G 

50-440 « 

50-440 0 

50-440 G 
90-440 G 
50-440 0 

XPOflTLlC 
0A999 
(1A997 
NUREO 
50-322 T 

CONTRACT 
40-0824 
40-0824 
50-373 P 
50-275 P 

flA999 
50-275 P 
SO-275 P 
50-275 P 
50-275 P 

50 275 P 
50-275 P 
90-27S P 
50-375 n 
50-279 R 

50-275 P 
50-275 P 
50-275 F 
50-275 P 
30-275 P 

50-275 P 
50-275 2 

50-275 fl 
50-275 P 
50-275 R 

30-275 R 
XPORTLIC 
XPORTLIC 
XPDRTLIC 
SO-2S9 H 



CORPORATE SOURCE INDEX 


443 


AUTHOR 

AFFIHATICM 


ACCESSION SUBJECT 

NUMBER CATEGORY 


82091 7006B 

50-327 

F 

B20?l 70101 

30-259 

F 

0207300170 

50-239 

B 

0309300175* 

50-259 

S 

8210010011 

50-438 

S 

B210010104* 

50-239 

0 

0210010104* 

50-259 

0 

8210010104* 

50-259 

a 

8210010108 

50-327 

a 

0210010115* 

50-327 

a 

8210010135* 

50-327 

Q 

8210010197* 

50-438 

0 

6210010304* 

50-259 

Q 

8210010304* 

50-259 

Q 

Q2100 10304* 

50-259 

Q 

0210010341* 

50-390 

0 

8210010420* 

50-51B 

0 

0210010429* 

50-436 

0 

8210050053 

TOPREP 


8210050062 

50-390 

G 

G21 00 50062 

50-390 

S 

8210050094 

50-438 

S 

0210050094 

50-43B 

5 

0210050099 

50-390 

B 

8210030104 

TOPREP 


92100S0114 

50-390 

a 

8210050114 

50-390 

a 

021OOSO115 

50-438 

B 

8210050115 

50-438 

s 

8210050119 

50-438 

a 

8210050119 

50-438 

s 

8210050158 

SO-390 

s 

8210050158 

50-390 

B 

8210050216 

SO-327 

p 

8210050216 

50-327 

p 

8210050249 

50-438 

B 

8210050249 

50-438 

9 

82100S026B 

50-259 

P 

8210050271* 

50-259 

P 

6210050285 

30-566 

3 

8210050293 

50-390 

3 

0210050293 

50-390 

Q 

021OOSD293 

50-390 

a 

6210050293 

50-390 

s 

8210050293 

50-390 

B 

8210050316 

50-390 

a 

82100 50316 

50-390 

9 

8210050344 

50-390 

0 

0210050344 

50-390 

Q 

62100 50407 

50-438 

9 

62100 50407 

50-438 

S 

6210060205 

SO-390 

8 

6210060205 

50-390 

a 

0210060219 

50-327 

8 

82100 60221* 

50-327 

S 

8210060265 

50-296 

6 

0210060270* 

50-296 

a 

8210060274 

50-43 B 

3 

8210060279 

50-390 

8 

6210060279 

50-390 

3 

8210060260 

50-390 

3 

8210060280 

50-390 

a 

0210060301 

50-259 

p 

8210060304* 

50-259 

p 

0210060347 

50-327 

F 

0210060352* 

50-327 

F 

8210060352* 

50-327 

F 

6210060409 

50-299 

a 

0210060412* 

50-299 

B 

0210060414 

50-259 

8 

0210060422* 

50-259 

8 

8210070133 

50-29? 

T 

0210070255 

30-259 

P 

0210070255 

50-259 

P 

6210070348 

50-438 

A 

8210070348 

50-438 

A 

0210080160 

50-390 

B 

0210080160 

50-390 

8 

0210080160 

50-390 

a 

8210080160 

50-390 

a 

8210080160 

50-390 

B 

6210080168 

SO-390 

a 

0210080210 

90-299 

p 

6210080210 

50-25? 

p 

0210080218 

50-259 

p 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

8310080219 

8310080219 

8210080219 

8210080222 

8210080222 

8210080247 

8210080247 

8210080247 

0210080247 

8210080247 

8210080247 

8210080255 

8210080255 

8210080278 

8210080278 

8210080280 
8210080280 
B2 10080291 
8210080291 
8210080292 

8210080292 

8210080307 

0210080310 

8210080310 

8210120284 

fi210l203a9» 

6210120269* 

0210130-142 

6210130130 

6210130190 

BZL0130L97 

9210130162* 

8210130165 

8210130169* 

9210130172 

8210130176* 

8210130247 

8210130247 

8210130317 

8210130379 

8210130384 

8210130407 

8210130429 

8210130438* 

8210130442 

8210130452* 

8210130521 

021O13O9&O 

8210130560 

8210130569 

8210130569* 

8210130972 

8210130579* 

8210150105 

8210150181* 

6-2101 50219 
8210150210 
92101 S 0230* 
8210150230* 
92101 50231* 

8210190241* 

0210190291* 

9210180117 

8210180117 

031 


SUBJECT 

CATEGORV 


50-259 Q 
50-299 Q 
50-29? Q 
50-438 8 
50-438 S 

50-390 3 
50-390 8 
50-390 8 
SO- 390 S 
50-390 S 

50-390 a 
50-390 a 
50-390 3 
50-439 B 
50-430 9 

50-390 S 
SO-390 S 
50-390 S 
50-390 B 
50-436 S 

50-436 8 
90-438 B 
90-390 S 
30-390 S 
30-327 P 

50-327 P 
90-327 P 
90-2S9 P 
50-327 P 
50-327 P 

50-296 3 
50-296 9 
SO-299 9 
50-29? S 
50-259 a 

50-259 9 
50-390 S 

50-390 a 

50-327 S 
50-390 B 

50-390 B 
50-439 a 
50-259 a 
50-259 9 
50-327 8 

50-327 a 
PR 

50-390 B 
50-390 a 
50-25? 9 

50-25? S 
50-328 G 
90-320 6 
50-299 O 
50-430 0 

50-259 0 
50-259 8 
50-390 a 
50-390 Q 



CORPORATE SOURCE INDEX 


AUTKOR 

AFFILIATION 


ACCESSION 

NUMBER 

B2i0220SS5 
Q51QZS0S71* 
B2t0220Z7l* 
0210220350 
021 02 20422 

S2l022O4A6« 

eSI0S2O474-tt 

8210220474* 

8210250067 

8210250070* 

B2t02S0096 

8210250096 

02IOS9DO96 

8210250101* 

0210250101* 

8210250101* 
8210250236 
021 0250236 
0210250236 
0210250244 

0210250244 

8210250244 

0210260100 

8210260100 

0210260105 

8210260105 

8210260107 

8210260140 

8510260174 

8210260174 

e2l026{}lB6 
8210260186 
8210260103 
8210260187 
82102 60189 

8210260189 

6210260189 

8210260189 

8210260196* 

05IOS6O212 

8210260222* 

6210260228 

8210260351 

8210260320 

0210260320 

821 0260320 
B21 0260320 
8210260320 
8210260320 
8210260322 

8210260322 

8210260349 

0210260353* 

8210260381 

0210260370 

8210260390 
82102 60407* 
8210260408 
0210260408 
8210260417 

8210260446* 

0210260491 

8210260451 

8310280200 

8210290049 

8210270092 
8210290054 
02102 90057* 
0210290059 
021 0290059 

0210290062 

0210290066* 

0210290091 

9210290094I* 

8210290178 

82102 901 07 
8210290187 
8210270107 
6210290187 
8210290187 

8210290231 
821 0290232* 
8210290236 
8210290236 
8210290236 


SUBJECT 

CATEODRY 


50-390 F 
50-430 Q 
50-438 0 
50-430 8 
50-430 0 

50-390 a 
50-327 Q 
50-327 Q 
50-260 P 
50-260 P 

50-257 P 
50-257 P 
50-257 P 
50-259 P 
50-259 P 

50-259 P 
SO-259 F 
50-2S9 F 
50-259 F 
50-250 F 

50-250 F 
50-250 F 
50-390 S 
50-390 0 
50-438 S 

50-430 S 
50-438 9 
50-327 P 
50-39D F 
50-390 F 

50-390 S 
50-390 B 
80-358 a 
50-390 F 
50-390 F 

50-390 F 
50-390 F 
50-390 F 
50-328 a 
50-259 Q 

50-259 B 
50-327 P 
50-433 B 
30-390 0 
50-390 8 

50-390 8 
50-390 S 
50-390 S 
50-390 8 
50-438 9 

50-438 8 
50-260 8 
50-260 S 
50-259 a 
50-390 8 

50-390 9 
50-257 S 
50-390 9 
50-390 0 
50-260 9 

50-260 0 
50-390 0 
50-390 9 
50-390 A 
50-391 0 

50-390 S 
50-259 9 
50-259 8 
50-430 0 
50-430 8 

50-259 B 
50-259 8 
50-328 8 
S0-33B 8 
50-390 S 

50-518 8 
50-518 S 
50-510 S 
50-510 8 
50-510 8 

50-296 9 
50-296 S 
50-390 S 
50-390 S 
50-390 S 


AUTHOR ACCESSION SUBJECT 


AFFILIATION 

NUMBER 

CATEGOftV 



021(J29O236 

50-390 

S 



8210290236 

SO “390 

S 



8210290236 

50-370 

Q 



82 102 90236 

50-390 

S 



0210270236 

50-390 

£ 



8210290236 

50-390 

S 



0210290240 

50-430 

B 



821Q29Q26S 

PR 




0210290266 

SO-390 

5 



8210290266 

50-390 

S 



8210290274 

50-320 

S 



0210290274 

50-320 

s 



0210390274 

50-320 

s 



0210370277 

50-327 

s 



0310290279* 

50-327 

s 



021029031? 

50-259 

s 



0310290321* 

50-259 

s 



0210290324 

30-430 

s 



8210290324 

50-433 

5 



0210290328 

50-390 

s 



02IO29O3SB 

50-390 

s 



0210290320 

50-390 

s 



0210270320 

50-390 

0 



0210290360 

50-259 

s 



0310370371* 

50-259 

8 

Tvfcon Fxplor«tian 

Drilling Co < Inc 

0210200412 

40-0720 


T*x*> A 4« H Unlv 


G210250195 

50-341 

F 



8210250190* 

50-341 

F 

T*xiiS Mucl« 4 r Oiv 

(tub* of RamtiK^ 

8210060411* 

FDIA 


£n|r C« ) 

T«ni T*ch UaIv 

0210190177* 

CONTRACT 



T*xa9 0«ntr*ting Co 

8210010302 

PR 




0310040024* 

50-445 

0 



8210040024* 

50-445 

Q 



8210040056* 

50-445 

<9 



8310040026* 

S0-44S 

0 



0210040030* 

50-445 

0 



8210040030* 

50-445 

G 



0210040033* 

50-445 

Q 



8210040033* 

50-445 

0 



0210040037* 

50-445 

0 



0210040037* 

50-44 5 

o 



8210040316 

30-445 

3 



021013029? 

50-445 

G 



0210130299 

50-445 

0 



6210130576 

50-445 

r 



0210130576 

50-445 

r 



0210100006 

50-448 

X 



6210100006 

50-445 

K 



8210180000* 

50-445 

K 



6510160006* 

50-445 

K 



0210220372 

PR 




6210250330 

50-445 

S 



82102S033B 

50-445 

S 



0210250346 

50-445 

9 



0210260375 

50-445 

S 

T«xAs« 84*t-* of 


0210040042* 

SO-445 

0 

T*r**f Unlv of 


6210050174 

50-192 

P 

Th^ecfiorr r L 


0210000073 

50-522 

G 

Thru* ^11* fvlJnd 

AUrt 

0210050176 

50-209 

0 



8210050237 

50-269 

0 

Toledo E4l*cn Co 


0210280236 

50-269 

H 


6210090235 

50-346 

r 



6210050256* 

SO-346 

0 



8210050304 

50-346 

p 



6210090310 

50-346 

p 



0210050313* 

50-346 

p 



8210050316* 

50-346 

p 



6210050323 

50-346 

s 



6210050327* 

50-346 

s 



0210090333 

50-346 

p 



8210090355 

50-346 

s 



8210050361* 

50-346 

8 



8210060314 

50-346 

0 



8210070005* 

50-346 

F 



6210070006* 

50-346 

F 



621QO0O280* 

50-346 

0 



6210130124 

50-346 

3 



0210130126* 

30-346 

6 



6210130396 

50-346 

a 



0210130366* 

50-346 

6 



6210130404 

50-346 

B 



6210130410* 

30-346 

S 



6210160131 

50-346 

8 



6210160135 

30-346 

P 
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author 


ACCESSION 

SUBJECT 


AFFILIATJCN 


NUMBER 

CATE(!0RY 



e310l80l37» 

50- 346 

S 



0210190254 

50-346 

B 



02101 90261 a 

50-346 

jj 



0210190203 

50-341 

0 



8210190350 

50-346 

0 



021Ol9Oa59« 

50-346 

0 



8210190623 

50-346 

r 



0210210456 

50-346 

p 



0210210556* 

50-346 

p 



0210210559# 

50-346 

p 



0210220013 

50-346 

p 



0210250226 

50-346 

Q 



0210250231 # 

50-346 

S 



8210250270 

SO-346 

S 



8210250279# 

50-346 

O 



8210260260 

S0-34& 

P 



0210260203 

50-346 

P 



82102B0075 

50-346 

S 



0210280070* 

50-346 

S 

r Park«F Seligerr Simotiaff S* 


0207100051 

50-219 

H 

ir iar» 





g Pir>c4 Technology 


8210120264 

50-520 

R 



8210150353* 

50-392 

A 



8210220190 

50-520 

R 



0210220190 

50-528 

R 



0210220190 

50-528 

R 



0210220244* 

50-520 

R 



0210220244* 

SO-S20 

R 



8210220244* 

50-520 

R 

i.iericai Delaval* Inc 


8210050290* 

0A999 



8210050295* 

OA999 


lytl-edn-p Inc 


8210070452 

7P0RTL1C 



8210000037 

JfPORTLlC 




0210000040* 

XPORTLIC 




0210060042* 

XPORTLIC 




0210000108 

XPORTLIC 




8210090130 

XPORTLIC 




8210000133 

XPORTLIC 




0210270147 

XPORTLIC 




0210370160 

XPORTLIC 




8210290052 

XPORTLIC 




0210290056 

XPORTLIC 




0210280059* 

XPORTLIC 


ite twtor Transit Co (suhe 

1 a F-ac i f Lc Co^J^ ) 

of 

02101 50600 

70-1739 


P 


0210120496* 

CONTRACT 



0210120286* 

50-275 

P 

cgi^. Inc (Formerly Nuclear 


0210050095 

27-39 


tr 1 
arb 1 d 0 Carp 


8210130302 

50-34 

P 


0210130306* 

50-54 

P 



0310190246 

40-299 




0210190256* 

40-299 




8310220491 

40-299 




0210250019 

40-299 




8210250021* 

40-299 




0210370067 

70-687 




0210270070* 

70-687 


lec-trjc Co 


0210050399 

0210130263 

50-483 

50-403 

A 

Q 



0210130555* 

90-483 

Q 



0210210365 

50-483 

Q 



8210250349 

50-403 

0 



8210250253* 

50-493 

0 

Cone kfrnerf gcientiete 


6210120274 

8210130335 

50-209 

50-247 

0 

Q 



8210130335 

50-247 

Q 



0210130337* 

30-247 

0 



8210130337* 

50-247 

0 



8210220276* 

30-537 

0 



8210220410 

50-247 

Q 



8210220465 

50-269 

0 



8210280243 

50-247 

Q 

Lrll-no«« Inc (sub* of UALi 

0210220316 

PR 


tgjrtoor' 4- Conitructorir 

Inc 

8210050206* 

50-443 

A 

k f ffa 5 ( the an Co i 


0210260205 

30-324 

a 

cl 0 *r Corp 


8210270060* 

8210200104 

30-537 

70-820 

0 



8210250012 

70-820 




8210250014 

70-820 




8210250016 

70-371 




8210250032 

40-8781 




8210260036 

70-820 



AUTROR 

AFFltlAtrON 


Universal Tschmcal Tefttin^ Labord 
Inc 

Ur^nlwm R»»ourcefr, Inc 

Ut9h* St-at* o# 

Utabi Urtlv 0# 


Utility C^Q'TlkerB Union ot America 
Uertnont Yankee Ku elver Pdutfr Carp 


VoeteP J rhcrnpvont Jp t Inc 
Virginia Electric Ic Pouer Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8210260108 

70-030 


02102701 73 

70-020 


0210270206 

70-020 


8210270313 

70-020 


8210270218 

70-620 


. B210220316 

PR 


0210180356 

40-8766 


8210350013 

40-0706 


8206 2 70016* 

COMMISSION 

8210360230* 

50-72 

R 

8310260234# 

50-72 

R 

8210290240 

PR 


8210040113 

50-371 

0 

0210130109 

50-271 

n 

8210130193* 

50-271 

R 

0210150447 

50-271 

p 

0210100190 

50-271 

r 

8210190022 

50-271 

0 

021 01 90027* 

50-271 

s 

8210210204 

90-271 

s 

8210210214# 

50-271 

B 

021O22O4IG-* 

50-271 

0 

02102 70430# 

50-271 

F 

82102 70432# 

50-271 

F 

8210200138# 

50-271 

F 

8210200143* 

50-371 

F 

8210220246 

PR 


0206160306* 

SO -200 

Q 

6207230301 

50-339 

8 

0207230303* 

SO -339 

S 

0200090114 

30-330 

P 

8200090114 

30-330 

P 

0210010103 

50-339 

P 

0210010107# 

SO-339 

P 

8210010125 

50-200 

F 

8210010125 

50-200 

F 

8210010125 

50-200 

F 

82100(0140 

50-330 

a 

82I001014S* 

50-338 

0 

8310010163 

30-330 

B 

8210010168* 

50-330 

S 

0210010209 

50-330 

6 

0210010219* 

50-330 

S 

8210010233 

50-339 

S 

6210010236# 

50-339 

0 

6210010246# 

SO-33B 

P 

0210010246# 

50-330 

P 

0210010247* 

30-330 

P 

8210040277 

50-330 

P 

8210040277 

50-338 

P 

8210040290* 

50-330 

P 

8210040397* 

50-330 

P 

8210040315# 

50-330 

P 

0210040325# 

50-338 

P 

02(0090071 

50-200 

s 

62100 90074* 

50-200 

9 

8210090076 

SO-2S0 

r 

8210090070* 

50-200 

s 

6210090081 

50-200 

8 

8210090001 

5 ^ 


8210050006* 



8210050091# 



8210050092* 



8210050103 



821 
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CORPORATE SOURCE INDEX 


AUTHOR ACCESSION 

AFFILlAnON NUMBER 

SUBJECT 

CATeOOR V 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATECORV 

0310X50297 

50-200 

P 


621O27025P 

30-338 

P 

&31 01 20297 

go-280 

P 


0210200130 

50-280 

P 

62X01 20205« 

50-230 

P 


9210260244 

50-200 

P 

6210130305* 

50-230 

P 


62X0290244 

30-280 

G 

6210120305* 

50-280 

P 


8210290270* 

50-280 

G 

6210120305* 

5O-2B0 

P 


9210290274* 

50-280 

Xi 

02IO12O3OS* 

50-260 

P 


8210290202* 

50-280 

if 

82101301 15* 

50-330 

f 


0210290337 

50-330 

Q 

021 Ol 301X4* 

SO-330 

F 


8210290347* 

50-338 

S 

0310130114* 

50-336 

F 

S/trgir}l*< Univ of 

8210040064 

50-42 

P 

8210130204 

50-280 

S 


6210080237 

50-42 

P 

8210130204 

50-200 

S 

Mjshington Log*! Foundation 

8210010322 

PR 


0210130206* 

50-260 

S 


0210X30277 

PR 


82X0130213* 

SO-280 

s 

{Washington Public Pow*r Supply System 

8210010020 

50-508 

M 

0210130216* 

50-200 

s 


0210040255 

50-397 

A 

6210130427 

50-200 

0 


0210050124 

50-397 

C 

8210130431* 

S0-2B0 

Q 


02100 50154 

50-397 

E 

621 OJ 30500 

50-260 

s 


0210050340 

50-397 

rt 

8210130S07* 

50-200 

s 


8210040223 

50-397 

A 

62101 50054 

50-260 

3 


0210040319 

50-397 

c 

8210150095 

50-200 

9 


0210060445 

30-397 

F 

8210150139 

50-260 

9 


0210070X41 

50-397 

A 

02X01 50359 

50-28J 

3 


8210070144* 

50-397 

A 

8210150394 

50-280 

3 


0210070141* 

50-500 

Q 

6210190264 

50-336 

6 


0210070297 

50-440 

3 

0210190270* 

50-338 

8 


0240070297 

50-440 

3 

62104 90321 

50-339 

P 


6210070302* 

50-397 

XI 

8210190329 

50-330 

S 


8210070311 

50-440 

6 

6210190337* 

50-338 

S 


021007031 1 

50-440 

a 

0210200043 

S 0-200 

P 


621007033D 

50-440 

G 

8210200043 

50-200 

P 


0210070370 

50-397 

Q 

62 1 0200046* 

50-200 

P 


8210070307* 

50-460 

0 

6210200046* 

50*- 200 

P 


021OO7O387* 

50-440 

a 

62102100S3* 

50-280 

F 


8210060095 

50-397 

K 

82X0210053* 

30-280 

r 


8210000400* 

50-397 

K 

6210210055* 

50-200 

F 


8210000195 

50-397 

n 

6210210055* 

50-200 

F 


8210080275 

SO-377 

T 

6210210058* 

50-280 

F 


8210000304 

50-397 

(> 

6210210058* 

50-200 

F 


8210120194 

50-500 

K 

621022001 i 

50-338 

P 


8210120197 

50-506 

A 

8210220011 

50-338 

P 


8210120200* 

50-509 

K 

02102 20095 

50-260 

S 


6210130100 

50-397 

A 

0210220095 

50-260 

8 


0210130194 

50-397 

F 

6210220097* 

50-200 

8 


62104 30217 

50-397 

U 

0210220100* 

50-260 

S 


8210130425* 

50-440 

a 

0210220170 

50-280 

P 


8210130432* 

50-440 

Q 

6210220178 

50-280 

P 


6210130432* 

50-460 

Q 

6210220176 

50-200 

P 


02X0130975 

50-397 

r 

6210220178 

50-280 

P 


8210190576 

50-397 

E 

6210220176 

50-200 

P 


0210190902* 

50-397 

E 

021O22OSOO 

50-030 

Q 


0210190504* 

50-397 

i: 

B21 0220227 

30-330 

a 


0210190444 

50-397 

0 

6210220234* 

30-338 

8 


0210190700 

50-397 

r 

0210220373 

PR 



8210190744 

50-397 

A 

62102 20392 

50-260 

0 


0210210045 

50-397 

K 

8210220392 

50-SBO 

9 


0210210049 

50-397 

c 

6210220390* 

50-260 

9 


0210210140 

50-397 

B 

6240220408* 

50-260 

9 


0210210276 

50-397 

Z 

0210220413* 

50-260 

8 


0210210327 

50-397 

A 

821 02 2044 5 

50-339 

S 


0210240113* 

50-397 

A 

8210S2C424* 

50-339 

6 


0210270012 

50-506 

A 

0210220424 

50-261 

9 


0210200190* 

50-440 

a 

6210280435* 

50-281 

S 


8210280297* 

50-440 

(1 

8210220441 

50-339 

6 

iWasMngtonf 9t*t* of 

0210240442 

50-397 

A 

0210220450* 

50-339 

S 

Mast* rianagomcnt Oroup< Inc 

6210280331* 

CONTRACT 


621 02 50208 

50-3PB 

F 

M*it BrancA Conservation Aisociation 

8210100203 

50-247 

0 

021O2SO2O8 

50-338 

r 


8210200019 

50-247 

0 

62102S0212* 

50-336 

F 


0210210390 

50-247 

0 

8210260433 

50-336 

P 


0210210397* 

50-247 

0 

6210260133 

50-330 

P 

Idlest Chicagoi IL 

0210250315 

40-2041 


0210260136* 

50-336 

P 

Wtstchestar County«NY 

8210250207 

50-247 

0 

62COS60I36* 

50-336 

P 

Westchester Peoples Action Coalltlonf InC 

0210200019 

50-247 

0 

6210260261 

50-339 

8 

Wastsrn Osophyslcal 

0209300332* 

50-213 

p 

e2102i60267* 

50-339 

B 


6209300334* 

50-213 

p 

6210260290 

50-336 

B 

Western Piping & Engineering Co 4 Inc 

8210120265* 

QA999 


0210260293* 

50-336 

8 


8210120293* 

0A999 


021 02 <50 346 

50-339 

a 

W*it ingliouse Electric Corp 

6005070094 

PT21 


02402600^0* 

50-339 

3 


8005070099* 

PT2i 


0210270140 

50-330 

p 


6210010109 

70-1151 


6210270204 

50-330 

p 


8210040194* 

QA999 


0210270212 

50-260 

B 


8210050190* 

QA999 


6210270212 

50-260 

6 


8210080038* 

FPIA 


0210270215* 

50-260 

6 


6210000229 

TOPREP 


6210270220* 

50-260 

6 


8210080297* 

TOPREP 


6210270224* 

50-260 

8 


6210080321 

XPORTLIC 
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AUTHOR 

AFFH^IATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


6210000353* 

XPQHTUIC 



Q2102Q0253 

90-266 

0 


8210120250* 

SO -395 

P 


6210280295 

50-266 

P 


0210130250* 

50-537 

A 


8210200295 

50-266 

P 


0210130420 

50-32 

a 


8210280298* 

50-266 

P 


6210130426* 

50-22 

R 


8210200298* 

50-266 

P 


B2101 30447 

PT2I 



8210290294 

90-266 

P 


8210130535* 

50-344 

P 

Nisconstn Public Service Corp 

8210010179 

50-309 

P 


0210190429# 

S0-2B2 

P 


8210010106* 

90-305 

P 


6210190508* 

50-395 

P 


8210010232 

PR 



9210190607 

TOPREP 



8210010307 

PR 



8210210054 

MUREO 



8210040156 

50-305 

a 


6210220152 

TOPREP 



8210040159* 

50-305 

s 


0210220154 

NUREG 



8210040162* 

50-305 

3 


0210250126* 

0A999 



82 100 50263 

50-305 

V 


6510250141* 

QA999 



6210060312 

30-305 

P 


8210260305 

TOPREP 



8210060320 

50-305 

a 


B2I 0260340 

TOPREP 



6210070100 

50-305 

p 


8210260351* 

TOPREP 



0210130282 

PR 



8210270014 

XPORTLIC 



6210130300 

50-305 

r 


6210270017 

XPGRTLIC 



6210130581 

50-305 

F 


0210270209* 

50-338 

P 


6210190333 

50-303 

S 


8210270260* 

50-339 

f» 


8210190355* 

90-303 

a 

1 1 L 1 ngihau-s « Operating Plants Owners 

0210080294 

TOPREP 



6210190336* 

90-305 

a 

wT(3Up 





8210190489 

50-305 

p 

( lla b LTie tt e & Associates, Inc 

8210120401* 

CONTRACT 



6210260260 

90-303 

a 


8210120604* 

40-0745 











6210260263* 

50-305 

B 

ihsan. H 

8210200053 

50-400 

0 


8210290234 

PR 


lit- 0 u 

8210010250 

50-440 

0 

Miscontln't Envlr onmental Decatfo 

0210040125 

50-266 

G 


8210010250 

50-440 

0 


82102 90120 

30-266 

0 


6210010323 

50-440 

0 

Woodwerol Oovernor Co 

02101 S0536* 

QA999 



8210010323 

50-440 

G 










8210150544* 

0A999 



6210050173 

50-440 

0 

Wyoming Mineral Carp 

02 102 701 60 

40-8502 



8210050173 

50-440 

0 


B2102701G3* 

40-8502 



6210050228 

50-440 

0 

Wyoming* Bbete of 

6210130607 

40-299 



8210050226 

50-440 

0 


02101 50597 

40-0743 



8210050242 

50-440 

0 










6210210254 

40-6659 



8210050242 

50-440 

0 


0210260084 

40-2452 



8210050252 

50-440 

6 


0210260096 

40-8701 



0210050252 

50-440 

0 


6210260099* 

40-3781 



0210250331 

50-440 

0 


0210280446 

40-8452 


inthropf Stlntson, Putnatn it Roberts 

8207050085 

50-247 

P 










0210280451 

40-9697 


isconiin Electric Power Co 

0107270156 

50-266 

Q 

VaHma Iniflan Nation 

8210050169 

50-522 

G 


8207290257 

50-266 

K 

Yal# Univ, 

□210260232 

50-322 

r 


0207290279 

50-266 

K 


8210260239* 

50-322 

r 


8210040119 

50-266 

r 

Yank*# Atomic Electric Co 

6210010374 

PR 



8210050005 

50-266 

p 










6210010465 

50-443 

A 


8210050005 

50-266 

p 


8210010465 

50-443 

A 


82100 500S4 

50-266 

r 


6210040112 

50-443 

A 


8210050054 

50-266 

p 


8210040112 

50-443 

A 


8210050055 

50-266 

p 


6210040193 

50-443 

A 


8210050055 

50-266 

p 










8210040193 

50-443 

A 


82100 50S22 

50-266 

p 


0210050199 

50-443 

A 


8210050222 

50-266 

p 


8210050199 

50-443 

A 


8210050231* 

50-266 

p 


8210060310* 

50-27 

Q 


8210050231* 

nrtt n/^ 

50-266 

p 

n 


6210070109 

30-443 

A 



OORPORATE SOURCE INDEX 


AUTHOR 

AFFlLrATIOM 

ACCESOION 

Nl/HflER 

SUBJECT 

CATEOORV 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUDJEC; 

CATECOr 


021 0260] AS 

50-29 

S 


0210200103* 

50-29 


021 0260 1 A9# 

50-29 

s 


8210200119 

SO-443 


0210260030 

50-443 

s 


0210200130* 

50-27 J 


0210260428 

50-29 

s 





8210270430# 

50-271 

F 


0210280143# 

50-271 






821 02902A3 

PR 


021O2GOO85 

50-29 

S 

Votith Niut 

8208290039 

FOIA 


8210280094 

50-29 

P 






REPORT NUMBER INDEX 


The subject category column in this Index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A, 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents, 


REPDflT 

ACCESSION 

SUBJECT 

OTHER REPORT 


NUMDEft 

CATEGORY NUMBER 

1 aoo 

e2i0070353« 

50-438 

A 

ICOO-PLr^-'7200 01 ftOO 

021 0230097# 

50-219 

P 

IO6-03/M7MF 

0210130287# 

90-309 

E 

UAio noi 

8210100163# 

90-350 

A 

&630 1 

0210270260# 

90-330 

P 

c-ai 

8210060241# 

50-155 

P 

uciaa ] 

8210190668# 

90-213 

P 0020A 


0210190444# 

50-399 

P 

S-33 

8210280198# 

90-277 

P DRF 137-0010 

^10050304 

8210050904 

RE6 

OflNL/8BT-4 

SID0&04E& 

8210060425 

RES 


a 1 007*449 

8210070449 

RES 


SI 

8210080322 

RES 


210120110 

82101201 18 

RES 

£GG-M-097fl2 

2IO120L34 

8210120124 

RES 

EGO-H-11782 

?101 20367 

8210120367 

RES 

DNU-NUnHO-31034 

^ 10130360 

8210120368 

RES 

EGG-M- 11682 

^10 130390 

0210120390 

RES 


>10130397 

8210120397 

RES 

EGQ-H-04382 

r 10100400 

8210120400 

RES 


>10130420 

8210120428 

RES 

0-6-507 «R673> 

>10130430 

0210120430 

RES 

EOO-LDFT-9937 

10130453 

0210120453 

RES 

ORNL/FTR-1369 

'10120435 

0210120499 

RES 

DNU-NUREG-31799 

10120459 

8210120499 

RES 

SNL-NURE0-3I77S 

IQl SQ460 

0210120460 

RES 

BNL-NUREO-31774 

1 OI £0463 

0210120463 

RES 


lOJ £0466 

0210120466 

RES 

BNL-NUREO-31794 

10100630 

8210120630 

RES 


10120649 

8210120649 

RES 


\ 0 1 206^3 

10120654 

8210120693 

RES 

ORNL/FTR-1371 

8210120654 

RES 

EOO-CDD-6029 

■0120657 

8210120657 

RES 

EOfl-M- 2 IOa 2 

101^0412 

8210190409 

RES 

0210190412 

RES 

E00-rf-066S2 

01^0415 

8210150415 

RES 

E0G-M-I4O&2 

015^0421 

0130611 

0190^23 

Ol 90*3* 

8210190421 

RES 

E0G-L0Fr“S9a2 

8210190611 

RES 

8210190629 

RES 

EGG-LOFT- 5 733 

8210190631 

RES 

SAN0S2-1699 

0100407 

0200102 

8210180407 

8210200102 

RES 

RES 

EOG-LOFT-S999 

8210270421 

RES 


6210280292 

RES 

EOG-lD-6040 

8210280323 

RES 

EGG-LaFT-6039 

& 0 T 7 

»%gi!=0a 

0210280339 

8210290017 

RES 

RES 

EOO-lO-6037 

EGG-WflR-6019 

0210290399 

RES 

6AND8 1-0826 

8210270208# 

90-338 

P 

8210060299# 

TOPREP 


,1743 

fe-J-wp 

ROO 

8210010284# 

50-329 

E 

8210120642# 

50-341 

A 

8210040329# 

TOPREP 


8210180133# 

50-317 

P 

8210090427# 

90-196 

P 


An asterisk following the accession number in this Index 
Indicates that the document fs an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure fs listed, refer to the 
Index entitled "Cross Reference of Enclosures to Principai 
Documents." 


REPORT 

NUMBER 

ACCESSION 

NUH8ER 

SUBJECT 

CATEGORY 

OTHER REPORT 
NUMBER 

CRBR-ARD-Ol 19 

8210130250# 

50-537 

A 


DET- 16-0201 ROl 

821 0010460# 

90-34 1 

A 


l)NS-l>t-034 

8210180199# 

50-10 

P 

DQE/ET 34205-5 

EOAC 175-130 02 DRF 

8210070091* 

90-29 

P 


EERC 75-19 

8107270198* 

90-266 

0 


EEHC 75-21 

9107270199# 

50-266 

0 


EERC 76-16 

8107270191* 

50-266 

0 


EERC 76-8 

8107270188* 

50-266 

0 


EGO- 1183-4168 

0010070320# 

90-305 

p 


EOO-EA-5307 ROI 

8210280432# 

50-247 

p 

TAC 12992 

EOO-EA-6016 

8210120300# 

50-ai3 

p 


EGG-EA-6017 

0210070099# 

90-29 

p 


EOO-EA-6033 

0210290372# 

50-213 

P 


E00-£A~605I 

0210270288* 

30-199 

p 


EHD-01-106 

0210270020# 

50-937 

G 


OA-A13010A A07 

0210290144# 

TOPREP 


OA-LTR-11 

GA-AI6764 

3210080298# 

30-267 

P 

UC-77 

orOSAR-ir-A A06 

8210270129# 

50-904 

A 


I1&S/PD0-77-1 

8210040279# 

90-369 

K 


HE- 146 

8210190392# 

50-34 1 

0 


ME-229 

0210190343# 

50-34 1 

Q 


HE-230 

0210150346# 

50-341 

G 


ME-aa4 

0210260493# 

50-390 

E 


MPfi-733 

8210010081# 

90-219 

P 


MPR-734 

8210010085# 

90-219 

P 


N£DO-2t471-0i 801 

0207120293# 

90-447 

A 

79WED99B 

NEDa-22192 

8210190789# 

30-294 

P 

B2HE0080 

NE80-Z40BB-I N04 ERR 

0210290077# 

90-260 

P 

77NED360 

NEDO-24080-1 NOS ERR 

021029007a# 

90-260 

P 

77NE0360 

NEDO-24I46A ERR 00 

8210250177# 

50-294 

P 

79MEl>a73 

MEOO -24934 ERR R02 
NSE- 50-0902 

0210290104# 

8210280201# 

TOPREP 

90-277 

P 

DRF-F 1 3-00023 

NBEO- 72-0782 

8510280204# 

50-277 

P 

DRF-F13-00023 

NBE0-8a-09S2 

8210010224# 

TOPREP 


T23-00492 

NSP-77-001 ROO 

8210190500# 

50-263 

P 

30 1777 0100 

NBP-77-003 ROO 

8210150509# 

50-263 

P 

30 1777 0102 

MSP-77-007 ROO 

0210150904# 

90-263 

P 

30. 1777 0106 

N8P-77-OOa 

8210150377# 

90-263 

P 

30 1777 0026 

NUREO-0030 U06 N02 
HUREO-0267 ROl 

NUREO-Osao Vll N09 
WUREG-0748 V02 NO0 
HUREO-07SO VI 9 M05 
rlUREO-0793 

8210220142 

8210270331 

8510120119 
8210120116 
8210150547 
821021 0030 

NUREG 

NUREG 

NUREO 

NUREO 

NUREG 

50-329 

E 


HUREO-OS22 DRFT 

0210270345 

50-219 

P 


NURED-0e46 

HUREO-0847 SOI 

8210090422 

8210090405 

40-1341 

50-390 

E 


NUREO-0897 803 

8210060006 

50-928 

E 


HUREO-oesa 

NUREG'092a 

0210090431 

0210090377 

NUREG 

90-62 

£ 


NURE0''094O VOl NO 1-2 

NUREG/BR-OOZ4 

NVREG/CP-0030 

8210210024 

8209280307 

8210190953 

NUREG 

NUREG 

NUREG 


PNL- 84-10325 

NVREG/CR-0*fi9 V20 

0210190960 

NUREG 


EGG- 2037 V20 

NVREO/CR-1369 ROl 

8210060004 

NUREG 


8AND80-7094 


449 



HOU 


REPORT NUMBER INDEX 


REPORT 


ACCESSION 

SUBJECT 

OTHER REPORT 

REPORT 

ACCESSION 

SUBJECT 


OTHER REPORT 



NUrtSER 

CATEGORY NUrtOER 

NUrfflER 

NUMBER 

CATEGORY 

NUMBER 

NUREO/Cn-2O0O 

VOl Na 

821 0150577 

NUREO 

ORNL/NSlC-200 

SAI-106-O2B-22 

0206210571# 

50-266 

P 


NUREO/CR-2IGS 

voa 

B2102J0034 

50-259 

F 0RM./NURE0/TM-4 

SA 1-106-029- 17 

8210290320# 

50-206 

V 


WUfiE0/CR“2l83 


e2l0lS0Si!>7 

NUREO 

OfiNL/TM-7e64 

SAND0O-O703 

8210070413# 

71-9150 


TTC-0079 

NUREO/Cfi-2229 

voa 

6207290410 

MUPEO 

0EAP-24962~2 

SCP-Ol-A R04 

0210040319# 

TOPREP 



NUfiEO/CR~2260 

ERR 

8210060417 

NUREO 

EOO-2181 

SECY-82-0720 

8204200370# 

FOIA 



NUfiEG/Cft-2'104 


8210150548 

NUREO 

UCRL-53034 

8ECY-B2-07aC 

0205270507# 

FOIA 



NUREG/CR-2444 

VDl 

82102100^4 

NUREG 

EPRl NP-2014 

S£Cy-82-l42 

0204300098# 

FOIA 



NC/REG/CR-2444 

V02 

0210220154 

NUREO 

EPRf NP-20I4 

8ECy-02-l06 

0205200495 

SECY 



NUREG/CR-2606 


8210050397 

NUREG 

SANDai-1932 

SECY-e2-232 

0206100042# 

FOIA 



wuREe/cft-aao*? 


6210210039 

NUREO 

iORNL/NUfiEO-75 

SECy-02-255 

0206240119# 

50-251 

8 


WUREG/Cfi-2675 


8210210037 

NUREO 

ORNL/m-0306 

SECV-92-267 

8206290612 

SECY 



NUREfl'/Cfl'27lO 


8210260206 

NUREG 

ORNL/TM-8331 

8ECY-82-384 

0210210503 

50-989 

P 


NUR£<?/CR-2719 


8210150567 

NUREO 

aRNL/TN-0270 

SECY-0a-399 

02 10220534 

SECY 



NlURE0/CR'27a0 


B210I50571 

NUREO 

SAN062-11SO 

SECY-02-407 

8210270322 

SECY 



WLrRE<J/CR-2754 


8210050418 

NUREG 

PNL-4292 

SECY-02-414 

8210290214 

50-275 

P 


NUftEO/CR-2759 


6210270338 

NUREG 

SAND02-7O62 

6RO-307 

8205250020# 

50-155 

P 


MfflEO^CR-2761 


8210050388 

NUREG 

SAND82-7065 

T1002745 R03 

8210120283# 

S0-27S 

P 


NOPEO/CR-2791 


8210150552 

NUftEG 

3ANDS2-7067 

TEH -05257-202 

8208190290# 

50-302 

P 


NUflE0/CR“2792 


8210050360 

NUREG 


TER-C5257-294 

0200 I 90 178# 

50-213 

P 

TAC 12438 

NUflEO/CR-2020 


6210120125 

NUREO 


TER-C5257-3I7 

8209160459# 

50-155 

P 


NUREC/CR-2B3J 


8210150549 

NUREO 

WLM-a957 

TEH-C5257-310 

8200170083# 

50-206 

P 


NUnEa/CR-2a46 


0210220135 

NUREO 

BNL/NUREO-51567 

TER-C 5257-403 

8206230020# 

50-245 

P 


NfURE0/Cfl-2B59 


8210150557 

NUREG 

ANL-CT-81-32 

TER-C 5257-4 14 

62O010OOB2# 

50-155 

P 


MUflEO/CR-2aA2 


6210210041 

50-aoj 

P 

TER-C5237-426 

8200100269# 

50-29 

P 


WURE0/CR-2B73 

VOi 

8210120102 

NUREO 

PNL-4306 

TER-C5257-530 

0210180026# 

50-346 

P 


NUftE0/Cfi-'2B73 U02 

8210120P92 

NUREO 

PNI.-4306 

TER-C5257-S42 

82063001 B0# 

50-155 

Q 


NOREO/CR-2B74 

VOl 

8210150564 

NUREO 

CRNL/T«-0443/VI 

TER-C5257-544 

0207190431# 

50-29 

0 


NURE0/CR-'2877 


8210260211 

NUREO 

SANDS 1-26 13 

TeR-C5S06-l5l 

0206030064# 

50-206 

P 


NUfiEo/CR-aaas 


8210150556 

NUREO 

ANL -82-44 

TER-C 5506-309 

8210120640# 

50-341 

A 


NUREe/CR-aS69 


021OISO55O 

NUREO 

HEDL/TNE 82-32 

T£R-C5506-6a 

9202010167# 

50-219 

P 


NUREO/CR-2897 


8210050428 

NUREO 


UC8/eERC-77/07 

0107270196# 

50-266 

Q 


NllRE<J/CR-2a9B 


8210150574 

NUREO 


UC0/EERC-7B/I7 

0107270194# 

50-266 

Q 


NUReO/CR-2905 


8210050368 

NUREO 


UCB/CERC-78/27 VOl 

9107270166# 

50-266 

Q 


WUHEO/Cft-2907 


8210210051 

NUREO 


UCB/EeHC-70/28 VOS 

8107270169# 

50-266 

Q 


WURE0/CR'*29|4 


8210210046 

NUREO 


UCB/EERC-79/12 VOS 

01072701 74# 

50-266 

0 


NUftE0/CR-a9l9 


9210220149 

NUREO 

PNL-43aO 

UCfl/eERC-79/33 VOl 

0107270170# 

50-266 

0 


NUR EO/Cfl-2920 


8210050412 

NUREO 


UCD/EEHC-79/24 VOS 

0107270102* 

50-266 

a 


Ni;REa/Cfi-2922 


8210150592 

NUREO 

DMr-2099 

UC0/'EERC-79/25 V03 

8107270185# 

50-266 

0 


NUfiEO/CR-2923 


8210210014 

NUREO 

DMI-3100 

0810-18689 ROl 

0209130461# 

50-293 

P 


NUS-414A ROl 


8210210306* 

SO-329 

A 

UCID-I91I3 

0206170006# 

50-312 

P 


NUS-4194 


821006D354« 

50-261 

F 

UCID-19141 DRFT 

0207300222# 

50-206 

P 


□RNU-'5470 


8210270052# 

30-S37 

0 

UCID-19147 

0209200475# 

50-29 

P 


ORNL-TH--4A87 


6210270033# 

50-537 

0 

Ue4.C-ANL-0IO93O 

8210270060# 

50-537 

0 

€□0-6411-1 

0RNL7N8rC-l IS 

DRFT 

8210280110# 

FOrA 


UMTRA-ODE/ALO-’a4 DHF 

8210250025 

WASTE MOT 

20682 

0RNL/NSK-20B 


6203160383# 

FOrA 


URd/JAO 8216 

0210120206# 

50-275 

p 


ORNL/NeiC-209 


8203250320# 

FCIA 


VEP-FflD-33 ERR 

6210120305# 

50-200 

p 


P 103-4-839-OOfl ROO 

8210060080# 

50-S75 

P 

HCAP-10102 

8210190429# 

50-282 

p 


PWt.**3524 


8210270041# 

S0-S37 

0 UC-Jl 

HCAP-I0t62 

8210130535# 

50-364 

p 


R543-02 VOS 


8210040170# 

50-206 

P 

WCAP-7070 

8210080038# 

FOIA 



RA|*'C550i-J96 


8210050068* 

SO-409 

P 

XN-NF-76-47<NP><A) 

0210150102# 

TOPREP 








XN-NF-81-'21(NP>(A> 

8210270169# 

TOPREP 








Y1003501A40 

8210250074# 

50-260 

p 

DRF L 12-00306-1 






Y1003J01A20 ROl 

0207090224# 

50-270 

p 
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ACCESSION 

NUMBER 




ACCESSION 

NUHSER 





PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUBJECT 


ENCLDSUftE 

DOCUMENT 

ISSUED 

CATEGCRV 

ENCLOSURE 

document 

ISSUED 

CATEOCftY 

781 1200397 

8210280013 

82/09/17 

50-323 

S 

8104080309 

9210080015 

82/07/12 

FOIA 


7B I22002B5 

82 10070007 

82/00/10 

50-266 

P 

8104170703 

821O10OO2B 

82/08/20 

FOIA 


790309010 J 

0210180028 

82/08/20 

POIA 


0104240059 

0210010008 

82/06/20 

FOIA 


?905290357 

8210280013 

02/07/17 

50-324 

P 

8104290103 

821001000B 

82/06/28 

SO'366 

8 

790QI30631 

8210280013 

82/09/17 

50-261 

P 

0104290774 

0210200013 

82/09/17 

50-324 

P 

7909200105 

0210070007 

82/00/10 

50-266 

P 

0105040420 

8210000015 

82/07/12 

50-392 

0 

79 1 320001 4 

0210200013 

82/07/17 

50-324 

P 

8105040512 

8210000013 

82/07/12 

50-203 

P 

0001000054 

8210180028 

82/00/20 

roiA 


01051 10396 

8210010008 

82/06/28 

FOIA 


0002000075 

0210190112 

82/ 1 0/06 

FOIA 


0105280476 

B21OO0OO15 

82/07/12 

50-263 

0 

8002140204 

02 1001 0008 

82/06/28 

50-266 

P 

0106100203 

0210010008 

82/06/28 

50-313 

p 

0003310179 

0210010003 

82/06/20 

50-244 

P 

0106100362 

0210010008 

92/06/28 

FOIA 


0004100173 

0210010008 

02/06/20 

50-28 5 

P 

0106150555 

8210 010008 

82/06/28 

50-302 

8 

0004300616 

8210070007 

82/00/10 

50-266 

P 

0106220169 

0210000015 

02/07/12 

FOIA 


0009070077 

0005070074 

80/03/14 

PT2I 


8106220165 

8210000015 

82/07/12 

50-261 

P 

0005270820 

0210010008 

02/06/28 

FOIA 


8106320168 

0210030015 

82/07/12 

FOIA 


QOO9270B22 

0210010000 

03/06/20 

FOIA 


8107010140 

8210280013 

82/07/17 

50-261 

P 

BOO60S0I54 

0210180020 

02/00/30 

FOIA 


0107010161 

8210010008 

82/06/20 

30-363 

8 

8006050188 

82101 80020 

02/00/20 

FOIA 


8107070220 

0210010008 

83/06/20 

FQIA 


6006170030 

021OI0OD28 

82/O0/2P 

FOIA 


8107090355 

8210010008 

02/06/28 

FOIA 


BO £>6300 104 

0210010000 

02/06/30 

FOIA 


8107160079 

821 00 10008 

02/06/20 

50-260 

6 

0OOQOSO265 

Q21OOIDOO0 

02/06/20 

50-327 

P 

8107160386 

821 001 0008 

82/06/20 

FOIA 


0000070143 

8210100020 

82/00/20 

FOIA 


8107170126 

8210000015 

82/07/12 

FOIA 


8007040493 

8210070007 

02/00/10 

50-266 

P 

8107270161 

8107270156 

81/07/17 

50-266 

a 

0007040497 

0210070007 

82/00/10 

50-266 

P 

0107270166 

0107270156 

01/07/17 

90-266 

0 

0010070320 

0210210399 

82/07/30 

50-303 

P 

8 10 72701 69 

8107270156 

01/07/17 

50-266 

Q 

a0i0210037 

821O01OD0G 

82/06/20 

30-327 

8 

0107270174 

B107270156 

91/07/17 

50-266 

Q 

00X0240413 

0210010000 

02/06/20 

FOIA 


0107270178 

0107270156 

01/07/17 

50-266 

a 

0010240476 

8210010008 

82/06/28 

FOIA 


8107270182 

81 072701 S6 

01/07/17 

50-266 

a 

80 1 1060346 

0210080015 

02/07/12 

FOIA 


8107270185 

81 07270 1 36 

01/07/17 

50-266 

a 

00 1 1060569 

001 J 060561 

80/10/20 

50-254 

8 

8107270188 

8107270156 

81/07/17 

50-266 

Q 

aot 1060560 

GO 11060561 

80/10/20 

50-254 

8 

BI07270I91 

0107270156 

01/07/17 

50-266 

Q 

00 1 1 120679 

0210010000 

02/06/20 

50-247 

0 

81 07270 I 94 

8107270156 

01/07/17 

50-266 

a 

001 1240024 

8210010008 

82/06/30 

50-247 

5 

8I07270I96 

0107270196 

01/07/17 

50-266 

a 

0013180362 

0210120015 

G2/0B/2D 

FOIA 


8107270198 

8107270156 

01/07/17 

50-266 

a 

8101090276 

0210010000 

82/06/20 

50-247 

8 

8107270199 

0107270156 

01/07/17 

50-266 

a 

01OU4OOO2 

0210200013 

02/09/17 

50-324 

P 

BI0730016G 

0210010008 

02/06 /SB 

50-324 

B 

010X200322 

0210270023 

82/07/03 

50-142 

F 



02/06/28 

FOIA 


0101270070 

0210100020 

02/00/20 

FOIA 







8102280195 

8210180028 

82/08/20 

FOIA 







8103030076 

8210010003 

82/06/20 

FOIA 







0103050756 

8210010008 

82/06/20 

FDIA 







0103050787 

8210010008 

82/06/20 

50-327 

P 






0103060008 

0210010008 

82/06/30 

FQIA 







0103090387 

0210010008 

82/06/28 

50-247 

a 






0103120107 

0210010008 

82/06/28 

50-321 

8 






8103160338 

0210100020 

82/08/20 

FOIA 







01 03 1 60366 

8210180028 

92/00/20 

FOIA 







8103170717 

8210010008 

82/06/20 

50-245 

3 






8103240272 

8210010008 

02/06/20 

FOIA 







8103310127 

8210010000 

82/06/20 

FqiA 








4S1 
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PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 
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ENCLOSURE 

DOCUMENT 
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CATEGOfiV 













8109100478 

0210010000 

82/06/2© 

50-289 

P 

8203120103 

8210010008 

02/06/28 

30-331 

S 

01O922O91S 

821 00] 0008 

02/06/2© 

FOIA 


0203160383 

8210010008 

02/06/28 

FOIA 


8109240007 

0210010008 

82/06/2© 

FOIA 


8203170060 

0210010008 

02/06/28 

FOIA 


0109250504 

8210010008 

02/06/23 

FOIA 


0203190016 

0210060442 

82/08/24 

50-537 

A 

0109280006 

0210010000 

82/06/28 

50-312 

8 

8203190034 

0210070007 

02/oa/io 

FOIA 


0109280175 

8210010000 

B2/O6/20 

50-29 

8 

B203220512 

0210060442 

82/08/24 

50-537 

D 

0109280684 

82 10 080020 

02/09/16 

FOIA 


8203220514 

8210280013 

82/09/ J 7 

50-26 1 

P 

8110010072 

0210010008 

B2/06/2B 

FDIA 


8203250320 

8210010008 

02/06/28 

FOIA 


81 10050018 

8210010000 

02/06/23 

50-369 

S 

8203260003 

8210070007 

82/08/10 

FOIA 


8110190920 

0210010008 

82/06/2B 

FOIA 


8203290020 

8210000015 

62/07/12 

50-293 

P 

BU0190933 

0210010008 

82/06/28 

FOIA 


Q303290031 

8210000015 

82/07/12 

50-293 

P 

a t 1 0220004 

8210010000 

82/06/28 

FOIA 


8203300270 

8210010000 

82/06/28 

FOIA 


8110220085 

8210010008 

02/ 06/20 

50-219 

a 

8203310009 

8210010000 

02/06/20 

50-31 J 

P 

Q1 10290050 

0310070007 

62/08/10 

50-266 

p 

8203310094 

8310010008 

82/06/20 

50-31 E 

P 

8110300460 

8210070007 

02/00/10 

50-266 

p 

0204010046 

0210120103 

02/O//i3 

FOIA 


0111030201 

021OO1OOOB 

82/06/20 

FOIA 


8204080171 

0210010008 

82/06/20 

FOIA 


81 11040084 

8210010000 

02/06/20 

50-313 

8 

8204080260 

0210010000 

82/06/20 

FDIA 


8111060130 

0210010008 

02/06/20 

FDIA 


8204 1 20487 

0210000015 

82/07/12 

50-281 

S 

8111090062 

0210070007 

62/08/10 

50-266 

P 

0204160222 

0204160212 

02/03/19 

30-293 

a 

8111160300 

0210010008 

62/06/20 

FOIA 


0204160225 

0204160212 

82/03/19 

50-293 

a 

Bit 1100001 

8210010000 

62/06/28 

50-338 

s 

8204200390 

0210040360 

02/09/27 

FOIA 


8111191042 

8210010000 

02/06/28 

50-206 

0 

0204200405 

8310050430 

02/00/17 

70-1510 


B1 11240071 

8210070007 

82/00/10 

50-266 

p 

8204200408 

8210270423 

92/09/23 

70-1 310 


8111240912 

8210010008 

02/06/28 

FOIA 


0204200438 

0210000015 

82/07/12 

50-289 

p 

6111270314 

0210010008 

82/06/28 

SO-295 

s 

8204200442 

9210000015 

82/07/12 

SO-209 

p 

8111300367 

aSlODlOODB 

82/06/20 

50-206 

3 

G2O421O209 

B210010008 

02/06/28 

50-416 

s 

8112010310 

8210010008 

82/06/28 

50-336 

s 

6204220144 

8210270423 

82/09/23 

70-1510 


8112020725 

0210010008 

02/06/20 

FOIA 


8204270464 

0210010008 

02/06/28 

FOIA 


81 12020052 

8210280013 

82/09/17 

50-261 

p 

8204290048 

0210010000 

82/06/28 

50-270 

A 

01 12020885 

8210200013 

32/09/17 

50-324 

p 

8204290237 

8210080015 

82/07/12 

50-209 

P 

8112030505 

0210010000 

82/06/28 

FOIA 


6204290408 

8210060442 

02/00/24 

50-537 

D 

81 12100374 

8210010000 

02/06/28 

FOIA 


8204300098 

0210270083 

82/09/20 

FOIA 


01 I2210J66 

8210010000 

82/06/28 

FOIA 


8205030617 

8210080015 

82/07/12 

50-247 

5 

81 12210193 

8210010000 

02/06/28 

FOIA 


8205030619 

8210080015 

82/07/12 

SO-247 

S 

81 12210538 

8210010008 

82/06/28 

60-304 

s 

8205050480 

8210280013 

82/09/17 

50-261 

P 

B1 12300287 

8210200013 

02/09/17 

50-324 

p 

8205060550 

8210130103 

B2/07/12 

FOIA 


8201050061 

8210010008 

02/06/20 

50 -324 

0 

8205060558 

8210120103 

02/07/12 

FOIA 


8201060003 

0210010008 

02/06/20 

FOIA 


8209070377 

0210010000 

82/06/20 

FOIA 


0201060249 

82100S0430 

02/00/17 

FOIA 


0205(30114 

8210000015 

82/07/12 

50-293 

P 

8201120200 

8210280013 

02/09/J 7 

50--324 

P 

8205 170128 

8210200013 

82/09/17 

SO-324 

P 

B20 1130322 

8210010008 

82/06/28 

FOIA 


0205180693 

0210000015 

82/07/12 

50-281 

s 

8201 150003 

0210010000 

02/06/20 

FOIA 


8205190428 

02IOOSOOIS 

82/07/12 

50-327 

s 

0201150004 

8210010000 

02/06/20 

FOIA 


0205190441 

0210000015 

02/07/12 

50-327 

8 

8201150005 

0210010000 

02/06/20 

FOIA 


8205240006 

8205240003 

02/05/05 

40-8355 


8201150007 

8210060442 

02/03/24 

50-537 

0 

0205240010 

0205240003 

02/05/05 

40-8395 


S20U50176 

0210060442 

82/08/24 

50-537 

D 

8205250010 

8210270270 

02/10/19 

SO-1 59 

P 

S20U50I80 

0210010008 

02/06/20 

50-206 

< 

8205250020 

0210270270 

82/10/19 

50-155 

P 

8201190040 

0210010000 

02/06/20 

FOIA 


0205270507 

©210040360 

02/09/27 

FOIA 


0201190041 

0210010008 

02/06/20 

FOIA 


8205270526 

8210040360 

62/09/27 

FDIA 


82011 90296 

8210010008 

02/06/20 

FOIA 


8205200490 

8210000015 

02/07/12 

FOIA 


8201190538 

8210010008 

82/06/20 

50-346 

S 

8205200497 

8210000015 

02/07/12 

FOIA 


8301200653 

8210010008 

02/06/20 

50-255 

8 

8205200502 

8210080015 

02/07/12 

FOIA 


8201200658 

8210280013 

82/07/17 

50-261 

P 

0205280532 

8210000015 

02/07/12 

50-209 

0 

8301 200662 

8210200013 

62/09/17 

30-261 

P 

8205200533 

0210000015 

02/07/12 

50-289 

p 

0301210107 

0210070007 

02/00/10 

FOIA 


0206030064 

8210040062 

02/09/27 

50-206 

p 






8206040401 

821O0B0015 

02/07/12 

FOIA 







0206060013 

8206200097 

82/07/29 

COMMISSION 






0206060015 

B2062000B6 

02/07/19 

COMMISSION 






8206070106 

0210080015 

82/07/12 

50-245 

6 






8206070250 

8210070007 

02/00/10 

50-244 

P 






0206080467 

0210060442 

82/08/24 

50-937 

D 






8206110186 

0210080015 

82/07/12 

50-416 

8 






8206140329 

8210000015 

02/07/12 

50-289 

P 






8206160306 

0208260424 

82/07/29 

50-280 

Q 






8206170006 

0210180195 

82/09/20 

50-312 

P 






8206180042 

8210190144 

02/09/30 

FOIA 







8206210571 

8210040414 

82/08/31 

50-266 

P 






0206220591 

0210280013 

02/09/17 

50-324 

P 






8206230020 

8210 150302 

82/09/30 

90-245 

P 






8206240119 

8210270083 

82/09/20 

50-251 

S 






8206270016 

B20620009J 

82/07/29 

COMHlSSrON 






8206290655 

8210070007 

82/08/10 

50-344 

P 






8206290666 

0210000015 

82/07/12 

50-389 

P 






0206300108 

8210220233 

02/10/12 

90-155 

Q 






0206300370 

8210260305 

82/10/18 

TOPREP 







B2070500D5 

B210010S93 

82/09/27 

PR 







0207050040 

B210050906 

82/09/16 

50-289 

P 






8207070324 

0207070319 

02/06/30 

70-274© 







0207070422 

82070704 1 9 

82/06/20 

50-329 

K 






8207070428 

8207070419 

82/06/28 

50-329 

K 
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d^0709020a 

B207090201 

82/07/06 

50-2 78 

P 

8207090215 

8207090201 

02/07/06 

50-378 

P 

8207090224 

8207090901 

82/07/06 

50-270 

P 

8207120140 

8210280013 

02/09/17 

50-324 

P 

3207120253 

8207120147 

00/06/10 

50-447 

A 

3207140138 

8210060442 

82/0B/24 

50-537 

V 

3207140491 

8210040366 

02/00/24 

50-373 

G 

3207140494 

8210040366 

02/00/24 

50-373 

G 

0207140497 

8210040366 

82/00/24 

50-373 

G 

32O714OSD0 

8210040366 

02/08/24 

50-373 

Q 

8207180073 

8210220047 

82/09/17 

NUREC 


0207180080 

8210190110 

82/09/16 

REVIEW GRP 

S20719043I 

8210120272 

02/10/04 

50-29 

0 

8207230303 

B207230301 

02/07/13 

50-339 

S 

8207300223 

0210050300 

82/09/21 

50-206 

P 

0200010016 

0210070440 

82/09/16 

50-2B9 

H 

8208010019 

B2 10 220072 

82/09/20 

ORO 


0200020047 

82I02700B3 

82/09/20 

FQIA 


B208 100269 

6210120245 

02/09/30 

50-29 

P 

0208110271 

0210270270 

82/10/19 

50-155 

P 

0208170083 

8210050300 

82/09/21 

SO -206 

P 

8200180083 

0210200041 

02/10/12 

50-155 

P 

□208190170 

0210130205 

02/10/05 

50-213 

P 

d2O0 190290 

0210 180035 

82/09/27 

50-302 

P 

0208250413 

021 0000036 

82/00/13 

FOIA 


hi20&2504l7 

8210080036 

82/00/13 

50-269 

P 

8200310034 

8210280013 

82/09/17 

30-155 

P 

0209130461 

0210220015 

02/10/00 

50-293 

P 

orO? 140027 

S21022010S 

02/ 10/ IB 

50-244 

P 

8209 1401 S3 

8209140148 

82/09/00 

50-324 

F 

02O91SO1O6 

8210280013 

02/09/17 

50-261 

P 

8209150162 

B2J 02800 13 

02/09/17 

50-325 

P 

□209150436 

8209150432 

82/07/23 

70-2946 


0209150438 

0209150432 

02/07/23 

70-2946 


0209150440 

0209150434 

02/00/25 

50-267 

F 

020916031 I 

0209160299 

02/00/31 

50-325 

S 

0209160459 

8210250091 

82/09/30 

50-155 

P 

0209200475 

0210040132 

02/09/27 

50-29 

P 

8209210303 

02 J 008000 J 

02/09/14 

50-237 

P 

8209210413 

021 01 80308 

02/09/17 

50-520 

A 

02092 I0S23 

0209210514 

02/09/01 

50-309 

P 

8209210529 

0209210425 

82/00/20 

50-251 

S 

82092105SO 

0210100214 

02/09/17 

50-508 

A 

8209220137 

8209220135 

02/09/13 

50-382 

A 

8209270271 

0209270242 

02/09/24 

50-358 

H 

C209270379 

8206200097 

82/07/29 

COMMISSION 

8209290189 

0209290125 

02/09/16 

50-10 

F 

Q209290225 

0209290125 

02/09/16 

50-10 

F 

0209290236 

0209290168 

02/00/26 

FOIA 


aaO9290240 

8209290160 

82/00/26 

FOIA 


0209300175 

8209300170 

82/09/24 

50-239 

S 

0209300332 

0209300326 

02/09/22 

50-213 

P 

8209300336 

0209300326 

82/09/22 

50-213 

P 

0209300355 

0209500353 

82/09/30 

SO-537 

D 

0210010022 

B21OO1O019 

02/09/16 

50-321 

O 

8210010024 

0210010005 

02/07/09 

71-481 


8210010025 

8210010019 

02/09/16 

SO-321 

0 

8210010029 

8210010019 

02/09/16 

30-321 

0 

8210010031 

0210010019 

02/09/16 

50-321 

Q 

8210010041 

0210010036 

02/09/24 

50-263 

P 

8210010046 

6210010036 

82/09/24 

50-263 

P 

8210010047 

0210010045 

02/09/16 

50-311 

S 

8210010049 

0210010044 

02/09/22 

50-302 

0 

0210010061 

8210010000 

02/06/20 

FOIA 


0210010065 

8210010000 

02/06/20 

FOIA 


8210010067 

0210010008 

82/06/20 

FOIA 


0210010060 

0210010008 

02/06/28 

FOIA 


0210010073 

0210010000 

02/06/20 

FOIA 


0210010076 

0210010008 

02/06/28 

FOIA 


0210010070 

0210010075 

02/09/15 

50-333 

0 

G210010079 

0210010064 

02/09/29 

50-537 

G 

8210010081 

8210010077 

02/09/24 

50-219 

P 

0210010082 

8210010064 

02/09/29 

50-537 

G 

8210010083 

8210010000 

02/O6/2B 

50-321 

& 

0210010084 

0210010075 

82/09/15 

50-335 

Q 

0210010085 

0210010077 

02/09/24 

50-219 

P 

8210010080 

8210010075 

02/09/15 

50-335 

8 

8210010089 

8210010000 

02/06/20 

50-366 

S 

8210010091 

8210010006 

02/09/13 

go-400 

0 

0210010092 

8210010075 

02/09/13 

50-335 

Q 
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6210010095 

8210010008 

82/06/20 

50-366 

S 

8210010096 

B2I0010073 

82/09/15 

50-333 

0 

6210010093 

8210010094 

82/09/21 

50-366 

S 

821 0010099 

8210010000 

62/06/29 

SO-366 

S 

82100(0104 

B210010097 

63/09/22 

50-259 

0 

8210010105 

021OOIDOO3 

82/06/28 

30-366 

S 

02JOO1OIO7 

Q2100IOI03 

82/09/27 

50-339 

P 

8210010109 

8210010008 

82/06/26 

50-366 

5 

8210010110 

6210010106 

02/09/13 

50-4(3 

0 

8210010111 

0210010102 

02/09/(3 

50-400 

a 

8210010115 

8210010100 

02/09/24 

50-327 

s 

8210010118 

82100101 13 

02/09/07 

50-321 

a 

8210010119 

82I0010008 

02/06/28 

FOIA 


8210010122 

8210010120 

02/08/31 

50-03 

a 

8210010124 

0210010117 

02/09/02 

50-269 

a 

0210010126 

0210010112 

02/09/03 

50-334 

0 

0210010127 

B210O10I21 

82/09/10 

70-1201 


B21OOIOI20 

6210010123 

02/09/16 

90-3 1 1 

B 

0210010134 

8210010131 

82/09/22 

50-413 

Q 

8210010135 

0210010130 

02/09/20 

50-327 

Q 

8210010137 

0210010132 

02/09/01 

90-324 

0 

8210010138 

0210010131 

82/09/22 

50-4 1 3 

Q 

82100(0139 

82I0010129 

02/09/27 

50-340 

S 

8210010141 

8210010131 

02/09/32 

50-413 

Q 

8210010143 

0210010131 

92/09/22 

50-413 

0 

8210010145 

0210010140 

62/09/22 

50-336 

S 

8210010147 

S3100I0129 

62/09/27 

50-346 

s 

82(0010150 

8210010144 

82/09/16 

50-31 t 

s 

0210010151 

8210010148 

62/09/07 

50-416 

G 

8210010153 

0210010142 

aa/09/17 

SO-335 

Q 

0210010139 

8210010155 

02/09/06 

50-339 

Q 

0210010161 

8210010000 

82/06/26 

50-327 

S 

0210010165 

e210{>]Ol57 

82/09/24 

90-220 

Q 

0210010166 

8210010150 

82/09/02 

50-269 

a 

0210010168 

8210010163 

82/09/22 

50-338 

3 

0210010169 

8210010008 

82/06/Sa 

FOIA 


8210010172 

8210010008 

82/06/26 

FOIA 


8210010174 

8210010164 

82/09/24 

50-339 

S 

0210010176 

8210010173 

82/09/06 

50-261 

Q 

0210010178 

0210010175 

82/09/16 

50-3 1 3 

0 

8210010100 

8210010177 

82/09/23 

50-387 

6 

8210010183 

8210010171 

82/09/16 

50-324 

<1 

8210010186 

9210010179 

82/09/27 

50-305 

P 

82I0010I87 

8210010182 

82/09/09 

50-424 

G 

6210010188 

0210010(71 

82/09/16 

50-324 

G 

0210010192 

0210010181 

83/09/16 

50-272 

8 

0210010193 

0210010170 

82/09/15 

50-325 

0 

0210010194 

8210010171 

83/07/16 

50-324 

0 

0210010197 

8210010191 

82/09/22 

50-430 

0 

62100(0199 

8210010171 

82/07/(6 

50-324 

0 

8210010200 

9210010191 

82/09/22 

50-438 

Q 

021OO1OSO3 

8210010191 

82/09/22 

50-430 

0 

0210010205 

92(0010171 

82/07/16 

50-324 

0 

6210010206 

92(0010170 

82/09/15 

50-325 

0 

8210010208 

G210010204 

82/08/30 

50-340 

G 

0210010210 

6210010207 

63/09/22 

SO-213 

P 

8210010214 

8210010207 

82/09/23 

50-H13 

P 

8210010213 

821001021S 

82/07/17 

50-3 61 

P 

0210010216 

82L0010213 

82/09/31 

50-309 

0 

02100(0219 

6210010209 

82/09/22 

gn-^-jnes 

c 

8210010222 

6210010212 

82/09/17 



8210010224 

82100102(7 

02/09/24 



8210010225 

8210010221 

82/08/31 



8210010229 

8210010212 

92/09/ 1 7 



0210010236 

8210010233 

92/09/23 



8210010238 

0209260424 




82 100 10239 

821 0010237 




0210010240 

8210010235 




82(0010245 

6200 260424 




82(0010246 

62080901 14 




9210010247 

620809011' 




8210010248 

621001024: 




0210010200 

8210 01037: 




8210010204 

6210010271 




8210010287 

8210010275 




8210010294 

0210010275 




8210010295 

82100(0209 




9210010297 

82100102a< 




8210010303 

0210010291 




8210010304 

021OO1O29< 
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ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

OaCUMENT 

ISSUED 

CATECCWV' 

3210010305 

0210010301 

02/09/10 

50-309 

Q 

8210010314 

0210010300 

02/09/03 

30-338 

Q 

8210010317 

0210010313 

82/09/22 

70-143 


82 10010321 

0210010316 

02/09/13 

50-250 

Q 

8210010327 

0210010309 

82/09/10 

50-321 

a 

8210010329 

8210010316 

02/09/13 

50-250 

0 

8210010338 

8210010316 

02/09/13 

50-250 

a 

8210010340 

8210010336 

02/09/16 

50-324 

Q 

8210010341 

0210010333 

02/09/17 

50-390 

0 

8210010346 

0210010316 

02/09/13 

SO-250 

Q 

8210010330 

8210010336 

02/09/16 

50**324 

Q 

8210010355 

8210010344 

02/09/16 

50-3 1 1 

S 

8210010360 

0210010349 

02/09/22 

50-400 

0 

821001 03i>l 

0210010353 

02/09/10 

70-27 


82100103463 

S21001035B 

02/09/10 

Slate Pmg 

8210010365 

8210010357 

02/09/20 

30-244 

p 

8210010360 

0210010349 

02/09/22 

50-400 

Q 

8210010369 

0210010357 

02/09/26 

50-244 

P 

82IO0IO37I 

0210010364 

82/09/10 

70-143 


8210010373 

8210010349 

02/09/22 

50-400 

Q 

8210010384 

8210010390 

02/09/13 

50-404 

Q 

0210010385 

0210010376 

82/09/22 

50-336 

S 

8210010390 

0210010393 

82/09/16 

50-272 

3 

8210010394 

8210010389 

02/09/23 

50-409 

P 

0210010397 

0210010349 

02/09/22 

50-400 

Q 

921001D39S 

0210010368 

02/09/22 

70-824 


8210010399 

0210010391 

02/09/22 

50-324 

0 

8210010402 

8210010393 

82/09/22 

50-307 

S 

8210010405 

0210010391 

02/09/22 

50-324 

0 

8210010409 

0210010401 

02/00/31 

50-3 

P 

B2 100 104 10 

0210010391 

02/09/22 

SO-324 

Q 

8210010412 

0210010407 

82/09/16 

50-311 

8 

0210010413 

8210010406 

82/09/17 

50-275 

P 

8210010414 

0210010401 

82/00/31 

50-3 

P 

8210010415 

0210010391 

02/09/22 

50-324 

Q 

8210010420 

0210010411 

02/09/22 

50-518 

0 

8210010423 

0210010419 

02/09/16 

50-311 

S 

8210010425 

82100J0401 

82/00/31 

50-3 

P 

8210010426 

0210010411 

02/09/22 

50-518 

Q 

8210010428 

0210010410 

02/09/23 

40-1202 


8210010429 

8210010421 

82/09/17 

90-438 

Q 

8210010431 

6210010411 

02/09/22 

50-518 

0 

0210010432 

8210010430 

82/09/03 

50-259 

0 

8210010433 

0210010411 

82/09/28 

50-518 

Q 

8210010434 

0210010410 

02/09/23 

40-1202 


8210010436 

0210010424 

02/09/00 

50-369 

0 

8210010430 

0210010401 

02/00/31 

50-3 

P 

8210010440 

6210010410 

02/09/23 

40-1202 


8210010443 

0210010401 

02/06/31 

90-3 

P 

P-?t 

6210010442 

02/09/03 

50-4 16 

0 


8210010401 

02/00/31 

50-3 

p 


6210010491 

82/09/08 

50-369 

Q 


6210010496 

82/09/22 

12/09/16 

50-341 

50-311 

50-390 

A 

B 

0 


so-SM a 
S0~a69 Q 
50-395 0 

•10-443 A 
Q 

Q 

Q 

5 

\ 


AcceesioN number 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGOflV 

0210040075 

8210040073 

02/07/22 

50-315 

5 

0210040003 

0210040001 

82/10/01 

50-155 

0 

0210040080 

02 10 040066 

02/09/24 

50-387 

S 

0210040105 

0210040100 

82/09/22 

50-293 

s 

0210040111 

8210040109 

82/09/29 

50-313 

P 

0210040121 

8210040116 

82/09/24 

50-304 

S 

0210040122 

S21004011Q 

02/09/24 

50-307 

S 

62 1 0040 129 

8210040126 

02/07/16 

50-249 

s 

8210040134 

0210040131 

02/09/15 

50-373 

8 

8210040139 

0210040132 

02/09/27 

30-29 

P 

0210040144 

8210040142 

02/09/24 

50-317 

s 

8210040145 

0210040141 

02/09/28 

50-247 

s 

02100401 SO 

0210040146 

82/09/30 

50-440 

K 

621 00401 5S 

6210040140 

82/09/27 

0A999 


0210040159 

82100401S6 

02/09/24 

50-305 

s 

0210040162 

0210040156 

82/09/24 

50-305 

s 

8210040173 

8210040171 

02/09/27 

0A999 


0210040170 

B2I0040177 

82/09/30 

50-206 

p 

8210040183 

0210040102 

82/09/27 

50-220 

p 

0210040185 

0210040104 

82/09/09 

50-409 

0 

8210040187 

0210040186 

02/09/20 

50-285 

s 

8210040189 

6210040100 

02/09/15 

50-237 

s 

0210040196 

0210040192 

82/09/27 

0A999 


0210040203 

8210040199 

02/09/24 

50-315 

s 

0210040204 

6210040202 

02/09/10 

50-331 

0 

0210040205 

0210040199 

83/09/24 

50-3 1 5 

s 

0210040206 

0210040202 

82/09/10 

50-331 

a 

8210040209 

6210040201 

82/09/23 

50-316 

s 

0210040213 

8210040206 

02/09/27 

50-286 

F 

8210040217 

0210040211 

02/09/24 

so-a 1 e 

s 

8210040220 

0210040215 

83/09/27 

50-458 

K 

6210040223 

0210040221 

02/09/24 

50-373 

P 

0210040226 

021OO4O2J6 

02/09/23 

50-3 ID 

S 

0210040228 

8210040224 

02/09/24 

50-352 

Q 

0210040245 

6210040232 

02/09/27 

50-269 

P 

0210040246 

6210040230 

02/09/27 

50-456 

0 

B21 0040265 

9210040261 

02/09/28 

50-219 

P 

0210040273 

8210040254 

02/10/01 

50-369 

K 

6210040274 

0210040258 

82/09/27 

50-322 

0 

8210040279 

0210040254 

82/10/01 

50-369 

K 

0210040284 

0210040261 

82/09/20 

50-244 

P 

8210040285 

9210040277 

82/09/27 

50-339 

P 

0210040206 

0210040254 

02/10/01 

50-369 

H 

0210040260 

8210040201 

02/09/26 

50-244 

P 

0210040290 

8210040277 

82/09/27 

50-338 

P 

8210040297 

8210040277 

02/09/27 

50-338 

P 

0210040301 

0210040277 

02/09/27 

50-333 

P 

0210040303 

0210040296 

82/10/01 

50-220 

F 

8210040305 

0210040292 

02/09/28 

50-520 

M 

8210040307 

0210040277 

02/09/27 

50-333 

P 

8210040315 

8210040277 

02/09/27 

50-330 

P 

8210040319 

0210040311 

02/09/29 

TOPREP 


0210040320 

8210040277 

02/09/27 

50-338 

P 

0210040325 

0210040277 

82/09/27 

50-338 

P 

0210040327 

0210040321 

82/09/22 

50-316 

9 

8210040329 

0210040323 

82/09/30 

TOPREP 


0210040330 

0210040321 

82/09/22 

50-316 

8 

8210040332 

0210040324 

82/09/21 

50-333 

S 

8210040335 

6210040333 

82/09/27 

QA999 


0210040340 

8210040333 

82/09/27 

0A999 


0210040346 

6210040343 

02/00720 

50-537 

A 

821004034? 

6210040343 

02/08/20 

50-537 

A 

0210040350 

6210040343 

82/00/20 

50-537 

A 

0210040351 

0210040343 

02/08/20 

50-537 

A 

0210040354 

0210040345 

02/09/10 

50-282 

0 

0210040355 

0210040343 

82/08/20 

50-537 

A 

0210040357 

0210040343 

02/08/80 

FOIA 


0210040361 

021OO4O25B 

02/09/27 

50-322 

Q 

8210040367 

8210010008 

82/06/20 

50-366 

5 

8210040368 

0210010008 

82/06/28 

FOIA 


8210040371 

821001000B 

82/06/20 

FOIA 


8210040374 

8210010008 

82/06/20 

SO-320 

0 

8210040375 

0210040366 

82/08/24 

50-373 

0 

8210040376 

0210040369 

02/09/24 

50-331 

8 

0210040379 

8210010008 

82/06/26 

FOIA 


0210040381 

8210010008 

82/06/28 

FOIA 


0210040303 

8210010008 

82/06/28 

FOIA 


8210040396 

8210010006 

82/06/26 

FOIA 


8210040397 

0210040392 

82/09/07 

70-371 


0210040411 

0210010008 

82/06/28 

FOIA 




CROSS REFEREIMCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESS! aw NUMOER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

document 

ISSUED 

CATECOft/ 

B2I 00404 13 

0310040410 

82/09/15 

CONTRACT 

8210040416 

6210010006 

82/06/30 

FOIA 


6210040417 

9210040415 

62/09/15 

50-315 

P 

6210040410 

8210040415 

03/09/15 

50-315 

P 

8210040419 

6210040415 

62/09/15 

50-315 

P 

8210040420 

0210040414 

62/00/31 

50-266 

P 

0210040421 

8310010006 

83/06/20 

FOIA 


6210040425 

8210040414 

02/00/31 

50-266 

P 

8210040427 

621D0404I4 

63/00/31 

50-266 

P 

8210050006 

6210010000 

82/06/26 

FOIA 


8210050007 

821O01O00B 

62/06/20 

FQIA 


0210050010 

8310010008 

83/06/20 

roiA 


esfcasoott 

6310010006 

62/06/28 

FQIA 


6210050013 

6310050006 

03/09/24 

50-361 

S 

8210050015 

82IOOSOOI3 

62/09/16 

50-309 

F 

02IOOSOO1G 

62 10050013 

03/09/16 

50-309 

r 

0210050019 

6210050016 

62/09/24 

50-361 

s 

8210050020 

8210050017 

79/03/16 

REGOO 


8210050021 

6210010008 

8S/06/9Q 

FQIA 


6310050023 

6210010008 

62/06/26 

50-276 

s 

8210050024 

0210050016 

62/09734 

50-361 

s 

6210050026 

021OO5OOI7 

79/03/16 

REGOD 


0210050027 

6310010008 

62/06/20 

50-346 

s 

021 0050039 

0310050016 

02/09/24 

50-361 

e 

8210050030 

8210050017 

79/03/16 

REOGO 


8210050031 

6310010000 

82/06/28 

FOIA 


8210050033 

6210050016 

03/09/24 

50-361 

6 

10050034 

82100SO0J7 

79/03/16 

REOOD 


9210050035 

02 1001 0006 

02/06/23 

FDIA 


8210050037 

6210050016 

82/09/24 

50-361 

3 

0210050030 

6210010000 

92/06/26 

POIA 


8210050039 

6210050017 

79/03/16 

RECOD 


8210050041 

62100500J6 

62/09724 

50-361 

6 

8210050042 

8210050017 

79/03716 

RECOD 


8210050044 

6210050016 

02/09/24 

50-361 

5 

82 10050040 

62 10050016 

02709/24 

50-361 

S 

8210050050 

□210050016 

62/09734 

50-36! 

S 

6210050056 

8210050052 

82/09/30 

50-373 

0 

0210050064 

6210010000 

62/06728 

FOIA 


8210050068 

6210050065 

62/09729 

50-409 

P 

0210050070 

621005Q067 

82/09/29 

50-409 

P 

Q21QQ50Q74 

6210050071 

62/09/27 

SO-280 

S 

8210050075 

82100I00QB 

62/06/20 

50-304 

s 

8210050077 

8210050073 

82/09/30 

50-456 

A 

8210050078 

8210050071 

62/09/27 

50-200 

a 

8210050083 

Q21DO1OOO0 

82/06/26 

FOIA 


8210050064 

6210050000 

93/09/23 

50-366 

s 

8210050065 

021OOSOO63 

62/10/01 

50-333 

F 

8210050086 

6210 05006 J 

03/09/27 

50-200 

s 

8210050067 

6210010000 

02/06/28 

FQIA 


0210050091 

0210050061 

88/09/27 

50-200 

s 

8210050092 

6210050081 

82/09/27 

50-280 

s 

0210030093 

6210010000 

8?/06/2e 

FOIA 


021Q0S0096 

6210050096 

08/09/24 

50-361 

8 

Q2100S010I 

6210050096 

68/09/24 

50-361 

s 

9210050107 

6210050105 

88/07/09 

SO-295 

Q 

8210050109 

8210050103 

08/07/24 

50-280 

s 

9310030110 

6210050102 

88/09/30 

50-305 

Q 

8210050112 

0210050105 

08/07/09 

50-295 

0 

0210050116 

82IOOJOOOB 

08/06/20 

FOIA 


92 10050134 

6210010000 

08/06/20 

50*3U 

8 

8210050135 

8210010006 

68/06/26 

FOIA 


8210050146 

0210050139 

68/09/22 

50-329 

0 

8210050154 

6210050139 

68/09/22 

50-329 

Q 

0210030155 

0210010000 

08/06/28 

FOIA 


8210050160 

8210050159 

03/09/29 

50-315 

P 

82100S0161 

8210010000 

82/06/20 

50-320 

8 

9210030164 

6210010006 

82/06/20 

FOIA 


8210050166 

0210050165 

82/07/29 

50-334 

P 

8210050101 

6210010006 

82/06/28 

FOIA 


0210050165 

6210050163 

02/09/30 

50-461 

K 

9210050107 

8210050179 

02/09/24 

50-336 

P 

8210050190 

8210010006 

02/06/26 

FOIA 


8210050191 

021OOSO10B 

02/10/01 

aA999 


8210050194 

0210050166 

02/09/15 

50-266 

Q 

9210050198 

821 0050 195 

82/10/01 

0A999 


8210050200 

6210010008 

02/06/20 

FOIA 


9210050303 

8210050193 

02/09/20 

50-416 

S 

8210050303 

6210050166 

62/09/15 

50-266 

0 

8210050206 

6210050199 

82/09/30 

50-443 

A 


ACCESSION NUMBER 



PRINCIPAL 

EATE 

SUBJECT 

ENCLOSURE 

DOC UMENT 

ISSUED 

CATECORy 

6210050206 

0210050202 

62/10/04 

50-413 

0 

B2 10 050209 

6210010008 

82/06/26 

FOIA 


821009021^ 

8210010006 

S2/ 06/28 

FQIA 


62I00S02I3 

0210050204 

02/10/01 

70-2942 


6210050217 

021OO1OOOB 

82/06/20 

FQIA 


6210030229 

021OO5O2S3 

02/09/20 

50-329 

0 

8210050231 

02JOOSO222 

82/09/30 

50-2E6 

P 

Q2 10050233 

0210050227 

62/09/22 

50-237 

s 

8210050234 

621C050151 

02/09/22 

50-361 

s 

02 1 0050239 

02IOOSO226 

02/09/16 

50-267 

0 

B2100S025B 

B210050253 

82/09/24 

50-346 

Q 

6210050266 

0210050261 

05^/09/23 

50-361 

S 

8210050271 

3210050269 

62/09/21 

50-259 

P 

8210050276 

0210050274 

82/09/24 

50-315 

Q 

82(0050207 

6210050284 

02/10/01 

QA999 


02 I 0050290 

0210050204 

02/10/01 

QA999 


S2 100 50292 

0210050204 

02/10/01 

QA999 


82(0050295 

0210050204 

82/10/01 

0A979 


6210050303 

02 I 0050301 

02/1 0/0 J 

50-205 

S 

0210050307 

0210050306 

02/09/24 

50-331 

a 

6210050311 

8210050300 

02/09/29 

50-331 

0 

B2 10050313 

6210050310 

62/09/30 

go-346 

p 

8210050310 

0210050310 

02/09/30 

50-346 

p 

8210050321 

8210050320 

62/09/20 

50-277 

p 

6210050327 

0210050323 

02/09/22 

50-346 

8 

0210050334 

6SIO0S0332 

82/09/30 

50-350 

K 

6210050337 

6310050331 

62/09/23 

50-267 

S 

6210050342 

0210050336 

02/09/24 

50-195 

Q 

02(0050361 

6210050355 

62/09/24 

50-346 

3 

62(0050365 

8210050359 

62/09/15 

50-106 

Q 

0210050371 

0210060362 

02/09/29 

50-324 

P 

3210050372 

0210050366 

02/09/29 

50-302 

G 

02(0050378 

6210050366 

02/09/29 

50-382 

G 

0210050300 

0210050359 

02/09/15 

50-106 

0 

B2100S0390 

021OO5O3B1 

02/09/23 

SO-361 

8 

0210050399 

0210050307 

02/09/20 

50-458 

Q 

6210050403 

6210010000 

02/06/20 

FOIA 


8210050400 

0210050396 

62/09/23 

30-447 

A 

B2 10050409 

0210010000 

82/06/26 

FDIA 


6210050419 

6210050416 

02/09/30 

50-389 

A 

0210050424 

6210010000 

ea/0A/2a 

FOIA 


6210050426 

0210010000 

02/06/20 

FOIA 


0210050427 

8210050425 

62/09/30 

50-1 5S 

P 

62(0050434 

0210010003 

82/06/23 

FOIA 


6210050436 

0210010000 

82/06/23 

FDIA 


6210050439 

8210050430 

82/00/17 

FOIA 


0210050446 

6210050430 

B2/ 06/17 

70-1 SIO 


0210050451 

621005(1430 

02/08/17 

70-1510 


0210050456 

6210050430 

82/00/17 

70-1910 


0210050467 

6210050430 

92/ 00/ 17 

FOIA 


0210050471 

82 10050430 

82/08/17 

FOIA 


0210050473 

62 too 10006 

62/06/26 

FOIA 


021005047a 

6210010Q08 

82/06/28 

FQIA 


0210030481 

6210010000 

62/06/20 

FOIA 


0210050490 

6210050405 

02/09/20 

90-272 

P 

9210050493 

0310010000 

62/06/20 



9210050495 

BS100S0491 

02/09/14 



0210050496 

B2I001000B 

02/06/20 



0210050500 

6210010006 

82/06/28 



0210050503 

0210050497 

rr 



6210050505 

8210030497 




8210050506 

8210050501 




6210050509 

0210030497 




0210050514 

82(0010000 




82 100505 IS 

B21D050512 




8210050520 

Q210010D08 




82I00SO52I 

6210030516 




8210050522 

0210030512 




8210050926 

e2l0030SO& 




8210050530 

8310030525 




8210050533 

92100100DB 




0210050936 

8210050506 




8210050539 

a2ioo[oooa 




0210050541 

8210030538 




8210050542 

8210010008 




8210050943 

B2I0030540 




6210050944 

0210050530 




6210050546 

8210050533 




6210050548 

B2100S0540 




6210050567 

6210030559 





45B 



ACCESSION 


ENCLOSURE 

8210050373 

0210060001 

8210060003 

0210060008 

821006000? 

6210060016 

8210060026 

0210060030 

8210060041 

6210060042 

8210060046 

821006004? 

8210060068 

021006007? 

8210060081 

8210060082 
82 10060083 
8210060084 
8210060005 
8210060096 

8210060100 

8210060J04 

8210060119 

8210060124 

0210060127 

8210060131 
0310060141 
8210060147 
62 10060 14B 
8210060157 

8210060163 
8210060164 
82 10060173 
8210060180 
821C060203 

8210060206 

8210060208 

8210060212 

8210060214 

8210060215 

8210060216 

0210060221 

8210060226 

8210060227 

8210060230 

8210060233 

8210060241 

8210060243 

9210060247 

021OO6O24B 

B2 10060232 
0210060234 
8210060236 
8210060237 
8210060259 


wr ci^i^UUC>UKti> 

TO PRINCIPAL DOCUMENTS 


NUMBER 




accession 

NUMBER 




PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

166UE0 

CATEOORV 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATECOftT 

821019007? 

82/10/01 

FOIA 


0210060345 

8210060341 

82/09/23 

50-520 

8 

8210010008 

82/06/28 

FOIA 


8210060348 

8210060342 

02/tO/Ot 

50-209 

P 

8210010008 

82/06/20 

FOIA 


821006O3S2 

8210060347 

82/10/01 

50-327 

F 

8210010008 

82/06/20 

FOIA 


8210060354 

8210060349 

82/10/04 

50-261 

f 

8210010008 

82/06/20 

FOIA 


8210060356 

8210060351 

02/09/20 

70-25 


B210060013 

82/10/01 

50-261 

P 

B2 10060363 

0210010008 

82/06/28 

FOIA 


8210010008 

82/06/20 

FOIA 


8210060367 

8210060359 

82/10/01 

50-237 

Q 

8210060023 

82/09/24 

50-293 

S 

8210060369 

8210010000 

82/06/28 

FQIA 


0210060024 

82/09/1 7 

50-247 

0 

8210060370 

8210060365 

82/09/28 

70- J 100 


8210010008 

82/06/28 

FOIA 


8210060372 

0210060361 

02/09/30 

50-280 

S 

8210060024 

82/09/17 

50-247 

0 

8210060380 

8210060377 

82/09/30 

50-263 

P 

0210060034 

02/09/27 

50-29 

Q 

8210060381 

0210010008 

02/06/28 

FOIA 


0210010008 

82/06/28 

FOIA 


8210060384 

8210060379 

02/09/21 

50-373 

0 

0210010000 

82/06/28 

FOIA 


8210060386 

8210060377 

02/09/30 

50-263 

P 

0210060076 

82/09/23 

50-334 

R 

8210060390 

8210060385 

02/09/27 

50-317 

& 

8210010008 

02/06/28 

50-296 

Q 

8210060393 

8210060387 

82/09/22 

50-315 

0 

8210060074 

92/09/24 

50-277 

e 

9210060394 

8210060335 

82/09/27 

30-317 

s 

8210010008 

02/06/28 

FOIA 


0210060398 

0210060361 

02/09/30 

50-280 

s 

8210060080 

92/09/30 

50-293 

P 

8210060400 

8210060396 

82/09/24 

50-247 

s 

8210060088 

02/09/20 

50-334 

R 

0210060405 

02 10 06039 S 

02/09/27 

SO-254 

s 

8310010000 

02/06/28 

FOIA 


8210060411 

8210060406 

02/09/22 

FOIA 


8210060099 

02/09/17 

50-317 

Q 

8210060412 

0210060409 

02/09/30 

50-259 

8 

0210060117 

02/09/30 

50-361 

P 

8210060415 

8210060406 

32/09/22 

FOIA 


0210060109 

82/09/16 

50-362 

0 

8210060422 

0210060414 

02/09/30 

50-259 

8 

821006009? 

82/09/17 

50-317 

0 

8210060424 

0210060420 

02/09/20 

CONTRACT 


0210060126 

82/09/15 

50-2 SB 

Q 

8210060427 

0210010000 

82/06/28 

FOIA 


0210060133 

02/09/17 

50-275 

0 

8210060429 

8210060426 

82/09/29 

FOIA 


821 0060 1 38 

02/09/30 

70-393 


8210060430 

0210010000 

02/06/28 

50-336 

S 

8210060145 

82/09/15 

50-247 

F 

8210060432 

8210010008 

82/06/20 

50-334 

s 

0210060155 

82/09/24 

50-800 

0 

0210060433 

0210060431 

02/09/23 

50-272 

F 

8210060155 

02/09/24 

50-506 

Q 

8210060447 

8210060442 

82/00/24 

50-537 

D 

8210060130 

82/09/30 

50-293 

0 

8210060449 

8210010000 

82/06/28 

FOIA 


0210060171 

02/09/29 

50-309 

P 

8210060451 

8210060442 

02/00/24 

50-537 

A 

6210060150 

82/09/30 

50-293 

a 

8210060452 

8210010008 

82/06/20 

FOIA 


0210060201 

82/09/29 

50-416 

6 

8210060453 

8210060442 

02/00/24 

50-537 

A 

8210060194 

82/09/30 

50-443 

0 

6210060455 

B210060442 

82/ 08/54 

50-507 

A 

8210060202 

82/09/29 

50-220 

Q 

82 I 00604 SB 

8210060442 

02/00/24 

50-537 

D 

621006020? 

02/10/01 

50-251 

8 

0210060460 

8210010008 

82/06/28 

50-320 

3 

8210060194 

82/09/30 

50-443 

0 

8210070005 

8210070003 

B2/09/i7 

50-046 

F 

8210060211 

82/09/17 

50-412 

0 

0210070006 

0210070003 

02/09/17 

50-346 

F 

8210060213 

02/09/29 

50-aS5 

8 

8210070008 

B210010008 

82/06/28 

FOIA 


0210060219 

82/09/30 

50-327 

8 

8210070014 

8210070013 

82/09/29 

50-155 

P 

821QQ60224 

62/09/29 

50-416 

8 

8210070018 

8210070013 

02/09/29 

50-1 55 

P 

8210060225 

82/09/90 

70-7 


8210070021 

8210070017 

82/07/20 

CONTRACT 


8210060226 

82/10/01 

50-869 

F 

8210070030 

8210070007 

02/00/10 

50-244 

P 

8210060237 

62/09/24 

50-336 

F 

0210070032 

0210070020 

02/09/14 

50-289 

0 

8210060239 

02/09/30 

50-155 

P 

8210070035 

6210070020 

82/09/14 

50-289 

0 

0210060240 

62/09/29 

50-317 

0 

8210070037 

0210070029 

02/07/16 

50-537 

D 

8210060245 

82/10/01 

50-528 

A 

8210070030 

8210070007 

02/08/10 

50-244 

0 

8210060246 

02/09/23 

50-366 

8 

8210070039 

0210070029 

02/07/16 

50-537 

A 

8210060251 

82/09/20 

50-373 

8 

0210070043 

0210070029 

82/07/16 

50-937 

0 

8210060253 

62/ 10/04 

50-315 

Q 

9210070044 

8210070040 

02/09/17 

50-416 

F 

8210060253 

82/10/04 

50-315 

0 

8210070045 

0210070042 

02/09/10 

50-373 

H 

6210060255 

82/10/01 

TOPREP 


8210070047 

0210070029 

02/07/16 

50-537 

0 

aaion*r»j>^5 

62/10/01 

TOP REP 


8210070040 

0210070040 

02/09/17 

30-416 

F 





8310070050 

0210070029 

82/07/16 

50-937 

D 





8210070051 

8210070042 

02/09/10 

50-373 

H 





8210070053 

0210070029 

82/07/16 

50-937 

D 





8210070055 

8210070042 

82/09/10 

90-373 

H 





0210070056 

8210070029 

02/07/16 

50-937 

D 





8210070058 

8210070029 

82/07/16 

30-537 

D 





0210070059 

0210070054 

02/09/15 

90-309 

P 





8210070060 

0210070054 

02/09/15 

90-309 

P 





S210070061 

8210070042 

02/09/10 

90-373 

H 





B210O70O64 

8210070029 

02/07/16 

90-537 

D 





8210070066 

8210070042 

82/09/10 

50-373 

H 





0210070067 

8210070029 

82/07/16 

90-537 

0 





8210070068 

0210070007 

02/00/10 

50-244 

P 





8210070070 

82I0070029 

82/07/16 

50-937 

A 





0210070071 

8210070029 

82/07/16 

90-537 

A 





8210070073 

8210070007 

02/08/10 

50-244 

P 





8210070076 

8210070007 

02/08/10 

90-244 

P 





8210070080 

8210070007 

02/08/10 

50-244 

P 





8210070083 

8210070007 

82/08/10 

50-244 

P 





8210070084 

0210070029 

02/07/16 

50-537 

P 





8210070086 

8210070029 

02/07/16 

90-937 

A 





8210070087 

8210070007 

82/00/10 

50-244 

P 





021007008? 

8210070029 

02/07/16 

90-537 

A 





8210070090 

0210070007 

02/00/10 

50-244 

P 





8210070091 

0210070085 

02/10/04 

90-29 

P 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORV 

521 0070093 

0210070029 

62/07/16 

5Q-S37 

A 

5210070094 

0210070085 

82/ 1 0/04 

50-3? 

P 

5210070095 

0210070029 

02/07/16 

50-537 

A 

5210070090 

0210070029 

02/07/16 

50-537 

A 

5210070099 

8210070085 

02/10/04 

50-39 

P 

B2J0070101 

0210070029 

82/07/16 

50-537 

D 

C2 100701 03 

0210070029 

02/07/16 

50-337 

A 

5210070112 

0210070109 

02/09/29 

50-445 

F 

5210070117 

0210070106 

02/09/20 

50-317 

P 

5210070110 

0210070029 

02/07/16 

50-537 

A 

0210070119 

021OO7OOS9 

82/07/16 

50-537 

D 

5210070121 

0210070007 

02/08/10 

30-244 

P 

5210070123 

0210070029 

02/07/16 

50-537 

D 

6210070125 

0210070106 

02/09/20 

50-317 

P 

5210070126 

0210070029 

82/07/16 

50-537 

D 

0210070128 

0210070029 

92/07/16 

50-337 

C 

8210070129 

8210070127 

02/10/05 

50-454 

G 

0210070130 

0210070106 

02/09/20 

50-317 

P 

S2I00701J1 

0210070029 

02/07/16 

50-537 

C 

8210070134 

0210070029 

02/07/16 

50-537 

C 

0210070135 

0210070007 

82/00/10 

50-244 

P 

8210070130 

0210070029 

02/07/16 

50-537 

C 

021 00701 39 

0210070007 

82/08/10 

50-29 

0 

82] 0070 M2 

0210070029 

82/07/16 

50-537 

C 

Q210070M4 

8210070141 

82/09/15 

50-397 

A 

0210070146 

0210070089 

08/07/16 

50-537 

C 

8210070148 

0210070029 

82/07/16 

50-537 

F 

8210070151 

8210070029 

82/07/16 

50-537 

A 

82 10070154 
821 00701 56 

B2 10070029 
0210070133 

82/07/16 

82/00/13 

50-537 

CONTRACT 

F 

8210070157 

0210070029 

82/07/16 

50-537 

A 

8210070161 

0210070130 

82/10/04 

50-508 

0 

8210070163 

6210070029 

02/07/16 

50-537 

A 

8210070165 

0210070007 

02/08/10 

50-244 

P 

8210070166 

0210070029 

02/07/16 

S0-S37 

0 

□210070170 

0210070029 

82/07/16 

50-537 

C 

8210070172 

8210070007 

82/00/10 

50-269 

Q 

8210070174 

0210070029 

82/07/16 

SO-537 

C 

8210070179 

8210070029 

82/07/16 

50-537 

A 

8210070181 

8210070170 

02/09/24 

50-219 

8 

0210070182 

0210070029 

02/07/16 

50-537 

A 

8210070105 

0210070007 

82/08/10 

50-266 

P 

8210070106 

0210070029 

02/07/16 

50-537 

D 

8210070107 

0210070007 

82/08/10 

50-266 

P 

8210070100 

0210070177 

02/09/29 

50-277 

0 

8S1 0070190 

8210070029 

02/07/16 

SO-537 

D 

0210070191 

8210070007 

82/08/10 

50-266 

P 

82 J 0070193 

8810070189 

82/09/16 

50-522 

C 

8210070195 

0210070196 

B21007019B 

8210070029 

0210070007 

0210070007 

02/07/16 

02/08/10 

02/08/10 

50-537 

FOIA 

FOIA 

C 

G21007C200 

6210070029 

02/07/16 

50-337 

C 

8210070202 

0210070029 

82/07/16 

50-537 

D 

□210070205 

8210070007 

02/00/10 

50-266 

P 

8210070206 

0210070029 

02/07/16 

50-537 

C 

82 S 0070207 

0210070029 

82/07/16 

30-537 

D 

8210070208 

0210070007 

02/08/10 

50-266 

P 

8210070216 

0210070214 

82/09/23 

50-286 

Q 

8210070217 

0210070007 

82/00/10 

50-266 

P 

0210070216 

0210070007 

02/00/10 

50-266 

P 

0210070222 

8210070029 

02/07/16 

50-537 

A 

6210070223 

0210070029 

02/07/16 

50-537 

D 

8210070225 

0210070029 

82/07/16 

50-537 

A 

6210070228 

8210070007 

02/00/10 

50-266 

0 

0210070231 

0210070235 

02 1 0070240 

0210070221 

0210070007 

0210070839 

82/09/22 

02/00/10 

02/09/22 

50-311 

FOIA 

70-33 

s 

62 1 007024 1 

0210070238 

82/09/27 

50-219 

s 

02 1 0070247 

0210070245 

02/09/29 

50-293 

s 

62 1 0070248 

0210070246 

82/09/22 

50-311 

s 

0210070251 

8210070029 

02/07/16 

50-537 

A 

0210070252 

0210070249 

02/09/22 

50-311 

8 

0210070253 

0210070029 

02/07/16 

50-537 

A 

8210070236 

0210070029 

02/07/16 

50-537 

A 

0210070258 

0210070234 

02/09/22 

50-311 

B 

6210070259 

8210070029 

02/07/16 

SO-537 

A 

0210070260 

0210070029 

02/07/16 

50-537 

C 

0210070262 

0210070029 

02/07/16 

50-537 

C 

0210070264 

0210070029 

02/07/16 

50-537 

F 

0210070266 

0210070029 

02/07/16 

50-537 

A 


ACCESSION NUM&ER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUO JECT 
CATECORV 

8210070269 

02 100700 29 

82/07/16 

50-537 

F 

8210070270 

8210070268 

82/09/22 

50-219 

Q 

0210070273 

821007002? 

82/07/16 

SO-537 

A 

0210070275 

6210070268 

82/09/22 

50-2 1 9 

0 

8210070276 

0210070029 

82/07/16 

30-937 

A 

0210070280 

8210070029 

92/07/16 

bO-337 

C 

6210070202 

9210070029 

82/07/16 

50-537 

A 

02 1 0070203 

8210070277 

82/09/22 

50-293 

Q 

0210070205 

0210070027 

82/07/16 

SO-537 

A 

0210070206 

0210070279 

02/10/04 

50-3 1 5 

I 

6210070287 

B21007027B 

62/10/04 

50-312 

0 

8210070291 

6210070029 

82/07/16 

50-537 

C 

8210070293 

6210070029 

82/07/16 

S0~537 

A 

8210070294 

0910070290 

02/10/04 

50-312 

0 

8210070298 

6210070029 

02/07/16 

30-537 

A 

8210070301 

8210070029 

02/07/16 

50-537 

A 

0210070302 

0210070299 

02/10/04 

50-397 

Q 

8210070306 

0210070029 

62/07/16 

50-537 

A 

821007030S 

8210070296 

82/09/24 

50-278 

0 

82J0070310 

0210070029 

02/07/16 

50-537 

A 

0210070312 

0210070307 

02/09/24 

70-364 


0210070313 

0210070029 

92/07/16 

50-537 

D 

0210070314 

0210070305 

02/09/22 

SO-272 

S 

0210070315 

8210070029 

82/07/16 

50-537 

D 

0210070316 

8210070307 

82/09/24 

70-364 


821007031B 

0210070029 

02/07/16 

50-537 

D 

8210070322 

8210070317 

82/09/22 

50-277 

0 

6210070323 

0210070029 

82/07/16 

50-537 

0 

0210070327 

0210070029 

82/07/16 

50-537 

D 

6210070330 

8210070317 

82/09/22 

50-277 

0 

6210070331 

8210070319 

82/10/04 

50-3 IS 

G 

8210070332 

9210070029 

02/07/16 

50-537 

0 

8210070333 

8210070326 

02/10/05 

50-205 

0 

8210070335 

8210070029 

02/07/16 

90-537 

0 

8210070342 

9210070337 

82/09/22 

50-220 

0 

9210070345 

8210070341 

02/09/24 

90-219 

0 

8210070346 

B210070340 

82/09/29 

50-293 

8 

8210070347 

0210070029 

82/07/16 

50-537 

0 

8210070350 

8210070337 

02/09/22 

50-220 

0 

8210070355 

8210070346 

02/10/04 

50-439 

A 

8210070356 

0210070352 

82/10/05 

50-245 

G 

82 10070350 

8210070346 

02/10/04 

50-438 

A 

8210070399 

8210070351 

02/07/22 

50-3 1 1 

8 

0210070363 

8210070346 

02/10/04 

50-430 

A 

0210070366 

8210070361 

02/09/27 

50-247 

0 

62 10070367 

8210070362 

82/10/04 

50-333 

Q 

8210070369 

0210070364 

02/09/22 

50-445 

0 

8210070373 

0210070368 

02/09/22 

50-272 

6 

8210070377 

02IOO7O37I 

82/09/22 

50-3 1 1 

0 

6210070301 

02SOO7O397 

02/09/20 

50-309 

G 

62L00703B5 

0210070363 

92/00/13 

40-6622 


8210070397 

0210070376 

02/10/04 

50-460 

Q 

8210070398 

0210070380 

02/09/22 

50-272 

8 

8210070393 

0210070376 

82/09/24 

50-271 

Q 

6210070394 

0210070383 

02/00/13 

40-6622 


8210070400 

0210070392 

82/09/22 

50-443 

Q 

8210070410 

0210070409 

82/00/16 

71-9150 


821OO70413 

0210070409 

82/00/10 

71-9150 


6210070418 

0210070411 

82/09/10 

FOIA 


8210070421 

0210070411 

82/09/10 

FOIA 


6210070423 

B210D70417 

82/09/29 

FOIA 


6210070426 

021007041 1 

82/09/10 

FOIA 


6210070428 

0210070411 

82/09/10 

FOIA 


8210070431 

0210070411 

82/09/10 

FOIA 


6210070434 

0210070411 

62/09/10 

FOIA 


8210070436 

B2100704U 

02/09/10 

FOIA 


8210070441 

0210070411 

82/09/10 

FOIA 


8210070445 

8210070411 

62/09/10 

FOIA 


8210070447 

9210070411 

02/09/10 

FOIA 


82 I 0070 4 46 , 

82 100704 11 

62/09/10 

FOIA 


8210070451 

9210070411 

02/09/10 

FOIA 


8210070494 

8210070411 

82/09/10 

FOIA 


9210070458 

8210070411 

82/09/10 

FOIA 


8210070499 

8210070456 

82/09/17 

CONTRACT 


8210070464 

8210070411 

82/09/10 

FOIA 


9210070465 

82 10 070029 

02/07/16 

90-937 

D 

8210070467 

0210070411 

B2/09/IO 

FOIA 


8210070468 

0210070411 

82/09/10 

FOIA 


8210070471 

8210070411 

82/09/£0 

FOIA 


9210070473 

9210070411 

02/09/10 

FOIA 
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CA TEC DRV 

e2J0070<j75 

8210070411 

02/09/10 

FOIA 


0210080214 

8210080212 

82/10/04 

50-206 

a 

0210070478 

8210070411 

82/09/10 

FDIA 


6210080215 

8210080015 

82/07/12 

FOIA 


8210070480 

3210070411 

82/09/10 

roiA 


8210030216 

0210000015 

02/07/12 

FDIA 


0310070402 

021007041 1 

02/09/10 

FDIA 


8210000217 

82 100800 IS 

82/07/12 

FOIA 


8210070434 

821007041 1 

82/09/10 

FOIA 


6210080228 

0210080227 

02/10/06 

50-321 

0 

82 100 70485 

B21007Q4I 1 

02/09/10 

FDIA 


8210000230 

3210080321 

82/09/29 

50-324 

5 

8210070406 

821007041 1 

32/09/10 

FOIA 


8210080232 

0210080225 

82/08/25 

71-9167 


8210070483 

8210070411 

82/09/10 

FOIA 


8210000239 

3210080225 

82/03/25 

71-7167 


8210070489 

031007041 1 

32/07/10 

FOIA 


0210000240 

3210060334 

82/09/28 

50-366 

S 

8210080002 

8210080001 

82/09/14 

50-237 

P 

8210000250 

0210080240 

82/lO/OA 

50-395 

Q 

8210000005 

8210000003 

82/09/10 

XPORTLIC 


8210000253 

6210080249 

02/10/05 

50-344 

0 

821000000? 

0210030006 

02/09/21 

contract 


8210080254 

6210080248 

82/10/06 

50-395 

0 

8210080022 

8210000012 

32/09/21 

CONTRACT 


8210080257 

3210000252 

82/10/01 

50-250 

S 

3210000030 

0210030029 

02/09/22 

50-295 

F 

8210080258 

3210080256 

02/09/27 

50-267 

P 

3210030031 

62I0080029 

62/09/22 

SO-295 

F 

82 10080259 

0210080240 

02/10/06 

50-395 

0 

32 10000033 

821 0000020 

82/09/16 

FOIA 


6210060266 

8210080260 

82/09/30 

50-402 

K 

8210030034 

0210080020 

02/09/16 

FOIA 


8210080281 

8210080277 

82/10/04 

50-416 

S 

3210080035 

6210000033 

82/09/09 

XPORTLIC 


8210080287 

8210080202 

82/10/04 

SO-416 

S 

8210030030 

0210080036 

32/08/1 3 

FDIA 


8210080288 

8210080235 

02/10/04 

50-346 

Q 

3210000040 

3210000037 

82/09/08 

XPORTLIC 


8210080289 

3210030234 

82/10/05 

50-416 

9 

8210000042 

6210080037 

02/09/00 

XPORTLIC 


0210080297 

8210080294 

82/06/22 

TOFREP 


8210080044 

0210000036 

82/08/13 

50-269 

P 

8210080298 

3210030299 

32/10/05 

50-416 

S 

0210000047 

3210030036 

82/00/1 3 

50-237 

P 

8210080299 

3210080293 

82/10/05 

70-2739 


8210000051 

0210000015 

82/07/12 

50-20? 

0 

8210080311 

0210000302 

02/ J 0/05 

70-754 


0210000054 

321 000001 5 

82/07/12 

FOIA 


0210080320 

3210000319 

82/09/09 

XPDRTL IC 


8210090055 

3210060053 

82/09/23 

50-537 

D 

8210080323 

8210000321 

32/09/15 

XPORTLIC 


8210030057 

8210080015 

82/07/12 

FOIA 


3210080331 

0210000327 

82/09/16 

XPORTLIC 


8210030064 

3210080015 

82/07/12 

S0-3I7 

P 

8210120010 

8210120015 

82/00/20 

FOIA 


B31OO0OO79 

0210080063 

82/09/29 

50-219 

P 

8210120021 

8210120015 

02/08/20 

FOIA 


8210030080 

8210060078 

32/10/05 

30-275 

P 

8210120023 

0210120015 

02/08/20 

FOIA 


8210080005 

6210080015 

82/07/13 

30-244 

S 

82 101 20027 

8210120015 

82/08/20 

FOIA 


0210030091 

6210000015 

32/07/12 

30-289 

P 

8210120030 

8210120015 

02/08/20 

FOIA 


5210080096 

8210080015 

02/07/12 

30-209 

P 

821 0120050 

0210120047 

02/10/04 

50-366 

P 

6210030100 

6210080095 

82/09/23 

50-397 

K 

8210120053 

8210120049 

82/09/23 

REVIEN GRP 

0210060101 

82100800J5 

02/07/12 

FOIA 


82 10 120055 

0210120015 

02/00/20 

FDIA 


B2100B0102 

6210080098 

82/09/30 

30-29 

P 

8210120057 

8210 120015 

82/08/20 

FOIA 


0210080106 

6210080015 

82/07/12 

FOIA 


8210120062 

6210120015 

02/06/20 

FOIA 


8210000112 

8210000015 

02/07/12 

30-313 

0 

8210120066 

0210120015 

02/08/20 

FOIA 


0210030114 

6210000015 

02/07/12 

30-334 

a 

0210120068 

0210120015 

82/08/20 

FOIA 


32100801 J 6 

8210030015 

62/07/12 

30-259 

0 

8210120073 

3210120053 

02/09/24 

50-362 

a 

8210080122 

8210090015 

62/07/12 

50-324 

0 

9210120075 

8210120015 

02/06/20 

FOIA 


82 I 0080 125 

8210030015 

62/07/12 

30-302 

a 

3210120112 

8210120103 

02/07/12 

FOIA 


0210080127 

8210060120 

62/10/04 

30-416 

s 

8210120123 

0210120103 

82/07/12 

50-537 

Q 

8210030123 

6210030015 

62/07/12 

50-346 

a 

6210120132 

6210120103 

02/07/12 

50-400 

0 

8210080132 

8210000129 

82/09/22 

30-313 

F 

6210120139 

0210120134 

82/09/27 

50-317 

F 

nn* 

♦ 

92/07/12 

50-333 

a 

0210120140 

6210120103 

02/07/12 

90-537 

A 



92/09/22 

30-315 

F 

8210120143 

8210120103 

02/07/12 

50-537 

A 



02/07/12 

90-247 

Q 

3210120150 

0210120146 

02/10/01 

71-6347 




32/07/12 

90-220 

Q 

3210120151 

0210120103 

02/07/12 

90-244 

p 




50-219 

Q 

6210120161 

8210120103 

02/07/12 

FOIA 





»0-295 

Q 

6210120164 

8210120155 

BO/12/le 

50-293 

6 




10-293 

Q 

8210120166 

3210120158 

02/09/30 

71-9001 





SO-307 

P 

3210120170 

8210120103 

82/07/12 

FOIA 





10-312 

Q 

8210120174 

821012016? 

82/10/01 

71-9034 







0210120176 

8210120103 

02/07/12 

FOIA 







8210120101 

8210''! 20 103 

02/07/12 

FOIA 







0210120106 

8210120103 

02/07/12 

50-0 

P 






8210120192 

8210120130 

82/10/01 

71-6703 







8210120196 

8210120103 

02/07/12 

FPTA 







8210120200 

3210120194 

82/1(3/06 

50-508 

K 






8210120202 

8210120103 

82/07/12 

FOIA 







6210120225 

8210120219 

82/10/01 

50-330 

P 






8210120233 

3210120222 

32/09/15 

QA999 







8210120243 

8210120240 

02/10/04 

50-333 

R 






8210120247 

6210120241 

82/10/06 

50-313 

Q 






8210120250 

821 0120248 

02/10/04 

50-395 

P 






3210120252 

B210120246 

82/10/01 

50-3 J 3 

Q 






0210120261 

3210120276 

82/10/05 

50-329 

A 






8210120283 

6210120273 

02/10/01 

50-275 

P 






3210120289 

6210120280 

82/10/06 

0A999 







8210120286 

8210120276 

82/10/01 

50-275 

P 






8210120289 

3210120204 

02/09/27 

50-327 

P 






8210120293 

0210120230 

02/10/06 

0A999 







8210120299 

3210120291 

82/10/08 

50-259 

0 






8210120300 

8210120296 

62/10/04 

50-213 

P 






8210120304 

8210120301 

82/10/05 

0A999 







8210120305 

3210120297 

82/10/04 

50-280 

P 






8210120303 

0210120291 

82/10/00 

50-259 

0 






3210120309 

0210120301 

62/10/05 

aA999 







6210120312 

3210 12031 J 

82/09/15 

0A999 
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02 J 0120313 

8210120301 

02/10/05 

QA999 

8210130193 

0210130189 

82/10/08 

50-271 

R 

0210120316 

0210120291 

82/10/08 

50-259 G 

8210130196 

8210130192 

82/10/01 

50-254 

8 

0210120317 

821012031 1 

82/09/15 

I0A999 

8210130199 

6210100195 

82/10/01 

50-244 

8 

0210120317 

0210120311 

82/09/15 

QA999 

8210130201 

8210130197 

82/09/28 

50-249 

8 

0210120327 

8210120325 

82/09/20 

WASTE MOT 

8210 I 3020B 

0210 130204 

02/10/04 

50-260 

a 

8210120330 

8210120321 

02/09/15 

CONTRACT 

8210130210 

8210130206 

82/09/30 

50-289 

p 

8210120331 

0210120326 

82/ 10/06 

REVIEW GRP 

8210130213 

8210130204 

02/10/04 

50-280 

s 

8210120335 

0207280426 

82/07/20 

GEN TEC IS 

821 013021 4 

8210130212 

82/09/30 

50-313 

6 

8210120336 

8210120334 

82/09/24 

71-90J0 

8210130215 

6210130200 

02/10/07 

50-373 

R 

8210120340 

8210 120337 

82/10/01 

71-9037 

0210130216 

0210 130204 

62/10/04 

50-S60 

6 

8210120342 

82 10 120330 

82/09/22 

CONTRACT 

8210130222 

6210130221 

82/09/21 

50-546 

0 

0210120350 

0210120347 

02/09/29 

CONTRACT 

8210130223 

6210130220 

02/09/00 

50-366 

s 

8210120332 

8210120347 

02/09/24 

71-9964 

8210130225 

0210130219 

02/10/01 

50-29 

6 

8210120353 

8210120351 

82/08/30 

WASTE NOT 

8210130227 

6210130219 

82/09/29 

50-311 

6 

8210120357 

8210120354 

02/09/28 

CONTRACT 

8210130232 

6210130226 

02/10/01 

50-336 

6 

8210120362 

8210120361 

82/10/05 

CONTRACT 

8210130235 

8210130230 

02/09/30 

50-29 

6 

0210120364 

0210120363 

02/09/20 

CONTRACT 

0210130236 

8210130234 

02/09/30 

50-373 

8 

8210120366 

8210120365 

02/09/16 

CONTRACT 

8210130244 

8210130242 

82/10/08 

50-261 

R 

8210120384 

0210120381 

02/09/13 

71-5900 

0210130250 

8210130249 

82/10/07 

50-537 

A 

8210120386 

8210120377 

82/08/20 

WASTE NOT 

8210130253 

6210130251 

02/09/30 

50-254 

a 

8210120399 

8210120392 

02/09/24 

50-331 F 

8210J30254 

8210130252 

62/10/07 

50-309 

p 

S210120401 

0210120391 

02/09/30 

CONTRACT 

8210130258 

8210130256 

82/ 09 f 20 

50-321 

s 

8210120417 

8210120411 

82/09/28 

27-39 

8210130263 

8210130262 

02/ 1 0/07 

50-369 

K 

8210120422 

0210120417 

02/09/27 

CONTRACT 

8210130266 

8210130264 

93/10/07 

50-329 

K 

8310120423 

8210120416 

02/10/05 

50-309 M 

8210130267 

8210130264 

82/10/07 

50-329 

K 

0210120425 

8210120414 

ea/09/30 

CONTRACT 

8210130274 

0210130269 

82/09/27 

50-361 

6 

8210120432 

0210120427 

82/09/29 

CONTRACT 

8210130289 

9210130278 

02/09/30 

50-361 

8 

8210120440 

8210120436 

02/09/27 

CONTRACT 

8210130296 

6210 130263 

02/10/07 

50-309 

P 

8210J20458 

8210120454 

82/09/22 

CONTRACT 

8210130287 

8210130257 

82/10/06 

50-389 

E 

8210120471 

0210120467 

02/09/24 

CONTRACT 

8210130296 

6210130291 

02/10/06 

50-277 

0 

82101204BO 

0210120475 

82/09/30 

50-62 P 

8210130297 

8210130294 

02/10/07 

50-356 

A 

6210120487 

0210120475 

82/09/30 

50-62 P 

8210130306 

0210130302 

02/09/29 

50-54 

P 

8210120488 

8210120483 

02/09/29 

CONTRACT 

8210130309 

6210130303 

62/10/06 

70-135 


6210120492 

8210120475 

82/09/30 

50-62 P 

8210130315 

6210130311 

82/10/07 

50-537 

A 

6210120496 

8210120490 

02/09/27 

CONTRACT 

8210130319 

0210 130310 

62/10/01 

50-302 

6 

9210120508 

8210120497 

82/09/10 

CONTRACT 

0210130328 

B2 10 130324 

82/09/26 

50-254 

3 

8210120517 

8210120510 

82/09/30 

contract 

0210130337 

621 013033S 

82/10/07 

50-247 

0 

8210120541 

6210120534 

82/09/30 

CONTRACT 

8210130342 

8210130338 

02/09/29 

50-317 

P 

82IO1205S0 

8210120540 

82/09/27 

CONTRACT 

8210130345 

0210130340 

02/09/29 

50-311 

a 

8210120551 

6210120546 

82/09/24 

50-254 F 

8210130349 

8210130344 

02/10/06 

50-267 

ft 

6210120556 

8210120549 

82/09/30 

CONTRACT 

8210130350 

0210130347 

02/10/06 

50-220 

ft 

8210120560 

8210120557 

82/09/17 

50-315 P 

8210130358 

8210130331 

02/09/89 

50-311 

a 

6210120565 

8210120357 

02/09/17 

50-315 P 

8210130361 

0210130352 

02/10/01 

50-387 

8 

0210120590 

8210120584 

82/09/15 

50-298 P 

8210130362 

8210130353 

02/09/30 

50-29 

P 

6210120604 

8210120591 

02/09/10 

40-8745 

821 0130366 

6210130356 

02/09/28 

50-346 

S 

8210120613 

0210120607 

82/09/27 

CONTRACT 

6210130369 

6210130360 

B2/ 10/07 

5(J-309 

P 

6210120624 

8210120617 

82/09/20 

40-8781 

8210130371 

8210130363 

62/10/01 

50-367 

8 

8210120636 

8210120627 

82/09/23 

50-341 A 

8210130374 

0210130366 

82/09/27 

50-341 

0 

6210120640 

6210120627 

82/09/23 

50-341 A 

8210130388 

6210130362 

02/09/30 

50-313 

6 

6210120642 

0210120627 

82/09/23 

50-341 A 

8210130389 

8210130377 

82/10/01 

50-387 

S 

G210120645 

0210120643 

82/09/24 

50-261 F 

G2 10130390 

6210130386 

82/10/01 

50-254 

R 

8210120647 

0210120643 

82/09/24 

50-261 F 

8210130396 

6210130393 

82/10/01 

50-331 

a 

6210130005 

0210130004 

82/07/23 

50-329 F 

6210130403 

6210130400 

62/09/24 

50-409 

Q 

0210130007 

0210130004 

82/07/23 

50-329 F 

8210130408 

8210130400 

62/09/24 

50-409 

G 

8210130014 

0210130000 

82/09/22 

CONTRACT 

6210130410 

6210130404 

62/09/2? 

50-346 

8 

9210130029 

0210130024 

82/09/20 

50-416 P 

6210130414 

6210130406 

B2/09/2B 

50-366 

8 

821013003B 

8210130024 

82/09/20 

50-416 P 

8210130416 

0210130400 

02/09/24 

50-409 

a 

9210130043 

8210130024 

82/09/20 

50-416 P 

8210130419 

6210130411 

02/09/26 

50-247 

8 

8210130054 

0210130052 

82/09/23 

CONTRACT 

8210130423 

8210130413 

82/09/29 

50-254 

8 

0210130061 

8210130058 

82/07/28 

CONTRACT 

8210130425 

8210130415 

82/10/06 

50-460 

6 

0210130074 

8210130071 

82/09/20 

CONTRACT 

8210130426 

8210 130430 

62/09/30 

50-22 

R 

6210130080 

0210130078 

82/09/17 

XPORTUIC 

8210130431 

8210130427 

82/09/21 

50-280 

a 

0210130007 

8210130075 

82/09/28 

50-287 r 

82J0130432 

8210130415 

82/10/06 

50-460 

Q 

0210130103 

, 8210130079 

82/10/06 

50-317 Q 

8210130436 

6210130429 

02/10/07 

50-2 59 

8 

9210130106 

8210130101 

82/09/28 

50-393 T 

8210130449 

8210130441 

82/10/05 

XPDRTLiC 


8210130112 

0210130105 

82/09/20 

50-338 F 

6230130452 

6210130442 

62/10/05 

50-327 

8 

6210130114 

8210130105 

82/09/28 

50-338 F 

8210130457 

B21013044B 

62/10/06 

SO-I 35 

G 

0210(30128 

0210130124 

82/09/30 

50-346 S 

8210130459 

8210130451 

62/10/05 

50-461 

Q 

0210130132 

0210130129 

82/10/07 

50-321 R 

8210130462 

6210130456 

82/10/06 

S0-33S 

8 

8210130137 

0210130133 

82/10/01 

50-331 9 

8210130465 

8210130461 

02/09/30 

SO-3 1 7 

6 

0210130145 

8210130138 

82/10/08 

50-255 R 

6210130471 

6310130446 

82/10/06 

50-1 53 

Q 

9210130156 

0210130146 

82/09/30 

50-253 S 

8210130473 

8210130466 

82/09/30 

50-254 

6 

0210130162 

8210130157 

82/10/07 

50-296 9 

8210130476 

8210130469 

82/10/01 

30-361 

6 

0210130163 

0210130160 

82/09/30 

50-104 R 

8210130479 

6210130472 

62/09/30 

50-293 

8 

9210130169 

8210130165 

82/10/07 

50-259 9 

8210130483 

8210130477 

82/10/04 

50-385 

8 

8210130170 

0210130164 

02/09/29 

50-311 B 

8210130495 

6210130469 

62/10/01 

50-361 

8 

6210130176 

8210130172 

82/10/07 

50-259 S 

8210130486 

0310130417 

82/10/05 

50-528 

0 

8210130180 

8210130177 

82/10/01 

50-36? 9 

8210130493 

6310130469 

02/10/01 

50-361 

S 

8210130184 

8210130101 

82/10/06 

30-461 9 

8210130497 

8310130409 

82/10/04 

50-325 

8 

6210130185 

0210130103 

82/09/20 

50-366 9 

8210130504 

6210130496 

92/09/29 

70-1100 




ACCESS ION 


ENCLOSURE 

8210100 S 05 

B210I30S07 

8210130500 

B2t0I303U 

82 IOJ 305 J 7 

6210130522 
B31 0130523 
8210] 30526 
B31013052? 
6210130530 

6210130531 
0210130533 
82 I 01 30535 
B210I30S49 
0210130550 

6210130555 

B2I0I30557 

6210130SSS 

6210130559 

0210130562 

6210130566 

0210130569 

02IOI3O573 

0210130577 

0210130570 

6210130579 

B2JO130582 

8210130504 

S310130S90 

8210130592 

8210150003 

8210150011 

6210150012 

B2101S0016 

6210150017 

6210150010 
8210150019 
B21 01 50020 
0210150021 
6210150023 

G2 101 50024 
6210150025 
6210 J 50027 
8210150026 
8210150032 

8210150034 
6210150036 
8210150039 
62 1 0150040 
8210150045 

8210150046 

0210150040 

8210150049 

02IO1SOO52 

S210IS0059 

8210150062 
8210150063 
8210150065 
8210150066 
B2I0J 50067 

0210150074 

0210150075 

0210150070 

021O15OOB2 

0210150003 

0210150084 

8210150086 

0210150009 

8210150091 

0210150093 

821015010] 

0210150102 

0210150103 

6210150106 

8210150112 

0210190113 

0210190114 

6210150118 

8210190120 

0210160121 


ww m.! i.nci\ii^C Uf tIVCLOSURES 
TO PRINCIPAL DOCUMENTS 


NUMBER 

PRINCIPAL 

DOCUMENT 

OAre 

ISSUED 

SUBJECT 

CATEOORV 

ACCESSION NUMBER 

PRINCIPAL 
ENCLOSURE DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORT 

0210130494 

82/10706 

50-329 

T 

8210150123 

6210150116 

02 / 07/24 

50-369 

Q 

8210130300 

02 / 10/04 

50-380 

a 

0210150120 

6210150122 

02 / 10/05 

50-213 

3 

6210130499 

82 / 09/30 

50-361 

8 

6210190132 

8210190100 

02 / 07/24 

50-324 

0 

8210130501 

02 / 09/29 

50-254 

s 

0210150133 

8210150126 

02 / 10/12 

30-352 

A 

0210130509 

82 / 09/30 

50-331 

p 

82 101 50136 

0210150130 

82 / 09/16 

70-824 


8210130513 

82 / 09/26 

30-313 

8 

6210150140 

0210150127 

82 / 09/29 

50-272 

S 

0210130514 

82 / 09/16 

50-403 

Q 

8210150142 

6210150135 

01 / 07/07 

50-220 

6 

8210130919 

02 / 09/29 

50-209 

S 

6210150143 

021 OJ 5 O 13 I 

62 / 09/23 

50 - 26 ? 

a 

0210130914 

62 / 09/16 

30-463 

Q 

0210150152 

8210150146 

81 / 03/27 

50-255 

8 

8210130920 

02 / 10/01 

30-302 

8 

6210150155 

8210150146 

02 / 09/27 

50-272 

a 

0210130519 

82 / 10/01 

50-29 

8 

8210150158 

6210150150 

02 / 10 /il 

50-266 

R 

8210130510 

82 / 10/06 

50-282 

S 

6210150157 

0210150151 

82 / 10/08 

50-275 

R 

0210 130527 

02 / 10/06 

50-364 

P 

6210150164 

8210150147 

82 / 09/21 

50-438 

0 

021 O 13 OS 41 

02 / 09/28 

50-366 

6 

8210150170 

0210150162 

02 / 09/24 

50-324 

0 

0210130539 

02 / 09/29 

PR 


0210190176 

8210150163 

02 / 10/12 

50-528 

A 

0210130404 

82 / 10/05 

50-483 

0 

8210150170 

6210150160 

02 / 10/12 

50-322 

T 

0210130547 

82 / 00/04 

50-461 

0 

8210190179 

8210150154 

82 / 10/01 

50-277 

6 

8210130543 

02 / 09/30 

50-317 

8 

6210150160 

6210150174 

81 / 08/24 

50-263 

S 

6210 130556 

82 / 10/06 

50-247 

0 

82101 5 O 10 J 

8210150171 

82 / 09/23 

50-433 

0 

8210130592 

62 / 10/04 

50-335 

6 

8210150182 

6210150173 

62 / 10/08 

topreP 


0210130563 

82 /lO/OS 

50-306 

0 

0210150168 

8210150168 

82 / 10/12 

50-322 

T 

6210130569 

82 / 10/05 

50-259 

8 

8210190189 

0210190171 

02 / 09/23 

50-436 

G 

0210130571 

82 / 10/07 

50-361 

P 

0210150194 

6210150187 

82 / 07/23 

50-338 

G 

8210130571 

02 / 10/07 

50-361 

P 

8210150175 

8210150171 

82 / 09/23 

50-430 

G 

0210130968 

82 / 09/30 

50-317 

8 

0210150201 

8210150185 

82 / 09/30 

50-334 

6 

8210130572 

82 / 10/05 

50-328 

8 

8210150204 

8210150197 

82 / 07/14 

70-143 


8210130971 

82 / 10/07 

50-361 

P 

8210150206 

0210190166 

62 / 10/12 

50-322 

T 

821 01 30583 

82 / 10/06 

50-320 

P 

0210150207 

8210150171 

82 / 07/23 

50-430 

0 

021 OI 3 O 9 B 5 

82 / 10/01 

50-331 

8 

8210150206 

0210150199 

02 / 09/27 

50-334 

s 

8210130587 

82 / 09/02 

CONTRACT 


6210150219 

8210150215 

02 / 09/17 

70-1201 


8210150001 

02 / 09/28 

50-293 

Q 

8210150223 

8210150168 

82 / 10/12 

50-322 

T 

8210150005 

02 / 09/24 

50-416 

a 

8210150226 

62101 S 0214 

02 / 09/27 

SO -3 1 7 

0 

0210150006 

82 / 08/13 

50-369 

Q 

8210150230 

6210150209 

82 / 10/04 

50-390 

a 

8210150008 

62 / 07/30 

50-324 

Q 

0210150231 

8210150225 

82 / 10/05 

50-327 

0 

0210150001 

82 / 09/20 

50-293 

a 

821 01 50232 

0210150221 

62 / 10/01 

50-289 

G 

8210150015 

02 / 10/00 

50-334 

a 

8210150235 

8210150214 

62 / 09/27 

50-317 


6210150005 

82 / 09/24 

50-416 

0 

6210150237 

6210150225 

82 / 10/05 

50-327 

0 

0210150006 

62 /OB/I 3 

50-369 

0 

8210190239 

8210190229 

62 / 09/17 

70-27 


021 O 1 SOOI 4 

82 / 09/24 

50-369 

0 

6210150240 

6210150166 

02 / 10/12 

50-322 

T 

8210150000 

02 / 09/30 

50-324 

0 

8210150241 

8210190207 

02 / 10/04 

50-370 

G 

6210150005 

82 / 09/24 

50-416 

Q 

6210150245 

8210150225 

82 / 10/05 

50-327 

a 

8210150006 

02 / 06/13 

50-569 

0 

6210150250 

6210190168 

82 / 10/12 

50-322 

T 

8210150005 

02 / 09/24 

50-416 

0 

8210150251 

6210190209 

02 / 10/04 

50-390 

Q 

8210150005 

02 / 09/24 

50-416 

0 

8210150255 

621015024 ? 

82 / 1 0/00 

50-202 

Q 

82101 S 0005 

82 / 09/24 

50-416 

0 

8210190256 

8210150225 

82 / 10/05 

50-327 

G 

8210150000 

02 / 09 /aO 

50-324 

0 

B 2 IOI 50257 

6210150166 

02 /lQ/ia 

30-322 

T 

8210150036 

02 / 10/09 

50-324 

Q 

8210150250 

8210150246 

82 / 09/27 

30-271 

G 

6210150035 

81 / 02/20 

50-335 

8 

8210150260 

6210150209 

02 / 10/04 

30-390 

0 

8210 150008 

82 / 09/30 

50-324 

0 

0210150263 

8210190293 

82 / 09/17 

50-269 

Q 

0210150036 

82 / 10/05 

30-324 

0 

6210190269 

6210150166 

02 / 10/12 

50-322 

T 

8210150041 

01 / 03/25 

30-324 

8 

6210150268 

8210150209 

82 / 10/04 

50-390 

0 

6210190036 

62 / 10/05 

50-324 

0 

8210150269 

6210190262 

82 / 09/27 

50-309 

Q 

0210150044 

81 / 10/06 

50-237 

6 

8210150272 

8210190166 

82 / 10/12 

50-322 

T 

6210150036 

62 / 10/05 

50-324 

Q 

8210150274 

6210150246 

02 / 09/27 

50-271 

a 

8210150059 

62 / 09/30 

50-322 

0 

8210150278 

6210190209 

02 / 10/04 

50-370 

0 

0210150053 

82 / 09/22 

90-370 

0 

821 O 1 SO 201 

821015016 B 

82 / 10/12 

50-322 

T 

6210 150000 

82 / 09/30 

90-324 

Q 

8210150283 

6210150271 

02 / 10/07 

50-333 

a 

0210150057 

02 / 09/29 

90-311 

8 

8210150286 

8210150209 

02 / 1 0/04 

50-370 

Q 

8210190056 

82 / 09/29 

90-272 

8 

8210150289 

8210190280 

01 / 06/08 

50-320 

G 

0210150064 

82 / 09/27 

70-1113 


8210150290 

8210150166 

B 2 /I 0/12 

50-322 

T 

0210150072 

62 / 10/04 

50-346 

Q 

8210150292 

6210150282 

82 / 10/06 

50-277 

P 

0210190071 

02 / 09/29 

50-272 

8 

0210190295 

8210150268 

82 / 10/05 

50-324 

Q 

8210150072 

62 / 10/04 

50-348 

Q 

8210150296 

8210150279 

82 / 10/12 

50-322 

0 

0210150072 

82 / 10/04 

50-340 

0 

0210190302 

8210150299 

82 / 09/27 

50-277 

Q 

0210150076 

02 / 10/05 

50-289 

G 

8210190303 

0210150209 

62 / 10/04 

50-390 

0 

0210150079 

61 / 02/04 

50-269 

8 

0210150307 

8210150300 

82 / 10/12 

50-155 

0 

0210150072 

02 / 10/04 

50-348 

0 

6210190308 

6210150271 

61 / 02/27 

50-324 

s 

8210150000 

01 / 02/09 

50-311 

B 

8210150307 

B 210150279 

82 / 10/12 

50-322 

0 

0210150076 

62 / 10/09 

50-209 

Q 

8210150313 

6210150306 

02 / 10/00 

30-470 

£ 

8210150006 

62 / 09/30 

50-311 

8 

8210150315 

6210150304 

82 / 09/10 

50-390 

a 

0210150094 

82 / 10 / 1 a 

50-413 

K 

8210150316 

8210150318 

62 / 10/05 

50-334 

p 

0210150097 

61 / 10/13 

50-249 

8 

821015031 ? 

6210190306 

62 / 10/06 

50-470 

e 

8210160096 

02 / 09/19 

50-424 

a 

6210150320 

8210150099 

02 / 09/30 

50-311 

a 

6210190100 

62 / 09/24 

50-324 

Q 

8210150324 

0210150279 

82 / 10/12 

50-322 

0 

8210150090 

62 / 10/01 

50-219 

6 

6210150326 

8210150322 

02 / 10/11 

50-341 

0 

0210190100 

02 / 09/24 

50-324 

0 

6210150330 

0210150322 

82 / 10/11 

50-341 

0 

8210150108 

62 / 09/24 

90-324 

0 

8210150331 

0210150323 

02 / 07/16 

50-370 

Q 

6210150109 

02 / 09/29 

50-311 

8 

6210150333 

0210150329 

02 / 10/06 

50-321 

P 

8210150100 

62 / 09/24 

50-324 

a 

8210150334 

8210150318 

02 / 09/20 

50-516 

G 

6210150111 

92 / 09/29 

S 0 - 27 S 

6 

6210150335 

6210150322 

82 / 10/11 

50-341 

0 



CROSS REFERENCE OF ENCLOSURES 
TO PRfNCIPAL DOCUMENTS 


461 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEODRy 

ENCLOSURE 

PRINCIPAL 

OOCUNENT 

DATE 

I SSUED 

SUBJECT 

CATEODRV 

8210150337 

aSlO 150279 

02/10/12 

50-322 

0 

6210180073 

8210180070 

82/10/06 

30-206 

P 

8210190339 

8210150311 

02/09/30 

50-311 

S 

8210180075 

0210180020 

82/08/20 

FDIA 


8310(50343 

0210150322 

82/10/11 

SO-34 1 

a 

6210180076 

62(0160070 

82/10/06 

50-206 

P 

83(0150344 

0210150330 

02/(0/11 

50-364 

p 

8210180078 

8210180020 

02/08/20 

FOIA 


83 (0150346 

8210150322 

02/10/11 

50-341 

0 

8210160079 

6210180070 

82/10/06 

30-206 

P 

8210150350 

0210150320 

02/09/23 

CONTRACT 


8210180080 

6210180028 

82/08/20 

FOIA 


8310150351 

021O1SO279 

02/10/12 

50-3 22 

c 

62(0180081 

8210180026 

82/08/20 

FOIA 


8210190392 

0210150322 

02/10/11 

50-341 

0 

8210100063 

8210180074 

82/10/07 

50-244 

P 

9310150353 

8210150347 

82/10/04 

50-3 02 

A 

6210180085 

6210180026 

82/06/20 

FOIA 


8310190355 

8210IS0349 

82/10/07 

50-3 90 

0 

8210100087 

8210190082 

82/ 1 0/07 

30-244 

P 

03lOt5O35B 

8210150345 

82/09/22 

50-335 

0 

82101800B9 

8210180028 

82/06/20 

FOIA 


8310(50365 

8210150279 

82/10/12 

50-322 

0 

8210100090 

9210180082 

82/10/07 

50-244 

P 

83(0150368 

8210190356 

82/(0/00 

50-277 

R 

62*0180091 

82(0180066 

82/09/12 

50-206 

R 

8310150371 

0210150361 

02/10/07 

70-143 


8210180092 

0210180028 

02/08/20 

FOIA 


8310150373 

8210150362 

02/10/15 

50-424 

A 

8210160094 

0210180062 

82/10/07 

50-244 

P 

8210150376 

8210150361 

02/10/07 

70-143 


8210180096 

8210180026 

02/09/20 

FOIA 


8210(50377 

8210150364 

82/10/11 

50-263 

P 

8210160096 

8210180020 

82/00/20 

FOIA 


8210150300 

8210 150361 

82/10/07 

70-143 


8210180100 

6210180077 

02/10/01 

30-10 

R 

8210150306 

8210150385 

02/09/28 

50-263 

a 

02(0180(02 

8210160028 

82/00/20 

FOIA 


8310150390 

8210150381 

81/00/24 

50-282 

B 

8210160105 

6210180026 

62/08/20 

FOIA 


0310150393 

8210150279 

02/10/12 

50-322 

0 

6210160107 

9210100103 

82/10/14 

70-143 


0210150401 

8210150396 

02/09/(7 

50-261 

0 

6210(80108 

8210100028 

82/06/20 

FOJA 


82(0150402 

8210150279 

02/10/12 

50-322 

0 

8210180109 

6210(60104 

82/10/14 

30-4 ( 6 

R 

82 £0150406 

8210(50399 

82/09/20 

50-259 

0 

8210100111 

6210160028 

02/08/20 

FDIA 


8210150408 

0210190403 

82/10/06 

70-143 


62(0180(13 

8210160020 

02/06/20 

FOIA 


821 0150410 

8210150279 

82/10/12 

50-322 

0 

8210(80115 

0210100028 

82/08/20 

FOIA 


821 0150411 

8210150405 

82/10/06 

50-293 

R 

02(0180116 

0210100026 

82/03/20 

FOIA 


8210150413 

8210190407 

92/10/1 1 

50-250 

P 

8210160118 

6210100026 

02/08/20 

FOIA 


82101 50422 

0210150279 

02/10/(2 

90-322 

0 

8210180121 

0210100028 

82/00/20 

FOIA 


8210150437 

8210150434 

02/10/09 

50-315 

p 

6210180123 

0210100(20 

82/10/05 

30-316 

8 

8210150457 

0210150449 

82/10/11 

90-35B 

0 

8210100125 

0210100028 

82/08/20 

FOIA 


82101 50477 

0210150473 

82/09/22 

70-143 


6210180127 

0210100020 

82/00/20 

FOIA 


8210150495 

8210150487 

82/09/30 

90-254 

0 

82(0180129 

021O1BO12O 

02/10/05 

50-316 

a 

92101 50500 

8210190364 

62/10/11 

50-263 

p 

6210(60130 

0210180028 

82/06/20 

FOIA 


83101 S0502 

8210190497 

82/09/28 

90-409 

Q 

8210180132 

0210100028 

82/06/20 

FOIA 


82101 90504 

8210150364 

62/10/11 

50-263 

P 

8210180133 

8210180124 

02/09/22 

50-317 

p 

821 01 50509 

8210150364 

02/10/11 

50-263 

P 

S2I0180136 

8210180026 

62/00/20 

FOIA 


8210150512 

02IO1SO499 

82/10/13 

50-928 

0 

8210180137 

8210180131 

02/10/04 

30-346 

B 

0210150517 

8210150913 

82/(0/08 

0A999 


8210180139 

8210160028 

82/06/20 

FOIA 


82(0150521 

8210150513 

02/10/08 

QA999 


021O1GO14O 

6210180028 

82/08/20 

FOIA 


8210150522 

8210150518 

02/10/07 

90-369 

F 

3210180145 

8210180028 

82/06/20 

FOIA 


9210150526 

821 01 5051 3 

82/10/08 

OA999 


8210180146 

6210180142 

62/10/14 

50-434 

0 

9210150927 

8210150279 

02/10/12 

50-322 

0 

8210180150 

8210160028 

62/00/20 

FOIA 


82 £0150520 

82101S0919 

82/10/06 

50-207 

P 

8210180152 

B21OI6D028 

82/08/20 

FOJA 


82101S0530 

0210150523 

02/09/20 

50-10 

0 

82*0180153 

8210160(49 

82/10/06 

30-244 

P 

821O(5053S 

8210150519 

02/10/06 

90-207 

p 

eaioieoisr 

8210180028 

02/08/20 

FOIA 


831 0150536 

8210190532 

02/lO/Oa 

0A999 


6210180159 

8210100149 

82/10/08 

50-244 

P 

8? 1 0| S0538 

0210190923 

82/09/20 

50-10 

Q 

6210180197 

82 1 0 160020 

82/08/20 

FOIA 


Q210150540 

8210150532 

82/10/08 

OA999 


8210180161 

6210180149 

82/10/06 

50-244 

P 

0210150543 

0210150539 

82/10/01 

50-10 

Q 

62(0180162 

62101 60 J84> 

82/10/08 

30-395 

P 

8210150544 

8210150532 

82/10/08 

QA999 


8210180163 

82101801S4 

82/10/13 

50-356 

A 

B3 10150604 

0210150594 

02/09/30 

90-319 

F 

8210IG0164 

8210180028 

82/03/20 

FOIA 


82 1 0150609 

0210190609 

02/09/01 

70-1739 


8210180168 

8210160028 

02/08/20 

FOIA 


8210150613 

0210190607 

82/00/31 

40-2239 


8210180171 

8210(60028 

82/08/20 

FOIA 


0210150616 

8210190594 

02/09/30 

50-313 

F 

6210180173 

8210180028 

62/06/20 

FOIA 


0210150643 

8210150621 

82/09/30 

80-244 

F 

8210180175 

82l0i801&7 

82/10/07 

50-304 

a 

02101 50640 

0210190621 

82/09/30 

90-244 

F 

62 101801 76 

8210180028 

82/06/20 

FOIA 


0210180007 

0210180004 

82/10/12 

50-340 

0 

8210180178 

6210160028 

62/09/20 

FOIA 


82I018000B 

8210100006 

82/10/12 

50-445 

K 

8210180191 

8210180166 

82/10/06 

50-235 

a 

0210100026 

0210180025 

82/09/23 

50-346 

P 

8210180194 

0210100028 

32/08/20 

FOIA 


8210100030 

6210180020 

82/08/20 

FOIA 


8210180197 

8210180028 

32/06/20 

FOIA 


0210 100032 

0210180028 

02/08/20 

FOIA 


621018019? 

82(0180196 

82/10/12 

50-10 

p 

0210 100034 

8210100028 

82/08/20 

FOIA 


6210180200 

8210160028 

32/08/20 

FOIA 


0210100036 

8210180028 

82/00/20 

FOIA 


8210160201 

82(0160195 

32/09/20 

50-012 

p 

0210100038 

8210100020 

82/00/20 

FOIA 


6210160208 

8210180204 

ea/09/20 

50-352 

0 

8210100040 

6210100020 

82/00/20 

FOIA 


8210180213 

B2tOie0O28 

02/08/20 

FDIA 


8210100041 

02 10 100020 

82/00/20 

FOIA 


8210160219 

0210180028 

02/08/20 

FDIA 


8210100043 

8210180028 

82/08/20 

FOIA 


8210180219 

8210180028 

sa/os/ao 

FOIA 


82 10100043 

8210180028 

82/08/20 

FOIA 


8210180222 

8210180028 

82/00/20 

FOIA 


82 1 0180046 

6210180020 

02/08/20 

FOIA 


0210180226 

6210(80223 

82/09/27 

50-352 

0 

83 10 100049 

0210180028 

82/06/20 

FOIA 


82 10 180229 

6210180028 

82/00/20 

FOIA 


8210100091 

0210180020 

62/08/20 

FOIA 


8210160234 

6210(80028 

82/08/20 

FOIA 


621 0100094 

0210180020 

82/06/20 

FOIA 


6210180239 

6210180028 

82/08/20 

50-264 

p 

821O10OO97 

8210100028 

62/08/20 

FOIA 


8210180247 

621 0180028 

82/08/20 

FOIA 


8210100058 

6210100028 

02/08/20 

FOIA 


0210180248 

6210160243 

62/09/23 

50-528 

A 

82101 00060 

8210180059 

02/10/08 

90-269 

P 

8210180251 

8210160028 

82/08/20 

FOIA 


8210100061 

8210180028 

02/08/20 

FOIA 


8210180257 

8210180020 

82/08/20 

FOIA 


B2 101 00064 

82101S002B 

82/08/20 

FOIA 


8210100260 

6^10180028 

82/06/20 

FOIA 


82 101 00066 

8210180028 

02/08/20 

FOIA 


8210180262 

6210180023 

82/00/20 

FOIA 


0210 1 00072 

8210180028 

02/00/20 

FOIA 


82 I 0180266 

8210180028 

82/00/20 

FDIA 
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S210I00270 

0210180026 

02/06/20 

FOJA 

8210180427 

8210100020 

02/06/20 

FOIA 


3210100275 

8210160028 

62/06/20 

FQIA 

6210160420 

0210100020 

62/08/20 

FOIA 


0210180277 

0210180026 

02/06/20 

FOIA 

6210160429 

0210160026 

02/00/20 

FOIA 


S2IO10O2S2 

0210160026 

62/06/20 

FQIA 

6210JB0430 

8210100026 

62/00/20 

FOIA 


8210180204 

6210160026 

62/06/20 

FOIA 

8210160431 

0210180020 

02/08/20 

FOIA 


8210180207 

8210160028 

02/06/20 

FOIA 

0210100432 

0210180020 

82/06/20 

FOIA 


0210180270 

0210180028 

02/06/20 

FOIA 

6210160433 

0210100026 

62/00/20 

FOIA 


6210100275 

0210160020 

82/00/20 

FOIA 

8210180434 

8210180020 

82/00/20 

FOIA 


8210160293 

8210100028 

62/06/20 

FOIA 

6210160435 

0210100020 

02/00/20 

FOIA 


0210180301 

0210180028 

62/06/20 

FOIA 

6210160436 

6210160020 

62/00/20 

FOIA 


B2101B0304 

0210160026 

62/06/20 

FOIA 

8210190002 

B210190001 

82/09/29 

CONTRACT 


8210160307 

0210160020 

82/06/20 

FOIA 

0210190004 

6210190003 

02/09/30 

CONTRACT 


8210180310 

0210160026 

62/00/20 

FOIA 

8210190010 

8210190005 

02/09/23 

CONTRACT 


6S10160312 

0210100026 

62/08/20 

FOIA 

02IO19OO1A 

6210190013 

02/09/29 

50-32J 

F 

8210160315 

8210160028 

62/00/20 

FOIA 

8210190017 

0210190013 

02/09/29 

50-321 

F 

0210160316 

0210180020 

92/08/20 

FOIA 

8210190024 

6210190020 

62/10/01 

50-344 

F 

9210180317 

8210180028 

93/09/20 

FOIA 

8210190025 

82J019001B 

02/09/30 

CONTRACT 


6210160324 

0210160028 

82/00/20 

FOIA 

021OI9OO2& 

6210190020 

02/10/01 

50-344 

F 

8210160326 

6210160020 

62/06/20 

FOIA 

621019002? 

8210190022 

02/10/05 

50-27J 

0 

0210160326 

0210160026 

62/06/20 

FOIA 

0210190037 

0210190030 

02/09/26 

CONTRACT 


0210100332 

6210160327 

62/09/26 

CONTRACT 

6210190040 

8210190036 

02/10/01 

50-3 1 5 

F 

9210180333 

8210190023 

92/09/30 

FOIA 

8210190046 

0210190042 

02/10/01 

50-321 

F 

0210100335 

6210160020 

02/00/20 

FOIA 

6210190051 

0210190042 

02/ j 0/01 

50-321 

F 

9210180337 

8210180028 

83/09/20 

FOIA 

8210190050 

0210190050 

02/10/05 

50-373 

0 

6210100330 

6210160329 

82/09/30 

CONTRACT 

6210190063 

6210190057 

62/09/22 

CONTRACT 


8210180340 

82101B002B 

62/06/20 

FOIA 

8210190073 

0210190066 

02/10/01 

50-340 

F 

B21016034I 

0210160020 

62/06/20 

FOIA 

0210 190077 

6210190069 

82/10/07 

50-333 

S 

9210190343 

8210180028 

83/08/20 

FOIA 

0210190007 

0210190076 

02/09/24 

CONTRACT 


0210100344 

0210160020 

62/00/20 

FOIA 

0210190095 

0210190092 

82/09/30 

REVIEW CRP 

82l0l6034d 

6210160026 

02/08/20 

FOIA 

8210190103 

0210190097 

02/09/29 

50-369 

F 

6210160347 

6210160028 

62/08/20 

FOIA 

0210190105 

8210190102 

02/09/30 

CONTRACT 


6210160346 

6210180329 

82/09/30 

CONTRACT 

0210190106 

8210190097 

02/09/29 

50-369 

F 

9210180349 

8210180028 

83/09/30 

FOIA 

8210I901I5 

0210190112 

62/10/06 

FOIA 


6210160351 

0210180026 

62/00/20 

FOIA 

0210190131 

8210190112 

92/10/06 

FQIA 


6210160352 

0210160020 

62/06/20 

FOIA 

0210190124 

0210190112 

02/10/06 

FOIA 


8210180353 

8210180029 

8S/08/S0 

FOIA 

0210190141 

0210190132 

02/09/23 

CONTRACT 


621O10O3S4 

0210160020 

02/00/20 

FOIA 

0210190152 

8210190144 

02/09/30 

FOJA 


8210160358 

6210160026 

62/00/20 

FOIA 

0210190154 

6210190145 

92/09/29 

50-269 

P 

8210160359 

821016035^ 

82/00/12 

40-0706 

8210190155 

B210190149 

02/09/30 

CONTRACT 


6210160360 

8210160020 

62/00/20 

FOIA 

6210190161 

0210190145 

02/09/2? 

50-269 

P 

6210160362 

8210180397 

62/09/23 

CONTRACT 

6210190166 

0210190150 

02/09/28 

50-367 

F 

8210160363 

8210 160028 

82/06/20 

FOIA 

6210190167 

6210190162 

02/09/30 

CONTRACT 


8210160360 

8210180029 

82/08/20 

FOIA 

6210190169 

0210190145 

62/09/29 

50-269 

P 

8210180367 

6210180026 

62/00/20 

FOIA 

8210190173 

0210190156 

02/09/26 

50-367 

F 

6210100370 

6210180028 

63/00/20 

FOIA 

0210190177 

6210190172 

02/09/21 

CONTRACT 


8210160371 

8210160365 

62/09/29 

CONTRACT 

8210190182 

8210190179 

02/09/21 

CONTRACT 


6210160372 

6210160028 

62/00/20 

FOIA 

82101901B5 

6210190180 

82/09/29 

60-320 

F 

0210100373 

8210100028 

62/00/20 

FOIA 

6210190106 

8210190178 

02/09/30 

50-250 

F 

8210180374 

8210180026 

02/08/20 

FOIA 

82I0I90191 

8210190189 

82/09/08 

FOIA 






0210190194 

6210190170 

02/09/30 

50-250 

F 





8210190196 

8210260402 

02/09/30 

FOIA 






8210190204 

8210190199 

02/09/15 

50-440 

F 





6210190209 

0210190199 

02/09/15 

50-440 

F 





0210190215 

0210190210 

02/09/30 

CONTRACT 






8210190223 

0210190219 

02/09/30 

CONTRACT 






0210190231 

6210190226 

82/10/14 

50-312 

Q 





0210190237 

6210190235 

02/10/01 

50-293 

6 





8210190244 

0210190240 

62/10/11 

50-261 

3 





8210190256 

0210190246 

02/09/03 

40-299 






6210190261 

8210190254 

82/10/07 

50-346 

3 





8210} 90270 

6210190264 

82/10/12 

50-338 

8 





0210190277 

6210190266 

62/10/12 

50-315 

8 





0210190262 

8210190274 

02/10/04 

50-334 

6 





6210190205 

0210190276 

02/10/13 

50-312 

R 





6210190207 

6210190266 

62/10/12 

50-315 

S 





8210190293 

8210190269 

82/10/12 

50-263 

0 





8210190296 

6210190290 

62/10/06 

50-317 

S 





0210190317 

0210190309 

62/ 1 0/06 

50-361 

6 





0210190323 

0210190309 

82/10/08 

50-361 

0 





8210190326 

621019030? 

62/10/00 

50-361 

3 





8210190337 

8210190329 

82/10/12 

50-330 

9 





021019033? 

0210190230 

82/09/30 

CONTRACT 






6210190342 

6210190340 

02/10/12 

50-315 

6 





6210190346 

6210190344 

82/10/04 

50-373 

S 





6210190349 

8210190347 

62/09/22 

50-205 

Q 





6210190355 

6210190353 

62/10/11 

50-305 

e 





8210190356 

6210 190353 

62/10/11 

50-305 

e 





021019035? 

8210190350 

62/10/11 

50-346 

0 





0210190361 

6210190360 

02/10/05 

50-331 

0 





8210190362 

8210190360 

82/10/05 

50-331 

0 
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8210190360 

82I0I90373 

8210170374 

8210190386 

8210190307 

8210190366 

8210190369 

0210190371 

0210190370 

6210190300 

02/09/28 

03/10/114 

62/10/12 

02/10/14 

03/10/13 

50~397 

QA999 

50-355 

50-327 

50-315 

0 

F 

a 

e 

8210190673 
0210190670 
62101 90685 
0210190607 
0210190690 

0210190669 

8210190665 

8210190676 

8210190677 

0210190686 

82/10/04 

82/10/01 

02/10/01 

82 /IO/Oa 

62/ J 0/1 5 

50-266 

50-397 

so-ais 

50-302 

50-29 

Q 

a 

n 

9 

P 


B2 10190398 
8210190404 
8210190412 
B210190415 
82J0J904I9 

8310190375 

0210190380 

6210190403 

0210190380 

8210190413 

82/10/13 

83/10/13 

02/10/06 

02/10/13 

62/09/26 

50-219 

50-313 

50-249 

50-315 

50-498 

0 

B 

a 

s 

0 

0210190694 
8210190700 
0210190702 
0210190706 
9210 I 90707 

8210190682 

0210190650 

8203050367 

8210190701 

0210190699 

02/10/04 
82/ 10/04 
02/02/16 
02/10/06 
82/10/04 

50-373 

50-254 

50-317 

50-267 

50-255 

Q 

S 

0 

p 

0 


8510190420 

0210190424 

8210190427 

8210190428 

0210190429 

8310170411 

0210190417 

0210190421 

0210190411 

6210190422 

82/10/15 

02/10/13 

62/09/29 

62/10/15 

B2/IO/12 

50-333 

50^416 

50-255 

50-333 

50-202 

Q 

8 

Q 

0 

P 

6210190714 

6210190715 

8210190720 

8210190723 

8210190733 

8203050387 

8210190689 

B210J90709 

8210190722 

8210190731 

82/02/16 
82/10/05 
82/10/14 
02/10/12 
62/ 1 0/06 

50-317 

50-295 

50-261 

50-340 

50-344 

0 

8 

P 

R 

0 


B2I 01 90435 
8210190437 
8210190439 
6210190444 
0210190449 

0210190411 
B2IOI9043I 
0210190432 
8210190353 
0210 190421 

62/10/15 

82/09/30 

02/10/07 

02/10/12 

02/09/29 

50-333 

50-382 

50-292 

50-395 

50-255 

Q 

G 

Q 

P 

Q 

0210190734 
821 0190735 
0210190743 
0210190744 
8210190745 

0210190728 

0210190727 

0210190731 

8210190737 

8210190726 

02/10/12 

62/10/00 

82/10/06 

82/10/07 

82/10/08 

50-236 

50-316 

50-344 

50-373 

50-306 

P 

B 

Q 

8 

8 


8210190452 

8210190454 

8210190455 

82J0190457 

8210190466 

9210190431 
0310190440 
8210190450 
0210 190353 
8310190019 

ea/09/30 

02/10/11 

02/10/13 

02/10/12 

02/10/06 

50-362 

50-409 

30-361 

50-395 

50-322 

0 

8 

0 

P 

A 

8210 190746 
0210190750 
6210190751 
6210190757 
S2I0190739 

8210190736 

8210190739 

8210190742 

8310190749 

8210190748 

82/10/12 

62/10/06 

62/10/15 

62/10/07 

62/10/15 

50-285 

50-329 

50-369 

S0-3tS 

50-324 

R 

Q 

R 

8 

8 


0210190468 

8210190471 

82J 01 90476 
8210190481 
6210190493 

0210190463 
0210190458 
0210190472 
0210190462 
8210 190403 

03/09/29 

02/10/05 

02/10/06 

02/09/29 

02/10/00 

SO-373 

50-249 

50-336 

50-373 

50-295 

9 

S 

0 

B 

S 

0210190760 

8210190761 

0210190762 

8210190766 

8210190771 

0210190753 
8210190725 
0210190754 
0210190756 
021 0 1 90763 

82/ 10/12 
82/10/01 
02/ J 0/08 
62/09/27 
62/09/27 

50-2 54 

04999 

50-324 

OA999 

50-440 

F 

6 

Q 


8210190494 

9210190500 

8210190501 

821 0190503 
8210190506 

8210190487 

0210190492 

6210190470 

6210190496 

6210190490 

02/09/29 

02/10/15 

02/10/05 

02/09/29 

02/10/06 

50-373 

SO-395 

50-361 

30-373 

50-206 

s 

p 

Q 

B 

B 

0210190773 

0210190776 

8210190785 

8210190787 

6210190803 

6210190767 

6210190772 

8210190700 

8210190763 

8210190797 

02/10/12 

82/10/01 

62/10/12 

02/09/27 

62/10/12 

SO-364 

50-445 

50-254 

50-440 

50-317 

R 

a 

p 

a 

Q 


8210190509 

8210190511 

0210190514 

8210190515 

821O190S16 

6210190505 

8210190504 

6210190509 

0210190507 

8210190497 

02/10/12 

03/lO/OS 

02/09/29 

02/10/05 

02/09/20 

50-395 

50-366 

50-373 

50-272 

30-313 

P 

Q 

8 

P 

Q 

8210190620 

8210200004 

8210200007 

8210200013 

8210200014 

8210190816 

0210200001 

8210200002 

8210200009 

0210200010 

82/09/29 

82/10/15 

82/09/29 

82/10/15 

82/10/10 

50-445 
70-143 
50-373 
50-400 
50-3 1 1 

a 

8 

Q 

R 


8210190525 

82I0190S26 

8210190533 

8210190539 

8210190543 

6210190522 

8210190517 

8210190530 

6210190531 

0210190537 

02/09/29 

02/10/07 

02/10/12 

02/09/22 

62/10/00 

50-373 S 

50-313 8 

Sttffcff Prog 

50-205 0 

50-267 8 

8210200021 

8210200024 

8210200035 

6210200039 

8210200042 

8210200009 

8210200018 

8210200026 

6210200020 

0210200026 

82/10/15 

82/02/03 

02/10/13 

62/10/15 

62/10/13 

50-400 

50-333 

50-443 

50-333 

50-443 

Q 

R 

0 

P 

Q 


6210190552 

8210190556 

8210190559 

8210190567 

6210190569 

0210190544 

6210190549 

6210190545 

0210190561 

6210190562 

02/10/15 

02/10/01 

02/10/06 

62/10/13 

62/09/28 

50-269 

50-344 

50-366 

50-416 

50-397 

R 

0 

8 

8 

a 

8210200043 

821020004? 

8210200063 

0210200060 

0210200083 

0210200043 

0210200026 

8210200046 

8210200046 

8210200076 

82/10/06 

82/10/13 

82/10/15 

82/10/15 

02/10/12 

so-zao 

50-443 

50-277 

50-277 

50-322 

P 

Q 

P 

P 

Q 


8210190573 
8210190577 
8210190578 
8210190579 
82101 90582 

0210190536 
6210190570 
0210] 90572 
6210190560 
8210190576 

02/lO/Oe 

82/10/13 

82/10/00 

02/09/30 

62/10/04 

50-373 

50-320 

60-315 

50-295 

50-397 

s 

p 

a 

Q 

E 

8210200086 

8210200089 

0210200090 

0210200096 

3210200106 

8210200004 

8210200076 

0210200085 

8210200093 

82 I 0200104 

02/10/15 

02/10/12 

02/10/10 

82/10/13 

02/08/16 

50-400 

50-322 

50-272 

50-331 

7O-0=Jn 

C 

Q 

R 

R 


6310190586 

6210190560 

8210190571 

8210190590 

8310190599 

0210190376 

0210190572 

82I0190SB0 

8210190594 

0210190366 

82/ 10/04 
82/10/06 
02/10/07 
02/09/26 
02/09/30 

50-397 

50-315 

50-244 

50-312 

50-295 

E 

6 

a 

p 

G 

8210210010 
8210210018 
6210210038 
B2I02 10044 
6210210048 

8210210006 

0210210015 

8210210036 

8210210033 

02/10/07 

02/10/12 

02/00/30 

02/10/0' 




8210190601 

0210190602 

8210190603 

8210190600 

8210190612 

B2101905D9 

021O19OS95 

6210190594 

6210190596 

0210190603 

02/09/29 

82/10/05 

62/07/28 

82/09/22 

62/09/30 

50-373 

50-366 

50-312 

50-482 

50-312 

Q 

8 

P 

Q 

0 

8210210053 

8210210055 

8210210056 

8210210058 

6210210066 






0210190614 

0210190615 

8210190610 

0210190624 

B210190626 

0210190609 

8210190604 

8210190560 

8210190613 

6210190617 

62/10/00 

02/10/11 

02/10/07 

02/10/07 

82/10/05 

50-348 

50-255 

50-244 

50-295 

50-295 

8 

6 

Q 

G 

Q 

8210210072 

821021000 

821021003 

821021003 

021021009 






8210190620 
0210190636 
0210190637 
8210190647 
821 OJ 90649 

8210190620 

6210190632 

6210190500 

8210190560 

0210190639 

92/10/U 

62/10/01 

82/10/07 

62/10/07 

82/10/11 

50-255 

50-27 

50-244 

50-244 

50-255 

8 

Q 

0 

0 

8 

621021011: 
821 02101 
62102101 
621021011 
821021011 






8210190654 

8210190664 

8210190667 

0210190660 

0210190674 

8210190630 

6210190643 

8210190655 

8210190663 

6210190666 

02/10/13 
02/10/13 
02/10/12 
82/09/27 
62/10/1 1 

50-409 

50-331 

50-267 

50-213 

50-325 

Q 

a 

R 

p 

s 

821021011 

82102101^ 

82102101^ 

82io2i;oi: 

821021014 








UKUSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 

PfilMClPAL 
ENCLOSURE DOC UMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

dSl02l0161 

8310210147 

82/09/29 

CONTRACT 


8310210162 

8310210146 

02/10/03 

50“272 

Q 

8210210176 

6210210174 

82/09/20 

CONTRACT 


8210210179 

0210^10173 

02/10/20 

50-320 

0 

8210210196 

8210210182 

82/10/07 

50-245 

a 

8210210197 

6210210107 

82/10/19 

50-413 

G 

8210210200 

8210210185 

82/09/15 

50-271 

P 

8210210206 

8210210194 

83/10/15 

50-13 

0 

8210210213 

8210210301 

62/10/06 

50-244 

a 

82I02102I4 

8310210204 

62/10/12 

90-271 

e 

8210210223 

8210210216 

82/10/15 

70-1201 


8210210236 

8210210331 

62/10/06 

50-334 

a 

8210210236 

8210210221 

82/10/04 

90-271 

a 

6210210240 

6210210332 

62/10/19 

50-537 

Q 

8210210246 

6210210241 

62/10/06 

50-423 

Q 

8310210261 

8210210241 

02/ 10/06 

50-423 

0 

8210210264 

8210210255 

02/10/06 

50-220 

Q 

6210210293 

8210210289 

02/10/11 

50-307 

8 

8210210299 

8210210293 

02/09/29 

50-267 

P 

6210210301 

8210210294 

82/10/19 

50-329 

A 

8210210306 

8310210294 

02/10/19 

50-329 

A 

6210210307 

8210210300 

02/10/07 

50-247 

a 

8210210316 

6210210313 

82/10/07 

50-309 

0 

8210210321 

8210210313 

02/10/07 

50-30? 

a 

8210210339 

8210210037 

32/10/06 

50-522 

fi 

8210210342 

8210210041 

B2/10/15 

70-27 


6210210347 

8210210346 

82/10/18 

50-454 

0 

8210210358 

8210210391 

02/10/19 

90-440 

Q 

8210210366 

8210210391 

82/10/15 

50-440 

Q 

8210210366 

8210210363 

82 / 10 /ie 

50-498 

Q 

8210210397 

8210210390 

92/10/18 

90-247 

6 

8210210400 

6210210391 

82/10/18 

50-358 

0 

8210210403 

8210210399 

02/09/30 

90-305 

P 

8210210410 

8210210395 

02/09/30 

50-309 

P 

8210210411 

8210210407 

02/10/14 

50-269 

P 

8210210430 

8210210425 

82/10/12 

90-245 

8 

8210210434 

8210210428 

02/10/19 

50-209 

T 

8210210436 

8210210433 

82/10/11 

50-387 

8 

8210210444 

8210210438 

82/09/20 

CONTRACT 


8210210446 

6210210440 

02/10/08 

90-307 

B 

8210210448 

8210210437 

02/10/14 

70-2116 


8210210481 

8210210439 

82/10/06 

50-272 

0 

8210210457 

6210210328 

02/10/19 

50-317 

R 

8210210469 

8210210464 

#2/10/06 

50-272 

0 

82 I 02 10470 

8210210459 

82/10/10 

90-206 

P 

8210210473 

6210210459 

B2/10/1B 

50-266 

P 

8210210477 

6210210464 

82/10/06 

50-272 

0 

6210210905 

82102J0902 

82/09/29 

CONTRACT 


6310210912 

8210210908 

82/10/09 

90-373 

T 

8210210829 

8210210921 

82/09/30 

40-3453 


8210210934 

8210210932 

82/09/30 

40-8601 


8210210943 

8210210939 

82/06/21 

70-2955 


6210210946 

8210210944 

82/09/23 

90-317 

F 

8210310890 

8210210948 

02/09/20 

90-346 

P 

B21 021 0931 

8210210944 

02/09/23 

90-317 

F 

6210210552 

8210210945 

82/09/30 

50-29 

P 

8210210893 

8210210948 

82/09/20 

50-346 

P 

8210210999 

8210210949 

02/09/30 

90-29 

P 

8210210996 

8210210548 

82/09/20 

50-346 

P 

8210210889 

8210210946 

02/09/20 

50-346 

P 

8210210570 

8210210964 

02/09/30 

CONTRACT 


0210210981 

82102109 76 

02/09/30 

CONTRACT 

8210210994 

6210210984 

02/09/30 

CONTRACT 


8210220007 

8210220006 

02/10/19 

50-270 

P 

8210220017 

8210220019 

02/10/08 

50-293 

P 

8210220022 

8210220020 

62/09/30 

90-336 

P 

6210220026 

021022002 9 

62/09/29 

70-1297 


8210220048 

8210220047 

82/09/17 

NUREO 


6210220096 

0210220092 

02/10/19 

90-302 

6 

8210220097 

8210220093 

82/10/08 

90-299 

8 

8210220062 

8210220050 

82/10/08 

90-328 

8 

8210220064 

8210220060 

02/10/14 

90-336 

6 

8210220067 

0210220069 

02/10/11 

90-416 

8 

8210220070 

0210220066 

82/10/01 

40-8111 


8210220074 

8210220066 

82/10/01 

40-8111 


8210220077 

8210220066 

82/10/01 

40-8111 


8210220080 

8210220066 

82/10/01 

40-8111 


8210220069 

82102200#! 

92/10/08 

90-327 

9 

8210220086 

8210220066 

82/10/01 

40-8111 


8210220069 

8210220066 

82/10/01 

40-8111 



ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORV 

0210220092 

8210220066 

02/10/01 

40-0111 


8210220097 

8210220095 

82/10/14 

50~2g£> 

5 

8210220100 

021O22OO9S 

02/10/14 

5O-2S0 

S 

8210220108 

0210220103 

02/10/13 

50-245 

S 

6210220116 

0210220112 

02/10/15 

50-245 

S 

9210220125 

0210220122 

82/10/14 

SO-493 

Q 

8210220128 

0210220123 

62/09/26 

40-1 162 


0210220132 

0210220127 

02/10/12 

SO-400 

0 

8210220136 

0210220130 

02/10/14 

50-290 

a 

8210220137 

8210220127 

82/10/12 

50-400 

a 

0210220141 

0210220127 

82/10/12 

50-400 

o 

8210220145 

0210220127 

02/10/12 

50-400 

Q 

8210220147 

021022012? 

82/10/04 

50-324 

0 

8210220150 

8210220131 

82/10/10 

50-416 

s 

0210220157 

8210220153 

02/10/15 

90-29 

Q 

0210220159 

0210220155 

02/09/29 

50-424 

Q 

8210220162 

02102201 SB 

62/10/08 

50-416 

S 

0210220163 

8210220160 

82/10/04 

50-400 

0 

0210220165 

0210220161 

02/O9/S7 

40-2259 


8210220171 

8210220161 

82/09/27 

40-2259 


8210220172 

02 10220160 

82/10/00 

70-371 


8210220173 

0210220169 

02/10/04 

50-324 

0 

0210220174 

0210090398 

02/09/23 

50-447 

A 

8210220179 

0210220177 

82/10/14 

70-371 


8210220103 

0210220100 

02/06/20 

50-430 

0 

8210220187 

0210220102 

82/10/12 

50-2 19 

0 

8210220108 

0210220185 

82/10/13 

TDPREP 


821022018? 

0210220100 

02/06/20 

50-438 

Q 

8210220191 

021OS2O181 

82/10/06 

50-4)6 

S 

0210220194 

0210320190 

02/10/15 

50-277 

R 

8210220199 

8210220196 

02/10/07 

50-416 

S 

8210220201 

8210220195 

02/10/15 

50-245 

B 

0210220208 

8210220204 

82/10/15 

50-424 

Q 

8210220211 

0210220204 

02/10/15 

50-424 

Q 

0210220213 

6210220204 

82/10/15 

50-424 

0 

821022021 B 

0210220204 

02/10/15 

50-424 

Q 

6210220222 

8210220219 

02/10/07 

50-321 

S 

8210220232 

0210220229 

62/10/04 

50-348 

Q 

6210220234 

8210220227 

02/10/07 

50-330 

B 

8210220241 

8210220239 

62/10/20 

30-496 

A 

8210220244 

0210220190 

02/10/18 

50-520 

R 

8210220253 

0210220252 

82/10/16 

50-402 

A 

8210220262 

8210220259 

02/10/00 

50-416 

a 

8210220264 

0210220260 

82/10/13 

70-687 


8210220267 

0210220265 

02/10/06 

50-261 

S 

0310220271 

0210220237 

62/10/19 

SO -430 

0 

8210220274 

0210220269 

82/10/16 

50-416 

s 

8210220276 

8210220260 

02/10/20 

50-537 

0 

8210220279 

8210220260 

02/10/20 

50-537 

0 

8210220281 

8210220270 

02/10/09 

50-313 

0 

8210220282 

0210220270 

02/10/10 

50-416 

6 

8310220283 

0210220268 

02/10/20 

50-537 

0 

8210220206 

6210220280 

02/10/15 

50-335 

Q 

82I02202B7 

8210220277 

02/10/14 

50-321 

0 

0210220280 

0210220260 

02/10/20 

50-537 

0 

8210220209 

8210220284 

82/10/10 

50-416 

8 

8210220291 

8210220280 

62/10/15 

90-335 

a 

8210220292 

6210220277 

82/10/14 

50-321 

0 

0210220295 

8210220260 

02/10/20 

50-537 

0 

8210220297 

6210220260 

82/10/13 

50-335 

<i 

8210220298 

0210220290 

02/10/15 

50-366 

p 

6210220299 

6210220277 

02/10/14 

90-321 

G 

6210220303 

8210220280 

82/10/15 

50-335 

0 

8210220304 

0210220296 

02/10/00 

50-250 

a 

8210220307 

8210220277 

82/10/14 

50-321 

0 

B2 102203 10 

0210220296 

02/10/00 

50-250 

0 

8210220317 

8210220296 

02/10/00 

90-250 

0 

8210220319 

0210220312 

62/10/14 

50-160 

0 

8210220320 

8210220308 

62/10/15 

70-1 113 


6210220323 

0210220319 

82/09/30 

50-390 

0 

8210220325 

8210220312 

02/10/14 

50-160 

0 

8210220327 

8210220318 

82/10/15 

50-369 

8 

8210220329 

8210220296 

62/10/06 

50-250 

a 

8210220330 

8210220312 

62/10/14 

50-160 

0 

6210220337 

6210220326 

62/09/29 

50-370 

0 

0210220341 

82 102203 12 

02/10/14 

50-160 

Q 

6210220346 

6210220340 

62/10/19 

50-395 

8 

8210220392 

8210220344 

82/10/13 

50-244 

a 

8210220396 

8210220331 

82/10/04 

90-200 

0 

8210220397 

0210220351 

82/ 1 0/20 

50-307 

H 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


466 


ACCESSION NUMPER ACCESSION 


enclosure 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOQRV 

ENCLOSUPE 

PRINCIPAL 

document 

DATE 

ISSUED 

SUBJECT 

CATeoORY 

03102203^0 

6210220344 

82/10/13 

50-244 

0 

6210250184 

82IO25OJ01 

52/ 10/04 

ropH^p 


621 0220369 

6210220363 

83/10/20 

60-275 

H 

6210253196 

8210250192 

82/ J 0/01 

50-133 

R 

6210220374 

0210220367 

83/10/13 

50-362 

0 

B2t 0230193 

8210250175 

92/09/23 

50-341 

F 

0210220305 

8210220376 

62/10/15 

50-310 

P 

B2 1023020] 

8210250197 

02/ JO/OS 

50-275 

R 

021 0220303 

8210220384 

02/07/20 

50-321 

8 

03 102302] 2 

0210250200 

03/00/30 

50-330 

F 

921022039B 

0210220392 

82/10/00 

50-280 

S 

0210250^16 

8210290214 

02/1O/J5 

50-361 

a 

0210220401 

6210220390 

62/09/30 

SO-259 

0 

0210230527 

8210850222 

52/10/10 

50-361 

Q 

0210320403 

8210220396 

82/10/19 

50-440 

o 

0310350231 

8210250226 

82/I0/J4 

50-346 

0 

0210220406 

8210220307 

02/10/12 

50-430 

Q 

0310250232 

8210250224 

82/10/06 

SO-461 

0 

0210220400 

0210220392 

02/10/08 

50-280 

0 

0210250553 

8210250248 

82/10/20 

50-403 

0 

8210220413 

6210220392 

82/10/00 

50-200 

e 

02JO2SO5S1 

B210250291 

82/10/11 

50-331 

3 

6210220417 

0210220407 

82/10/05 

0A999 


0210250562 

8210 250258 

82/10/13 

50—266 

5 

6210220410 

8210220411 

82/10/12 

50-2 7 J 

0 

02102302^4 

8210290256 

82/ 10/1 9 

50-307 

P 

8210220421 

0210220415 

02/10/07 

50-339 

s 

0210250273 

8210250269 

02/ 10/1 S 

50-361 

8 

B2 10220422 

0210220367 

82/10/12 

50-430 

Q 

0210230276 

8310250256 

82/10/19 

50-357 

P 

B2V0230427 

8210220420 

02/10/12 

70-1113 


8210250276 

8210250268 

82/10/12 

50-237 

S 

6210220430 

6210220420 

82/10/12 

70-1 113 


8210250279 

8210250270 

82/10/12 

50-346 

0 

8210220431 

8210220428 

02/10/10 

50 -41 A 

a 

B2I02S0296 

6210250203 

82/10/14 

50-237 

0 

6210220435 

8210220307 

62/10/12 

50-436 

Q 

02 1 0330397 

8210250206 

02/ J 0/07 

90*^ is 

0 

8210220433 

8210220424 

82/10/07 

50-281 

S 

0210250296 

8210250292 

82/10/13 


5 

6310220437 

8210220420 

62/10/12 

70-Ui:3 


8210250300 

0210250209 

82/10/11 

50-33 1 

8 

6210220442 

0210220420 

82/10/12 

70-11151 


8210250316 

0210250306 

82/09/22 

50-249 

S 

8210520443 

0210220430 

02/10/15 

50-395 

s 

0210250327 

8210250323 

S2/10/1B 

90-155 

P 

821O220446 

0210220307 

02/10/12 

50-438 

a 

0210250332 

8210250323 

82/10/21 

50-259 

0 

0210220449 

0210220439 

02/10/19 

50-170 

0 

0210250333 

6210S50323 

82/ I 0/1 e 

SO-1 55 

P 

02 10220430 

9210220441 

82/10/07 

50-339 

8 

8210250337 

6210250323 

62/10/15 

50-155 

P 

82 10220461 

8210220454 

62/10/04 

50-330 

Q 

8210250339 

8210250330 

02/10/19 

SO-393 

P 

6210220462 

8210220458 

63/10/05 

50-416 

8 

0210250342 

8210250336 

52/10/07 

50-331 

0 

8210220466 

8210220459 

62/1 0/1 B 

50-390 

Q 

0210250343 

8210250334 

02/10/15 

50-244 

0 

6210220471 

0210220467 

02/09/29 

50-413 

0 

0210250340 

0210250328 

52/09/22 

50-249 

s 

8210220474 

8210220469 

82/10/16 

50-327 

Q 

8210250350 

021O25Q336 

82/10/07 

50-331 

0 

6210220476 

8210220464 

62/09/27 

40-6422 


8210250352 

8210250344 

82/10/15 

50—266 

5 

8210220480 

8210220469 

62/10/16 

50-327 

Q 

6210250361 

8210290351 

52/10/05 

50-526 

0 

6210220402 

8210220469 

02/10/18 

50-327 

0 

0210250372 

8210230363 

82/10/20 

50-213 

p 

8210220465 

6210220469 

02/10/18 

50-327 

0 

0210250373 

8210250367 

52/10/19 

SO— 397 

p 

8210250492 

8210220489 

62/10/16 

50-324 

Q 

8210250375 

8210250351 

82/ i 0/05 

SO- 5 25 

0 

8210220494 

6210220409 

82/10/19 

50-324 

Q 

8210250376 

0210250364 

52/10/15 

50-252 

8 

6210220496 

6210220409 

82/10/10 

50-324 

Q 

6210250377 

8210250369 

52/ 1 0/1 4 


B 

6210220499 

9210220495 

88/10/18 

50-261 

0 

8210250300 

8210250367 

82/10/19 

50-397 

P 

0210220500 

8210220495 

82/10/10 

50-261 

Q 

821 0250305 

0210250301 

S2/J0/14 

50-307 

B 

6210220301 

6210220495 

62/10/18 

SO-261 

Q 

0210250387 

0210250304 

82/10/12 

50-331 

8 

62 I 0220503 

6210220409 

82/10/18 

50-324 

Q 

62 10250309 

0210250302 

82/10/06 

50-3 J 1 

8 

S2102205Q4 

8210220495 

88/10/18 

50-261 

0 

8210250390 

9210250306 

02/10/15 

50-312 

5 

6210250000 

6210250006 

82/00/27 

40-6681 


8210250392 

0210250160 

62/10/06 

50—875 

P 

62I02S0021 

6210250019 

82/07/30 

40-299 


8210250393 

8210250340 

52/10/04 

50-315 

P 

6210250033 

8210250030 

82/09/30 

NUREO 


8210250394 

0210250340 

52/ 1 0/04 

so^ais 

P 

0210290050 

6210250048 

82/09/21 

50-335 

P 

0210250395 

8210290340 

52/10/04 

50-315 

P 

8210250051 

6210250048 

62/09/21 

SO-335 

P 

8210260010 

0210260000 

52/10/05 

50-302 

F 

8210250056 

B2102500S7 

0210250054 

8210250053 

82/08/27 

82/10/06 

40-0602 

50-311 

6 

821026001 1 

92 102600 IS 

8210260009 

8210260000 

52/05/30 
02/ JO/05 

70-2960 

50-302 

F 

6210250059 

8210250058 

93/10/19 

50-322 

0 

0210260014 

821026001:9 

52/05/30 

40-6622 


821025006] 

8210250070 

8210250060 

0210250067 

82/10/21 

02/10/15 

70-143 

50-260 

P 

0310260018 

0210260041 

0210260017 

8210260030 

02/09/31 

02/09/02 

40-0681 

70-020 


8210250074 

8210250067 

B2/10/IS 

50-260 

P 

8210260049 

8210260030 

02/09/02 

70-020 


6510250075 

6210250072 

82/10/07 

50-341 

0 

0210260080 

8210260079 

02/08/15 

40-3453 


0210250077 

0210250067 

82/10/15 

50-260 

p 

8210260091 

8210260006 

02/06/09 

I^ASTE NOT 

62 1 0250070 

0210250067 

82/10/15 

50-260 

p 

8210260099 

8210260096 

02/05/26 

40-8701 


6210250060 

0210250072 

82/10/07 

50-341 

Q 

6210260113 

8210 1 90764 

82/10/07 

5t>-397 

A 

8210250093 

0210250064 

02/10/11 

50-344 

6 

8210260117 

8210260116 

02/10/10 

50-250 

8 

0210250095 

0210250000 

62/10/15 

50-310 

8 

8210260118 

82102601 19 

ez/io/i? 

50-373 

B 

6210250097 

0210250092 

82/10/12 

50-219 

P 

8210260123 

8210260120 

82/10/15 

50-360 

3 

6210250101 

6210250096 

82/10/15 

50-259 

P 

8210260125 

0210260122 

62/10/00 

50-334 

F 

8210250109 

0210250105 

82/10/07 

50-373 

0 

8210260127 

8210260126 

02/10/05 

Qft999 


6210250113 

0210250110 

02/10/12 

50-70 

P 

8210260129 

8210260122 

62/ 1 0/00 

50-334 

F 

62102501 16 

0210250105 

02/10/07 

50-373 

Q 

S210260I31 

0210260126 

82/10/05 

0A999 


621 0250 126 

0210250114 

02/10/10 

50-254 

F 

0210260136 

5210260133 

82/10/21 

50-330 

P 

8210250128 

6210250121 

82/10/20 

0A999 


0210260141 

6210260134 

82/10/20 

50—322 

Q 

6210250140 

02IO25OI37 

82/10/lS 

50-361 

G 

0210260166 

8210260199 

82/10/22 

O' 

P 

6210250J4I 

0210250135 

62/10/20 

0A999 


B210260167 

8210260163 

32/10/11 

50-334 

8 

6210250149 

0210250145 

02/10/12 

50-247 

6 

0210260169 

5210260169 

82/J0/J3 

50-29 

8 

6210250153 

0210250148 

62/10/07 

50-254 

0 

92 10260 175 

0210260170 

02/10/19 

50-333 

8 

6210290160 

0210250154 

02/10/13 

50-317 

0 

0210260180 

8210260170 

B2/10/19 

SO— J 13 

a 

6210250161 

0210250159 

82/10/15 

50-360 

P 

0210260183 

8210260176 

82/10/10 

50-233 

0 

6210250163 

021 02501 52 

62/10/15 

50-373 

B 

0210260104 

8210260177 

52/10/21 

50-220 

a 

6210250169 

0210250155 

62/10/18 

50-254 

P 

B 210260105 

8210260182 

62/10/15 

50-219 

p 

6210250171 

0210250167 

02/10/05 

50-275 

P 

0210260107 

52102601S2 

02/10/15 

50-219 

p 

6210250175 

0210250164 

82/10/11 

50-344 

S 

92LQ260191 

8210260152 

52/10/15 

50-219 

p 

6210250177 

0210250155 

62/10/16 

50-254 

P 

9210260195 

8210260190 

52/10/20 

50-329 

0 

6210250178 

6210290163 

0210250173 

62/10/06 

50-362 

a 

9210260196 

8210260198 

62/10/20 

50-325 

s 

0210250179 

02/10/15 

50-265 

8 

9210260200 

8210260193 

82/10/15 

50-309 

8 



466 


UROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCE0SION 

RUhBER 




ACCESSION 

NUMB ER 





PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOaURE 

DOCUMENT 

resuEO 

CATEC06V 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORV' 

a2io2&020a 

821026019? 

85/10/18 

50-309 

8 

0210260530 

0210260525 

82/09/28 

CONTRACT 


821 02*60221 

8210260210 

82/10/10 

50^373 

S 

0210260536 

0210260535 

02/09/24 

SO-320 

P 

8210260225 

0210260212 

82/10/20 

SO-259 

6 

8210260542 

021O26OS26 

82/10/06 

50-10 

P 

0210260223 

8210260219 

02/10/19 

50-304 

8 

6210260547 

0210260535 

82/09/24 

50-320 

P 

0210260226 

0210260203 

82/10/14 

SO-334 

8 

6210260S48 

8210260543 

82/09/01 

40-8027 


8210260230 

8210260224 

82/10/25 

50-72 

R 

8210260552 

8210260535 

82/09/24 

50-320 

P 

8210260234 

8210260524 

82/10/25 

50-72 

R 

8210260538 

8210260494 

82/10/12 

QA999 


0210260236 

0210260525 

82/09/20 

50-320 

0 

8210260560 

8210260557 

82/09/03 

40-0102 


0210260238 

0210260227 

85/10/18 

50-373 

6 

8210260561 

8210260559 

82/09/28 

CONTRACT 


8210260539 

6210260532 

02/10/12 

50-322 

T 

8210260569 

6210260568 

82/08/30 

70-143 


6210260240 

0210260237 

82/09/27 

CONTRACT 


8310260575 

6210260572 

62/10/08 

50-440 

F 

0210260242 

821 0260232 

82/10/12 

50-322 

r 

8210260579 

8210260572 

82/10/06 

50-440 

F 

8210260246 

6210260532 

02/10/12 

50-322 

T 

8210260582 

0210260581 

82/09/16 

SO-SOi 

0 

0210260547 

6210260241 

82/10/01 

50-367 

G 

8310270009 

8210270000 

02/10/12 

50-307 

Q 

82102602194 

8210260233 

02/10/20 

50-295 

5 

8210270020 

0210270015 

82/10/22 

50-537 

0 

0210260257 

0210260241 

82/10/01 

50-367 

Q 

8210270023 

8210270015 

82/10/22 

50-537 

0 

0210260263 

0210260260 

82/10/18 

50-303 

8 

0210270033 

8210270027 

82/10/12 

CONTRACT 


021026026S 

6210260249 

82/10/22 

50-327 

0 

8210270035 

6210270015 

02/10/22 

50-537 

0 

0210260266 

8210260256 

62/10/10 

50-323 

S 

0210270041 

8210270015 

82/10/22 

50-537 

0 

0210260270 

8210260241 

62/10/01 

50-307 

G 

8210270051 

0210270046 

62/10/18 

50-447 

A 

8210260280 

0210260276 

85/09/24 

CONTRACT 


8210270052 

6210270015 

02/10/22 

50-537 

0 

0210260284 

6210260262 

02/09/29 

CONTRACT 


0210270056 

8210270015 

82/10/22 

50-537 

0 

0210260287 

62 J 026026 J 

85/10/19 

50-339 

8 

8210270060 

0210270015 

02/10/28 

50-537 

G 

021 0260293 

8210260290 

82/10/19 

50-330 

0 

6210270064 

0210270015 

92/10/22 

50-537 

0 

8210260297 

6210260295 

82/10/19 

50-373 

8 

8210270068 

6210270015 

02/10/22 

50-537 

0 

0210260301 

6210260296 

02/10/22 

50-298 

0 

8210270069 

0210270015 

02/10/22 

50-537 

0 

0210260303 

6210260307 

05/10/22 

50-434 

0 

8210270070 

8210270067 

02/09/03 

70-607 


0210260310 

8210260309 

82/10/22 

50-302 

0 

8210270079 

0210270074 

02/09/07 

71-6639 


8210260313 

0210260311 

82/10/10 

50-373 

s 

8210270081 

8210270077 

82/09/14 

40-2061 


0210260316 

6210260315 

02/10/22 

50-155 

0 

8210270085 

0210270074 

02/09/07 

71-6639 


021 026031 B 

62102602^9 

02/10/14 

50-’324 

0 

03 10270088 

0210870077 

02/09/14 

40-2061 


6210260321 

0210260317 

02/10/19 

50-373 

0 

6210270095 

6210270090 

82/10/25 

50-209 

0 

0210260320 

8210260323 

02/10/21 

50-324 

P 

0210270096 

0210270083 

02/09/20 

50-251 

8 

0210260336 

6210260331 

02/10/21 

50-369 

P 

6210270113 

8210270104 

82/10/15 

SO-267 

P 

6210260337 

8210260333 

02/10/21 

50-440 

d 

0210270116 

02] 0270 104 

02/10/15 

50-267 

P 

0210260338 

6210260334 

05/ 10/21 

50-333 

0 

8210270129 

0210270124 

02/10/85 

50-584 

A 

0210260345 

6210260341 

62/10/22 

40-8610 


0210270139 

6210270132 

02/10/06 

50-369 

F 

0210260351 

8210260340 

02/09/17 

TOPREP 


0210270142 

0210270136 

82/10/07 

50-272 

P 

8210260358 

6210260341 

02/10/22 

40-8610 


0210270144 

8210270132 

02/10/00 

50-369 

F 

0210260353 

6210260349 

02/10/19 

50-260 

8 

8210270152 

0210270149 

02/10/05 

XPORTLIC 


8210260354 

6210260350 

82/ 1 0/20 

50-387 

P 

8210270169 

0210270164 

82/09/29 

TOPREP 


8210260360 

8210260346 

05/10/19 

50-339 

6 

8210270177 

0210270165 

01/05/26 

50-307 

9 

0210260368 

0210260344 

65/10/10 

50-323 

8 

0210270102 

8210270179 

82/09/14 

40-0577 


8210260369 

6210260357 

02/10/15 

50-335 

8 

8210270163 

0210270100 

82/00/25 

40-6502 


021026037 7 

6210260370 

62/09/17 

50-302 

0 

0210270105 

8210270184 

82/10/22 

50-275 

P 

8210260379 

6210260366 

62/10/22 

50-387 

P 

8210270193 

8210270190 

82/10/20 

50-382 

K 

0210260385 

6210260375 

62/10/10 

50-341 

Q 

8210270197 

0210270193 

02/09/02 

40-8102 


8210260364 

8210260380 

02/10/22 

50-454 

0 

8210270203 

6210270199 

82/09/26 

CONTRACT 


02 I 0260389 

0210260366 

02/10/22 

50-367 

P 

0210270200 

0210270204 

08/10/86 

50-338 

P 

0210260386 

6210260378 

02/10/19 

50-333 

6 

8210270215 

6210270212 

61/12/07 

50-260 

6 

8210260391 

0210260376 

82/10/22 

50-335 

0 

8210270220 

0210270218 

91/12/07 

50-200 

3 

0210260395 

0210260360 

02/10/22 

30-454 

0 

0210270221 

6210270207 

02/09/29 

CONTRACT 


0210260404 

8210260397 

62/10/21 

50-537 

0 

8210270223 

0810270207 

02/09/29 

CONTRACT 


0210260407 

8210260361 

02/10/19 

50-259 

6 

0210270224 

0210270212 

01/18/07 

50-280 

8 

0210260410 

8210260409 

62/10/22 

50-354 

P 

8210270227 

0210270222 

82/00/87 

40-0632 


0210260411 

8210260399 

62/10/19 

50-295 

8 

8210270230 

8210270226 

02/09/80 

CONTRACT 


0210260424 

0210260416 

02/10/21 

50-361 

P 

8210270239 

0210270229 

02/07/26 

5’)-302 

Q 

0210260435 

0210260416 

62/10/21 

50-361 

P 

0210270240 

8210270236 

02/10/22 

go-275 

R 

0210260441 

8210260432 

82/10/17 

50-336 

8 

8210270241 

0210270237 

81/05/15 

50-310 

8 

8210260446 

8210260417 

62/10/19 

30-260 

6 

0210270247 

6210270242 

82/09/24 

40-8027 


0210260463 

0210260453 

82/10/10 

50-348 

8 

0210270248 

8210270244 

01/06/05 

50-317 

5 

8210260465 

0210260457 

62/10/20 

50-309 

0 

8210270249 

0210270245 

81/05/18 

50-213 

8 

02 I 0260470 

8210260453 

82/ JO/18 

50-340 

8 

8210270254 

6210270251 

01/18/15 

50-249 

B 

8210260477 

0210260472 

02/10/51 

50-206 

P 

0210270257 

0210270252 

01/05/22 

50-317 

a 

8210260479 


ftO / 1 rt / 1 n 


P 

8210270259 

0210270256 

62/10/08 

50-266 

F 





8 

8210270260 

8210270250 

02/10/12 

50-338 

P 





A 

0210270261 

6210870256 

02/10/00 

50-266 

F 





P 

8210270260 

8210270267 

82/10/22 

50-334 

P 





6 

0210270269 

6210270266 

01/05/20 

50-317 

8 





6 

8210270271 

8210270267 

08/10/22 

50-334 

P 





E 

0210270273 

6210270278 

81/06/01 

50-317 

S 





P 

0210270275 

8210270274 

01/05/20 

50-317 

8 






8210270278 

0210270276 

01/05/82 

50-5 1 7 

8 




— . 

R 

0210270280 

8210270279 

01/05/01 

50-317 

6 


Oii;iw^60J76 

02/10/22 

50-338 

0 

Q210270SBQ 

0210270270 

02/10/19 

50-155 

P 

0210260511 

8510260500 

62/10/52 

50-261 

P 

0210270297 

8210270294 

02/10/15 

50-266 

P 

6210260515 

0210260376 

82/10/52 

50-333 

8 

6210270302 

8210270294 

02/10/15 

50-266 

P 

0210260920 

8510260516 

62/09/58 

CONTRACT 


0210270303 

0210270294 

88/10/15 

50-266 

P 

8210260521 

0210260516 

82/09/16 

50-272 

F 

0210270304 

821027030 t 

03/10/15 

ORO 


0210260524 

8210260510 

62/09/16 

50-272 

F 

8210270317 

0210270314 

02/09/29 

50-312 

P 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUhDER ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


PRINCIPAL 

DATE 

SUBJECT 

ENCLQBURE 

DOC UMENT 

ISSUED 

CATEGORT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOOHV' 

82 1 0270320 

8210270314 

82/09/29 

50-312 

P 

^2 10230200 

8210280194 

81/04/03 

50-318 

S 

8210270325 

6210270319 

02/10/13 

50-346 

P 

0210230201 

6210260196 

82/10/25 

50-277 

P 

02 1 0270332 

8210270327 

02/10/14 

SO-302 

H 

8210280204 

0210200196 

02/10/25 

50-277 

P 

82I02703S5 

8210270352 

92/10/10 

50-272 

P 

821O20O<2O5 

0210280203 

01/04/16 

50-3 1 7 

8 

82 1 0270360 

0210270352 

82/10/16 

50-272 

P 

0210260212 

6210280211 

02/10/22 

50-275 

H 

8210270366 

8210270352 

82/10/18 

50-272 

P 

8210200219 

8210280215 

02/10/17 

50-307 

6 

S2 10270376 

8210270373 

02/09/15 

40-8624 


6210260226 

8210280223 

82/10/13 

30-305 

6 

0210270382 

8210270372 

82/10/13 

50-346 

P 

8210200227 

6210280223 

02/10/13 

50-303 

0 

8210270386 

8210270372 

82/10/13 

50-346 

P 

8210200232 

0210280223 

62/10/13 

50-305 

a 

82102703S7 

0210270372 

82/10/13 

50-346 

P 

3210280235 

6210260206 

62/09/30 

CONTRACT 

B2 10270395 

8210270393 

82/10/12 

contract 

8210200244 

0210200241 

92/10/12 

50-397 

Q 

8210270402 

8210270399 

02/09/13 

CONTRACT 

8210200246 

8210200241 

02/10/12 

50-377 

Q 

0210270407 

8210270403 

82/10/20 

CONTRACT 

6210280255 

0210260249 

91/04/23 

50-317 

e 

8210270413 

021027041] 

82/09/30 

50-387 

X 

6210260267 

0210200263 

01/O4/J6 

50-317 

3 

0210270419 

8210270416 

02/09/30 

CONTRACT 

6210200276 

0210280275 

92/ 1 0/22 

50-324 

F 

8210270427 

9210270423 

02/09/23 

70-1510 


8210280284 

B21O2B0279 

01/04/03 

50-3 1 8 

S 

0210270428 

021O27O42S 

82/09/30 

70-1 113 


8210260273 

6210280271 

62/10/22 

50-250 

F 

8210270429 

9210270423 

02/09/23 

70-1510 


6210280277 

8210200286 

82/10/22 

50-460 

Q 

0210270430 

8210270426 

02/10/00 

50-271 

F 

8210200278 

9210280295 

62/10/21 

50-266 

F 

8210270432 

8210270426 

82/10/00 

50-271 

F 

8210280301 

6210280296 

01/04/16 

50-3 1 7 

8 

8210270436 

8210270434 

82/10/12 

70-1 151 


B2 102 00303 

6210280267 

02/10/14 

50-275 

Q 

6210270437 

6210270423 

02/09/23 

70-1510 


3210260306 

6210280299 

02/10/05 

CONTRACT 

0210270438 

8210270423 

82/09/23 

70-1 510 


6210260313 

0210200305 

0J/O4/1O 

50-317 

8 

0210270439 

02JO27O43S 

02/09/03 

40-6681 


8210280316 

6210260311 

02/ 1 0/01 

71-9057 


0210270452 

8210270448 

82/09/27 

XPORTLIC 


6210260319 

0210200310 

82/10/05 

CONTRACT 

8210260017 

8210280016 

82/10/12 

50-369 

F 

8210200321 

8210200013 

82/07/17 

FOIA 


82 1 028001 9 

8210200013 

02/09/17 

FOIA 


6210260326 

8210280322 

82/10/01 

71-6346 


0210280020 

6210280016 

82/10/12 

50-369 

f 

8210200330 

6210280324 

02/10/14 

30-275 

0 

0210260021 

821 02800 13 

82/09/17 

SO-3S4 

P 

021028033! 

0210280327 

82/10/05 

CONTRACT 


62 1 0280024 

8210280013 

82/09/17 

50-324 

P 

8210280332 

8210260310 

81/05/12 

30-317 

8 

9210280027 

8210280013 

02/09/17 

50-324 

P 

9210280333 

6210280327 

02/10/01 

71-6745 


0210280031 

8210200013 

02/09/17 

50-336 

P 

8210280337 

0210280334 

82/09/17 

71-6677 


8210280036 

8210280033 

82/10/08 

50-322 

F 

8210280341 

0210280336 

01/04/17 

50-316 

S 

6210280039 

8210280033 

82/10/08 

50-322 

F 

8210230342 

6210200338 

62/09/17 

71-6678 


9210260041 

8210260033 

62/10/08 

50-322 

F 

0210280345 

6210280343 

82/09/21 

71-6113 


0210280042 

8210280013 

82/09/17 

50-261 

P 

8210200351 

8210260348 

62/10/26 

REV I £14 ORP 

0210280047 

8210280013 

82/09/17 

50-324 

P 

6210260356 

8210260354 

82/ 1 0/05 

CONTRACT 


0210280048 

8210280045 

02/10/08 

50-409 

F 

8210280359 

0210200357 

82/09/16 

71-9090 


0210280049 

8210280046 

02/09/10 

40-8745 


0210260364 

8210260361 

82/10/12 

50-254 

F 

6210280051 

8210200045 

82/10/08 

50-409 

F 

6210260372 

82 10 280360 

62/10/13 

50-528 

O 

8210260053 

6210280045 

82/10/08 

50-409 

F 

8210200374 

6210280370 

82/10/07 

CONTRACT 


8210260055 

8210280043 

02/10/08 

50-409 

F 

8210280375 

8210200361 

82/10/12 

50-254 

F 

0210280059 

8210260056 

02/10/04 

XPORTLIC 


8210280380 

8210280370 

82/10/12 

50-315 

F 

0210280061 

8210280058 

02/10/08 

50-255 

F 

0210260383 

8210280370 

82/10/12 

50-315 

F 

9210260063 

8210280058 

82/lO/OB 

50-255 

F 

8210280377 

0210280386 

02/10/15 

CONTRACT 


6210280066 

6210280066 

62/10/19 

50-206 

S 

6210280406 

0210280402 

02/09/30 

FOIA 


0210280074 

8210280071 

02/10/20 

50-213 

B 

8210280408 

6210260397 

62/10/12 

50-315 

F 

8210260078 

8210280075 

02/10/19 

SO-346 

8 

8210280413 

6210280397 

82/10/12 

50-315 

F 

8210260082 

8210280013 

82/09/17 

50-261 

P 

8210280417 

0210280415 

82/10/14 

70-2957 


9210280086 

8210280080 

02/10/19 

50-36 1 

8 

6210280421 

0210280415 

82/10/14 

70-2957 


6210260095 

B2102S0013 

02/09/17 

50-324 

P 

9210280424 

8210260419 

62/10/12 

50-295 

F 

9910280100 

8210280013 

82/09/17 

50-250 

P 

8210280425 

82102B0423 

82/10/15 

50-305 

F 

9210260103 

8210260094 

82/10/15 

50-29 

P 

8210280427 

0210260419 

82/10/12 

50-293 

F 

9210280110 

8210260013 

82/09/17 

FOIA 


8210280430 

B21028042B 

02/10/16 

50-247 

P 

9210280112 

021O2BO1O8 

82/10/12 

50-313 

F 

0210280432 

6210200426 

82/10/16 

50-247 

P 

0210260114 

8210200108 

02/10/12 

50-313 

F 

8210260445 

B2102a0'442 

02/10/12 

50-295 

F 

0210280120 

82102801 17 

82/10/12 

50-295 

F 

8210260447 

0210280442 

82/10/12 

50-895 

F 

0210280125 

8210280122 

82/10/22 

50-373 

Q 

8210260453 

8210200452 

82/07/21 

70-364 


0210260126 

82102001 17 

82/10/12 

50-295 

F 

B2 10290003 

0206270053 

82/10/04 

COMMISSION 

8210280126 

821 02801 23 

82/10/15 

50-31 1 

S 

6210290006 

6206270053 

82/10/04 

COMM I SaiON 

8210260131 

0210280129 

82/10/20 

50-293 

8 

6210290027 

8210290023 

82/09/03 

FQIA 


8210280136 

8210260136 

82/10/12 

50-271 

F 

8210290032 

6210290023 

92/09/03 

FOIA 


8210280141 

8210200134 

82/10/20 

50-318 

3 

0210290036 

8210290023 

02/07/03 

50-142 

F 

8210280143 

62I02BOI36 

62/10/12 

50-271 

F 

8210290041 

8210290038 

G2/I0/12 

50-285 

P 

8210280145 

0210280142 

82/10/06 

50-267 

0 

8210290043 

8210290023 

02/09/03 

30-142 

F 

0210260149 

8210280142 

82/10/06 

50-267 

0 

6210290048 

0210290033 

62/09/03 

50-142 

Q 

8210260150 

8210280146 

02/10/20 

50-293 

S 

6210290051 

8210290023 

82/09/03 

30-142 

F 

0210260154 

8210280148 

82/10/12 

50-3 

F 

8210290053 

8210290033 

82/09/03 

FOIA 


8210260156 

8210280152 

82/10/15 

50-311 

B 

6210290055 

8210270090 

02/10/23 

50-416 

S 

0210260159 

8210280148 

02/10/12 

50-3 

F 

6210290057 

8210290054 

82/10/13 

50-259 

S 

02 1 0260165 

8210200158 

82/10/25 

50-346 

P 

8210290056 

8210270023 

82/09/03 

FOIA 


021 0280166 

8210280164 

62/10/13 

50-282 

Q 

8210290060 

0210270047 

82/10/08 

50-10 

F 

1 aSBO 1 7 1 

8210280164 

02/10/13 

30-282 

Q 

0210290061 

8210270023 

02/07/03 

FOIA 


02 10280174 

0210280170 

02/10/13 

50-461 

Q 

8210290065 

8210270023 

82/09/03 

FOIA 


8210260174 

8210280170 

02/10/13 

50-461 

0 

8210290066 

8210270062 

02/10/13 

50-239 

S 

02 1 0280184 

8210280160 

82/10/25 

40-7380 


0210290067 

6210270023 

02/07/03 

FOIA 


f 0290186 

0210280183 

02/10/21 

50-223 

n 

8210290067 

8210270063 

77/08/16 

50-561 

A 

62 1 0290190 

8210260165 

02/10/22 

50-460 

Q 

6210290071 

8210270042 

82/10/04 

50-538 

F 

a? f 95 

6210260191 

61/04/00 

50-310 

s 

8210290072 

8210270066 

82/10/15 

50-289 

a 

8210200199 

0210280196 

82/10/25 

50-277 

p 

8210290077 

8210270047 

82/10/08 

50-10 

F 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUHSER ACCESSION NUNDER 



PRINCIPAL 

DATE 

SUBJECT 


PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DQCUKENT 

ISSUED 

CATEOQRV 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEODRV 

8210290070 

8210290074 

02/10/22 

50'*261 

S 

0210290286 

6210290204 

82/10/21 

50-395 

S 

6210290080 

8210290075 

02/10/19 

50-366 

S 

8210290290 

6210290278 

02/10/26 

50-350 

a 

8210290081 

8210290073 

02/10/25 

50-416 

S 

0210290292 

0210290289 

82/10/19 

50-364 

S 

8210290087 

8210290083 

82/10/13 

50-270 

S 

8210290301 

0210290300 

82/10/08 

50-104 

0 

8210290080 

8210290047 

02/10/00 

50-10 

F 

8210290304 

0210290300 

82/10/00 

50-104 

□ 

92102900B9 

B2 10290084 

82/10/15 

50-322 

0 

0210290313 

8210290308 

02/10/10 

50-207 

S 

8210290090 

8210290083 

82/10/13 

FOIA 


0210290314 

S210290310 

82/10/06 

50-272 

8 

8210290093 

0210290084 

82/10/15 

50-322 

Q 

8210290320 

8210290316 

82/ 1 0/26 

30-206 

V 

8210290094 

0210290091 

82/10/14 

50-320 

B 

8210290321 

0210290317 

82/10/13 

50-2S9 

S 

0210290099 

0210290079 

82/10/22 

50-324 

S 

8210290322 

0210290319 

82/09/24 

50-275 

R 

8210290106 

8210290096 

02/10/14 

50-321 

8 

8210290329 

8210290326 

02/10/14 

50-321 

S 

8210290107 

0210290103 

02/10/00 

50-220 

Q 

821 029033 J 

8210290325 

82/10/15 

50-325 

8 

0210290113 

8210290110 

02/10/01 

50-324 

P 

0210290332 

0210290311 

82/10/25 

50-416 

8 

8210290126 

8210290113 

02/10/04 

50-307 

P 

8210290334 

8210290327 

82/10/12 

50-321 

8 

0210290130 

8210290115 

02/10/04 

50-387 

P 

6210290330 

0210290335 

82/10/21 

50-395 

S 

B210290131 

8210290104 

02/10/18 

CONTRACT 


8210290339 

0210290333 

02/10/22 

50-261 

8 

8210290132 

0210290125 

02/10/13 

50-322 

0 

0210290342 

8210290336 

02/10/15 

50-324 

S 

8210290139 

8210290124 

02/10/23 

50-416 

S 

6210290344 

8210290341 

02/10/12 

50-322 

a 

8210290136 

8210290115 

02/10/04 

50-307 

P 

9210290345 

0210290340 

02/10/23 

50-416 

s 

8210290137 

8210290129 

02/10/26 

50-409 

Q 

8210290347 

821 0290337 

02/10/13 

50-333 

B 

8210290143 

0210290140 

82/09/21 

50-313 

P 

8210290391 

8210290348 

02/10/25 

50-416 

S 

8210290144 

9210290141 

82/10/19 

TOP REP 


8210290352 

8210290346 

82/10/13 

50-325 

s 

82 1 02901 46 

0210290140 

82/09/21 

50-313 

P 

0210290356 

8210290350 

82/10/06 

50-322 

a 

82102901 4B 

8210290140 

82/09/21 

50-313 

P 

8210290359 

0210290349 

82/10/21 

50-321 

S 

9210290137 

8210290147 

82/10/00 

50-29 

Q 

8210290361 

8210290353 

02/10/06 

50-272 

s 

82 10290 163 

0210290134 

82/10/27 

50-329 

Q 

8210290364 

82 10290357 

02/10/07 

50-366 

s 

6210290173 

8210290171 

82/10/14 

50-244 

Q 

8210290365 

B210290355 

82/10/14 

50-269 

s 

6210290175 

0210290169 

02/10/22 

50-206 

P 

8210290371 

8210290368 

82/10/15 

50-259 

S 

8210290180 

0210290169 

02/10/22 

50-206 

P 

0210290372 

8210290367 

82/10/13 

XPOflTLIC 

8210290103 

0210290169 

02/10/22 

50-206 

P 

8210290375 

8210290373 

82/10/12 

50-321 

S 

6210290194 

8210290189 

02/10/15 

50-213 

0 

8210290380 

0210290377 

82/10/26 

30-389 

0 

6210290199 

8210290190 

82/10/15 

50-269 

B 

8210290301 

0210290374 

62/10/12 

50-366 

8 

8210290207 

0210290201 

82/10/08 

50-307 

a 

8210290382 

0210290378 

82/10/20 

50-346 

p 

8210290209 

8210290206 

02/10/14 

50-366 

6 

8210290305 

0210290378 

02/10/20 

50—346 

p 

8210290210 

0210290208 

02/10/03 

80-352 

Q 

8210290307 

0210290370 

02/10/20 

50-346 

p 

8210290217 

0210290212 

82/10/25 

50-244 

Q 

8210290392 

8210290383 

02/10/12 

70-2944 


6210290218 

0210290216 

82/10/06 

50-272 

0 

8210290390 

0210290396 

02/09/28 

CONTRACT 


8210290222 

0210290219 

02/10/18 

50-279 

8 

8210290416 

0210270414 

02/10/04 

50-330 

p 

8210290229 

0210290220 

02/09/23 

50-329 

A 

8210290417 

0210290413 

02/10/07 

50-344 

0 

8210290232 

0210290231 

02/10/14 

50-296 

S 

0210290410 

0210290414 

82/10/04 

SO-330 

p 

8210290241 

8210290238 

02/10/14 

70-33 


0210290421 

0210290414 

02/10/04 

50-338 

p 

8210290246 

8210290243 

02/10/21 

50-324 

8 

0210290422 

0210290420 

02/10/00 

CONTRACT 


8210290270 

8210290264 

02/10/22 

50-280 

8 

8210290420 

0210290412 

02/09/23 

50-317 

p 

8210290272 

8210290262 

82/10/14 

50-321 

8 

0210290431 

0210290426 

02/10/04 

50-266 

p 

8210290276 

8210290264 

82/10/22 

50-280 

8 

8210290436 

0210290426 

02/10/04 

50-266 

p 

8210290279 

8210290277 

02/10/14 

50-327 

S 

8210290439 

8210290412 

82/09/23 

50-317 

p 

8210290280 

8210290275 

82/10/13 

90-293 

0 

8210290441 

0210290426 

02/10/04 

50-266 

p 

8210290281 

8210290270 

82/10/26 

50-350 

Q 

0210290444 

0210290412 

02/09/23 

50-317 

p 

8210290262 

8210290264 

02/10/22 

50-280 

8 

82 10290451 

8210290449 

02/09/22 

50-273 

0 

8210290283 

8210290270 

02/10/26 

50-350 

0 

8210290454 

8210290449 

82/09/22 

50-273 

0 



APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of an oper- 
ating license It includes all correspondence and dociiinents with substantive technical content that 
do not fall into other specific categories Included are 

1. Application for construction permit 

3, General Information submitted with construction permit application. 

3 Amendments and changes to items 1 and 2 

4, NRC questions, requests for additional information, and applicant responses 

5, Correspondence and documents relating to unresolved design and construction issues. 

6 Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report fPSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etej. 

9 Construction Permit, amendments, and correspondence relating to the construction permit. 

10 Scheduling of license application submission or review. 

11 Environmental review information 

12. Application for operating license 

13. General Information submitted with operating license application 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters liighliglited by an event at 
another facility which may affect the subject facility^ not covered by an IE Bulletin. 

17. Reports of site visits, 

18. Backup technical documents (e.g., topical reports) submitted in support of the application, 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. AH related correspondence is filed in 
Category A, 

1, Preliminary Safely Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR. 


Ad 



4. Certificates of service to the PSAR 


C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

Tins category is strictly limited to the items listed below Other environmental documents and 
correspondence are filed in Categories A, D, M, P or R. 

1. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters 

4. Information on scheduling of submittal or review of ER, 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence arc in categories A, C, M, P or R. 

J. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES, 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies. 

acknowledgeiTien t letters. 

0. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements, 



1 . i>atety hvaluation Report (SER) prepared by the NRC (formerly calJed NRC-AEC Hazard 
Analysis Report). 

2. Supplements to SER. 

3. Correspondence relating to SER. 

4. Federal register notices citing availability of items J and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded 

1. Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains ail non-anlitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings, 

5. Transmittal of supporting documents (e.g,, SER, FES) to the boards. 

6. Correspondence to and from intervenors. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from item 8. 



This category includes documents with little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica^ 
tion are included. 

1 Change of address notifications 

2 Changes in structure of organization. 

3. Changes in service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8 Correspondence regarding the Local Public Document Rooms (LPDRsL 

9. Professional qualification statements not pertaining to the hearing process, 

1. FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1. Company annual reports, 

2, Separately submitted financial information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1, Indemnity agreements and amendments. 

2, Endorsements insurance policies. 

^ Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. Ail related correspondence falls in category 

A or P. 

1 . Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR, 

3. Federal register notices citing availability of items 1 and 2, 

4. Transmittal and acknowledgement letters. 

5. Certificates of service to the FSAR. 
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1.. MMiiiiU WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 

This category is iimitecl to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit 

I. Limited Work Authorizations (LWA) and amendments. 

2 Correspondence pertaining to work performed under LWA s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

I. Document submitted as part of the applications for a construction permit and operating license 
entitled ‘'Information Requested by the Attorney Genera! for Antitrust Review*’. 

2 Correspondence where the primary topic of discussion is antitrust matters 

3. All antitrust proceeding related documents except for heanng transcripts, testimony and brief- 
ings, which are filed in category N 

K ANTITRUST HEARING TRANSCRIPTS* TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M, 


O. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1 Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews 

2 Correspondence from ACRS 

3 Announcement of ACRS meetings 

4 Transmittal and acknowledgement letters 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7 Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes tlie position of the Application/Construction Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license 

1. Operating license, amendments, proposed amendments, changes and related correspondence, 

2, Technical specifications and changes, 
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4 . Federal register notices citing availa:bility of items I and 2. 

5. Correspondence regarding the Final Safety Analysis Report (FSAR). 

6 All general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license oi technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (eg., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license 

8. Information on the Standard Review Plan (STP). 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

1 1. Owner’s group meeting announcements and reports. 

12. Quality assurance information 

13. Environmental matters (technical), 

14. Emergency core cooling system documents. 

15. Radioactive waste information, 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start'Up test reports. 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect tlie subject facility; not covered by an IE Bulletin, 

19. Reports of site visits. 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1 Inspection reports. 

2, IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices, 

3, Responses by applicant to IE correspondence, 

4, Applicant’s determination of proprietary nature of inspection reports. 

5, Letters concerning areas of noncompliance, 

6, Pre-service and in-service inspections and procedures. 

7, Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN s). 

8, Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 

This category includes periodic reports of a routine nature 
I Monthly, semiannual, or annual operating reports (other than financial j, 

2. Periodic environmental nionitorifig, effluent testing, or similar reports, 

3. Periodic personnel exposure reports. 

4. Operational Logbooks 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets 

5. Correspondence or other documents relating to the above listed items. 

S. REPORTABLE OCCURRENCES, PNOs, PNSs AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or nonroutine occur- 
rences or events. This includes 

1. All 24-hour, 10-day, 30-day, interim and final Licensee Event Reports (LER s) and follow-up 
correspondence (also called incident reports, abnormal occurrence reports and reportable 
occurrences) 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports 

4 Construction deficiency reports submitted under 10 CFR 50.55e. 

5, Preliminary Notification of Occurrence (PNOs) and Preliminary Notification of Safeguards 
Events (PN s) 

6. Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Part 21 Reports of defects and noncompliance, 

8, Correspondence or other documents relating to items 1-7, 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N), 
testimony and briefings, and congressional matters (category U), 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts, 

4. NRC staff briefings to the Commission. 

5. Statements and written testimony submitted at Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 

Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts. 
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U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 


This category contains correspondence on substantive matters. Routine responses to constituent 
inquiries are filed in category H. 

1. Statements and testimony before Congress or before bodies/commiltees appointed by the 
Executive or Legislative Branches 

2. Preparatory and backup documents for item I. 

Correspondence to and from NRC Office of Congressional Affairs, Congress and the Executive 
Branch on other than constituent response matters 

V, LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1 Operator licenses or administrative information bearing on licensing of operators. 

2 NRC examination results. 

3 Power plant examination summary sheet. 

W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for terminalion of the operating license onward, 

1. Application for authority to voluntarily surrender license, 

2. Application to dismantle the facility and dispose of component parts. 

3. Technical documents subirntted in support of items 1 and 2, such as: Decommissioning Plan, 
Dismantling Plan. Environmental Report on Dismaiithng, Safety Analysis Report on Decom- 
missioning. 

4 Documents relating to disposal of radioactive material and decontamination of the site, 

.5. Other correspondence relating to above items. 

6. All (locii mentation relating to the ongoing operation of the plan, formerly filed in category P. 

X ONSITE LOW LEVEL WASTES STORAGE 

Tliis categoiy contains items related to the onsite storage of low-level radioactive wastes generated onsite. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

lOCFR — Commission Meeting Records 

This category contains documentation pertaining to open and closed Commission meetings. It 

includes : 

1* Sunshine Act Federal Register notices. 

2. Full, written explanation of closed meetings. 

3. Certification of General Counsel on closed meetings. 

4. Commission Determinaiion Statements regarding the public disclosure of transcripts of 
Commission meetings. 

5. Verbatim unofficial and official transcripts or portions of transcripts of open and closed 
Commission meetings made pubJiciy available in accordance with provisions of lOCFR Part 9, 
the Sunshine Act, and Commission policies. 

6. Enclosures to released transcripts, including applicable viewgraphs, staff papers, and staff 
correspondence. 

7. Staff requirements memoranda for open meetings; memoranda to record, record of votes of 
Commissioners on items under consideration at meetings 


ACRS - Advisory Committee on Reactor Safeguards 

This category contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory committee to the Coirunission in 
safety-related areas. Tiie committee provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents m this category 
are: 

1. Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generated reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards. 


COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business m 
the Office of the Commissioners, including 

1, Incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 
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3. Weekly Informanon Reports (SECY scries number) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices, 

NOTE* For transcripts of Commission meetings, see lOCFR category. For all other staff papers 
with a SECY senes designation prepared for Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

This category contains documentation pertaining to AEC and NRC contracts and Interagency 
Agreements, including: 

1. Notifications of issuance of request for proposal (RFP) and invitations for bid (IFB). 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, project title, contractor 
name, contract type, funding, and period of performance. 

4. Contractual documents and contract modifications, if any. 


DISCLOSURE - FinanctaJ Disclosure Information 

This category contains financiai disclosure information in accordance with the Ethics in Government 
Act of 1978, 


FOIA - Freedom of Information Act Requests and Releases 

This category contains requests for agency records and records released in accordance with the 

provisions of the Freedom of Information Act (FOIA), Documents in this category include: 

1. Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year-numerical sequence) for NRC records made in accordance 
with fhe provisions of the Freedom of Information Act. 

2. Correspondence between the NRC and the requester relevant to the processing, appeal, 
denial or granting of an FOIA request, 

3. Records or portions of records released in response to specific requests made under FOIA, 


GEN TECH IS - Generic Technical Issues 

This category contains lecords pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program, 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 
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3. Meeting notifications and minutes. 


4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 


I&E Inspection and Enforcement 

This category contains bulletins, circulars and information notices that are issued by the Office of 
Inspection and Enforcement. These issuances describe particular events that occur at a facility 
that may require some follow-up action on the part of licensees. Also included in this category 
are preliminary notifications of events (PNOs). 

K l&E Circulars, which describe an event at a licensed facility and are informational in nature. 

2. I&E Information Notices, which are similar to circulars but are preliminary in nature and 
issued shortly after an event has occurred. 

3. I&E Bulletins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a result of this event. 

4. Preliminary Notifications of Events (PNOs), which provide updated information of an event 
of safety or public interest significance. 

NOTE: For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Qof individual docket categories. 

MISC — Public Document Room Miscellaneous 

This category contains documents that do not fall into the scope of the other non docketed 
categories. 

NUREG — NUREG Reports and Related Correspondence 

These documents are formal reports issued by the U.S. Nuclear Regulatory Commission which 
carry the NUREG series code and correspondence pertaining to those reports. NUREG reports 
are accounts of work performed either by the NRC staff or by NRC contractors. 

1. These reports are normally final work products and are characterized by the following criteria: 

a. They are predecisional documents which present information to be considered in 
Commission licensing and policy decisions. 

b. They present the results of Commission licensing and policy decisions, 

c. They present the results of technical research conducted for the Commission. 

2 . Correspondence from industry, government and interested members of the public commenting 
on reports or requesting clarification or interpretation, 

3. Internal NRC memoranda summarizing meetings or discussions pertaining to the content of 
the reports. 
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This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment. and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are 

1 . Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility, e.g., EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 

Tins category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1. Federal Register notices slating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR), 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR, 


PRM - Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2, Federal Register cause notices of the filing of the petition. 
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Lorrespondence between NRC and the petitioner regarding the status and substance of the 
petition, 

4, Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE For staff recommendations to the Commissjoners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECV category. 

For Commission review of staff recommendations, see the lOCFR category. 

PROJ - Projects -Predacket Licensing 

This category contains records pertaining to two classes of projects fl) cominerciaf nuclear power 
plants for which NRC has full licensing responsibilities, and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a ‘T’’ 
prefix, followed by a senes of numbers. 

h “Pre^docketed'" commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic cfiaracters. These are 
the same categories as those used for tlte Docket 50 series. 

A. Application/Const ruction Stage 

1. Application submitted by the utility. 

Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup lechnical documents submitted in support of the application. 

6. Early site visits. 

B, Utility PSAR and Amendments 

1. PSARs submitted by the utility, 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of tfie PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et al pertaining to pre-heanng conferences, if any, 

M. Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust review. 
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1 Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to lest reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include. 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or tlie existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to tlie NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S, and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
- ’ e 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 

by utilities for specific facilities. Documents in this category include; 

action reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
over the design, fabrication, construction and testing of structural systems and 


ns. 

3, Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD - Regulatory Guides 

Tliis category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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, ...g parts of the NRC’s regulations. They also delineate techniques used 

by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 

cants. Included are. 

1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC vaiue/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre*iest prediction reports. 

4v ‘‘Quick look’* reports. 

5, Informal experimenta) data reports and post -irradiation exaniii 

6, Conceptual design descriptions. 

7, Letter reports of foreign travel and site visits by coni 

8, Letter, monthly, quarterly, interim or annual status or 
projects contracted for by the NRC. 

9, Meeting summaries and correspondence dealing with tc 
and technical assistance contracts. 

10, Staff Research Information Letters (RILs) transmitting 
pletcd reseaich programs. 

NOTE: For final reports of research conducted by coniracto 


REVIEW GRP ^ NRC Research Review Groups 

This category contains records pertaining to the activities of N 
groups provide a broad base of technical expertise to aid mans 
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ui rcicarcn results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in tlus category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion, 

RM — Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission's regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in tliis category 
include: 

1. Designations of the presiding officer and any special directions for the conduct of the heanng. 

2. Notifications of hearing board meetings 

3. Pennons, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2, Consent Calendar items and Policy Session items. 

NOTE' For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category, 


STATE PROG — State Programs 

This category contains records that pertain to the Commission’s activities and mteraction with State 
governments. Areas covered include: (1) the State Agreements Program^ whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; ( 2 ) the Agency’s role in assisting 
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uidic duu local governments in planning responses to radioiogicaJ emergondes; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes, 

1> Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding 

a, cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b technical assistance to Agreement States in reviewing applications, compbance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations, i.e decommissioning and facility siting. 

3. Stale Legislaiive Reports. 

4 Agreement State Licensing Statistics Reports 

NOTE For specific uranium nrulling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPRJEP - Vendor Reports and Related Correspondence 

Tins category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 

1. Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted b\ architect, engineers and other vendors 

2. Revisions, modifications and amendments to topical reports, 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design cntena. 

NOTE For reports submitted by utilities that are wniteii by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT - Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management Each topic has been assigned a number, with the series designated 
b) a WM prefix. These documents deal primarily with NRC’s interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-Jevej 
waste issues and tasks. The documents in this category are 

1. Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2, Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 
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iji me YVdMc isojaiion niot nan (WIPP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


XPORTLIC - Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are* 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses, 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE* For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see lOCFR category. 
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